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Title 3— 
The President 


[FR Doc. 83-28348 
Filed 10-13-83; 4:29 pm] 
Billing code 3195-01-M 


Presidential Documents 


Proclamation 5116 of October 13, 1983 
Lupus Awareness Week, 1983 


By the President of the United States of America 


A Proclamation 


Systemic lupus erthematosus (also known as lupus, or SLE) is a serious, 
potentially fatal, connective tissue disease that can affect many different 
organs of the body. More than 500,000 Americans are estimated to have lupus, 
approximately 90 percent of whom are women. The disease usually begins in 
adolescence or young adult life. 


Scientists believe that lupus is caused by disturbances in the body’s immune 
system; hormonal abnormalities and-genetic factors also seem to be important. 
In its systemic form, the disease may involve the skin, joints, kidneys, heart, 
lungs and brain, in varying combinations. 


The outlook for victims of lupus has been improving in recent years. The 
survival rate has increased as a result of greater awareness of the disease, 
improved diagnostic methods, and more effective treatments. However, new 
research findings and new approaches to diagnosis and improved treatment 
are urgently nezded to eliminate lupus as a cause of human suffering. The 
Federal government and private voluntary organizations have developed a 
strong, enduring partnership committed to lupus research. I am confident that 
this cooperation will hasten the time when the cause and cure for the disease 
will be found. 


In recognition of the progress being made in research, diagnostic methods and 
effective treatments for the cure and alleviation of lupus, and the need for 
greater public awareness of this disease, the Congress, by Senate Joint 
Resolution 102, has authorized and requested the President to proclaim the 
week of October 16 through October 22, 1983, as “Lupus Awareness Week.” 


NOW, THEREFORE, I, RONALD REAGAN, President of the United States of 
America, do hereby proclaim the week of October 16 through October 22, 1983, 
as “Lupus Awareness Week,” and I call upon the people of the United States 
to observe this week with appropriate ceremonies and activities. 


IN WITNESS WHEREOF, I have hereunto set my hand this 13th. day of 
October, in the year of our Lord nineteen hundred and eighty-three, and of the 
Independence of the United States of America the two hundred and eighth. 


aa Olio 
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{FR Doc. 83-28349 
Filed 10-13-83; 4:30 pm! 
Billing code 3195-01-M 


Presidential Documents 


Proclamation 5117 of October 13, 1983 
National Farm-City Week, 1983 


By the President of the United States of America 


A Proclamation 


The Nation's farms and cities provide the framework for American economic 
and social life. Each serves as the economic lifeline for the other. 


Farms provide the basic food, fiber, and timber for consumer needs. The rural 
countryside also provides watersheds, a natural environment for clear water 
and clean air, outdoor recreation, open spaces, and landscapes. The cities 
sustain industry, services, cultural centers, and house 97 percent of the 
population. 


Each year the people of our farms and cities pause during Farm-City Week to 
reflect on their interdependence and the strength and vitality that each brings 
to our national life. It is appropriate that Farm-City Week comes near 

giving, the traditional time since Colonial days for Americans to reflect on the 
rich bounty of the harvest. As a people we are indeed blessed to live in a land 
with a plentiful supply of wholesome food. 


In a short period of time, the United States has developed from an agricultural 
economy with scattered rural outposts, clinging to life in the New World, to an 
efficient production system in which only three percent of the Nation’s people 
feed and clothe the entire population. This rapid growth has been made 
possible through the unparalleled productivity and cooperation of farm and 
city people working in close harmony. 


In order that farm and city people may continue to reflect on the benefits of 
mutual support, and to show their grateful appreciation for their combined 
efforts, the American people have traditionally set aside a week each year to 
pay tribute to farm-city people. 


NOW, THEREFORE, I, RONALD REAGAN, President of the United States of 
America, do hereby proclaim the period November 18 through November 24, 
1983, as National Farm-City Week.-I call upon all Americans, in rural areas 
and in cities alike, to join in recognizing the accomplishments of our produc- 
tive farm families and of our urban residents in working together in a spirit of 
cooperation and interdependence to create bounty, wealth, and strength for 
the Nation. 


IN WITNESS WHEREOF, I have hereunto set my hand this 13th day of Oct., in 
the year of our Lord nineteen hundred and eighty-three, and of the Independ- 
ence of the United States of America the two hundred and eighth. 


co Men: 








Rules and Regulations 


AGENCY: Farmers Home Administration, 
USDA. 


ACTION: Final rule. 


sumMaARY: The Farmers Home 
Administration (FmHA) amends its 
regulations regarding the method used to 
pay vouchers for cost items related to 
agency compliance with the Prompt 
Payment Act. Currently, these vouchers 
are paid through the FmHA Finance 
Office in St. Louis, Missouri. The 
scheduling of payment is controlled on a 
manual basis. By paying these vouchers 
through the United States Department of 
Agriculture (USDA) National Finance 
Center (NFC) in New Orleans, 
Louisiana, certain automated controls 
can be utilized. These automated 
controls are fully developed and in place 
for FmHA use. This action is being 
taken to provide more timely payment of 
vouchers as required by the Prompt - 
Payment Act and OMB Circular 125. 
EFFECTIVE DATE: October 17, 1983. 


FOR FURTHER INFORMATION CONTACT: 
Vern Isenberg, Chief, Financial Analysis 
Branch, Financial and Productivity 
Analysis Division, Farmers Home 
Administration, USDA, Room 5419, 
South Agriculture Building, 14th and 
Independence Avenue, SW., 
Washington, D.C. 20250, Telephone: 202- 
475-4621. 

‘ARY INFORMATION: This 
final action has been reviewed under 
USDA procedures established in 
Secretary's Memorandum 1512-1, which 
implements Executive Order 12291, and 
has been determined to be exempt from 
these requirements since the method 


used to pay vouchers for cost items 
involves internal agency management. It 
is the policy of this Department that 
rules relating to public property, loans, 
grants, benefits or contracts shall be 
published for comment notwithstanding 
the exemption in 5 ULS.C.553 with 
respect to such rules. This action, 
however, isnot published for proposed 
rulemaking since the purpose of the 
changes involves internal agency 
management and publication for 
comment is unnecessary. 

This document has been reviewed in 
accordance with 7 CFR Part 1901, 
Subpart G, “Environmental Impact 
Statements.” It is the determination of 
FmHA that this action does not 
constitute a major Federal action 
significantly affecting the quality of the 
human environment and in accordance 
with the National Environmental Policy 
Act of 1969, Pub. L. 91-190, an 
Environmental Impact Statement is not 
required. 

The Catalog of Federal Domestic 
Assistance numbers and titles are: 


No. and Program Title 


10.404 Emergency Loans 

10.405 Farm Labor Housing Loans and 
Grants 

10.406 Farm Operating Loans 

10.407 Farm Ownership Loans 

10.408 Grazing Association Loans 

10.409 Irrigation, Drainage, and Other Soil 
and Water Conservation Loans 

10.410 Low to Moderate Income Housing 
Loans (Rural Housing Loans—Section 502 
Insured) 

10.411 Rural Housing Site Loans (Site 523 
and 524 Site Loans) 

10.413 Recreation Facility Loans 

10.414 Resource Conservation and 
Development Loans 

10.415 Rural Renting Housing Loans 

10.416 Soil and Water Loans (SW Loans) 

10.417 Very Low-Income Housing Repair 
Loans and Grants 

10.418 Water and Waste Disposal Systems 
for Rural Communities 

10.419 Watershed Protection and Flood 
Prevention Loans 

10.420 Rural Self-Help Housing Technical 
Assistance (Section 523 Technical 
Assistance) 

10.421 Indian Tribes and Tribal Corporation 
Loans 

10.422 Business and Industrial Loans 

10.423 Community Facilities Loans 

10.424 Industrial Development Grants 

10.425 Emergency Livestock Loans 

10426 Area Development Assistance 
Planning Grants (Section 111) 

10.427 Rural Rental Assistance Payments 

10.428 Economic Emergency Loans 
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10.429 Above Moderate Income Housing 
Loans (Guaranteed Rural Housing Loans) 

10430 Energy Impacted Area Development 
Assistance Program 

10431 Technical and Supervisory 
Assistance Grants 

10.432 Biomass Energy and Alcohol Fuels 
Loans and Loan Guarantees 


A comparison of the current method and 
the proposed method and the expected 
effects of these two alternatives are a3 
follows: 

(I) Current Method—Currently, FmHA 
field offices send all cost item vouchers 
to the FmHA Finance Office in St. Louis 
for scheduling of payment. The Finance 
Office controls the scheduling of the 
payment date manually, and on the 
appropriate date, requests the Treasury 
Disbursing Office in Kansas City, 
Missouri to issue a check to the payee. 
This process is labor intensive and 
results in inefficiencies in the scheduling 
of payments. 

(Il) Proposed Method—Under the 
proposed method, FmHA field offices 
will send all vouchers for cost items to 
the USDA National Finance Center 
(NFC) in New Orelans. NFC has an 
automated system to “warehouse” the 
vouchers and automatically schedule 
the issuance of a Treasury check on the 
payment due date. As a result of the 
procedural change, FmHA will have the 
ability to pay cost item vouchers on the 
due date: 


List of Subjects 
7 CFR Part 1951 


Account servicing, Grant programs, 
Housing and community development, 
Loan programs—Housing and 
community development, Reporting and 
recordkeeping requirements, Rural 
areas. 


7 CFR Part 1955 


‘ Foreclosure, Government acquired 
property, Government property 
management. 

7 CFR Part 1962 


Government property, Livestock, Loan 
programs—Agriculture, Rural areas. 


7 CFR Part 1965 


Administrative practice and 
procedure, Low and moderate income 
housing—Rental, Mortgages. 





4g06s =: Federal Register / Vol. 48, No. 201 / Monday, October 17, 1983 / Rules and Regulations 


Therefore, Chapter XVII, Title 7, 
Code of Federal Regulations is 
amended. 


PART 1951—SERVICING AND 
COLLECTIONS 


Subpart E—Servicing of Community 
Program Loans and Grants 


§ 1951.207 [Amended] 

1. In § 1951.207, paragraph (d)(3) is 
amended by removing the text which 
follows “the sample notation” and 
which begins with “After the voucher 


2024-P {available in any FmHA office). 
Any amount advanced is entered as a 
recoverable charge on the borrower's 
account in the Finance Office. The 
advance bears interest at the rate 
specified in the most recent debt 
instrument under which the advance is 
authorized to be made. Form FmHA 
451-26. ‘Transaction Record,’ is 
prepared by the Finance Office and sent 
to the appropriate servicing office, 
showing the amount of the recoverable 
charge and the applicable rate of 
interest. Protective advances are not to 
be used as a replacement for a loan.” 


PART 1955—PROPERTY 
MANAGEMENT 


Subpart A—Liquidation of Loans and 
Aquisition of Property 


2. Section 1955.6 is amended by 


revising paragraph (c) to read as 
follows: 


§$ 1955.6 General actions. 

(c}) Payment by voucher. 

Any cost related to a loan account 
paid under this Subpart, while the 
property is owned by the borrower, will 
be charged to the borrower's account 
when authorized in the security 
instrument or agreed to by the borrower, 
except where otherwise indicated in 
accordance with FmHA Instruction 
2024-P (available in any FmHA office). 

3. Section 1955.10 is amended by 
revising paragraphs (c}(2) and {d)(2} to 
read as follows: 


§ 1955.10 Voluntary conveyance of real 
estate and related security 

(c) 

(2) Prior liens will be paid by 
Standard Form 1034, “Public Voucher 
for Purchases and Services Other Than 
Persona!,” in accordance with FmHA 
Instruction 2024 {available in any FmHA 


* 2 e 


office). If the property is acquired 
subject to prior liens, payment of 
installments on these liens may be made 
while title to the property is held by the 
Government. 


* . * * . 


(d) S 2-6 

(2) Taxes. 

If the offer on Form FmHA 465-4 does 
not obligate the borrower to pay taxes 
and assessments which are a lien, or 
will become a lien on the property, or 
water assessments or charges to protect 
the right to receive water, the County 
Supervisor will complete Standard Form 
1034 and Form FmHA 2024-1, 
“Miscellaneous Payment System,” to 
pay such costs and submit them with the 
voluntary conveyance docket to the 
approval official. If voluntary 
conveyance is approved, the approval 
official will process such costs in 
accordance with FmHA Instruction 
2024-P (available in any FmHA office). 


§ 1955.10 [Amended] 


4. Section 1955.10{g)(1) is amended by 
revising the last sentence to read as 
follows: “If the borrower is unable to 
pay the closing costs, they may be paid 
by voucher (SF-1034) in accordance 
with FmHA Instruction 2024-P 
(available in any FmHA office) and 
charged to the borrower's account.” 


§ 1955.11 [Amended] 


5. Section 1955.11(b)(1) is amended by 
revising the last sentence to read as 
follows: “The State Director will pay 
such fees by processing Standard Form 
1034 in accordance with FmHA 
Instruction 2024-P {available in any 
FmHA office).” 


§ 1955.15 [Amended] 


6. Section 1955.15(d)(1)({ii) is amended 
by revising the last sentence to read as 
follows: “If the prior lienholder requires 
a cash payment, the State Director will 
process Standard Form 1034 in 
accordance with FmHA Instruction 
2024-P (available in any FmHA office) 
for the amount of the prior lien debt 
including the cost of foreclosure, in 
sufficient time for the County Supervisor 
to receive a U.S. Treasury check before 
the sale.” 

7.Section 1955.15(d)(6){ii) is amended 
by revising the fourth sentence to read 
as follows: “On receiving advice from 
OGC, the County Supervisor will 
prepare and submit Standafd Form 1034 
in accordance with FmHA Instruction 
2024--P {available in any FmHA office) 
requesting payment of all real estate 
taxes and asssements, including water 
assessments, which are due and 
payable.” 


8. Section 1955.63(f)(2) is amended by 
revising the last sentence to read as 
follows: “If taxes become due and 
payable while the Government owns the 
property, and are not paid by a prior 
lienholder, the County Supervisor will 
pay taxes by using Standard Form 1034 
in accordance with FmHA Instruction 
2024-P (available in any FmHA office).” 

9. Section 1955.67 is amended by 
revising paragraph (b) to read as 
follows: 


§ 1955.67 Management of acquired chattel 
property. 


* * * * * 


(b) Payment of costs. 

The County Supervisor will pay 
charges for the care, custody, and 
transportation of acquired chattel 
property using Standard Form 1034 or 
certified invoice in accordance with 
FmHA Instruction 2024-P (available in 
any FmHA office). 


Subpart C—Disposal of Acquired 
Property 


§ 1955.107 [Amended] 


10. Section 1955.107 is amended by 
revising the first sentence to read as 
follows: “For property that is taxable 
while owned by FmHA (see 
§ 1955.63(f}), the County Surpervisor will 
process Standard Form 1034 in 
accordance with FmHA Instruction 
2024-P (available in any FmHA office) 
to pay such taxes as they become due 
and payable.” , 


§ 1955.116 [Amended] 


11. Section 1955.116(b)(3){iii){C) is 
amended by adding the following 
sentence to the end of the paragraph: 
“These costs will be paid in accordance 
with FmHA Instruction 2024—P 
(available in any FmHA office).” 


f 


§ 1955.116 [Amended] 


12. Section 1955.118({a)(1) is amended 
by removing the sentence following the 
sample public notice which begins with 
“The notice * * *” and inserting in its 
place: “The notice will be paid for by 
processing Standard Form 1143 in 
accordance with FmHA Instruction 
2024—P (available in any FmHA office) 
charged as an nonrecoverable cost to 
the Salaries and Expenses account.” 

13. Section 1955.118{e)(2) is amended 
by revising the second sentence to read 
as follows: “Otherwise, Standard Form 
1034 or other approved voucher will be 
processed in accordance with FmHA 
Instruction 2024-P (available in any 
FmHA office).” 
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PART 1962—PERSONAL PROPERTY 


Subpart A—Servicing and Liquidation 
of Chattel Security 

14. Section 1962.40 is amended by 
revising paragraph (e)(4) to read as 
follows: 

§ 1962.40 Liquidation. 

(e) * * * 

(4) Costs incurred by FmHA in 
protecting its interest in security or EO 
property may be paid by means of 
Standard Form 1034, “Public Voucher 
for Purchases and Services Other Than 
Personal,” in accordance with FmHA 
Instruction 2024-P (available in any 
FmHA office) and may be charged to the 
borrower's loan account, or paid from 
proceeds of the sale of security or EO 
property. 

15. Section 1962.42(a)(1)(v) is amended 
by revising the last sentence to read as 
follows: “When prior liens are paid, the 
payment will be made by processing 
Standard Form 1034 in accordance with 
FmHA Instruction 2024-P (available in 
any FmHA office) and charged to the 
borrower's account.” 

16. Section 1962.42 is amended by 
revising paragraph (c)(7) to read as 
follows: 


§ 1962.42 Repossession, care, and sale of 
chattel security or EO property by the 
County Supervisor. 

(c) * « *« 

(7) Payment of costs and prior 
lienholders. 

If expenses must be paid before the 
sale, or if cash proceeds are not 
available from the sale of the property 
to pay costs referred to in § 1962.44(b) of 
this Subpart, or to pay prior lienholders, 
such costs or prior liens will be paid by 
voucher on Standard Form 1034 or by 
Standard Form 1143, “Advertising 
Order,” and Standard Form 1143a, 
“Memorandum Copy,” for newspaper or 
publisher's invoice for newspaper 
advertising, in accordance with FmHA 
Instructions 2024-F and 2024—P 
(available in any FmHA office). 


PART 1965—REAL PROPERTY 


17. Section 1965.75(c)(2) is amended 
by revising last sentence to read as 
follows: “The fees will be paid by 
processing Standard Form 1034, ‘Public 
Voucher for Purchases and Services 
Other Than Personal,’ in accordance 
with FmHA Instruction 2024—P 
(available in any FmHA office).” 


Authority: 7 U.S.C. 1989; 42 U.S.C. 1480; 5 
U.S.C. 301; sec. 10 Pub. L. 93-357; delegation 
of authority by the Sec. of Agri.. 7 CFR 2.23; 
delegation of authority by the Under Sec. for 
Small Community and Rural Development, 7 
CFR 2.70. i 

Dated: September 7, 1983. 

Charles A. Jewell, 

Acting Administrator, Farmers Home 
Administration. 

[FR Doc. 83-28191 Filed 10-14-83: 8:45 am| 
BILLING CODE 3410-07-M 


DEPARTMENT OF TRANSPORTATION 
Federal Aviation Administration 


14 CFR Part 39 
[Docket No. 83-CE-65-AD; Amdt. 39-4716] 


Airworthiness Directives; Cessna 
Models; Correction 


AGENCY: Federal Aviation 
Administration (FAA), DOT. 
ACTION: Correction of final rule. 


SUMMARY: This action corrects 
Airworthiness Directive (AD) 83-17-06, 
Amendment 39-4716 (48 FR 39050, 
39051), applicable to Cessna Models 180 
through 180H, 180], 180K, 150D through 
150L, 185, 185A through 185E, A185E, 
A185F, 182 through 182R, R182, T182, 
TR182, 172, and 172A through 172P 
airplanes modified by Robertson 
Supplemental Type Certificates (STCs) 
SA1435WE, SA2191WE, SA2192WE, 
SA1441WE, SA1382WE, and SA1689WE. 
This correction is necessary because 
information identifying the questionable 
airplanes by date of modification was 
inadvertently omitted from paragraph 
(a) when the AD was published in the 
Federal Register. 

EFFECTIVE DATE: October 20, 1983. 

FOR FURTHER INFORMATION CONTACT: 
Mr. Owen Schrader, Airframe Branch, 
ANM-120§, Seattle Aircraft 
Certification Office, FAA, Northwest 
Mountain Region, 17900 Pacific Highway 
South, C-68966, Seattle, Washington 
98168, Telephone (206) 767-2516. 
SUPPLEMENTARY INFORMATION: 
Subsequent to the issuance of AD 83- 
17-06, Amendment 39-4716 (48 FR 39050, 
39051), applicable to Cessna Models 180 
through 180H, 180J, 180K, 150D through 
150L, 185, 185A through 185E, A185E, 
A185F, 182 through 182R, R182, T182, 
TR182, 172, and 172A through 172P 
airplanes modified by Robertson STCs 
SA1435WE, SA2191WE, SA2192WE, 
SA1441WE, SA1382WE, and SA1689WE, 
the FAA found that paragraph (a) 
inadvertentiy omitted the date (August 
1, 1983) identifying those questionable 
airplanes which may have been 


improperly modified when the AD was 
published in the Federal Register. 
Therefore, action is taken herein to 
make this correction. Since this action is 
clarifying in nature, notice and public 
procedure thereon are not considered 
necessary. 


List of Subjects in 14 CFR Part 39 


Aviation safety, Aircraft. 


In FR Doc. 83—23684 (48 FR 39050, 
39051), appearing on page 39051 in the 
Federal Register of August 29, 1983, 
make the following correction: Correct 
paragraph (a) to read as follows: 


“(a) Check the permanent aircraft records 
of the airplane to determine if it has been 
modified per the applicable STC at Robertson 
Aircraft Corporation Repair Station No. 415- 
23 prior to August 1, 1983. If not, no further 
action is necessary. If modified at this facility 
before this date, inspect and, if necessary, 
correct the aileron balance weight 
installation in accordance with paragraph (b) 
of this AD.” 


(Sec. 313(a), 601 and 603 of the Federal 
Aviation Act of 1958, as amended (49 U.S.C. 
1354{a), 1421 and 1423); 49 U.S.C. 106(g) 
(Revised Pub. L.-97-449, January 12, 1983); 
and Sec. 11.89 of the Federal Aviation 
Regulations (14 CFR Sec. 11.89)) 


Issued in Kansas City, Missouri, on 
October 5, 1983. 


Murray E. Smith, 
Director, Central Region. 


{FR Doc. 63-28100 Filed 10-14-83; 8:45 am} 
BILLING CODE 4910-13-™ 


SECURITIES AND EXCHANGE 
COMMISSION 


17 CFR Part 231 


[Release Nos. 33-6486A; 34-20220A; 35- 
23069A; IC-13529A; File No. S7-958] 


Disclosure of Executive 
Compensation; 


Correction 


In FR Doc. 83-27551 appearing on 
page 46012 in the issue of Tuesday, 
October 11, 1983, make the following 
correction: 

In the middle column of the page, the 
caption 


PART 239—{CORRECTED] 


should have read 


PART 231—{CORRECTED] 


BILLING CODE 1505-01-4 
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DEPARTMENT OF ENERGY 
Federai Energy Regulatory 
Commission 


18 CFR Parts 35 and 301 
[Docket No. RM81-41-000 Order No. 337] 


Sales of Electric Power to Bonneville 
Power Administration, Methodology 
and Filing Requirements 


AGENCY: Federal Energy Regulatory 
Commission DOE. 
ACTION: Final rule 


Administration (BPA) must develop and 
file with the Commission for review and 


resources of certain public utilities for 
purposes of setting rates for purchase 
and exchange sales. The average system 
cost is the price at which these utilities 
sell power to BPA. This rule ap 


Commission review of rate filings based 
on the methodology. This final rule 
replaces an interim rule approving the 
methodology and related precedures. 
EFFECTIVE DATE: This rule is effective 
December 16, 1983; however, if the 
Office of Management and Budget's 
approval has not been received by that 
date, the Commission will issue a notice 
temporarily suspending the effective 
date. 

FOR FURTHER INFORMATION CONTACT: 


Jan Macpherson, Rulemaking and 
Legislature Analysis, Office of the 
General Counsel, Federal Energy 
Regulatory Commission, 825 North 
Capitol Street, NE., Washington, D.C. 

Michael Coleman, Chief, Ratemaking 
Systems Development and Evaluation 
Branch, Office of Electric Power 
Regulation, Federal Energy Regulatory 
Commission, 825 North Capitol Street, 
NE., Washington, D.C. 20426, (202) 
376-9337. 

SUPPLEMENTARY INFORMATION: 

Issued: October 6, 1983. 

Intreducti 
The Federal Energy Regulatory 

Commission (Commission) is issuing a 

final rule concerning sales of power 

from certain public utilities to the 

Bonneville Power Administration (BPA) 

under section 5(c) of the Pacific 

Northwest Electric Power Planning and 

Conservation Act (Northwest Power 


Act).' This rule approves BPA’s 
methodology for determining the 
“average system cost” (ASC) of electric 
power generation by any utility 
engaging in the power exchange 
program in section 5 of the Northwest 
Power Act. The ASC is the rate at which 
the utility sells power to BPA. The rule 
also sets forth revised procedures for 
Commission review under the Federal 
Power Act (FPA) ? of the ASC-based 
rates that are filled with the Commission 
by utilities and applied te any power 
sale to BPA. 


Il. Background 

Under section 5(c) of the Northwest 
Power Act, any public utility in the 
Northwest region can sell power to BPA 
at the utility's ASC. BPA then sells an 
equivalent amount of power back to the 
utility at BPA’s preference rate, which is 
generally lower than the utility's ASC- 
based rate. The utility passes the 
resulting savings on to its residential 
customers. The purpose of this power 
exchange program is to allow residential 
consumers to buy power from 
participating utilities, which are 
primarily investor-owned utilities, at a 
lower rate than would otherwise be 
possible. Congress intends that these 
consumers 


share in the economic benefits of the lower 
cost Federal resources marketed by BPA 
. . {the Act] will provide these consumers 
wholesale rate parity with residential 
consumers of preference utilities in the 
region.* 
BPA’s direct service industrial 
customers (DSIs) bear the costs of the 
exchange in return for the opportunity to 
sign long-term contracts with BPA 
because under section 7({c) of the 
Northwest Power Act, BPA sets the 
rates for the DSIs at a level high enough 
to recover the net costs to BPA of the 
section 5({c) power exchange program. 

In developing the proposed ASC 
methodology, BPA consulted with the 
Pacific Northwest Electric Power 
Planning and Conservation Council, 
BPA’s customers, state regulatory 
authorities in the region, investor-owned 
utilities and publicly-owned utilities, 
and members of the public.‘ It solicited 
comments from the general public and 
filed the revised methodology with the 
Commission on August 27, 1961. 

After devising the methodology, BPA 
requested that the Commission approve 
the ASC methodology on an interim 


16 U.S.C. 830-839h (Supp. IV 1980). 

716 U.S.C. 792-628c (1976 & Supp. IV 1980). 

*S. Rep No. 976. 96th Cong.. 2d Sess. 35 (1980); see 
also H.R. Rep. No. 976, 96th Cong., 2d Sess. 35 
(1980). 

*46 FR 32,727 (June 24, 1981). 


basis effective October 1, 1981. It 
requested waiver of the requirement in 
section 205{d) of the FPA that, unless the 
Commission orders otherwise, there be 
sixty days’ notice of rate changes. It also 
asked that ASC-based rates filed with 
the Commission by utilities under the 
FPA be suspended for one day and 
approved, subject to adjustment, as of 
October 1, 1981. BPA's primary objective 
in requesting swift approval of its 
methodology was to enable the 
Commission to review some contracts to 
exchange power under section 5{c) of 
the Northwest Power Act which had 
been accepted by certain utilities. These 
utilities had filed or were about to file 
those contracts with the Commission, to 
be effective October 1, 1981. 

On October 14, 1981, the Commission 
published an interim rule conditionally 
approving the ASC rule as submitted by 
BPA.* The Commission denied BPA’s 
other requests, stating that it would 
consider these requests in connection 
with ASC-based rates actually filed with 
the Commission by utilities. 

The interim rule contained three 
distinct, though related, elements: the 
ASC methodology itself, BPA’s 
procedures for reviewing a utility’s ASC 
computation, and the Commission's 
procedures for reviewing the utility's 
ASC-based rate under the FPA. The 
Commission plays a different role in 
each of these three elements of the 
power exchange program. 

The Commission's role of reviewing 
the actual ASC methodology under 
section 5(c)(7) of the Northwest Power 
Act is limited in nature. it is BPA’s 
responsibility to formulate the 
methodology in the first instance, in 
consultation with other parties, as 
dictated by the statute. The Commission 
reviews and approves or disapproves 
the methodology proposed by BPA. The 
Northwest Power Act does not explain 
the nature of this review and approval. 
However, since section 5 contemplates 
that BPA will propose the methodology 
after consulting with various affected 
parties, it appears that Congress 
intended for the Commission to 
disapprove the methodology only if the 
Commission determines that the 
methodology is inconsistent with the 
Northwest Power Act. Under this view, 


546 FR 50,517-538 (corrected at 46 FR 55,952-954 
(November 13, 1981)). The Commission requested 
public comment on the interim rule. Comments were 
also received from the Joint State Board. This board 
was convened under section 209 of the FPA and is 
comprised of representatives from each affected 
state and a federal representative. It was convened 
in anticipation of BPA’s filing the proposed ASC 
methodology. Its exact makeup and procedures are 
noted in more detail in the preamble to the interim 
rule. 46 FR 50,518 n.7 (October 14, 1981). 
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disapproval is not warranted only on the 
basis that there are some areas in which 
the Commission believes the 
methodology could be improved or 
clarified.‘ In this final rule, the 
Commission takes this view of the 
statutory scheme and approves the 
methodology as submitted, with no 
substantial changes 

Unlike the methodology itself, BPA’s 
procedures related to review of the ASC 
forms submitted by utilities with respect 
to individual rates are not subject to 
Commission review. Section 5(c)(7) of 
the Northwest Power Act authorizes the 
Commission to review the ASC 
methodology itself, not BPA’s internal 
procedures. Because this subject matter 
is therefore inappropriate for the 
Commission's regulations, the 
Commission is deleting all references to 
BPA's procedures from*the final rule. 
Anyone who objects to these procedures 
should contact BPA rather than the 
Commission. 

The Commission reviews the utilities’ 
ASC-based rates for the exchange 
transaction under the FPA because they 
are wholesale electric rates. The 
Northwest Power Act and the FPA 
should be interpreted in concert; that is, 
the statutory scheme suggests that the 
FPA just and reasonable standard must 
be applied to ASC-based filings in a 
manner consistent with the applicable 
siandards of the Northwest Power Act. 
Therefore, once the Commission has 
approved the ASC methodology under 
the Northwest Power Act, it will also 
approve as just and reasonable any 
individual rate which is based on the 
methodology. 

Commission review procedures are 
not subject to the “review and approval” 
standard in section 5 (c){7) of the 
Northwest Power Act, which applies 
only to review of the ASC methodology 
itself. Thus, the Northwest Power Act 
does not limit the Commission's 
authority to select procedures and 
requirements for its review of a utility's 
ASC-based rate filed with the 
Commission under the FPA. 

» Accordingly, the Commission has 
amended the review procedures that 
were originally drafted by BPA and 
included in the interim rule. This change 
affords the Commission more flexibility 
in handling ASC-based rate filings and 
conforms more closely to its existing 
requirements. The Commission is 
redesignating these procedural 
provisions as §§ 35.30-35.32. 


*The Commission has made severaknecessary 
editorial changes and changes in format in the 
description of the methodology submitted to it by 
BPA. There is no substantative amendment made in 
the methodology. 


IIL. Discussion 


A. General Description of the Rule 
Adopted 


This final rule approves the ASC . 
methodology substantially unchanged.’ 
In general terms, the rule defines ASC 
as the utility's production and 
transmission costs, minus costs 
specifically excluded by section 5 (c){7) 
of the Northwest Power Act,* divided by 
the utility’s energy load (kilowatt-hour 
sales), for a particular exchange period 
(an exchange period being the time 
during which the utility's jurisdictional 
retail rate schedules are in effect). Thus, 
much of the ASC methodology is 
designed to distinguish between 
distribution costs, which are not to be 
included, and production and 
transmission costs. This distinguishing 
process is referred to as 
functionalization of costs. The 
methodology relies to a large extent on 
the date related to investment, operating 
costs, and loads, used by the state 
regulatory authorities to establish retail 
electric rates (“State Commissions”). 
Costs such as administrative and 
general expenses that are not directly 
identified with a production, 
transmission, or distribution function 
are generally functionalized either 
based on an analysis of the nature of the 
expenses or under a specified 
functionalizaltion formula. 

The rule also governs the 
Commission's procedures for reviewing 
individual utilities’ ASC-based rate 
filings.* The primary difference between 
these procedures and requirements and 
the general procedures and 
requirements applicable to other rate 
filings is that the Commission's review 
of an ASC-based rate filing is designed 
to determine only whether the proposed 
rate is computed correctly, based on the 


7 The final rule moves the methodology from 18 
CFR 35.13a to 18 CFR 301.1 (Subchapter L— 
Regulations for Federal Power Marketing 
Agencies. . .), which contains all regulations 
related solely to the federal power marketing 
agencies. Part 35 contains the Commission's filing 
requirements for F.P.A. filings. 

* Under section 5 (c)(7) of the Northwest Power 
Act, three categories of costs cannot be included in 
determining ASC: (1) the cost of serving new large 
single loads, (2) the cost of serving loads outside the 
region, and (3} the cost of generating facilities which 
are terminated before commercial operation. 

*°The Commission has moved these provisions 
from § 35.13a to $§ 35.30-35.32 in a new Subpart D. 
entitled “Public Utility Transactions with Power 
Marketing Agencies.” Subpart B of Part 35, in which 
the Commission placed the interim provisions, 
determines which documents are to be submitted 
with a rate schedule filing under the FPA that is not 
ASC-based. In contrast, the provisions of this rule 
contain Commission procedures and standards, as 
well as filing requirements, that are unique to the 
rates applicable to exchanges under the Northwest 
Power Act. 


ASC methodology. If it is, the 
Commission will find the rate just and 
reasonable under the FPA. 

Sixty-three filings of ASC rates have 
been submitted to the Commission 
under the interim rule procedures: Each 
of the submittals has been accepted for 
filing subject to refund or other 
adjustment pending the issuance of a 
final rule. The acceptance included a 
statement that any party to the docket 
was not precluded from later raising 
those issues which it felt were not 
resolved by the final rule. Therefore, 
within sixty days of the effective date of 
this final rule, parties to the dockets 
submitted under the interim rule should 
notify the Commission whether they 
desire further consideration of the 
dockets. If any party desires further 
consideration of a docket, notification to 
the Commission should specify the 
docket, the allegedly unresolved issues, 
the party's position with respect to 
unresolved issues and, to the extent 
possible, the impact of the issues on the 
ASC-based rate. 


B. Comment Analysis 


1. Whether to Change the ASC 
Methodology. A Central issue in this 
rulemaking is the meaning of the 
“review and approve” standard in the 
Northwest Power Act; that is, 
commenters debate whether the 
Commission can change the 
methodology or only approve or 
disapprove it as a whole. This issue was 
debated by the commenters in the 
context of a particular situation which is 
described below. 

BPA’s Direct Service Industrial 
customers {DSIs) initially commented 
that the ASC methodology should be 
approved without change, stating that 
the methodology as submitted by BPA is 
the result of an “extensive consultation 
process” which involved all affected 
parties and that it is a negotiated 
document based upon compromises 
between the various interests. The 
Public Power Council (PPC), C.P. 
National-Corporation, Puget Sound 
Power and Light Company (Puget 
Sound), and the Intercompany Pool also 
express general support for the ASC as 
submitted, although they suggest 
specific changes discussed below. 

The DSlIs later withdrew their support 
for the methodology." The particular 
problem causing them to do this was a 
BPA decision of December 27, 1982, 
concerning the determination of an ASC. 
The DSIs now argue that the 


‘°In a third set of comments, filed on September 
2, 1983, the DSIs suggest that the Commission 
approve the methodology with certain changes. 
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section 5(c){7)(c) of the Northwest 
Power Act, which requires that the costs 


of generating facilities terminated before 
commercial 


be from a utility's ASC. They 
also argue that it is contrary to the 
methodology in the 


po yr ety peered te decision; (2) 
solicit further comments and hold a 
ee nee ee 
interim methodology to BPA for 
modification. They later requested that 
the Commission delay its decision on 
the ASC rule, arguing that a coherent 
body of case law is beginning to emerge 
from BPA's administration of the interim 
ee 
would make it 
difficult for BPA to fine tune the 


for the DSIs, and representatives of the 
Commission 


). 

In response to these comments, PP&L 
argues that the Commission should not 
delay its decision on the methodology, 
that BPA has not misinterpreted the 
interim methodology, and that if any 
such misinterpretation had taken place, 
the Commission would have authority to 
correct it. PP&L also states that the DSIs’ 
comment incorrectly implies that 
because of the interim ASC 
methodology, BPA cannot remove 
terminated plant costs it finds in PP&L's 
ASC." Finally, they disagree with the 


™ In their comments dated January 21, 1963, the 
DSis allege that the presence of such costs in PP&L's 
ASC can be verified in Order No. 82-606 of the 
Oregon Public Utility Commission. 

*PP&L says that BPA hired outside auditors, who 
identified no terminated plant costs in PP&L'’s ASC. 


Commissioner. PP&L argues that in this order. the 


DSlIs’ assertion that BPA's interpretation 
of the ASC methodology exposes BPA 
and its ratepayers to a — liability 
of several billion dollars, characteri 

it as a “wild overstatement.” 


methodology as submitted by BPA, 
except for some editorial and technical 
changes. The DSIs themselves recognize 
in their comments that the alleged 
problem they raise is a result of BPA's 
interpretation of the methodology, not 
the methodology itself. As with any 
other possible problems arising with 
BPA’s application of the methodology, 
the Commission will consider that 
interpretation on a case-by-case basis 
when it reviews individual utilities’ 
ASC-based rates under $§ 35.30-35.32. 
2. Future in the ASC 
Methodology. Section 35.13a(d)(6) of the 
interim rule set forth procedures for BPA 
to change the methodology. In its 
comments on this provision, the Joint 
State Board argues that the rule should 
be changed to allow two or more of the 
affected state public utility regulatory 
comrnissions to initiate a consultation 
procedure to change the methodology. 
The Commission believes that neither 
the Northwest Power Act nor the FPA 
grants the Commission authority to 
amend the methodology, much less 
BPA's procedures for establishing it. The 


_. Commission may review and approve 


the product of BPA’s efforts. The 
statutes provide no mechanism for 
Commission participation in 
establishing or conducting proceedings 
to develop a methodology. The BPA 
procedures have been deleted because 
they are superfluous to the 
Commission's regulations. 

The Joint State Board also suggests 
that a new provision be added stating 
that the Commission may “direct a 
change” in the ASC methodology. BPA 
and the DSIs object to this suggestion, 
arguing that under section 5(c)({7) of the 
Northwest Power Act, the ASC 
methodology is primarily the 
responsibility of BPA, with the 
Commission's role limited to review and 
approval. They argue that the 
Commission lacks authority to change or 
“direct a change” in the methodology. In 
addition, BPA cites section 201(f) of the 
FPA, arguing that it exempts state public 
utilities from regulation and that, if the 
Commission asserts authority to direct 
changes in the ASC methodology, it will 
be “affecting” rates set by these state 
bodies. The DSIs also argue in their 
initial comments that since the 
methodology as proposed by BPA is a 


Oregon Commissioner stated that he would deny 
recovery of all costs associated with PP&L’s 
abandoned nuclear plants. 


“negotiated document,” the 
Commission—as a matter of policy— 
should not change it. 

The factors to which BPA points 
weigh in favor of deference to the 
methodology as developed by BPA in 
consultation with various parties in the 
Pacific Northwest. The Northwest Power 
Act does not provide that the 
Commission may make substantial 
changes or “direct a change” in the ASC 
methodology that is presented to it. 
However, the Commission does not at 
this time need to reach the question of 
whether its approval of the methodology 
is permanent and irrevocable even if 
intervening events suggest that the 
methodology no longer fulfills the 
objectives of the Northwest Power Act 
Of course, if BPA amends the 
methodology it must seek Commission 
approval anew. 

3. Washington Tax. The DSlIs argue 
that the tax imposed by the State of 
Washington on what the DSIs 
characterize as “public utility retail 
revenues” should be functionalized as a 
distribution expense and thus excluded 
from the ASC. The DSls state that 
Footnote 3{a) of the ASC methodology 
requires that any costs, including retail 
revenue taxes, related only to retail 
distribution must be classified as 
“other” and thus not included in the 
ASC. They argue that this means the 
Washington tax cannot be included in 
ASC because the tax is allegedly 
collected as an incident of the 
distribution of electricity to retail 
customers, rather than being a 
production or transmission cost. The 
DSls claim that 


publicly-owned utilities which do not own 
generation or transmission facilities, but 
which purchase power at wholesale from 
Bonneville for retail distribution, are as 
subject to the tax as fully-integrated, 
generating utilities. 

They argue that inclusion of the tax in 
ASC would encourage all Washington 
utilities to take advantage of the section 
5(c) exchange program to shift their tax 
burdens onto BPA. 

The PPC also argues that the tax at 
issue is a tax on retail sales and thus 
should not be included in the ASC. It 
argues that, if the tax is allowed to be 
included in ASC, more utilities will 
probably take advantage of the 
exchange program than would otherwise 
have done so. The PPC reasons that all 
utilities would exchange similar costs, 
with little or no benefit to residential 
consumers after 1984-5. 

Puget Soufid objects to BPA’s 
consultation procedures insofar as they 
affected the Washington tax issue. It 
alleges that not all parties were invited 





Federal Register / Vol. 48, No. 201 / Monday, October 17, 1983 / Rules and Regulations 46973 


to all meetings, that the Washington tax 
issue was never fully discussed or 
reviewed publicly, and that BPA’s 
position was not aired until it issued its 
record of decision. That record suggests 
that BPA does not believe the 


Washington, and (2) the tax is not a 
retail tax. It asks that the Commission 
amend the ASC methodology to require 
that the Washington tax be included. 

The Joint State Board that 
retail taxes should be excluded from 
ASC. However, it argues that the ASC 
methodology should not be construed to 
exclude taxes which are imposed on a 
utility for the privilege of doing business, 
as opposed to taxes imposed on retail 
sales. The Joint State Board notes that it 
is not as concerned with the language of 
Footnote 3(a) itself, which does not refer 
to the Washington tax, as with BPA’s 
record of decision. The Joint State Board 
argues that the proper functionalization 
of the Washington tax should be 
decided in a specific rate case before 
the Commission rather than in this 
rulemaking, which represents the 
Commission’s decision on whether to 
approve the ASC methodology. 

In their reply comments, the DSIs also 
conclude that the question of how the 
Washington tax should be 
functionalized should be decided in the 
context of a rate that a utility files with 
the Commission under the FPA rather 
than in the Commission's decision on 
the ASC methodology itself. The DSIs 
find the present record inadequate for a 
decision as to how to treat the 
Washington tax. 

The Commission agrees that the 
question of whether the Washington tax 
is a retail tax, and whether it therefore 
must be excluded from ASC, should be 
decided in the focused context of an 
ASC-based rate case rather than in the 
more general decision of whether to 
approve the ASC methodology itself. 
The Commission does not believe that 
Footnote 3({a) prejudices the question 
one way or the other. That footnote 
merely states that retail taxes cannot be 
included in ASC. The Commission does 
not disagree with this point, but it 
recognizes that the footnote does not 
specifically address the Washington tax 
issue or define what is meant by a retail 
tax. The Commission wishes to make it 


33 In the record, at 13-14, BPA stated that the 
i to,the retail sales 


Record of Decision—Average System Cost 
Methodology (1981). 


clear, however, that its approval of the 
ASC, including the language in Footnote 
3(a), does not constitute an endorsement 
of the view that the Washington tax is a 
retail tax. The Commission expresses no 
view on the merits of this issue. 

4. Refunds. The Joint State Board 
expresses concern that the final rule 
contain procedures for refunds or 
reimbursement where utilities have filed 
rates with the Commission based on the 
interim ASC rule. It notes that the 
interim rule contained such ures. 
It also asks that § 35.13a(d)(5) provide 
for refunds or reimbursement for the 
recent rate filings which were based on 
the interim rule procedures. Inasmuch as 
the Commission's orders accepting such 
submittals for filing have made the 
submittals subject to refund or other 
adjustment pending issuance of the final 
rule, and since the Commission is 
approving the methodology with no 
substantial changes, it is not necessary 
to further modify the refund 
requirements of the rule. 

Under the interim rule, if BPA 
determined that the ASC computed by 
the utility was excessive or inadequate, 
the injured party was to recover the 
excess or deficiency with interest. These 
refunds accrued interest based on the 
rates of interest charged to BPA by the 
U.S. Treasury during the period. If the 
Commission or a court revised BPA’s 
ASC determination, refunds with 
interest at that same rate were to be paid 
unless another interest rate were 
ordered. The Commission believes that 
an interest calculation based on the U.S. 
Treasury rate is appropriate for refunds 
which BPA may be required to make to 
participating utilities. However, the rate 
of interest on amounts refunded by 
utilities for excessive collections under 
ASC rates should not be distinguished 
from interest on any other refunds 
ordered by the Commission for the 
utilities. Therefore, the final rule 
requires that refunds made by utilities 
be calculated in accordance with 
§ 35.19a of the Commission's 
regulations. To avoid recalculations of 
refunds which have been properly made 
under the interim rule procedures, the 
rule does not require that interest on 
refunds already paid be recomputed. 
Therefore, the requirement for utilities to 
compute interest on refunds in 
accordance with § 35.19a will be 
effective prospectively from the 
effective date of this rule. 

5. Intervention in Commission 
Proceedings. Under the interim rule, 
when utilities filed their ASC-based 
rates with the Commission, the : 
Commission would publish a notice in 
the Federal Register setting a date by 


which interested persons must file 
motions to intervene. The DSIs state 
that the time period allowed for 
intervention is not sufficient. 

The timing of intervention in any 
evidentiary hearing on an ASC-based 
rate filing is governed by the same rules 
applicable to any other rate filings. 
Under 18 CFR 385.210{b), the 
Commission may set whatever time 
limits it believes necessary. Under 
§ 385.214 even if this time limit is 
missed, the Commission may allow late 
intervention. In any case, the DSIs 
should never be surprised and 
disadvantaged when such a filing is 
imminent. Under the new § 35.30{c), a 
utility must file its ASC-based rates with 
the Commission within 15 days of BPA’s 
determination of the utility's ASC.** 

6. Hearings and Other Issues Related 
to Commission Proceedings. The Joint 
State Board suggests that several 
aspects of the interim rule that relate to 
the Commission's procedures for 
reviewing a utility's ASC-based rate 
filing under the FPA should be 
First, it comments that § 35.13a(d)(5)(a) 
of the interim rule:should allow the 
Commission to request other items to be 
included in the utility's filing besides 
those listed in the rule. It argues that the 
items listed in the interim rule might not 
provide adequate information for the 
Commission to carry out its 
responsibility under section 205 of the 
FPA, which requires the Commission to 
ensure that rates are “just and 
reasonable.” Second, the Joint State 
Board notes that section 205 “has notice 
and suspension provisions which the 
ASC [methodology] can not change or 
ignore.” 

In addition, the Joint State Board 
objects to the lack of a provision in the 
interim rule for the Commission to hold 
an evidentiary hearing. It argues that 
written comments and oral 
presentation may not be sufficient to 
allow the Commission to meet its 
responsibilities under the FPA. 
Moreover, it warns that the absence of a 
right to an evidentiary hearing may 
violate legal requirements and the 
constitutional right to due process. 

The Commission agrees with the Joint 
State Board that the Commission has 


14 Under BPA's existing procedures, an ASC- 
based rate is set after a utility files appropriate cost 
information (ASC forms) with BPA pursuant to an 
agreement to engage in a purchase and exchange 
sale. Subsequent ASC rates supersede the existing 
rate for such transactions at the end of an 
period, that is, at the time the related retail rate is 
changed by the pertinent state commission. Each 
time the rate'is to change, Bonneville makes a 
written report of each determinztion of a utility’s 
ASC. Issuance of this report begins the 15-day 
period. 
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IV. Summary and Explanation of the 
Rule 


general authority under section 205(c) of 
the FPA to set whatever filing 

it deems useful,'* 
including the right to request additione! 
information from utilities filing ASC- 
based rates under the FPA. The 
Commission also that, under 


evidentiary 
The inal ule provides in 
§ 28.Stfe) Geet these pancedenes for 
ASC-based filings 


are the same as for 


established by BPA in the interim. 
The Joint State Board suggests that 
the test year period be added to all the 


separate identification of 

silos in cutiity’s RC: autoding the 
cost of construction work in progress 
(CWIP) associated with a generating 
unit or bulk power transmission facility 
in a utility's ASC before it begins to 
operate. The purpose of this suggestion 
is to inform ratepayers of the treatment 
of these costs so that they will have “an 
opportunity to intervene at every level 
to advocate a contrary position.” The 
Joint State Board also argues that 
separate identification is necessary to 

ensure proper revenue recovery if the 
fecility fo terminated bolore bagimning 
commercial operation, as required by 
section 5(c)(7} of the Northwest Power 
Act. 


The Commission did not change the 
rule explicitly to require this 
information. The issue raised by the 
comment would require more than a 
minor change in the methodology but is 


not so significant that disapproval of the 

would be necessary. 
However, BPA and the utilities should 
be aware that for purposes of the 
Commission's review of a jurisdictional 
utility's ASC, an adequate record is 
necessary, and that identification of 
CWIP costs may, in many 
circumstances, be essential for an 
adequate record. 

Several commenters argue that 
Footnote 24 of the ASC methodology, 
which deals with the functionalization 
of otherwise unclassifiable costs, should 
be clarified to state specifically that the 
cost of power bought from BPA under 
section 5 (b)(1) and (c)(1) of the 
Northwest Power Act is not to be 
reflected in operation and maintenance 
(O&M) expenses for Footnote 24 

They e that inclusion of 
the section 5 (b)(1) and (c)(1) costs in the 
functionalization process is an 
unintended use of the exchange program 
end that if Footnote 24 is not changed, 
more utilities will take advantage of the 
exchange p' than would have 
otherwise, thereby diluting its benefits. 
They did not explain why more utilities 
participating would dilute the benefits of 
the exchange program. No commenter 
argues a contrary position. 

The Commission does not believe that 
a modification of Footnote 24 is 
necessary. Footnote 24 is intended to 
provide a procedure for assigning 
overheads to the utilities’ operating 
functions. Under the instructions in 
Footnote 24, the only costs expressly 
excludable from the functionalization 
process that are included in the 
underlying O&M expenses (Schedules 
3A and 6D) are the costs of fuel from 
non-utility sources. However, the most 
reasonable interpretation of Footnote 24 
is that the cost of power purchases from 
BPA under section 5 (b)(1) and (c)(1) 
must be excluded. 

The Joint State Board recommends 
that the ASC rule be changed to require 
that the utility submit estimates of the 
energy to be exchanged and the revenue 
under the ASC rate. This would include 
estimates of the energy and revenue 
during the year following the months in 
which the section 5(c) energy exchange 
begins 


The Commission does not believe this 
change needs to be made in the ASC 
methodology itself. However, the 
Commission has added a provision 
($ 35.30(c)) to the rules governing its 
own review of a utility’s ASC-based rate 
requiring that all utilities comply with 18 
CFR 35.13(c), which provides that 
utilities filing under the FPA must 
submit detailed information related to 
the effect of the rate change. 


A. Commission Procedures and 
Standard for Reviewing ASC-Based 
Rates under the FPA 


Section 35.30({a) states that Subpart D 
(entitled “Procedures and Requirements 
for Utilities Selling Power to Bonneville 
Power Administration under Northwest 
Power Act”) applies to utilities subject 
to the Commission's jurisdiction under 
section 201 of the FPA who wish to 
engage in the power exchange program 
under section 5({c) of the Northwest 
Power Act. This subpart differs from 
other subparts in Part 35 in that it 
contains requirements applicable only to 
utilities engaging in this power exchange 
program. 

Under § 35.30(b), the ASC determined 
by BPA for any utility for a single 
exchange period is in effect during the 
period between BPA’s decision and the 
Commission's order. When the 
Commission issues an order on the 
utility's rate filing, the ASC-based rate 
ordered by the Commission is deemed to 
be the lawful ASC in effect from the 
start of the exchange period. 

Under § 35.30(c), within 15 days of 
BPA's decision, these utilities must file 
with the Commission BPA’s written 
report, the ASC approved by BPA, their 
ASC schedules, information related to 
the effects of a rate change, and any 
other information the Commission or its 
staff requests. 

Section 35.31 (entitled “Commission 
Review”) states that ASC-based filings 
are subject to the same procedures as 
other filings under the FPA as set forth 
under section 205 of the FPA, insofar as 
the Commission considers those - 
procedures appropriate. Persons filing 
under this subpart should be aware that 
Part 385 and Part 35 are applicable to 
proceedings involving ASC-based rates. 
However, the nature of these 
jurisdictional rates and the statutory 
scheme may warrant certain practical 
variations from the procedures utilized. 

Unlike other rates that are subject to 
section 205, utilities may collect ASC- 
based rates for a short period of time 
before these rates are filed with the 
Commission after BPA has determined 
the ASC for a particular exchange 
period. This practice, which constitutes 
a waiver of the sixty-day notice 
provision under section 205(d) of the 
FPA,'® is based on considerations 


16 Section 205(d) requires 60 days notice of a rate 
change to the Commission and the public, unless the 
Commission orders otherwise. BPA is the only 
customer to which electric utilities sell power at the 
ASC-based rate. Since BPA agreed to allow these 

Continue: 
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related to how the ASC-based rates are 
derived. First, the underlying ASC ~ 
methodology, although reviewed and 
approved by the Commission, is 
negotiated by BPA and the affected 


Commission are thereby determined in a 
manner similar to a formula rate, based 
on a methodology that has been subject 
to public procedures both in the 
Northwest region and at the 
Commission level. Second, BPA has 
established its own procedures to 
review individual ASC-based rates 
before they are filed with the 
Commission. Third, the statutory 
scheme within which ASC-based rates 
are established also circumscribes the 
Commission's scope of review in 
determining whether these rates are just 
and reasonable under the FPA. Given 
this history, the Commission believes no 
purpose is served by allowing rates to 
be effective only after an order 
accepting the rate or suspending it and 
setting it for hearing. 

While procedures are retained that 
provide for filing, acceptance, data 
requests, possible protest and 
intervention, evidentiary hearing, 
refunds, and final Commission orders, 
there are other variations on section 205 
procedures that affect the timing of the 
Commission's actions on ASC-based 
rates under section 205(d). Any failure of 
the Commission to act within 60 days of 
the filing of an ASC-based rate will not 
constitute approval of the rate.*? 
Moreover, the Commission will not 
necessarily “suspend” the rate in order 
to make it subject to refund. Under this 
rule (§ 35.30(b)), any ASC-based rate is 
subject to the Commission's refund 
authority pending a final order in each 
case, as a condition of being allowed to 
charge the rate from the date of BPA’s 
determination.*® 

Section 35.31(b) states that the 
Commission's review of an ASC is to 
ascertain whether the ASC approved by 
BPA was determined in accordance with 
the approved ASC methodology; if it 
was, the ASC-based rate will be deemed 
just and reasonable. 


ASC-based rates to go into effect before being filed 
with the Commission, there is no reason not to 
waive the 60-day notice 

17 See section 205(d) of the FPA, 16 U.S.C. 624{d) 
(1976). 

18 Under the interim rule, ASC-based rates were 
suspended and made subject to refund pending 
completion of the final rule. This, however, is a 


and Noting Interventions (issued September 23, 
1982), 20 FERC § 61,355. 


Finally, § 35.31(c) states that any 
refunds ordéred by the Commission to 
be paid by the utilities to BPA are 
governed by § 35.19a. If the ASC 
determined by BPA was too low, BPA 
may be obligated to pay the utility the 
difference between that ASC and the 
rate ordered by the Commission. This 
practice, which the rule terms an 
“adjustment”, is reflected in the interim 
rule as proposed by BPA. It is therefore 
included in this final rulé as a condition 
of approving the methodology. 


B. The ASC Methodology 


Part 301 of the Commission's 
regulations contains BPA’s methodology 
for establishing the ASC for sales under 
the power exchange program: This 
methodology, which governs the cost 
allocation underlying rate filings under 
the new §§ 35.30-35.32, is reproduced 
virtually as developed by the BPA 
pursuant to its own procedures, although 
it is orgafiized in a manner compatible 
with the Commission's regulations. 

Secti6n 301.1{a) (which was 
§ 35.13a(a) in the interim rule) provides 
that the ASC rule applies to all sales for 
resale from public utilities to BPA under 
section 5(c) of the Northwest Power Act. 

Section 301.1(b) sets forth the 
definitions related to the ASC. The 
definition of the “interim approved ASC 
methodology” in the interim rule 
(§ 35.13a(b)(3) of the interim rule) 
provided that BPA and the contracting 
utilities must agree to make any 
adjustments to the utilities’ rates 
necessary due to changes in the final 
ASC methodology. This language is 
deleted in the final rule as unnecessary 
because no significant changes are being 
made to the ASC methodology which 
would necessitate adjustments. 

“Average system cost” is defined as 
contract system costs divided by contact 
system load. “Contract system costs” is 
defined to include the utility's costs for 
production and transmission. “Cost” is 
defined as amounts used by retail 
ratesetting bodies to determine the test 
period revenue requirement for a 
particular utility, subject to the 
modifications required by the ASC rule. 
“Contract system load” is the firm 
energy load used by retail ratesetting 
bodies to establish retail rates, subject 
to the ASC rule itself. The “exchange 
period” is defined as the period during 
which a utility's jurisdictional retail rate 
schedule is in effect. Also defined are 
“jurisdiction,” “new large single load,” 
“regional power sales customer,” “test 
period,” “existing direct service 
industrial customers” and “final 
approved average system cost 
methodology.” 


The inteim rule defined “Commission” 
to mean a regulatory body which 
establishes retail rates within a 


means the Federal Energy Regulatory 
Commission. 18 CFR 1.101(a). Under the 
Commission’s rules, state retail rate- 
setting bodies are called “State 
Commissions.” 18 CFR 1.01{k). For the 
sake of consistency, the Commission is 
using the same nomenclature in the final 
ASC rule. Therefore, in the final rule, 
“State Commission” and “Commission” 
have the game meaning as in the 
Commission's other rules. This is an 
editorial amendment to BPA’s 
methodology. 

Section 301.1(c) (§ 35. 1setdyi) in the 
interim rule) summarizes the ASC 
methodology as eligible costs (as 
established in retail ratemaking 
proceedings) divided by kilowatt-hours 
of a utility’s entire load (as determined 
in retail ratemaking proceedings). It sets 
forth the general principle that a 
separate ASC will be calculated for 
each jurisdiction in which the particular 
utility does business. This ASC will be 
in effect for that — during the 
applicable exchange peri 

Section 301.1(d) states on BPA will 
determine a utility’s ASC based on the 
methodology set forth in Appendix L 
The ASC-based rate for each utility for 
each jurisdiction will be in effect during 
the exchange period and will apply to 
the amount of exchange power acquired 
by BPA from the utility during the 
exchange period. 

Appendix I to Part 301 (which was 
Appendix I to § 35.13a in the interim 
rule) follows the rule and contains the 
forms or schedules with explanatory 
footnotes that make up the ASC 
methodology itself. These schedules are 
filled out by each utility for a specified 
test period and for each jurisdiction in 
which it operates and are submitted to 
BPA. 

Schedule 1 is entitled Investment/ 
Rate Base/Rate-of-Return. On this form 
the utility specifies by jurisdiction the 
items making up its total gross plant, 
such as plant in service, general plant, 
and construction work in progress. It 
also includes items such as depreciation 
reserve, accumulated deferred taxes, 
and working capital. The total 
jurisdictional rate base is divided 
between production and transmission, 
which are included in the ASC, the three 
items which must be excluded from ASC 
under section 5(c){7) of the Northwest 
Power Act,'® and an “other” category 


19 See supra, note 8. 
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the 
jurisdiction is multiplied by the rate 
base to yield a test period return on 
investment. 


Act, cannot be included in-ASC. 


The information collection provisions 
in this final rule are being submitted to 


. the Office of Management and Budget 


(OMB) for its approval under the 
Paperwork Reduction Act, 44 U.S.C. 
3501-3520 (Supp. IV 1980), and OMB's 
regulations, 48 FR.13,666, 13,694 (1983) 
(to be codified at 5 CFR Part 1320). OMB 
has 60 days, which it can extend to 90 
days by notifying the Commission, to 
approve, modify, or disapprove these 
information collection provisions. 
Inquiries relating to the information 
collection provisions in this rule can be 
made by contacting Jan Macpherson, 
Rulemaking and Legislative Analysis, 
Office of the General Counsel, Federal 
Energy Regulatory Commission, 825 
North Capitol Street, N.E., Washington, 
D.C. 20426, (202) 357-8033. 

This rule will become effective 
December 16, 1983. If OMB’s aprroval 
and contro] number have not been 
received by this effective date, the 
Commission will issue a notice 


temporarily suspending the effective 
date. 


(Pacific Northwest Electric Power Planning 
and Conservation Act, 16 U.S.C. 830-839h 
(Supp. IV 1980); Federal Power Act, 16 U-S.C. 
792-828c (1976 and Supp. IV. 1980}) 


List of Subjects in 18 CFR Parts 35 and 
300 


Electric power rates, Electric utilities, 
Reporting and recordkeeping 
requirements. 

In consideration of the foregoing, the 
Commission amends Part 35 and 
Subchapter L of Title 18, Chapter 1, Code 
of Federal Regulations, as set forth 
below. 

By the Commission. 

Kenneth F. Plumb, 
Secretary. 


PAFIT 35—FILING OF RATE 
SCHEDULES 


1. Part 35 is amended by revising the 
authority citation and amending the 
Table of Contents to add a new Subpart 
D, to read as follows: 


* . * * 


Subpart D—Procedures and 

for Public Utility Sales of Power to 
Bonneville Power Administration Under 
Northwest Power Act 


Sec. 

35.30 General provisions. 

35.31 Commission review. as 
Authority: Federal Power Act, 16 U.S.C. 

792-828c (1976 and Supp. IV 1980) nt Pacific 

Northwest Electric Power Planning and 

Conservation Act. 16 U.S.C. 830-839h (Supp. 

TV (1980)). ~~ 


$35.1 [Amended] 
2. Section’35.1 is amended in 


paragraph (f) by replacing the citation 


“$35.13a” with. Subpart D of this part.” 


§35.13a [Amended] 
3. Section 35.13a is amended by: 
a. Redesignating Appendix | as 


_ Appendix I to Part 301. 


b. Removing $35.13. 
4. Port 30 te eesanded ty aiding sew 
Subpart D, to read as follows: 


Subpart D—Procedures and 
Requirements for Public oman Sales 
of Power to Bonneville Power 
Administration Under Northwest 
Power Act 

§ 35.30 General provisons. 

(a) Applicability. This subpart applies 
to any sales of electric power subject to 
the Commission's jurisdiction under Part 
Il of the Federal Power Act from public 
utilities to the Administrator of the 
Bonneville Power Administration (BPA) 
at the average system cost {ASC) of that 
utility's resources (electric power 
generation by the utility) pursuant to 
section 5(c) of the Pacific Northwest 
Electric Power Planning and 
Conservation Act, 16 U.S.C. 830-839h. 
The ASC is determined by BPA in 
accordance with 18 CFR Part 301. 

ae Effectiveness of rates. {1} During 

between the date of BPA’s 
ouacaneaiee of ASC and the date of 
the final order issued by the 
Commission, the utility may charge the 
rate based on the ASC determined by 
BPA, subject to § 35.31{c) of this part. 

(2) The ASC ordered by the 
Commission will be deemed in effect 
from the beginning of the relevant 
exchange period, as defined at 18 CFR 
301.1{c){5). 

(c) Filing requirements. Within 15 
business days of the date of issuance of 
the BPA report on a utility's ASC, the 
utility must file with the Commission the 
ASC determined by BPA, the BPA 
written report, the utility's ASC 
schedules, material necessary to comply 
with 18 CFR 35.13(c), and any other 
material requested by the Commission 
or its staff. 


§35.31 Commission review. 

(a) Procedures. Filings under this 
subpart are subject to the procedures 
applicable to other filings under section 
205 of the Federal Power Act, as the 
Commission deems appropriate. 

(b) Commission standard. With 
respect to any filing under this subpart. 
the Commission will detemine whether 
the ASC set by BPA for the applicable 
exchange period was determined in 
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accordance with the ASC methodology 
set forth at 18 CFR 301.1. If the ASC is 
not in accord with the methodology, the 
Commission will order that BPA amend 
the ASC to conform with the 
methodology. If the ASC is in accord 
with the methodology, the rate is 
deemed just and reasonable. 

(c) Refunds and adjustments. 

(1) Any ASC-based rate charged by a 
public utility under this subpart pending 
Commission order is subject to refund or 
to adjustment that increases the ASC- 
based rate. 

(2) Any interest on refunds ordered by 
the Commission under this subpart is 
computed in accordance with 18 CFR 

.35.19a. Interest on any increase ordered 
by the Commission will be at the rate 
charged to BPA by the U.S. Treasury 
during that period, unless the 
Commission orders another interest 
rate. 

5. Part 301 is added to read as follows: 


PART 301—AVERAGE SYSTEM COST 


Average system cost methodology. 


Authority: Pacific Northwest Electric Power 
Planning and Conservation Act, 16 U.S.C. 
839-839h. 


§ 301. Average system cost 


(a) Applicability. This section applies 
to the sales of electric power by any 
public utility to the Bonneville Power 
Administration pursuant to section 5(c) 
of the Pacific Northwest Electric Power 
Planning and Conservation Act 
(Northwest Power Act), 16 U.S.C. 839- 
839h 


(b) Definitions. For purposes of this 
section the following definitions apply: 

(1) “Average system cost” or “ASC” 
means for each jurisdiction and each 
exchange period the quotient obtained 
by dividing contract system costs by 
contract system load. 

(2) “Contract system costs” means the 
utility's costs for production and 
transmission resources, including power 
purchases and conservation measures, 
which costs are includable in, 
jurisdictionally allocated by, and subject 
to the provisions of Appendix I. 
Contract system costs do not include 
costs required to be excluded from ASC 
by section 5{c)(7) of the Northwest 
Power Act; the exclusion of these costs 
is provided for in Footnote 15 to 
Appendix I. 

(3) “Contract system load” means the 
firm energy load used by the State 
Commission for the purpose of 


establishing retail rates, adjusted 
pursuant to Appendix L 

(4) “Costs” means the aggregate dollar 
amount or any portion of the amount 
allowed or relied upon by the 
Commission to determine the test period 
revenue requirement for the utility in a 
Jurisdiction. 

(5) “Exchange period” means the 
period of time during which a utility's 
jurisdictional retail rate schedules are in 
effect, commencing with the effective 
date of these schedules and ending with 
the effective date of new retail rate 
schedules in the ; provided 
that no exchange period shall commence 
prior to or extend beyond the term of the 
utility’s residential purchase and sale 
contract agreement. 

(6) “Existing direct service industrial 
customers” means existing direct 
service customer as defined in section 
5(d)(4)(A) of the Northwest Power Act 
and to whom electric power is sold 
under the provisions of section 5({d) of 
that Act. 

(7) “Final approved average system 


. cost methodology” means the average 


system cost methodology which is set 
forth in this section. 

(8) “Interim approved average system 
cost methodology” means the average 
system cost methodology approved on 
an interim basis on October 14, 1981 (40 
F.R. 50,518-50,538). 

(9) “Jurisdiction” means the service 
territory of the exchanging utility within 
which a State Commission has authority 
to approve the retail rates. 

(10) “New large single load” means 
that load defined in section 3(13) of the 
Northwest Power Act, and as 
determined by Bonneville as specified in 
power sales contracts with its 
customers. 

(11) “Regional power sales customer” 
means any entity that contracts directly 
with Bonneville for the purchase of 
power for delivery in the region as 
defined by section 3(14) of the 
Northwest Power Act. 

(12) “Test period” means the time 
period, not to exceed 12 months, used by 
the State Commission to determine costs 
for retail ratemaking. 

(c) Average System Cost Methodology 
Summary. This exhibit sets forth the - 
method for computation and payment of 
“average system cost” for the purpose of 
an exchange of power between 
Bonneville and a utility pursuant to 
section 5{c) of the Northwest Power Act. 
The methodology provides that for an 
exchanging utility the ASC is: The costs 
allowed or established for retail 
ratemaking that are eligible for 
exchange divided by the kilowatt-hours 
of load assumed for retail ratemaking, 
adjusted consistent with this 


methodology. Under this methodology a 
separate ASC will be calculated for 
each exchanging utility for each 
jurisdiction in which the utility does 
business. Each ASC so calculated will 
be changed when revised retail rates go 
into effect. This exhibit sets forth 
specific procedures for reporting costs 
items and recognition of those items in 
determining ASC, including procedures 
for the exclusion of particular costs as 
required by statute. The exhibit also sets 
forth the procedures for the filing of 
relevant data by the Utility and for the 
review of that data by Bonneville. 

(d) Procedures for determining 
average system cost. The procedures set 
forth in this section will enable 
Bonneville to determine the ASC, in 
accord with the methodology in 
Appendix I, for each exchanging utility 
for each jurisdiction within the region 
where the utility provides service. The 
ASC-based rate so determined will be in 
effect during the exchange period and 
will apply to the amount of exchange 
power acquired by Bonneville from the 
utility during the exchange period. The 
amount of exchange power will be equal 
to the utility's eligible load within the 
jurisdiction. Bonneville will determine 
and pay a separate ASC-based rate for 
the exchange power related to the 
utility's eligible load in each jurisdiction. 
Appendix I of this section is a form that 
identifies contract system costs and 
contract system load and permits the 
calculation of ASC. Appendix I is an 
integral part of this document. 


Appendix I—Amended 


6. Newly redesignated Appendix I to 
§ 301.1 is amended by: 


a. Revising the heading to read 
“Appendix I to § 301.1—Average System 
Cost Methodology,” by changing the 
references to “Commission” to “State 
Commission” throughout, by changing 
the references to “FERC” to “the 
Commission” throughout, and by adding 
the phrase “Test Year Period” 
immediately below the heading of 
each schedule; and 


b. Revising Footnote 22 to read as 
follows: 


22 These revenues shall be divided 
proportionally between Excluded Amount 
and Total To Be Functionalized based on the 
total expenses in those two categories shown 
on Schedule 3 (sum of lines 1 to 14, 20 and 
21), less all terminated plant expenses 
excluded pursuant to footnote 15(c). The 
portion to be functionalized shall be 
functionalized to production. 


{FR Doc. 63-28163 Filed 10-14-83: 8:45 amj 
BILLING CODE 6717-01-™ 
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DEPARTMENT OF THE TREASURY 
Customs Service 
19 CFR Parts 4 and 148 


5607); U.S. Customs Service, 1301 
Constitution Avenue, NW., Washington. 
D.C. 20229. 

SUPPLEMENTARY INFORMATION: 


Background 

Section 148.73({a), Customs 
Regulations (19 CFR 148.73{a)), now 
provides that commissioned officers and 
enlisted personnel of the Armed Forces 
of the United States engaged in the 
operation of any Army or Navy 
transport, enlisted men carried as 
passengers, and civilian officers and 


operated by or for the Department of 


operated by the United States or any 
SS 
dutiable articles acquired abroad by the 
officers and crewmembers of the vessel. 
Because the amendment to § 148.73{a) 
requires baggage declarations by each 
individual, § 148.72 is no longer 

necessary. Accordingly, it is being 
deleted. 


Conforming amendments to § 4.5, 
Customs Regulations (19 CFR 4.5), 
relating to the arrival and entry of 
vessels owned by, or under the complete 
control and management of, the United 
States or any of its agencies, are 
necessary to reflect these changes. 
Regulatory Flexibility Act 

It is certified under the provisions of 
section 3 of the Regulatory Flexibility 
Act (5 U.S.C. 605(b)) that the 
amenciments will not have a significant 
economic impact on a substantial 
number of small entities. The proposed 
amendments did not generate interest or 
attention through comments. The 
amendments will not have significant 
secondary or incidental effects on a 
substantial number of small entities; nor 
will they impose, or otherwise cause a 
significant increase in the reporting, 
recordkeeping or other es 
burdens on a substantial number of 
small entities. 


Executive Order 12291 


Inasmuch as the amendments will not 
result in a “major rule” as defined in 
section 1(b) of E.O. 12291, a regulatory 
impact analysis is not required. 
Drafting Information 

The principal author of this document 
was Gerard J. O’Brien Jr., Regulations 
Centro! Branch, Office of Regulations 
and Rulings, U.S. Customs Service. 
However, personnel from other Customs 
offices participated in its development. 


List of Subjects 
19 CFR Part 4 


Customs duties and inspection, 
Imports, Cargo vessels, Vessels, 
Reporting and recordkeeping 


requirements. 


19 CFR Part 148 


Customs duties and inspection, 
Imports, Armed Forces, Military 
personnel. 


Amendments to the Regulations 


Parts 4 and 148, Customs Regulations 
(19 CFR Parts 4, 148), are amended as 
set forth below. 

Alfred R. De Angelus, 
Acting Commissioner of Customs. 

Approved: September 21, 1983. 
John M. Walker, Jr., 

Assistant Secretary of the Treasury. 


PART 4—VESSELS IN FOREIGN AND 
DOMESTIC TRADES 


Section 4.5{a) is revised to read as 
follows: 


§4.5 Government vesseis. 

(a) No report of arrival or entry shall 
be required of any vessel owned by, or 
under the complete control and 
management of the United States or any 
of its agencies, if such vessel (1) is 
manned wholly by members of the 
uniformed services of the United States, 
by personnel in the civil service of the 
United States, or by both, and (2) is 
transporting only property of the United 
States or passengers traveling on official 
business of the United States, or it is 
ballast. However, if any cargo is on 
board, the master or commander of each 
such vessel arriving from abroad shall 
file a Cargo Declaration, Customs Form 
1302, or an equivalent form issued by 
the Department of Defense, in duplicate. 
The original of each Cargo Declaration 
or equivalent form required under this 
paragraph shall be filed with the district 
director within 48 hours after the arrival 
of the vessel. The other copy shall be 
made available for use by the 
discharging inspector at the pier. See 
§ 148.73 of this chapter with respect to 
baggage on carriers operated by the 
Department of Defense. 

(R.S. 251, as amended, section 498, 46 Stat. 
728, as amended, section 624, 46 Stat. 759 (19 
U.S.C. 66, 1498, 1624)) 


PART 148—PERSONAL 
DECLARATIONS AND EXEMPTIONS 


$148.72 [Removed and reserved] 

1. Part 148 is amended by removing 
section 148.72 and by marking it 
“Reserved”. 

2. The section heading and paragraph 
(a) of § 148.73 is revised to read as 
follows: 
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$148.73 Baggage on carriers operated by 
the Department of Defense. 

(a) Dec/aration. All persons, including 
crewmembers, entering the United 
States on carriers operated by or for the 
Department of Defense shall execute 
written baggage declarations. 

(R.S. 251, as amended, section 498, 46 Stat. 
728, as amended, section 624, 46 Stat. 759 (19 
U.S.C. 66, 1498, 1624)) 

[FR Doc. 83-27826 Filed 10-14-83; 8:45 am] 

BILLING CODE 4820-02-M 


‘DEPARTMENT OF HEALTH AND 
HUMAN SERVICES 


Food and Drug Administration 
2*-CFR Parts 211, 700, and 800 
[Docket Nos. 82N-0330 and 82N-0332} 


Tamper-Resistant Packaging 
Requirements; Interim Stay of Retail 
Level Effective Date; Correction 


AGENCY: Food and Drug Administration. 


ACTION: Final rule; interim stay of 
effective date; correction. 


SUMMARY: The Food and Drug 
Administration (FDA) is correcting a 
document that announced an interim 
stay of the retail level effective date of 
its tamper-resistant packaging 
requirements for certain over-the- 
counter human drugs, cosmetics, and 
contact lens solutions and tablets. That 
document inadvertently stated that the - 
interim stay applies only to the 
requirement that products “shipped” 
prior to the initial effective dates 
(February 7, 1983 and May 5, 1983) that 
are held for sale on or after Febuary 6, 
1984, be packaged in tamper-resistant 
packaging; the document should have 
stated that the products subject to the 
initial stay are those that were 
“packaged” prior to the interim effective 
dates. The initial effective dates applied 
to the packaging, not to the shipping, of 
affected products. This document 
corrects that error. 

EFFECTIVE DATE: September 16, 1983. 
FOR FURTHER INFORMATION CONTACT: 
Paul O. Fehnel, Jr., National Center for 
Drugs and Biologics (HFN-7), Food and 
Drug Administration, 5600 Fishers Lane, 
Rockville, MD 20857, 301-443-6490. 
SUPPLEMENTARY INFORMATION: In FR 
Doc. 83-25295 appearing at page 41578 
in the issue for Friday, September 16, 
1983, the following correction is made on 
page 41578: In the third column, second 


full paragraph, the second line, the word 
“shipped” is corrected to read 
“packaged”. 

Dated: October 7, 1983. 
Joseph P. Hile, 
Associate Commissioner for Regulatory 
Affairs. 
[FR Doc. 83-28095 Filed 10-12-83; 3:22 pm] 
BILLING CODE 4160-01-M 


21 CFR Part 520 


AGENCY: Food and Drug Administration. 
ACTION: Final rule. 


SUMMARY: The Food and Drug 
Administration (FDA) is amending the 
animal drug regulations to reflect 
approval of a new animal drug 
application (NADA) filed by Happy 
Jack, Inc., providing for safe and 
effective use of diethylcarbamazine 
citrate capsules for prevention of 
heartworm disease in dogs. 


EFFECTIVE DATE: October 17, 1983. 


FOR FURTHER INFORMATION CONTACT: 
Bob G. Griffith, Bureau of Veterinary 
Medicine (HFV-112), Food and Drug 
Administration, 5600 Fishers Lane, 
Rockville, MD 20857, 301-443-3430. 
SUPPLEMENTARY INFORMATION: Happy 
Jack, Inc., Snow Hill, NC 28580, filed 
NADA 125-137 providing for use of 
12.5-, 200-, and 400-milligram 
diethylcarbamazine citrate capsules for 
prevention of hea ‘worm disease 
(Dirofilaria immitis) in dogs. The NADA 
is approved and the regulations are 
amended to reflect the approval. The 
basis of this approval is discussed in the 
freedom of information summary. 

In accordance with the freedom of 
information provisions of Part 20 (21 
CFR Part 20) and § 514.11(e)(2)(ii) (21 
CFR 514.11(e)(2)(ii)), a summary of 
safety and effectiveness data and 
information submitted to support 
approval of this application may be seen 
in the Dockets Management Branch 
(HFA-305), Food and Drug 
Administration, Rm. 4-62, 5600 Fishers 
Lane, Rockville, MD 20857, from 9 a.m. 
to 4 p.m., Monday through Friday. 

The Bureau of Veterinary Medicine 
has determined pursuant to 21 CFR 
25.24(d)(1)(i) (proposed December 11, 
1979; 44 FR 71742) that this action is of a 
type that does not individually or 
cumulatively have a significant impact 
on the human environment. Therefore, 
neither an environmental assessment 


nor an environmental impact statement 
is required. 


List of Subjects in 21 CFR Part 520 
Animal drugs, Oral use. 


Therefore, under the Federal Food, 
Drug, and Cosmetic Act (sec. 512{i), 82 
Stat. 347 (21 U.S.C. 360b{i))) and under 
authority delegated to the Commissioner 
of Food and Drugs (21 CFR 5.10) and 
redelegated to the Bureau of Veterinary 
Medicine (21 CFR 5.83), Part 520 is 
amended in § 520.622d by redesignating 
paragraphs (a), (b), (c). (c)(1) and (c)(2) 
as paragraphs (a)(1), (2), (3), (3){i) and 
(3)(ii) and by adding a new paragraph 
(b) to read as follows: 


PART 520—ORAL DOSAGE FORM 
NEW ANIMAL DRUGS NOT SUBJECT 
TO CERTIFICATION 


§ 520.622d Diethyicarbamazine citrate 
capsules. 


(b)(1) Specifications. Each capsule 
contains either 12.5, 50, 200, or 400 
milligrams of diethylcarbamazine 
citrate. 

(2) Sponsor. See 023851 in § 510.600(c)} 
of this chapter. 

(3) Conditions of use—{i) Amount/ 
indications for use. 3 milligrams per 
pound of body weight daily for 
prevention of heartworm disease 
(Dirofilaria immitis) in dogs. 

(ii) Limitations. For oral 
administration only. Do not treat dogs 
with established heartworm infections 
until they have been converted to a 
negative status by the use of adulticidal 
and microfilaricidal drugs. Inadvertent 
administration to heartworm infected 
dogs may cause adverse reactions due 
to pulmonary occlusion or shock. For 
prevention of heartworm disease in 
heartworm-endemic areas, 
administration of the drug should begin 
1 month before and continue 2 months 
after the mosquito season. Dogs 
receiving prophylactic therapy should be 
examined every 6 months for the 
presence of microfjlariae. Federal law 
restricts this drug to use by or on the 
order of a licensed veterinarian. 

Effective date. October 17, 1983. 


(Sec. 512(i), 82 Stat. 347 (21 U.S.C. 360b{i))) 
Dated: October 6, 1983. 

Lester M. Crawford, 

Director, Bureau of Veterinary Meaicine. 

[FR Doc. 83-28096 Filed 10-14-63; 6:45 amj 

BILLING CODE 4160-01-M 
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In FR Doc. 83-25911 beginning on page 
43302, in the issue of Friday, September 
23, 1983, make the following correction: 

On page 43305, second column, § 26.4 
to). “purpose and consent” should 

read “purpose and content”. 


Office of the Secretary 


24 CFR Parts 26, 201, 215, 221, 236, 
570, 882, 888, and 890 


[Docket No. N-83-1292] 
Revised Effective Dates 


AGENCY: Office of the Secretary: Office 
of the Assistant Secretary for Housing— 
Federal Housing Commissioner; and 
Office of the Assistant Secretary for 
Community Planning and Development, 


ACTION: Notice of revised effective 
dates. 


summary: The Department of Housing 


and Urban Development Act requires 
HUD to wait thirty calendar days of 
continuous session of Congress before it 
makes a published rule effective. The 
Department computed each effective 
date for the seven rules listed below 
based on the published schedule of 
Congress, and announced the date at the 
time of publication of each of these final 
rules. Because Congress has recessed 
earlier than scheduled for the Columbus 
Day holiday, the Department must 
revise its previously published effective 
dates. This document announces these 
new dates. 
DATES: See the individual amendments 
below. 
FOR FURTHER INFORMATION CONTACT: 
Grady J. Norris, Assistant General 
Counsel for Regulations, Department of 
Housing and Urban Development, Room 
10276, 451 Seventh Street, SW.., 
Washington, D.C. 20410. Telephone: 
(202) 755-7055. (This is not a toll-free 
number.) 


SUPPLEMENTARY INFORMATION: Section 
7(0)(3) of the Department of Housing 
and Urban Act (42 U.S.C. 3535(0)) 
requires HUD to delay effectiveness of a 
published rule until thirty days of 
continuous session of Congress has 
elapsed. HUD computes the effective 
date for a particular rule by counting 
thirty session days of Congress (which 
excludes recesses for holidays) from the 
day after the date of publication of the 
final rule. This method relies on the 
published schedule of Congress. This 
year, Congress decided to begin its 
Columbus Day recess earlier than the 
published schedule. For this reason, 
HUD must delay the effective date of 
several rules until thirty continuous 
session days of Congress have elapsed. 


PAFIT 24—{ AMENDED] 


Accordingly, the Department amends 
24 CFR as follows: 

Subtitle A—Office of the Secretary. 

1. In FR Doc. 83-25911, 24 CFR Part 26: 
Proceedings Before a Hearing Officer 
[Docket No. R-80-863], beginning.on 
page 43302, in the issue of Friday, 
September 23, 1983, the EFFECTIVE 
DATES section on page 43303 is revised 
to read as follows: 

EFFECTIVE DATE: November 2, 1983. 

Chapter II—Office of Assistant 
Secretary for Housing—Federal Housing 
Cornmissioner. 


PART 201—{ AMENDED} 


2. In FR Doc. 83-25998, 24 CFR Part 
201: Property Improvement Loans; 
Increased Loan Limits [Docket No. R- 
83-1046], beginning on page 43309, in the 
issue of Friday, September 23, 1983, the 
EFFECTIVE DATES section on page 43309 
is revised to read as follows: 

EFFECTIVE DATE: November 2, 1983. 


PARTS 215, 221, AND 236—{ AMENDED] 


3. In FR Doc. 83-25999, 24 CFR Parts 
215, 221, and 236: Prohibited Lease 
Terms [Docket No. R-83-989], beginning 
on page 43310, in the issue of Friday, 
September 23, 1983, the EFFECTIVE 
DATES section on page 43310 is revised 
to read as follows: 

EFFECTIVE DATE: November 2, 1983. 

Chapter V—Office of Assistant 
Secretary for Community Planning and 
Development. 


PART 570—[ AMENDED] 


4. In FR Doc. 83-25749, 24 CFR Part 
570: Community Development Block 
Grants [Docket No. R-83-1005], 
beginning on page 43538, in the issue of 
Friday, September 23, 1983, the 
EFFECTIVE DATE section on page 43538 is 
revised to read as follows: 


EFFECTIVE DATE: November 2, 1983. 

Chapter VIII—Low Income Housing— 
Office of Assistant Secretary for 
Housing—Federal Housing 
Commissioner. 


PARTS 882 AND 888—[ AMENDED] 


5. In FR Doc. 83-25802, 24 CFR Parts 
882 and 888: Section 8 Housing 
Assistance Payments Program Fair 
Market Rent Schedules—Existing 
Housing and Moderate Rehabilitation 
[Docket No. R-83-1029], beginning on 
page 43578, in the issue of Friday, 
September 23, 1983, the EFFECTIVE DATE 
section on page 43578 is revised to read 
as follows: 

EFFECTIVE DATE: November 2, 1983. 
Retroactive to March 29, 1983 for 
purposes of calculating the Public 
Housing Agency earned administrative 
fee. 


PART 888—[ AMENDED] 


6. In FR Doc. 83-26000, 24 CFR Part 
888: Section 8—Fair Market Rents for 
New Construction and Substantial 
Rehabilitation [Docket No. R-83-1074], 
beginning on page 43314, in the issue of 
Friday, September 23, 1983, the 
EFFECTIVE DATE section on page 43314 is 
revised to read as follows: 


EFFECTIVE DATE: November 2, 1983. 


PART 890—[ AMENDED] 


7. In FR Doc. 83-25636, 24 CFR 890: 
Annual Contributions for Operating 
Subsidy—Performance Funding System 
[Docket No. R-83-1113], beginning on 
page 42810, in the issue of Tuesday, 
September 20, 1983, the EFFECTIVE 
DATES section on page 42810 is revised 
to read as follows: 

DATES: Effective Date: October 31, 1983. 
Comment Due Date: November 21, 1983. 

Authority: Sec. 7(d), Department of Housing 
and Urban Development Act (42 U.S.C. 
3535(d)). 

Dated: October 11, 1983. 

Grady J. Norris, 

Assistant General Counse] for Regulations. 
(FR Doc. 83-28162 Filed 10-14-83; 8:45 am] 

BILLING CODE 4210-27-M 


Office of the Secretary 
24 CFR Part 841 
[Docket No. R-83-1016] 


Public Housing Development, Revision 
of Requirements 


AGENCY: Office of the Secretary, HUD. 
ACTION: Final rule. 
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summary: This final rule prohibits 
Public Housing Agencies (PHAs) from 
transferring existing PHA-owned, city, 
county or State-assisted projects to the 
public housing program under the U.S. 
Housing Act of 1937, except with the 
prior written approval of the Assistant 
Secretary for Public and Indian Housing. 
The same prohibition applies to projects 
funded pursuant to Program 
Reservations issued before October 1, 
1980. In addition, as the result of public 
comment, the rule, is being expanded to 
preclude the disposition of any 
properties secured by an FHA-insured 
or HUD-held mortgage or owned by 
HUD to a PHA for use in the Federal 
public housing program, except with the 
prior written approval of the Assistant 
Secretary for Public and Indian Housing. 
The rule is intended to control the extent 
of transfers to the 1937 Act's jurisdiction 
by requiring prior written HUD approval 
of any such transfer. 


EFFECTIVE DATE: Upon expiration of the 
first period of 30 calendar days of 
continuous session of Congress after 
publication, but not before further notice 
of the effective date is published in the 
Federal Register. 


FOR FURTHER INFORMATION CONTACT: 
Raymond W. Hamilton, Director, Public 
Housing Development Division, Office 
of Public Housing, Office of the Deputy 
Assistant Secretary for Public and 
Indian Housing, Room 4232, Department 
of Housing and Urban Development, 
Washington, D.C. 20410 (202) 426-0938. 
This is not a toll-free number. 


SUPPLEMENTARY INFORMATION: 
Background 


On February 23, 1983 the Department 
published in the Federal Register (48 FR 
7585) a Notice of Proposed Rulemaking 
to amend a portion of 24 CFR Part 841, 
Public Housing Development, to prohibit 
the future transfer of PHA-owned, city, 
county or State-assisted projects to the 
Federal public housing program under 
the U.S. Housing Act of 1937, without 
prior written HUD approval. These 
transfers have been permitted in order 
to make operating subsidies and 
modernization funding under the 1937 
Act available to the projects involved. 
The proposed rule was designed to 
control the extent of the transfers, since 
they do not further the goal of providing 
additional low-income heusing units, but 
instead only provide additional subsidy 
for projects developed and funded under 
State law. The proposed rule also 
applied to approximately 10,000 
“pipeline” units on which HUD 
suspended processing before receipt of 
proposed approvals. 


Interested parties were invited to 
submit comments until April 25, 1983. 
Comments were received from six 
entities, including four comments from 
public housing agencies, one from a 
housing association and one from the 
State of Connecticut. The comments are 
summarized below, together with HUD's 
response to them. 

Discussion of Comments 

1. Some commenters opposed the 
proposed rule, indicating that State law 
provides insufficient operating subsidies 
to enable PHAs properly to operate and 
maintain projects developed under State 
law. They pointed out that, as the result 
of inadequate operating subsidies, many 
such projects are in serious disrepair 
and in need of rehabilitation. It was also 
suggested that the rule fails to recognize 
that the preservation and retention of 
such units, however produced, in the 
PHA'’s inventory of low-income housing 
equally contributes, but at less cost, to 
the Department's goal of providing low- 
income housing. 

The Department considered these 
points in drafting the proposed rule, but 
concluded that the funds provided by 
the United States Congress for the 
public housing program should generally 
be used only for the development of 
low-income housing. While the 
Department agrees that the preservation 
of the existing stock of low-income 
housing is an important goal, it does not 
agree that the transfer to the Federal 
government of responsibility for projects 
developed under State law contributes 
to meeting the goal of providing 
additional low-income housing. In 
addition, it is the policy of this 
Administration to maintain lecal 
responsibility for such programs to the 
maximum extent practicable. 

2. One commenter suggested that by 
requiring prior Assistant Secretary 
approval the proposed rule would result 
in an administrative “bottleneck” and 
would diminish HUD’s ability to 
respond to local needs by centralizing 
decision making authority at HUD 
Headquarters rather-than leaving it at 
the Field Office level. The Department 
disagrees that the administrative 
process is in any way encumbered. HUD 
believes that the review process will be 
handled expeditiously, particularly 
under the Department's recently 
implemented Field Office and 
Headquarters reorganizations. 

3. Several commenters stated that the 
practice of transferring HUD-held 
properties to PHAs for use in the 
Federal public housing program argued 
in favor of continuing transfers of PHA- 
owned, city, county or state-assisted 
properties. It should be noted that HUD 


Headquarters issued policy instructions 
to its Field Offices on July 15, 1982 
concerning the issue of acquisition 
under the public meee program. In 
addition to reaffirming HUD 

disfavoring the transfer of existing PHA- 
owned, city, county or State-assisted 
projects, the instructions require 
Headquarters approval for the sale to a 
PHA of any properties secured by an 
FHA-insured or HUD-held mortgage, or 
owned by HUD. Field Offices may 
request authorization to sell these 
properties when exceptional 
circumstances prevent disposition to a 
private owner. This position is 
consistent with the Adminisiration’s 
policy of maintaining private housing in 
the private market and generally 
restricting the use of public housing 
funds for increasing the supply of-low- 
income housing. In order to make this 
position clear, the final rule is being 
expanded to reflect this policy. 


Other Matters 


Since the issuance of the proposed 
rule, responsibility for Public and Indian 
Housing Programs has been transferred 
to a new Assistant Secretary—the 
Assistant Secretary for Public and 
Indian Housing by a delegation of 
authority signed by the Secretary on 
September 7, 1983, published in the 
Federal Register on September 13, 1983 
(48 FR 41097). The final rule has been 
adjusted to reflect these changes. 

This rule does not constitute a “major 
rule”, as that term is defined in-Section 
1(b) of Executive Order 12291 on Federal 
Regulations issued by the President on 
February 17, 1981. Analysis of the 
proposed rule indicates that it does not: 
(1) Have an annual effect on the 
economy of $100 million or more; (2) 
cause a major increase in costs or prices 
for consumers, individual industries, 
Federal, State or local government 
agencies, or geographic regions; or (3) 
have a significant adverse effect on 
competition, employment, investment, 
productivity, innovation, or on the 
ability of United States-based 
enterprises to compete with foreign- 
based enterprises in domestic or export 
markets. 

A Finding of No Significant ees 
with respect to the environment has 
been made in accordance with HUD 
regulations in 24 CFR Part 50 which 
implement Section 102(2)(C) of the 
National Environmental Policy Act of 
1969, 42 U.S.C. 4332. The Finding of No 
Significant Impact is available for public 
inspection during regular business hours 
in the Office of the Rules Docket Clerk, 
Room 10276, Department of Housing and 





46962 Federal Register / Vol. 48, No. 201 / Monday, October 17, 1983 / Rules and Regulations 


to the existing status of locally assisted 
projects, the economic impact on PHAs 
will not be significant. 

This ruse is listed at 48 FR 18073 as 


The Catalog of Federal Domestic 
Assistance number is 14.146, Low-Income 
Housing-Assistance Program. 

List of Subjects in 24 CFR Part 841 


Loan programs, Housing and 
community development, Public 
housing, Prototype costs, Cooperation 
agreements, Turnkey, Conventional. 

Accordingly, 24 CFR Part 841 is 
amended to read as follows: 

1. By revising § 841.206 to read as 
follows: 


§$ 841.206 Eligible Properties. 

(a) Properties assisted under the Act. 
Proposals involving properties already 
assisted under the Act, or which 
received assistance within one year of 
the date the application or proposal is 
submitted to the Field Office, may not 
be approved without the prior written 
approval of the Assistant Secretary for 
Public and Indian Housing. 

(b) Local or State Properties. 
Proposals (including, for purposes of this 
paragraph only, Development Programs 
pursuant to Program Reservations 
issued before October 1, 1980) for the 
transfer of existing PHA-owned, city, 
county or State-assisted projects to the 
Federal public housing program under 
the U.S. Housing Act of 1937 may not be 
approved, except with the prior written 
approval of the Assistant Secretary for 
Public and Indian Housing. 

(c) Properties secured by an FHA- 
insured or HUD-held mortgage or owned 
by HUD. Proposals (including, for the 
purpose of this paragraph only, 
Development Programs pursuant to 
Program Reservations issued before 
October 1, 1980) involving the 
acquisition, with or without 
rehabilitation, of properties secured by 
an FHA-insured or HUD-held mortgage, 
or owned by HUD, may not be approved 
except with the prior written approval of 
the Assistant Secretary for Public and 
Indian Housing, and subject to other 


applicable statutory and regulatory 
provisions. 

Authority: Section 7(d), Department of 
HUD Act (42 U.S.C. 3535(d)); U.S. Housing 
Act of 1937 (42 U.S.C. 1437)). 

Dated: October 7, 1983. 

Sarnuel R. Pierce, Jr., 
Secretary. 

[FR Doc. 83-28161 Filed 10-14-83: 8:45 am| 
BILLING CODE 4210-32-4 


DEPARTMENT OF THE TREASURY 
Office of Revenue Sharing 
31 CFR Part 51 


Fiscal Assistance to State and Local 
Governments; Discrimination on the 
Basis of Handicap 


AGENCY: Office of Revenue Sharing, 
Treasury. 
ACTION: Final rule. 


SUMMARY: Pursuant to order of the Court 


in Paralyzed Veterans of America et al. 
v. Smith et al., this rule makes final the 
interim regulation implementing the 
incorporation of Section 504 of the 
Rehabilitation Act of 1983 into 31 U.S.C. 
6701 through 6724 the “Revenue Sharing 
Act.” Section 504 prohibits 
discrimination on the basis of 
handicapped status in programs of 
Federal financial assistance. Except for 
section 51.55(b)(1)(ix), the provisions of 
the interm regulation that were 
previously deferred now take effect. 
EFFECTIVE DATE: October 17, 1983. 
FOR FURTHER INFORMATION CONTACT: 
Richard S. Isen, Chief Counsel, Office of 
Revenue Sharing. 
or 
Jacqueline L. Jackson, Attorney-Advisor 
Office of Revenue Sharing, Treasury 
Department, Washington, D.C. 20226, 
(202) 634-5182, TTY (202) 566-2673. 
Taped copies of section 51.55 are 
available upon request. 
SUPPLEMENTARY INFORMATION: 


Background 

On October 10, 1976, the State and 
Local Fiscal Assistance Amendments of 
1976 (Pub. L. 94-488) were enacted, 
making extensive revisions to the 
nondiscrimination requirements 
applicable to the Revenue Sharing 
Program. Specifically, the Revenue 
Sharing Act (31 U.S.C. 6716) was 
amended to incorporate the prohibition 


- against discrimination on the basis of 


handicap as provided in Section 504 of 
the Rehabilitation Act of 1973 (29 U.S.C. 
794). Interim regulations implementing 
the nondiscrimination provisions of the 


Amendments were published on April 6, 
1977 (42 FR 18362). Until August of 1981, 
Section 504 was enforced by the Office 
of Revenue Sharing (hereinafter referred 
to as the “ORS”) pursuant to the general 
prohibitions contained in § 51.52 of the 
then interim regulations (31 CFR 51.52). 

On April 14, 1978, the ORS published 
proposed regulations to fully implement 
Section 504 of the Rehabilitation Act of 
1973, as amended (43 FR 15735). An 
additional proposed rule was published 
on December 31, 1979 (44 FR 77356) 
together with proposed age 
discrimination regulations, to implement 
the Age Discrimination Act of 1975, and 
technical revisions of other provisions of 
Subpart E. 

On January 5, 1981, the ORS published 
(46 FR 1120) a final handicapped 
discrimination regulation, implementing 
Section 504 of the Rehabilitation Act of 
1973, as amended, for purposes of the 
Revenue Sharing Program. The 
regulation was due to take effect on 
February 4, 1981. On January 29, 1981, 
the President issued a memorandum 
entitled “Postponement of Pending 
Regulations,” which in part required the 
deferral for 60 days of the effective date 
of any final regulation pending at the 
date of the memorandum. Pursuant to 
that memorandum, the ORS published a 
notice in the Federal Register on 
February 5, 1981 (46 FR 10908), deferring 
the effective date of the regulation until 
March 30, 1981, to permit 
reconsideration by the new 
Administration. 

On February 19, 1981, the President 
issued Executive Order 12291, entitled 
“Federal Regulations” (46 FR 12193). The 
Executive Order required Federal 
agencies to defer the effective dates of 
final regulations to permit 
reconsideration and to prepare a 
regulatory impact analysis. 

The ORS published a notice in the 
Federal Register, on March 31, 1981 (46 
FR 19468), that the regulation would be 
further delayed for a period of 60 days. 
A companion notice was published in 
the Federal Register on April 3, 1981 (46 
FR 20230) requesting public comment on 
whether to issue the regulation in 
interim form pending reconsideration. 
Comment was also requested on 
whether to delete § 51.55(b)(1)(ix) of th 
regulation which prohibits 
discrimination by recipient governments 
in the exercise of their zoning authority. 
The ORS received 142 comments during 
the comment period. On June 1, 1981, the 
ORS published a notice in the Federal 
Register (46 FR 29261) further delaying 
the effective date of the regulation until 
June 16, 1981, to provide additional time 
for review of the comments. The 
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decision was made to continue to defer 

the regulation indefinitely pending 

completion of the review of the HEW 

Guidelines by the Department of Justice 

and the Vice President's Taskforce on 

Regulatory Relief, pursuant to Executive 

Orders 12250 and 12291.(The HEW_, 

Guidelines are coordination guidelines 

issued by the Department of Health, 

Education and Welfare in 1978 and 

transferred to the Department of Justice 

by Executive Order 12250, 28 CFR 41.) 
As a result of the case, Paralyzed 

Veterans of America et al. v. Smith, et 

al., US. District Court, Central District 

of California, No. 79-1979 WPG, the 
regulation was issued in interim form on 

August 14, 1981 (46 FR 41047). Certain 

provisions of the regulations issued on 

January 5, 1981 were continued to be 

deferred. 

The following provisions of the 
regulation issued on January 5, 1981 
were continued to be deferred 
indefinitely when the regulation was put 
into interim effect on August 14, 1981: 

§ 51.55(b)(1)(ix)}—Prohibition against 
discrimination in exercise of zoning 
authority 

§ 51.55(c)—Self-evaluation requirement 

§ 51.55(d)—Designation of responsible 
employee and adoption of grievance 
procedures 

§ 51.55(e}—Notice 

§ 51.55(f}—Administrative requirements 
for small recipient governments 

§ 51.55(k)(4)—Time periods for 
achieving accessibility 

§ 51.55(k}(5)—Transition plan 

§ 51.55(k)(6)—Notice 
Except for the zoning provision, these 

provisions are primarily administrative 

and procedural. The effect of the 
deferral was to postpone the time 
periods by which recipient governments 
must have reviewed their programs, 
activities, practices and facilities and 
taken corrective action concerning any 
deficiencies which may have had 
discriminatory effects upon 
handicapped individuals. These 
provisions were deferred indefinitely 
because of the possibility that the HEW 

Guidelines, which mandate the inclusion 

of the provisions listed above (other 

than the zoning provision), would be 
substantially revised and the 
administrative provisions no longer 
required. 

Section 51.55 was republished 
September 30, 1981 (46 FR 48034), as a 
part of the complete republication of all 
Revenue Sharing regulations contained 
in 31 CFR Part 51. The deferred 
provisions were deleted. 

The Revenue Sharing handicapped 
discrimination regulation must now be 
issued in complete and final form 


because of the Judge’s ruling in the case 


Paralyzed Veterans of America et al. v. 
Smith et al., referenced above. On 
August 8, 1983; a partial summary 
ea was granted the 

ederal Government an order was 
cated eek uired the ORS to issue a 
notice that the final ‘regulation published 
by ORS on January 5, 1981 (with the 
exception of the zoning Provision) 
constitutes the final regulation 
implementing Section 504 of the 
Rehabilitation Act of 1973, as amended. 
The basis for the ruling was the Court's 
opinion that the April 3rd request for 
comments on delaying indefinitely the 
effective date of the handicapped 
discrimination regulation did not have 
sufficient specificity to support the 
deferral of specific provisions of the 
regulation. This final rule implements 
the Judge’s order. The Judge found, 
however, that the specific request for 
comments on the disposition of the 
zoning provision was correct and did 
not include that provision in his order. 
The provisions described above (with 
the exception of the zoning provisions) 
will now take effect immediately. The 
effective date of the zoning provision 
continues to be deferred for further 
review. 

Additional impetus for the issuance of 
this regulation in final form is that in 
March of 1983, the Vice President's Task 
Force ended its efforts to revise the 
HEW Guidelines without making 
revisions. Accordingly, it will not be 
necessary to make any major revisions 
to the regulation published on January 5, 
1981. The current interim regulation is 
now issued as a final rule with the 
provisions previously deferred put into 
effect. 

It should be noted that the 
administrative provisions have been in 
effect for some time in the Section 504 
regulations of numerous Federal 
agencies, particularly HHS and the 
Department of Education with whom the 
ORS shares recipients. Accordingly, 
many Revenue Sharing recipients may 
already have conducted self- 
evaluations, prepared transition plans, 
designated responsible employees and 
established grievance procedures and 
notified the public of their efforts to 
comply with Section 504. Any such 
requirements complied with pursuant to 
other agency Section 504 regulations 
may be used to satisfy the Revenue 
Sharing requirements. 


Executive Orders 12291 


This regulation has been reviewed 
and approved by the Office of 
Management and Budget pursuant to 
Executive Order 12291, “Federal 
Regulations.” This regulation was 


originally determined to be major, and 
retains the designation despite the fact 
that it is now issued pursuant to the 
court order in Paralyzed Veterans of 
America et al. v. Smith et al. However, 
the regulation is merely a reinstatement 
of the regulation issued on January 5, 
1981 and has not been revised since 
issuance in interim form on August 14, 
1961. At that time a modified regulatory 
analysis was prepared and approved by 
OMB, a copy of which is available upon 
request. The analysis prepared at that 
time is unaffected by the issuance of the 
deferred provisions. 


Executive Order 12258 and 12067 


This regulation has been reviewed 
and approved by the Civil Rights 
Division of the Department of Justice 
pursuant to Executive Order 12250 and 
Equal Employment Opportunity 
Commission pursuant to Executive 
Order 12067 in their capacities as lead. 
agencies concerning Section 504 and 
employment discrimination respectively: 
This final regulation has not been 
amended since the completion of those 
reviews. 


Regulatory Flexibility Act of 1980 
The regulation is not expected to have 


a substantial economic impact on a 
significant number of small entities. A 
Regulatory Flexibility Analysis, 
pursuant to the Regulatory Flexibility 
Act of 1980 will, therefore, not be 
prepared. 


Need for Immediate Guidance 


Because this regulation is issued to 
implement the Court Order in Paralyzed 
Veterans of America et al. v. Smith et 
al., there is good cause for making it 
effective immediately. 

Accordingly, the Director invokes the 
effective date limitation exception of 5 
U.S.C. 553{d)(3). 


List of Subjects in 31 CFR Part 51 


Accounting, Administrative practice 
and procedure, Civil rights, 
Handicapped, Aged, Indians, Revenue 
sharing, Reporting and recordkeeping 
requirements. 


Authority 


This final regulation is issued under 
the authority of 31 U.S.C. 6701 through 
6724 and Treasury Department Order 
No. 224, dated January 26, 1973 (38 FR 
3342) as amended by Treasury 
Department Order No. 103-1 dated 
March 18, 1982, and Section 504 of the 
Rehabilitation Act of 1973 as amended 
(29 U.S.C. 794). 
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PART 51—{ AMENDED] 


In consideration of the foregoing 31 
otaed edie oredome a 


formerly deferred | 
provisions: (paragraphs (c), {d). (e). (f) 
and (k) (4}-{6)). 
Dated: October 13, 1963. 
Michael F. Hill, 
Director Office of Revenue Sharing. 


§5%.55 Discriminatior, on the basis of 
handicap. 

(c) Self-evaluation. (1) A recipient 
government shall, within one year of the 
effective date of this section, with the 
assistance of interested individuals, 
including handicapped individuals and 


organizations representing 
(i) Evaluate its current policies and 
practices and their effects which do not 


agencies, may be used as part of the 
self-evaluation required pursuant to this 
section. 

{3) The self-evaluation may include 
but is not limited to an examination of: 
A recipient government's policies and 
practices concerning employment 
decisions; the extent to which its 
programs and activities are readily 


practices concerning 
aids, benefits and services to 
beneficiaries are free from 
discriminatory effects on the 
handicapped; and, whether it is 
engaging in contractual arrangements 
which have the effect of subjecting 
handicapped persons to discrimination. 
(4) A recipient government, which 
gover..ment receives $25,000 or more 
entitlement funds in each entitlement 
period, shall, for at least three years 
following completion of the evaluation 
required under paragraph (c}(1) of this 
section, maintain on file, make available 
for public inspection, and provide to the 
Director upon request (i) a list of the 
interested individuals consulted, {ii) a - 
description of policies and practices 


examined and problems identified. and 
(iii) a description of modifications made 
and remedial steps taken. 

(d) Designation of responsible 
employee and adoption of grievance 
procedures. (1) A recipient government. 
which government receives $25,000 or 
more entitlement funds in each 
entitlement period, shall designate at 
least one person to coordinate its efforts 
to comply with this section. Where 
designation of such a person has 
already been made to comply with the 
Section 504 requirements of other 
Federal departments or agencies, that 
person may also be used to comply with 
the requirements of this section. 

(2) A recipient government, which 
government receives $25,000 or more 
entitlement funds for one or more 
entitlement periods, shall adopt a 
grievance procedure that incorporates 
appropriate due process standards and 
that provides for the prompt and 
equitable resolution of complaints 
alleging any action prohibited by this 

section. Such need not be 
established with respect to complaints 
from applicants for employment or from 
applicants for admission to post- 
secondary educational institutions. 
Existing grievance procedures may be 
used to meet the requirements of this 
section. 


—_ Notice. {1} A recipient government, 


which government receives $25,000 or 
more entitlement funds in each 
entitlement period, shall take 
appropriate initial and continuing steps 
to notify participants, beneficiaries, 
applicants, and employees, including 
those with impaired vision or hearing, 
and unions or professional organizations 
holding collective bargaining or 
professional agreements with the 
recipient government, that it does not 
discriminate on the basis of 
handicapped status in violation of this 
section. The notification shall state, 
where appropriate, that the recipient 
government does not discriminate on the 
basis of handicapped status in 
admission or access to, or treatment or 
employment in, its programs and 
activities. The notification shall also 
include an identification of the 
responsible employee designated 
pursuant to § 51.55(d). A recipient 
government shall make the initial 
notification required by this paragraph 
within 90 days of the effective date of 
this section. Methods of initial and 
continuing notification shall ensure that 
the information is communicated to the 
visually or hearing impaired. Such 
methods may include the use of public 
service radio and television 
announcements, and 


telecommunications devices, the posting 
of notices, the publication of notices in 
newspapers and magazines. the 
placement of notices in recipient 


‘governments’ publications, and the 


distribution of memoranda or other 
written and taped communications. 

(2) Whenever a recipient government 
publishes or uses recruitment materials 
or publications containing general 
information that it makes available to 
participants, beneficiaries, applicants, or 
employees, or the general public, it shall 
include in those materials or 
publications a statement that it is the 
policy of the recipient government not to 
discriminate against the handicapped in 
employment or the provisions of 
services. A recipient government may 
meet the requirements of this paragraph 
either by including appropriate inserts im 
existing materials and publications or. 
by revising and reprinting the materials 
and publications. 


(f) Administrative requirements of 
small recipient governments. The 
Director may require any recipient 
government, which government receives 
less than $25,000 in entitlement funds in 
each entitlement . to comply with 
the provisions of § 51.55{c}, (d) and {e), 
in whole or in part, when the Director 
finds that such requirements are 
appropriate to remedy a violationof ws 
provisions of this section. 


* * * * * 


(k) * * * 


(4) Time periods—fi) Nonstructural 
changes for accessibility. Where a 
recipient government has ‘determined 
that certain nonstructural changes are 
necessary to make its programs and 
activities readily accessible to and 
usable by the handicapped, after 
evaluating its policies and practices 
during the self-evaluation required 
pursuant to paragraph (c) of this section, 
these changes shall be made, with other 
modifications determined to be needed, 
within the one year period for 
completion of the self-evaluation. 

(ii) Structural changes for — 
accessibility. Except as otherwise 
provided in paragraph (k){4) (iii) of this 
section, where a recipient government 
has determined that structural changes 
in facilities are necessary to make its 
programs and activities readily 
accessible to and usable by the 
handicapped, after evaluatingits 
policies and practices during the self- 
evaluation required pursuant to 
paragraph (c) of this section, those 
changes shal! be made as soon as 
possible but not later than three years 
from the effective date of this section. 
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(iii) Transportation systems. 
Transportation systems shall be made 
accessible to qualified handicapped 
individuals as provided in paragraph 
(k)(1) of this section in the same manner 
and within the time periods prescribed 
in regulations issued by the Department 
of Transportation (49 CFR Part 27, 
Subpart E). 

(5) Transition plan. In the event that 
structural changes to facilities are 
necessary to comply with the 
requirements of paragraph (k)(1) of this 
section, a recipient government shall 
develop, within one year of the effective 
date of this section, a transition plan 
setting forth the steps necessary to 
complete such changes within the time 
periods in paragraph (k)(4) of this 
section. The plan shall be prepared as 
part of the self-evaluation required 
under. § 51.55(c) and developed with the 
assistance of interested individuals, 
including handicapped individuals or 
organizations representing handicapped 
individuals. Transition plans already 
prepared (or under preparation) to 
comply with Section 504 requirements 
imposed by other Federal agencies, may 
be used as part of the transition plan 
required pursuant to this section. A 
recipient government which government 
receives $25,000 or more in entitlement 
funds shall make a copy of the transition 
plan available for public inspection for a 
period of three years and furnish it to 
the Director upon request. The plan 
shall, at a minimum: 

(i) Identify physical obstacles in the 
recipient government's facilities that 
limit the accessibility of its program or 
activity to handicapped individuals; 

(ii) Describe in detail the methods that 
will be used to make the facilities 
accessible; 

(iii) Specify the schedule for taking the 
steps necessary to achieve full program 
accessibility and, if the time period for 
the transition is longer than one year, 
identify steps that will be taken during 
each year of the transition period; and 

(iv) Indicate the person responsible 
for implementation of the plan. 

(6) Notice. The recipient government 
shall adopt and implement procedures 
to require that interested individuals, 
including individuals with impaired 
vision or hearing, can obtain 
information as to the existence and 
location of particular services, activities, 
and facilities that are accessible to and 
usable by handicapped individuals. 


[FR Doc. 63-28286 Filed 10-14-83; 8:45 am] 
BILLING CODE 4810-28-™ 


DEPARTMENT OF TRANSPORTATION 
Coast Guard 


33 CFR Part 157 
{CGD 76-088b} 


Tank Vessels Carrying Oil in Bulk; 
Cargo Monitors 


Correction 

In FR Doc. 83-27263 beginning on page 
45718 in the issue of Thursday, October 
6, 1983, make the following corrections: 


§157.37. [Amended] 

1. On page 45721, column one, 
amendatory language designated as 
“11.", line one, insert “§ 157.37" after 


~ “of”. 


$157.43 [Amended] 
2. On the same page, column two, 
§ 157.43{a), line four, “and” should read 
“an”. 
BILLING CODE 1505-01-m 


VETERANS ADMINISTRATION 
38 CFR Part 1 


Licensing of Government Owned 
inventions 


AGENCY: Veterans Administration. 
ACTION: Final rule. 


SUMMARY: The Veterans Administration 


hereby amends the VA regulation 
governing the licensing of government- 
owned inventions to (1) give notice that 
the licensing of selected VA inventions 
will be handled by the National 
Technical Information Service (NTIS); 
(2) reflect the change of name from 
Department of Health, Education, and 
Welfare to Department of Health and 
Human Services; and (3) provide 
administrative appellate procedures for 
persons dissatisfied with decisions 
concerning the licensing of inventions in 
VA custody, as required by 41 CFR 101- 
4.105. 

EFFECTIVE DATE: September 26, 1983. 
FOR FURTHER INFORMATION CONTACT: 
Chauncey W. Durden Ili, Office of the 
General Counsel (024L), Veterans 
Administration, 810 Vermont Avenue, 
NW, Washington, DC 20420, (202) 389- 
2638. 


SUPPLEMENTARY INFORMATION: (1) By 
agreement dated April 26, 1979, the 
Department of Commerce,.NTIS, 
handles the negotiation and execution of 
licenses in those VA inventions which 
the VA refers to the NTIS and which the 
NTIS accepts. 38 CFR 1.666 does not 
reflect this. 


(2) The present § 1.666 refers to the 
Department of Health, Education, and 
Welfare, which name was changed to 
the Department of Health and Human 
Services when education functions, not 
relevant here, were transferred to the 
new Department of Education. 

(3) Recent changes in the patent laws 
specifically authorize the Administrator 
of General Services to promulgate 
regulations governing the licensing of 
Federally-owned inventions. 35 U.S.C. 
208. Pursuant to this, GSA promulgated 
41 CFR Part 101-4 (FPMR Amdt. A-34) 
which, among other things, requires 
each Federal agency to prescribe 
procedures for appeals by unsuccessful 
applicants for licenses in inventions 
controlled by that agency, licensees 
whose licenses have been modified or 
terminated, and persons who have 
unsuccessfuily objected to proposals to 
award exclusive or partially exclusive 
licenses. 41 CFR 101-4.105. This change 
to 38 CFR 1.666 is intended to provide 
for such appeal procedures. 

The Administrator has determined 
that this amended regulation is not a 
major rule as that term is defined by 
Executive Order 12291. The annual 
effect on the economy will be less than 
$100 million. It will not result in any 
major increases in costs or prices. It will 
have no significant adverse effects on 
competition, employment, investment, 
productivity, innovation or on the ability 
of United States-based enterprises to 
compete with foreign-based enterprises 
in. domestic or export markets. 

The Administrator has certified that . 
this amended regulation will not have a 
significant impact on a substantial 
number of small entities as they are 
defined in the Regulatory Flexibility Act 
(RFA), 5 U.S.C. 601-612. This tion 
is exempt under 5 U.S.C. 605({b) from the 
initial and final regulatory flexibility 
analyses requirements of 5 U.S.C. 603 
and 604. This certification is based on 
the expectation, based on past 
experience, that very few licenses will 
be requested on any VA inventions 
other than those referred to NTIS, which 
will be governed by Department of 
Commerce regulations, and the fact that 
41 CFR Part 101-4 (FPMR Amdt. A-34), 
which mandates these appellate 
procedures, provides for a preference for 
small business and nonprofit 
organizations. Accordingly, this 
regulation will have no significant 
impact on small entities, i.e., small 
businesses, small private and nonprofit 
organization, and small governmental 
jurisdictions. These amendments were 
published as a proposed rule at 48 FR 
15272, April 8, 1983. No comments were 
received. 





40006 =—_- Federal Register / Vol. 48, No. 201 / Monday, October 17, 1983 / Rules and Regulations 


List of Subjects in 38 CFR Part 1 


In 38 Part 1, General, § 1.666 is revised 
follows: 


in an invention under VA control 
and custody has been denied; (b) whose 
license in such an invention has been 
modified or terminated, in whc!e or in 


to grant an exclusive or partially 


exclusive license in an invention under 
VA control or custody, the licensee shall 
be furnished a copy of the appeal, shall 
be given the opportunity to respond in 
writing, may appear and be represented 
by counsel at any hearing requested by 
appellant, and may request a hearing if 
appellant has not, under the same terms 
and conditions, at which the appellant 
may also appear and be represented by 
counsel. (41 CFR 101-4.105; 35 U.S.C. 
208) 

[PR Doc. &3-28175 Filed 10-14-83: &45 am] 
BILLING CODE 8320-01- 


ENVIRONMENTAL PROTECTION 
AGENCY 


40 CFR Part 52 


ae 
5 


Approval and Promuigation of 
implementation Pians; 1982 Ozone 
State implementation Pian for the 
State of Delaware 


AGENCY: Environmental Protection 
Agency (EPA). 
ACTION: Final rule. 


summary: EPA today approves the 1982 


State Implementation Plan (SIP) revision 
for the State of Delaware. This SIP 
revision provides for attainment of the 
primary National Ambient Air Quality 
Standard (NAAQS) for Ozone as 
required under Part D of the Clean Air 
Act Amendments of 1977. The SIP 
revision meets all requirements of the 
Clean Air Act and EPA policy. 
EFFECTIVE DATE: November 16, 1983. 
ADDRESSES: Copies of the revision and 
accompanying documents are available 
during normal business hours at the 
following offices: 

U.S. Environmental Protection Agency, 
~— Il, Air Management Branch, 

Second Floor, Sixth 
er Walnut Streets, Philadelphia, PA 
19106, ATTN: Daniel Ryan 

Delaware Dept. of Natural Resources, & 
Environmental Control, Air Resources 
Section, 89 Kings Highway, P.O. Box 
1401, Dover, DE 19901, ATTN: Robert 
R. French 
Copy of the State submission is 

available at the following: 

Public Information Reference Unit, 
Room 2922, EPA Library, U.S. 
Environmental Protection Agency, 401 
M Street, SW., Washington, D.C. 
20460 

The Office of the Federal Register, 1100 
L Street, NW., Room 8401, 
Washington, D.C. 20408 


FOR FURTHER INFORMATION CONTACT: 
Daniel Ryan, U.S. EPA Region Ill, 6th & 
Walnut Streets, Philadelphia, PA 19106. 
Telephone # 215/597-8555. 


I. Requirements for States to Submit 
SIPs 


The Clean Air Act Amendments of 
1977 added a new Part D to Title I of the 
Act. Under this Part, the States has to 
revise their SIPs for all nonattainment 
areas and submit the revision to EPA by 
January 1, 1979 (Sections 171-178 of the 
Clean Air Act; Section 129({c) 
(uncodified) of Pub. L. 95-95). The 
revised plan had to provide for 
attainment of National Ambient Air 
Quality Standards (NAAQS) by os 
December 31, 1982, except in the cases 
of Ozone or Carbon Monoxide, where 
an extension of the deadline up to 
December 31, 1987 was possible if States 
could demonstrate that they could not 
meet the December 31, 1982 deadline. 
States which requested and were 
granted deadline extensions were 
required to submit a second SIP revision 
by July 1, 1982, which provided for 
attainment of the appropriate standards 
by the new deadline. 


IL Delaware Submittals 


Delaware has only one NAAQS 
nonattainment area, New Castle County, 
which is an Ozone nonattainment area. 
Delaware submitted an initial SIP 
revision for New Castle County in May 
1979; this submittal included a request 
that EPA extend the Ozone attainment 
date for this area until December 31, 
1987. EPA approved this request and 
conditionally approved the initial plan 
revision on March 6, 1980 (45 FR 14551). 
EPA gave final approval to the initial 
plan revision on March 11, 1982 (47 FR 
10535) after the conditions had been 
fulfilled. 


Delaware submitted a second SIP 
revision for New Castle County on July 
6, 1982. This SIP includes the State's 
final plan for bringing the County into 
attainment with the Ozone NAAQS. 
EPA reviewed Delaware's submittal and 
preliminarily determined that it met 
Clean Air Act and EPA policy 
requirements. Accordingly, EPA 
proposed approval of the SIP revision. 
The proposal notice was published at 48 
FR 5093 on February 3, 1983. 


Ill. Description of Ozone SIP 


The SIP revision provides for 
attainment of the Ozone standard in 
New Castle County through reductions 
in volatile organic compound (VOC) 


- emissions; VOCs are known to be one of 


the principal precursors of Ozone 





Federal Register / Vol. 48, No. 201 / Monday, October 17, 1983 / Rules and Regulations 46987 


formation. The VOC emission 
reductions will result from stationary 
sources of VOCs installing 


Emission Controls Program, from 
implementation of an automobile 


The SIP demonstrates that the Ozone 
standard will be achieved by December 
31, 1987. The SIP includes air quality 
modeling which shows that VOC 
emissions must be reduced by at least 
44% or more for the Ozone standard to 
be attained. The emission inventories 
show that VOC emissions will be 
reduced by slightly more than 44% by 
the December 31, 1987 deadline. 

The SIP’s current and scheduled 
control measures provide for reasonable 
further progress (RFP) towards 
attainment. The State’s offset 
regulations will prevent RFP from being 
jeopardized by unexpected growth in 
VOC emissions. 

EPA discussed Delaware's SIP 
revision at greater length in the 
proposed rulemaking notice published 
on February 3, 1983 (48 FR 5093). Those 
wishing additional information 
regarding the revision should consult 
that notice. 


IV. Response to Comments 


New York State submitted comments 
regarding EPA’s proposed actions on 
1982 Ozone SIPs for fifteen states, 
including Delaware. Also, NRDC 
submitted comments on all of the 1982 
submittals that EPA proposed to 
approve. These were the only comments 
submitted on the Delaware SIP. EPA's 
responses to these comments are 
contained in the docket for this SIP 
action (EPA docket No. AW600DE) and 
is available for public inspection. 


V. Plan Review 


EPA has determined that Delaware's 
SIP submittal meets the requirements of 
Section 110 and Part D of the Clean Air 
Act. EPA made this determination using 
the criteria published in the Federal 
Register on January 22, 1981 (46 FR 
7182)* EPA's review is documented in a 
technical support document which is 
available at the offices listed under 
“Addresses” above. 


VI. Rulemaking Action 

EPA approves Delaware's 1982 SIP 
revision for attainment of the Ozone 
standard. EPA is amending 40 CFR Part 
52 as shown below to indicate the 


* These criteria supplement the “General 
Preamble” for SIP revisions for nonattainment 


areas. The “ Preamble” appeared in the 
Federal Register on April 4, 1979 (44 FR 20372). 


* * 


incorporation into the Delaware SIP of 
this SIP revision. 


VIL General 


Under Section 307(b)(1) of the Clean 
Air Act, petitions for judicial review of 
this action must be filed in the United 
States Court of Appeals for the 
appropriate circuit by (insert date 60 
days from the date of publication). This 
action may not be challenged later in 
proceedings to enforce its requirements 
(See 307(b)(2)). 

The Office of Management and Budget 
has exempted this rule from the 
requirements of section 3 of Executive 
Order 12291. 


VIIL List of Subjects in 49 CFR Part 52 


Air pollution control, Ozone, Sulfur 
oxides, Nitrogen dioxide, Lead, 
Particulate matter, Carbon monoxide, 
Hydrocarbons, Intergovernmental 
relations. 


IX. Authority 
(42 U.S.C. 7401-7642) 
Dated: October 11, 1983. 
William D. Ruckelshaus, 
Administrator. 
Note.—Incorporation by reference of the 
State Implementation Plan for the State of 


Delaware was approved by the Director of 
the Federal Register on July 1, 1980. 


PART 52—[ AMENDED] 


Part 52 of Title 40, Code of Federal 
Regulations, is amended as follows: 


Subpart i—Delaware 


1. In § 52.420, Idenzification of Plan, 
paragraph (c)(31) is added to read as 
follows: 
$52.420 identification of pian. 

(c) The plan revisions listed below 
were submitted on the dates 
specified. * * * 

(31) Plan Revision providing for 
attainment of the Ozone standard 
submitted by John E. Wilson, III to EPA 
on July 6, 1982. 

[FR Doc. 83-28152 Filed 10-14-83; 8:45 am] 
BILLING CODE 6560-50-M 


DEPARTMENT OF ENERGY 
41 CFR Parts 9-1 and 9-7 


-Procurement of Property or Services 
. AGENCY: Energy Department. 


ACTION: Final rule: technical 
amendment. 


SUMMARY: Executive Order 10936, dated 
April 26, 1961, 26 FR 3555, required 
executive agencies to submit a report to 
the Attorney General whenever they 
received identical bids in connection 
with the procurement of property or 
services exceeding $10,000. More ~ 
recently, Executive Order 12430, dated 
July 6, 1983, 48 FR 31371, revoked the 
earlier order so as to eliminate an 
agency reporting requirement which had 
proven ineffective and which consumed 
resources that could be employed in a 
more effective manner to prevent 
antitrust violations. Subpart 9-1.16 of 
the DOE-PR’s implemented Executive 
Order 10936 by deleting reporting 
responsibility under that Order to the 
Heads of Procurement Activities. Since 
no further reporting of identical bids is 
required, that section is repealed. 
EFFECTIVE DATE: This amendment will 
be effective on October 17, 1983. 
appress: Comments, if any, should be 
addressed to the Department of Energy, 
Procurement Policy Branch, MA-421.1, 
Forrestal Building, Washington, D.C. 
20585. 

FOR FURTHER INFORMATION CONTACT: 
Richard B. Langston, Procurement Policy 
Branch, Department of Energy (202) 252- 
8188. 


List of Subjects in 41 CFR Parts $—1 and 
9-7 


Government procurement, Reporting 
and recordkeeping requirements. 
Issued in Washington, D.C., on October 6, 
1983. 
Berton J. Roth, 
Director, Procurement and Assistance, 
Management Directorate. 


PART 9-1 [AMENDED] 


1. Subpart 9-1.16, entitled “Reports of 
identical Bids,” is no longer needed 
because it delegated authority to issue 
reports required by Executive Order 
10936, which was repealed by Executive 
Order 12430 on July 6, 1983. The subpart 
is accordingly removed and reserved: 


Subpart 9-1.16—[Reserved] 


PART 9-7—[ AMENDED] 


2. Sections 9-7.403-50 through 9- © 
7.403-55 are redesignated 9-7.403-70 


- through 9-7.403-75. 


(Sec. 644 of the Department of Energy 
Organization Act, Pub. L. 95-91, 91 Stat. 599 
(42 U.S.C. 7254)) 

(FR Doc. 83-27733 Filed 10-14-83; 8:45 am] 

BILLING CODE 6450-01-M 
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EFFECTIVE DATES: The date listed in the 
fifth column of the table. 


FOR FURTHER INFORMATION CONTACT: 


: Richard W. Krimm, Assistant Associate 


Director, Office of Natural and 
me 


administer local flood plain 
management measures aimed at 
protecting lives and new construction 
from future flooding. Since the 
communities on the attached list have 
recently entered the NFIP, subsidized 
flood insurance is now available for 
property in the community. 

In addition, the Director of the Federal 
Emergency Management Agency has 
identified the special flood hazard areas 
in some of these communities by 
publishing a Flood Hazard Boundary 


' Map. The date of the flood map, if one 


has been published, is indicated in the 
sixth column of the table. In the 
communities listed where a flood map 


~ has been published, Section 102 of the 


Flood Disaster Protection Act of 1973, as 
amended, requires the purchase of flood 
insurance as a condition of Federal or 
federally related financial assistance for 
acquisition or construction of buildings 
in the special flood hazard area shown 
on the map. 


public interest. The Director also finds 
that notice and public procedure under 5 
U.S.C. 553(b) are impracticable and 
unnecessary. 

The Catalog of Domestic Assistance 
Number for this program is 83.100 
“Flood Insurance.” This program is 
subject to procedures set out in OMB 
Circular A-95. 

Pursuant to the provisions of 5 USC 
605(b), the Associate Director, State and 
Local and Support, to whom 
authority has been delegated by the 
Director, Federal Emergency 
t Agency, hereby certifies 
that this rule, if promulgated will not 
have a significant economic impact on a 
substantial number of small entities. 
This rule provides routine legal notice 
stating the community's status in the 
NFIP and imposes no new requirements 
or regulations on participating 
communities. 

List of Subjects in 44 CFR Part 64 


Flood insurance, flood plains. 


PART 64—{ AMENDED] 


Section 64.6 is amended by adding in 
alphabetical sequence new entries to the 
table. 

In each entry, a complete chronology 
of effective dates appears for each listed 
community. The entry reads as follows: 


ah 
mk 
i 


Feat 
[SEs 


SEE 


eh 


Hi 


i 
i 1 


Ba B 


yular, | Feb. 7, 1975. 
- | Dec. 7, 1973, and Dec. 26, 1975, 


| Feb 1, 1974, and June 11, 
1976. 


emergency, July 5, 1983, reguiar; 
suspended; Sept. 19, 1963, rein- 
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I CI CO i secsecntssnsensittistesibconacinieicsthntnsent 
I CI cited sectesttecrnccitsciiiociinittagatecrcterasii 


Pheasant HMI, City OF ee eeneeeee 


(National Flood Insurance Act of 1968 (title XIII of the 
Nov. 28, 1968), as amended, 42 U.S.C. 4001-4128; E.O. 12127, 


Local Programs and Support) 


Deputy Associate Director, State and Local Programs and Support. 


[FR Doc. 83-28123 Filed 10-14-83; 8:45 am] 
BILLING CODE 6718-03-™ 


44 CFR Part 64 
[Docket No. FEMA 6566] 


Suspension of Community Eligibility 
Under the National Flood Insurance 
Program; New York, et al. 


AGENCY: Federal Emergency 
Management Agency, FEMA. 

ACTION: Final rule. 

SUMMARY: This rule lists communities, 
where the sale of flood insurance has 
been authorized under the National 
Flood Insurance Program (NFIP), that 
are suspended on the effective dates 
listed within this rule because of 
noncompliance with the flood plain 
management requirements of the 
program. If FEMA receives 
documentation that the community has 
* adopted the required flood plain 
management measures prior to the 
effective suspension date given in this 
rule, the suspension will be withdrawn 
by publication in the Federal Register. 
EFFECTIVE DATES: The third date 
(“Susp.”) listed in the fifth column. 

FOR FURTHER INFORMATION CONTACT: 
Richard W. Krimm, Assistant Associate 
Director, Office of Natural and 
Technological Hazards Programs, (202) 
287-0176, 500 C Street, Southwest, 
Donohoe Building—Room 506, 
Washington, D.C. 20472. 
SUPPLEMENTARY INFORMATION: The 
National Flood Insurance Program - 
(NFIP), enables property owners to 
purchase flood insurance at rates made 
reasonable through a Federal subsidy. In 
return, communities agree to adopt and 
administer local flood plain 
management measures aimed at 
protecting lives and new construction 
from future flooding. Section 1315 of the 
National Flood Insurance Act of 1968, as 
amended (42 U.S.C. 4022) prohibits flood 
insurance coverage as authorized under 


the National Flood Insurance Program 
(42 U.S.C. 4001-4128) unless an 
appropriate public body shall have 
adopted adequate flood plain 
management measures with effective 
enforcement measures. The communities 
listed in this notice no longer meet that 
statutory requirement for compliance 
with program regulations (44 CFR Part 
59 et. seq.). Accordingly, the 
communities are suspended on the 
effective date in the fifth column, so that 
as of that date flood insurance is no 
longer available in the community. 
However, those communities which, 
prior to the suspension date, adopt and 
submit documentation of legally 
enforceable flood plain management 
measures required by the program, will 
continue their eligibility for the sale of 
insurance. Where adequate 
documentation is received by FEMA, a 
notice withdrawing the suspension will 
be published in the Federal Register. 

In addition, the Director of Federal 
Emergency Management Agency has 
identified the special flood hazard areas 
in these communities by publishing a 
Flood Hazard Boundary Map. The date 
of the flood map, if one has been 
published, is indicated in the sixth 
column of the table. No direct Federal 
financial assistance (except assistance 
pursuant to the Disaster Relief Act of 
1974 not in connection with a flood) may 
legally be provided for construction or 
acquisition of buildings in the identified 
special flood hazard area of 
communities not participating in the 
NFIP and identified for more than a 
year, on the Federal Emergency 
Management Agency’s initial flood 
insurance map of the community as 
having flood prone areas. {Section 202(a) 
of the Flood Disaster Protection Act of 
1973.(Pub. L. 93-234), as amended). This 
prohibition against certain types of 
Federal assistance becomes effective for 
the communities listed on the date 
shown in the last column. 


May 24, 1974, and Feb. 13; 
1976. 


nea June 7, 1974, and Apr. 2, 1976. 


Housing and Urban Development Act of 1968); effective Jan. 28, 1969 (33 FR 17804, 
44 FR 19367; and delegation of authority to the Associate Director, State and 


The Director finds that notice and 
public procedure under 5 U.S.C. 533(b) 
are impracticable and unnecessary 
because communities listed in this final 
rule have been adequately notified. Each 
community receives a 6-month, 90-day, 
and 30-day notification addressed to the 
Chief Executive Officer that the 
community will be suspended unless the 
required flood plain management 
measures are met prior to the effective 
suspension date. For the same reasons, 
this final rule may take effect within less 
than 30 days. 

Pursuant to the provision of 5 U.S.C. 
605(b), the Associate Director of State 
and Local Programs and Support, to 
whom authority has been delegated by 
the Director, Federal Emergency 
Management Agency, hereby certifies 
that this rule if promulgated will not 
have a significant economic impact on a 
substantial number of small entities. As 
stated in Section 2 of the Flood Disaster 
Protection Act of 1973, the establishment 
of local flood plain management 
together with the availability of flood 
insurance decreases the economic 
impact of future flood losses to both the 
particular community and the nation as 
a whole. This rule in and of itself does 
not have a significant economic impact. 
Any economic impact results from the 
community’s decision not to (adopt) 
(enforce) adequate flood plain 
management, thus placing itself in 
noncompliance of the Federal standards 
required for community participation. In 
each entry, a complete chronology of 
effective dates appears for each listed 
community. 


List of Subject in 44 CFR Part 64 
Flood Insurance, Flood Plains. 
PART 64—[ AMENDED} 


Section 64.6 is amended by adding in 
alphabetical sequence new entries to the 
table. 
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$64.6 List of eligible communities. 


Nov. 28, 1968), as amended, 
Local Programs and Support) 
Issued: October 7, 1983. 

Dave 


Hi 


Oct. 1 
1963, suspended. 


; Oct. 18, 1963, regular; 
emergency, Oct. 18, 1963, regular; 


6, 1 
. 1975, emergency, Oct. 16, 1963, regular; 
8, 


. 13, 1973, emergency; Feb. 16, 1977, regular; 


Oct. 18, 1983, 


suspended. 
Jan. 17, 1974, emergency, May 15, 1978, regular, 


Oct. 16, 1963, 


Urban Development Act of 1968); effective Jan. 28, 1969 (33 FR 17804, 
; and delegation of authority to the Associate Director, State and 


Deputy Associate Director, State and Local Programs and Support. 


[FR Doc. &3-28104 Filed 10-14-83; 845 am] 
BILLING CODE 6718-03-™ 


44 CFR Part 65 


National Flood Insurance Program; 
Changes in Flood Elevation 
Determinations; Alabama et al. 


AGENCY: Federal Emergency 
Management Agency. 

ACTION: Final Rule. 

SUMMARY: Modified base (100-year) 


flood elevations are finalized for the 
communities listed below. 


These modified elevations will be 
used in calculating flood insurance 
premium rates for new buildings and 
their contents and for second layer 
coverage on existing buildings and their 
contents. 

DATES: The effective dates for these 
modified base flood elevations are 
indicated on the following table and 
amend the Flood Insurance Rate Map(s) 
(FIRM) in effect for each listed 
community prior to this date. 
ADDRESSES: The modified base flood 
elevations for each community are 


available for inspection at the office of 
the Chief Executive Officer of each 
community. The respective addresses 
are listed on the following table. 

FOR FURTHER INFORMATION CONTACT: 
Dr. Brian R. Mrazik, Chief, Engineering 
Branch, Natural Hazards Division, 
Federal Emergency Management 
Agency, Washington, D.C. 20472, (202) 
287-0230. 

SUPPLEMENTARY INFORMATION: The 
Federal Emergency Management 
Agency gives notice of the final 
determinations of modified flood 
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elevations for each community listed. 


ty ly 
infeasible to publish in this notice all of 
the changes contained on the maps. 
However, this rule includes the address 
of the Chief Executive Officer of the 


available for inspection. 

The modifications are made pursuant 
to Section 206 of the Flood Disaster 
Protection Act of 1973 (Pub. L. 93-234) 


and are in accordance with the National 
Flood Insurance Act of 1968, as 
amended (Title XIII of the Housing and 
Urban Development Act of 1968, (Pub. L. 
90-448), 42 U.S.C. 4001-4128, and 44 CFR 
Part 65. 

For rating purposes, the revised 
community number is shown and must 
be used for all new policies and 
renewals. 

The modified base (100-year) flood 
elevations are the basis for the flood 
plain management measures that the 
comunity is required to either adopt or 
show evidence of being already in effect 
in order to qualify or to remain 
for participation in the National Flood 
Insurace Program (NFIP). 

These modified elevations, together 
with the flood plain management 
measures required by 60.3 of the 
program regulations, are the minimum 


that are required. They should not be 
construed to mean that the community 
must change any existing ordinances 
that are more siringent in their flood 
plain management requirements. The 
community may at any time enact 
stricter 


These modified base flood elevations 
shall be used to calculate the 
appropriate flood insurance i 
rates for new buildings and their 
contents and for second layer coverage 
on existing buildings and their contents. 
List of Subjects in 40 CFR Part 65 
Flood insurance, Flood plains. 

The changes in the base flood 
elevations are in accordance with 44 
CFR 65.4. 


 ———— = 


Honorable Lamy Coats, President, Clask County Board | Feb. 18, 1983. 
Building, 


29 and Nov. 5, 1962. 
. | The Miamisburg News, Jan. 5 
and Jan. 12, 1983. 


Cleveland County Fleporter, 
Nov. 4 and Nov. 11, 1982. 

. | Tulsa Daily Business Joumal 
and Legal Record, May 9 and 
May 16, 1983. 

Citizen’s Voice, Oct. 29 and 
Nov. 5, 1982. 

. | The Greenville News, Nov. 19 

and Nov. 26, 1982. 


. | The Collierville Herald, 
and Feb. 10, 1983. 


. | irving Daily News, May 11 and 
983. 


Feb. 3 


Dallas, Denton and Collin | City of Carrollton (Docket No. 
Counties. FEMA-64 


7). 


Mar. 18, 1983. 010048C. 
Dec. 14, 1982 | 050078C. 


June 11, 1982_..| 0601658. 


180426C. 


Now. 16, 1983 


Feb. 25, 1983. 
Dec. 14, 1982 
Dec. 28, 19862 
, | dan. 21, 1983 
Dec. 28, 1982... 
| Nov. 16, 1963 _.. 


Feb. 4, 1983__.. 


May 20, 1963 _... 


Mar. 18, 1963... 
Nov. 5, 1962... 
Jan. 14, 1983 _..... 


. | Nov. 9, 1962... 


i, | May 2, 1983. 


Dec. 15, 1962 ......| 480585A. 


Nov. 16, 1983... 
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Pursuant to the provisions of 5 U.S.C. 605(b), the Associate Director, State and Local Programs and Support, to whom 
authority has been delegated by the Director, Federal Emergency Management Agency, hereby certifies that this rule, if 
promulgated, will not have a significant economic impact on a substantial number of small entities. This rule provides routine 
legal notice of technical amendments made to designated special flood hazard areas on the basis of updated information and 
imposes no new requirements or regulations on participating communities. 
(National Flood Insurance Act of 1968 (Title XIII of Housing and Urban Development Act of 1968); effective January 28, 1969 (33 FR 17804, 
November 28, 1968), as amended; 42 U.S.C. 4001-4128; Executive Order 12127, 44 FR 19367; delegation of authority to Associate Director, State 


Local Programs and Support) 
Issued: September 26, 1983. 
Dave 


Deputy Associate Director, State and Local Programs and Support. 


(FR Doc. 83-28124 Filed 10-14-83; &45 am] 
BILLING CODE 6718-03-M 


44 CFR Part 67 


National Flood Insurance Program, 
Final Flood Elevation Determinations; 
California et al. 


AGENCY: Federal Emergency 
Management Agency. 


ACTION: Final rule. 


SUMMARY: Base (100-year) flood 
elevations are finalized for the 
communities listed below. 

The base (100-year) flood elevations 
are the basis for the flood plain 
management measures that the 
community is required to either adopt or 
show evidence of being already in effect 
in order to qualify or remain qualified 
for participation in the National Flood 
Insurance Program (NFIP). 


EFFECTIVE DATE: The date of issuance of 
the Flood Insurance Rate Map (FIRM) 
showing base (100-year) flood elevations 
for the community. This date may be 
obtained by contacting the office where 
the maps are available for inspection 
indicated on the table below. 


ADDRESSES: See table below. 


FOR FURTHER INFORMATION CONTACT: 
Dr. Brian R. Mrazik, Chief, Engineering 
Branch, Natural Hazards Division, 
Federal Emergency Management 
Agency, Washington, D.C. 20472, (202) 
287-0230. 


SUPPLEMENTARY INFORMATION: The 
Federal Emergency Management 
Agency gives notice of the final 
determinations of flood elevations for 
each community listed. Proposed base 
flood elevations or proposed modified 
base flood elevations have been 


published in the Federal Register for 
each community listed. 

This final rule is issued in accordance 
with Section 110 of the Flood Disaster 
Protection Act of 1968 (Title XIII of the 
Housing and Urban Development Act of 
1968 (Pub. L. 90-448)), 42 U.S.C. 4001- 
4128, and 44 CFR Part 67. An 
opportunity for the community or 
individuals to appeal the proposed 
determination to or through the 
community for a period of ninety (90) 
days has been provided. 

The Agency had developed criteria for 
flood plain management in flood-prone 
areas in accordance with 44 CFR Part 
60. 
The base (100-year) flood elevations 
are finalized in the communities listed 
below. Any appeals of the proposed or 
proposed modified base fl@od elevations 
which were received have been resolved 
by the agency. 





| 
i 


| Source of flooding 


a 
| 
} 
| 





<-cesceeeerenneee Ontario (City of) San Bernardino County, FEMA-6514 ..| Cucamonga Creek ............. 
| | 


} 
| 
| 


TEE 
| No. 6522). 


oe 
' 


sR as omaha 


avsssued Intersection of Heliman Avenue and Francis Street | 
200 feet east of the intersection of Hellman Avenue 


| and Fourth Street. 
' Intersection of Fourth Street and Turner Avenue 


Maps available for inspection at the New Municipal Center, Fort Kent, Maine. 


a 


| 


—-—-: S$ OO sae 
sel — Approximately 700 feet along Alfred Street from the | *519 





No. 6522). 


| 





Federal Register / Vol. 48, No. 201 / Monday, October 17, 1983 / Rules and Regulations 


Downstream Of U.S. 40. ei acnnceensonnnenennnnenennnnnnnsensennneed 
Upstream conporate Mirmits a eenesenecnnnnnnnnnnnnnnnnn 
— 800’ upstream of upstream corporate 


scene tab Ciietitaenn oh tetatn tani 
Railroad (area not previously identified). 


Maps available for inspection at the City Hall, Hagerstown, Maryland. 


Docket No. 6522). 


Maps available for inspection at the Greenwich Township Building, Broad and Walnut Streets, Gibbstown, New Jersey. 


Brutus, Town, Cayuga County (FEMA Docket No. | Skaneateles Creek... 


Divergence with East Channel... 
——— 3,100 feet upstream of State Route 197. 


Downstream corporate 
Along Bond Creek at U.S. Route 4 (extended). ~ 


Maps available for inspection at the Village Hall, 118 Broadway, Fort Edward, New York. 
Butler, City, Butler County (FEMA Docket No. 6514)...... 


Maps available for inspection at the City Hall, 140 West North Street, Butler, Pennsylvania. 


Maps available for inspection at the City Hall, 616 Coppell Road, Coppell, Texas. 


Bndge 
sauantnatity Shitins denpeioein ad tan an iaiion 


Maps available for inspection at the City-County Building, 1500 Chapline Street, Wheeling, West Virginia. 





* Depths less than 1 foot. 


Pursuant to the provisions of 5 U.S.C. 
605(b), the Associate Director, State and 
Local Programs and Support, to whom 
authority has been delegated by the 
Director, Federal Emergency 
Management Agency, hereby certifies 
that this rule provides routine legal 
notice of technical amendments made to 
designated special flood hazard areas 
on the basis of updated information and 


imposes no new requirements or 
regulations on participating 
communities. 


List of Subjects in 44 CFR Part 65 
Flood insurance, Flood plains. 


(National Flood Insurance Act of 1968 (Title 
XIII of Housing and Urban Development Act 
of 1968), effective January 28, 1969 (33 FR 
17804, November 28, 1968), as amended; 42 


Bridge. 





U.S.C. 4001-4128; Executive Order 12127, 44 
FR 19367; delegation of authority to Associate 
Director, State and Local Programs and 
Support) 

Issued: August 29, 1983. 
Dave McLoughlin, 
Deputy Associate Director, State and Local 
Programs and Support. 
{FR Doc. 83-28120 Filed 10-14-83; 8:45 am] 
BILLING CODE 6718-03-M 
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47 CFR Part 73 
[MM Docket No. 83-406; RM-4385) 


FM Broadcast Station in Hilo Hawaii; 
Changes Made in Table of 
Assignments 


AGENCY: Federal Communications 
Commission. 
ACTION: Final rule. 


summary: Action taken herein assigns 


FM Channel 224A to Hilo, Hawaii, in 
response to a petition filed by Mid- 
Pacific Broadcasting Company. The 

ee ne 


List of Subjects in 47 CFR Part 73 
Radio broadcasting. 

Report and Order (Proceeding 

Terminated) 


In the Matter of amendment of § 73.202(b), 
Broadcast 


Table of Assignments, FM 
Stations. (Hilo, Hawaii) MM Docket No. 83- 
406 RM-4385. 


Adopted: September 28, 1983. 
Released: October 11, 1983. 


By the Chief, Policy and Rules Division. 
Fo tree ors jee mage 
the’ Notice of Proposed Rule Making, 48 

FR 20953, published May 10, 1983, in 


received. 
2. We believe the public interest 
would be served by a grant of 
petitioner's request since it could 


pursuant to the authority contained in 
re S{d}{1), 908 (g) and (r) a and 
307(b) of the Communications 

1934, as amended, and §§0.61, ora 
and 0.283 of the Commission's Rules, it 
is ordered, that effective December 12, 
1983, the FM Table of Assignments, 

§ 73.202{b) of the Commission's Rules, is 
amended as follows: 


City Channel No. 


Hilo, Hawaii... 224A, 234, 246, 250, and 262 


5. It is further ordered, that this 
is terminated. 


6. For further information concerning 
the above, contact Nancy V. Joyner, 
Mass Media Bureau, (202) 634-6530. 
Federal Communications Commission. 
Roderick K. Porter, 

Chief, Policy and Rules Division, Mass Media 
Bureau. 


[PR Doc. 63-28182 Piled 10-14-83; 845 am] 
BILLING CODE 6712-01-™ 


DEPARTMENT OF TRANSPORTATION 
National Highway Traffic Safety 
Administration 


49 CFR Part 567 
[Docket No. 83-15; Notice 1] 


Certification; Joint Motor importation 
AGENCY: National Highway Traffic 
Safety Administration (NHTSA), DOT. 
ACTION: Final rule. 


SUMMARY: This notice amends a 
reference in NHTSA's motor vehicle 
certification regulations to a paragraph 
in the joint motor vehicle importation 


Washington, D.C. 20590 (202-426-9511). 
SUPPLEMENTARY INFORMATION: 49 CFR 

Part 567, Certification, 

statutory requirement of 15 U.S.C. 1403 


for certification of compliance with 
applicable Federal motor vehicle safety 
standards. Under 49 CFR 567.2(b), as 
currently written: 

“(b) In the case of imported motor 
vehicles, the requirement of affixing a 
label or tag applies to importers of 
vehicles, admitted to the United States 
under Sec. 12.80({b)(2) of the joint 
regulations for importation of motor 
vehicles and equipment (19 CFR 
12.80(b)(1)) to which the required label 
or ws is not affixed.” 

The joint regulations referred to are 
those of the Department of 
Transportation and Department of the 
Treasury on importation of vehicles and 
equipment subject to the Federal motor 
vehicle safety standards. At the time the 
joint certification regulation was 
promulgated (36 FR 7056, April 14, 1971), 
these regulations provided for 
unconditional entry of vehicles certified 
as meeting Federal requirements (19 
CFR 12.80{b)(1)) and conditional entry 
for non-certified vehicles (19 CFR 
12.80{b)(2)). On December 14, 1978, the 
joint importation regulations were 
amended (43 FR 56655) and certain 
paragraphs were revised and 
renumbered. The principal change was 
to make all entries conditional (the 
minimum condition, however, for 
manufacturer-certified vehicles being a 
simple declaration of conformance). The 
distinctions between the former 12.80 
(b)(1) and (b)(2) disappeared and 12.80 
(b)(2) became (b)(1) in the revision. 
However, no corresponding correction 
of reference has been made in Part 567 
until now. The current § 12.80(b)(2) in 
the joint regulations refers to the 
conditions for on-road use of vehicles 
imported for experimental purposes, a 
category of temporary use for which 
certification is not required. 

This amendment is not a major action 
within the meaning of Executive Order 
12291 and is not a significant action 
under the Department's Regulatory 
Policies and Procedures, since it makes 
no substantive change in existing 
certification requirements. For that same 
reason, I hereby certify that this 
amendment will not have a significant 
economic impact on a substantial 
number of small entities. Because the 
amendment corrects an error and does 
not impose any additional burden upon 
any person, notice and public nee 
thereon was deemed unnecessary and 
the amendment is effective upon 
publication in the Federal Register. 
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List of Subjects in 49 CFR Part 567 
Labeling, Motor vehicle safety. 


PART 567—{ AMENDED] 


In consideration of the foregoing, 
paragraph (b) of § 567.2 of Title 49 Code 
of Federal Regulations is hereby revised 
to read: 

§ 567.2 Application. 

(b) In the case of imported motor 
vehicles, the requirement of affixing a 
label or tag applies to importers of 
vehicles admitted to the United States 
under 19 CFR 12.80(b)(1) to which the 
required label or tag is not affixed. 
(Secs. 103, 112, 114, 119, National Traffic and 
Motor Vehicle Safety Act 15 U.S.C. 1392, 


1401, 1403, and 1417; delegations of authority 
at 49 CFR 1.50 and 501.7.) 


Issued on October 7, 1983. 
Diane K. Steed, 
Deputy Administrator. 
[FR Doc. 83-27964 Filed 10-14-83; 8:45 am] 
BILLING CODE 4910-59-M 


50 CFR Part 265 
[Docket No. 31012-199] 
Atlantic Tuna Fisheries 


AGENCY: National Oceanic and 
Atmospheric Administration (NOAA), 
Commerce. 


ACTION: Rule-related notice; closure. 


summary: NOAA issues this notice to 


close the fishery for giant Atlantic 
bluefin tuna conducted by vessels 
permitted in the General category west 


of a line at 72°50’ W. itude. Closure 
of this segment of the is 
necessary because the annual quota of 
Atlantic bluefin tuna available for the 
General category has been taken. Upon 
closure, vessels permitted in this 
category will be prevented from 
retaining giant Atlantic bluefin tuna for 
the remainder of the 1983 fishing season 
throughout the entire regulatory area. 
EFFECTIVE DATE: 0001 hours local time 
October 13, 1983. 

FOR FURTHER INFORMATION CONTACT: 
William C. Jerome, Jr., 617-281-3600, 
extension 325, or David S. Crestin, 617- 
281-3600, extension 253. 
SUPPLEMENTARY INFORMATION: 
Regulations promulgated under the 
authority of the Atlantic Tunas 
Convention Act (16 U.S.C. 971-971h) 
regulating the take of Atlantic bluefin 
tuna by persons and vessels subject to 
US. jurisdiction were published in the 
Federal Register on June 17, 1983 (48 FR 
27745). 

Section 285.22(a) of the regulations 
provides for an annual quota of 650 
short tons (st) of giant Atlantic bluefin 
tuna to be taken by vessels permitted in 
the General category in the Regulatory 
Area. The Regional Director, Northeast 
Region, also authorized, under 
§285.22(g), the release of the amount 
available from the reserve for inseason 
adjustments (84 st) to the General 
category on September 28, 1983 (48 FR 
44833, September 30, 1983). The 
Assistant Administrator for Fisheries, 
NOAA (Assistant Administrator), is 
authorized under § 285.20{b)(1) to 
monitor the catch and landing statistics 
and, on the basis of these statistics, to 
project a date when the total catch of 
Atlantic bluefin tuna will equal any 
quota under § 285.22. The Assistant 
Administrator, further, is authorized 
under § 285.20(b)(1)} to prohibit the 


fishing for, or retention of, Atlantic 
bluefin tuna by the type of vessels 
subject to the quotas. The Assistant 
Administrator has determined, based on 
the reported catch of giant Atlantic 
bluefin tuna of over 725 st, that the 
annual quota of giant Atlantic bluefin 
tuna available to vessels permitted in 
the General category in 1983 has been 
attained. Closure of this segment of the 
fishery is necessary because NOAA 
expects fishing effort to remain high 
because of good weather conditions and 
the availability of giant Atlantic bluefin 
tuna in the New York Bight area. This 
situation presents a significant risk of 
the overall U.S. quota of Ailantic bluefin 
tuna being exceeded. Therefore, fishing 
for, and retention of, giant Atlantic 
bluefin tuna by vessels in the General 
category west of 72°50’ W. longitude and 
throughout the entire regulatory area 
must cease at 0001 hours Eastern 
Daylight Time on October 13, 1983. 

The effects of this closure on the 
participants in the fishery were 
considered in the design of the final 
regulations. This action is taken under 
the authority specified at 50 CFR 
285.20(b)(1), and is taken in compliance 
with Executive Order 12291. 

List of Subjects in 50 CFR Part 285 

Administrative practice and 
procedure, Fish, Fisheries, Fishing, 
Imports, International operations, 
Penalties, Reporting and recording 
requirements. 

(16 U.S.C. 971 et seq.) 
Dated: October 12, 1983. 
Joseph W. Angelovic, 
Deputy Assistant Administrator for Science 
and Technology, National Marine Fisheries 
Service. 
[FR Doc. 83-28159 Filed 10-12-83; 1-37 pm] 
BILLING CODE 3510-22-M 





Products 
directed to Mr. R. W. Gonter, (202) 447- 
7745. 


FOR FURTHER INFORMATION CONTACT: 


received a request from the Pet Food 
Institute to reopen the comment period 
to allow additional time to study the 
proposal and submit comments. The 
Agency is interested in receiving 
additional data on this proposal and has 


Done at Washington, DC, on October 12, 
1983. 


Donald L. Houston, 
Administrator, Food Safety and Inspection 
Service. 


[FR Doc. &3-28180 Filed 10-14-83; 8:45 am] 
BILLING CODE 3410-DM-M 


FEDERAL RESERVE SYSTEM 
12 CFR Ch. ll 


Semiannual Regulatory Flexibility 
Agenda 

AGENCY: Board of Governors of the 
Federal Reserve System. 
action: Semiannual agenda. 


SUMMARY: Pursuant to the Regulatory 


Flexibility Act, and the Board's 


Statement of Policy Regarding Expanded 
Procedures, 


the Board 
anticipates having under consideration 
regulatory matters as indicated below 
during the period from October 1, 1983, 
through April 1, 1984. The Board's next 
Semiannual Agenda will be published in 
April 1984. 
DATE: Comments may be received any 
time during the next six months. 
aporess: Comments should be 
addressed to William W. Wiles, 
Secretary of the Board, Board of 
Governors of the Federal Reserve 
System, Washington, D.C. 20551. 
FOR FURTHER INFORMATION CONTACT: A 
staff contact for each item is indicated 
with the regulatory description below. 
SUPPLEMENTARY INFORMATION: The 
Board's Semiannual Agenda is divided 
into three sections: Section A reports on 
regulatory matters that have been 
proposed and that are under Board 
consideration; Section B reports on 
major regulatory reviews in progress 
under the Board's Regulatory 
Improvement Project and other 
regulatory matters the Board may 
consider for public comment during the 
next six months; and Section C reports 
those regulatory matters from the 
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Board's last Semiannual Agenda (April 1 
through October 1, 1983) on which final 
action has been taken. 

A double asterisk (**) in Sections A 
and B indicates those matters listed on 
the Board's previous Semiannual 
Agenda; a dagger (tf) indicates a 
proposal that is likely to have a 
significant economic impact on a 
substantial number of small entities (see 
Entries A.5 and A.6). 


A. Regulatory Matters That Have Been 
Proposed and Will Involve Further 
Board Consideration 


1. Regulation: B—Equal Credit Opportunity 
(12 CFR Part 202) 


Action taken: In June 1983, the Board 
published notice of its intention to 
review Regulation B (48 FR 28285, June 
21, 1983). This review is part of the 
Board's Regulatory Improvement 
Project. (See Entry B.1.) 

In its review of Regulation B, the 
Board will focus on ways to update the 
regulation to more effectively carry out 
the provisions of the Equal Credit 
Pa Fae Act, without diminishing 

the consumer protections contained in 
the act and implementing regulation. 
The Board's notice asked commenters 
for information about any aspect of 
Regulation B that they believe should be 
examined. The Board also requested 
comment on several technical issues 
identified by the staff concerning the 
regulation’s sample adverse action 
notice form, consideration of credit 
history information shared with a 
spouse, circumstances under which 
adverse action notices must be sent, 
reapplications for open-end credit, and 
treatment of authorized users of open- 
end credit. 

The Board will review the public 
comments that were received and is also 
conducting additional study of legal, 
economic, and other issues in this area. 
The Board expects to publish for public 
comment specific proposed revisions to 
the regulation within the next six 
months. The extent to which small 
lenders would be affected will depend 
largely on the nature of the revisions. 
However, revisions that result in 
reduced compliance burdens are 
expected to apply to all lenders equally, 
regardless of size. 

Authority: Equal Credit Opportunity 
Act, 15 U.S.C. 1691b. 

Docket Number: R-0473. 
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Staff Contacts: etree 
Wood, Senior Attorneys, Division of 
Consumer and Community Affairs, (202- 


on business savings accounts at member 
banks to $250,000 (47 FR 38137, August 
30, 1982). Currently, member banks are 
not permitted to accept savings deposits 
in excess of $150,000 per depositor from 
organizations operated for profit. The 
Board also invited comment on the 
possibility of eliminating this limitation 
completely. Small banks would benefit 
from either a liberalization or 
elimination of this limit because the 
change would allow these institutions to 
compete more effectively with thrift 
institutions, which currently are subject 
to no such limitation. Further, small 
businesses should be aided by the . 
oportunity to place larger cash balances 
in interest-bearing accounts. 

The Board will review the public 
comments and is expected to take 
further action during the next six 
months. 

Authority: Section 19({a) of the Federal 
Reserve Act, 12 U.S.C. 461{a). 

Docket number: R-0420. 

Staff Contacts: Gilbert T. Schwartz, 
Associate General Counsel, (202-452- 
3625); and Paul S. Pilecki, Senior 
Counsel (202-452-3281), Legal Division. 


Margin Stock (12 CFR Part 221). 


Action taken: In February 1982, the 
board issued for public comment a 
regulatory framework that could be used 
to impose margin requirements on 
futures contracts based on stock indexes 
(47 FR 8788, March 2, 1982). The Board 
has taken no formal action on the 
margin required for these instruments. 
However, the Board will continue to 
review this area in connection with the 
Board's Special Study of Margin 
Regulation (47 FR 47464, October 26, 
1982.) 

It is not expected that the proposals 
would have a significant impact on a 
substantial number of small firms. 

Authority: Securities Exchange Act of 
1934, as amended 15 U.S.C. 78g, h and w. 

Docket number: R-0385. 


Staff Contacts: Laura Homer, 
Securities Credit Officer; and Robert 


* Other Heme and Wise Transfer of Funds (12 


CFR Part 210). 


Action taken: In May 1981, the Board 
issued for public comment proposals to 
a ees 


Redefining the 

“bank” Siamese 
institution as defined in 12 U.S.C. 461(b), 
namely, banks and thrift institutions; (2) 
imposing on a paying bank that returns 
an item an indemnity for loss or expense 
pray 5) | mgamaners ey ryt ompedee n 


payment and return of cash items; and 
(4) imposing a warranty and related 
indemnity regarding wire advice of 
nonpayment on a paying bank which 
returns a cash item (46 FR 24576, May 1, 
1981). After considering the comments 
received, the Board adopted the first 
proposal in substantially the form 
proposed (46 FR 42059, August 19, 1981). 
Final action on the other three items has 
been deferred pending further study. In 
its consideration of these proposals, the 
Board has concluded that none of the 
proposals is expected to have a 
significant economic impact on a 
substantial number of small entities. It is 
anticipated that the Board will consider 
this matter during the next six months. 

Authority: Section 13, 16 and 11(i) of 
the Federal Reserve Act, 12 U.S.C. 342, 
248(0), 360 and 248{i). 

Docket number: R-0357. 

Staff contact: Joseph R. Alexander, 
Attorney, Legal Division, (202-452-2489). 
+**5. Regulation: J—Collection of Checks and: 
other Items and Wire Transfer of Funds (12 
CFR Part 210). 

Action taken: In April 1982, the Board 
requested public comment on a proposal 
that would permit a Reserve Bank to 
charge a paying bank for cash items 
made available to it by a Reserve Bank 
on a day that is a banking day for the 
Reserve Bank but not for the paying 
bank. The purpose of this amendment 
was to eliminate the float resulting from 
the closing of these depository 
institutions on days that the Reserve 
Banks are open (47 FR 15349, April 9, 
1982). 

In May 1983, the Board determined 
not to adopt the proposal (48 FR 20802, 
May 9, 1983). However, equity and 
feasibility concerns were raised 
regarding the alternative approach 
adopted by the Board. Accordingly, the 


permitted to pay for the float generated 
by such items (48 FR 41776, September 


any 

wankd out-Qopiabetn cenihen.eraiiiel 
with any other federal rule. However, 
the proposal would reduce the earnings 
or funds that could have been invested 
in the federal funds market had the 
Reserve Bank not charged the 
institution's account until the next 

day or had the institution not 
paid for the float associated with the 
checks made available to it when it was - 
closed. This impact of the proposal on 
paying banks may have lessened in 
view of the substantial reduction in this 
float that has occurred since Board 
consideration of this matter in May 1983. 
comments and is expected to take 
further action within the next six 
months. 

Authority: Section 13, 16, and 11(c) of 
the Federal Reserve Act, 12 U.S.C. 342, 
248{0), 360, and 248(i). 

Docket numbers: R-0392; R-0481. 

Staff contacts: Gibert T. Schwartz, 
Associate General Counsel, (202)-452- 
3625); and Robert G. Ballen, Attorney, 
(202}-452-3265), Legal Division. 
+6. Regulation: Y—Bank holding companies 
and Change In Bank Control (12 CFR Part 
225). 

Action taken: In May 1983, the Board 
proposed for comment a comprehensive 
revision of Regulation Y (48 FR 23520, 
May 25, 1983). The original comment 


period was extended upon request to 


August 1, 1983 (48 FR 33004, July 20, 
1983). 

The proposed revision is part of the 
Baord’s Regulatory Improvement Project 
(See Entry B.1.). The primary effects of 
the revision would be to: (i) Reduce the 
number of required applications by bank 
holding companies for Board approval of 
nonbanking activities, (ii) simplify 
procedures for filing such applications, 
and (iii) expedite the processing of all 
applications. The format of the revised 
regulation has been changed 
substantially to incorporate all the 
important statutory provisins as they 
have been interpreted by the Board in 
order to make the revised regulation a 
self-contained, comprehensible 
document. 
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Although the revision would generally 


montixs. In response to the comment 
letters, the Board may issue additional 
proposals for other 
activities that could be added to the list 
of activities permissible for bank 
holding companies. 

Authority: Section 5(b) of the Bank 

Act of 1956, as 

amended 12 U.S.C. 1844{b); section 8 of 
the International Banking Act of 1978, 12 
U.S.C. 3106; and section 7{j){13) of the 
Federal Deposit Insurence Act, as 
amended by the in Bank Control 
Act of 1978, 12 U.S.C. 1817{j)(13). 

Docket number: R-0470. 

Staff Contacts: David Kulig, Senior 


purposes of the BA limitations of the 
Bank Export Services Act (“BESA”) (48 
FR 29001, June 24, 1983). The BESA does 
not define the term participations. The 
Board's proposed definition includes the 
following minimum requirements: (1) 
The depository institution that creates 
the BA and conveys the participation 
(“senior bank”) acquires a claim against 
the institution receiving the participation 
(“junior bank”); and (2) (2) the junior bank 
acqures a claim against the account 
party. These claims are enforceable in 
the event that the account party fails to 
perform in accordance with the terms of 
the BA. The Board believes that its 


further action during the next six 
months. 


Authority: Section 13 of the Federal 
Reserve Act, 12 U.S.C. 372. 

Docket number: R-0474. 

Staff contacts: Gilbert T. Schwartz, 
Associate General Counsel (202-452- 
3625); and Robert G. Ballen, Attorney 
(202-452-3265), Legal Division. 

B. Regulatory Matters the Board May 
Consider During the Next Six months. 
**1. Regulatory Improvement Project. 

Anticipated action: the Board's 
Regulatory Improvement Project 
involves, among other things, a 
substantive, zero-based review of all 
Federal Reserve regulations that affect 
the public to determine: (1) The 
fundamental objectives of the regulation 
and the extent to which it is meeting 
current policy goals, (2) nonregulatory 
alternatives that would accomplish the 
objectives, (3) costs and benefits of the 
regulation, (4) unnecessary burdens 
imposed by the regulation, and (5) the 
clarity of the regulation. 

During the next six months, the staff 
will progress with the comprehensive 
review of the following four regulations: 

(1) The proposed revision of 
Regulation Y (“Bank Holding Companies 
and Change in Bank Control”) should be 
finalized. The proposals, which were 
published in May 1983, are intended to 
reduce regulatory burdens. (See Entry 
AS6.) 

(2) A completely rewritten version of 
Regulation X (“Rules Governing 
Borrowers Who Obtain Securities 
Credit”) should be published for 
comment. the revision of Regulation X 
will complete the review of the four 
“margin credit” regulations. Final 
revisions of Regulations G, T, and U 
were issued earlier this year. (See Entry 
C4.) 

(3) A proposed revision of Regulation 
B (“Equal Credit Opportunity”) may be 
issued for comment. !n June 1983, the 
Board issued an advanced notice of 
proposed rulemaking asking for 
suggestions for specific issues in the 
regulation that should be addressed. 
(See Entry A.1.) 

(4) A proposed revision of Regulation 
K (“International Banking Operations”) 
may be issued for comment. The 
regulation was completely revised in 
197 to reduce burdens and to improve 
the ability of U.S. banking organizations 
to compete with foreign banking 
organizations. The forthcoming review is 
due by 1984 under the International 
Banking Act of 1978 (12 U.S.C. 611a) and 
under the Board's 5-year schedule for 
regulatory reviews. The focus will be to 
determine whether further 
improvements can be made. 


The Project will also participate in 
other regulatory actions listed in this 
agenda to ensure that the objectives of 
the Project are met. 

Authority: Financial Regulation 
Simplification Act of 1980, 12 U.S.C. 
3501. 

Staff contact: Barbara R. Lowrey, 
Associate Secretary, Office of the 
Secretary (202-452-3742). 

2. Regulation: F—Securities of State Member 
Banks (12 CFR Part 206). 

Anticipated action: The Board will 
consider issuing for comment a proposal 
to amend Regulation F to conform that 
regulation with recent changes in the 
securities disclosure regulations of the 
Securities Exchange Commission. 
Pursuant to section 12(i) of the Securities 
Exchange Act of 1934, the Boardis . 
required to periodically update its 
securites disclosure regulations to make 
them substantially identical to 
comparable regulations of the Securities 
Exchange Commission or to publish 
reasons why they should not be so 
revised. 

Adoption of the proposal would 
impose no significant economic impact 
on any small member banks. 

Authority: Securities Exchange Act of 
1934, 15 U.S.C. 78{i). 

Staff contacts: Walter McEwen, 
Attorney, (202-452-3321); and Richard 
Whiting, Senior Attorney, (202-452- 
3779), Legal Division. 

**3. Regulation K—International 
Operations (12 CFR Part 211). 


Anticipated action: The Board will 
consider publishing for comment a 
revised proposal that would permit Edge 
Corporations to provide a broader range 
of banking services than is now 
permissible to a limited class of 
customers. While Edge Corporations are 
in most instances owned by major 
banks, the proposal would also afford 
scope for smaller banks to compete 
more effectively in development and 
supply of services to support-U.S. trade. 
Pursuant to the International Banking 
Act, a similar proposal was published 
for comment in February 1979 to 
improve the competitive position of 
Edge Corporations (44 FR 10509, 
February 21, 1979). If the Board 
determines to reconsider the proposal, it 
will be taken up in connection with the 
revision of Regulation K in early 1984. 

Action on this matter would represent 
a relaxation of regulatory burden on 
Edge Corporations and would permit a 
shift to a more cost-effective method of 
supervision of Edge Croporations. 

Authority: International Banking Act 
of 1978, 12 U.S.C. 3101; Federal Reserve 
Act, 12 U.S.C. 601 and 605. 
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Staff contacts: Nancy P. Jacklin, 
Assistant General Counsel, (202-452- 
3582); and Kathleen O’Day, Senior 
Attorney, (202-452-3786), Legal Division. 


4. Regulation O—Loans to Executive Officers, 
Directors and Shareholders of 
Member Banks (12 CFR Part 215). 


Anticipated action: The Garn-St  ~ 
Germain Depository Institutons Act, 
Pub. L. 97-320, (Garn Bill) amended 12 
U.S.C. 1972{b)(2)(G) and 1817(K) to 
delete specific reporting and disclosure 
requirements with respect to loans to 
executive officers and principal 
shareholders of insured banks from the 
insured bank and any correspondent 
bank of the insured bank. The Garn Bill 
granted each regulatory agency the 
authority to issue rules and regulations 
to require the reporting and public 
disclosure of such loans. 

The Board will consider publishing for 
comment during the next six months an 
amendment to Regulation O that 
provides for the public disclosure of 
information concerning such loans. A 
member bank shall make available the 
names of its executive officers and 
principal shareholders who have 
extensions of credit outstanding either 
from the bank itself or any of the bank’s 
correspondents in an amount that equals 
or exceeds a fixed percentage of the 
member bank’s equity capital or a 
maximum dollar amount whichever is 
less. This action is not likely to have any 
significant economic impact on a 
substantial number of small banks. 

Authority: 12 U.S.C. 1972{b)(2)(G) and 
1817(K). 

Staff contact: Jennifer Johnson, Senior 
Counsel, Legal Division, (202-452-3584). 


**5. Regulation: Y—Bank Holding 
Companies and Change in Bank Control (12 
CFR Part 225). 


Anticipated action: The Board will 
consider issuing for public comment a 
proposal to amend Regulation Y with 
respect to the kinds of insurance 
activities that are generally permissible 
for bank holding companies under 
section 4(c)(8) of the Bank Holding 
Company Act. This action would be 
taken to conform the regulation to Title 
VI of the Garn-St Germain Depository 
Institutions Act, which was adopted in 
October 1982. That statute essentially 
prohibits bank holding companies from 
engaging in any insurance agency or 
underwriting activities, unless the 
activities fall within one of the specific 
exceptions in the new law as 
determined by the Board. 

Adoption of the proposal would 
impose no additional burden on any 
bank holding company. 


Authority: Bank 
Act, 12 U.S.C. 1843(c)(8). 

Staff contact: Richard Whiting, Senior 
Attorney, Legal Division, (202-452-3779). 


**6. Regulation: Y—Bank Holding 
Companies and Change in Bank Control (12 
CFR Part 225). 

Anticipated action: The Board will 
consider issuing for public comment a 
proposal to amend Regulation Y by 
adding authority for member banks to 
invest individually or jointly in bank 
service corporations under an 
amendment to the Bank Service 
Corporation Act made by section 709 of 
the Garn-St Germain Depository 
Institutions Act of 1982. 

Under the new law, banks may invest 
without any prior regulatory approval in 
corporations offering “back office” 
clerical service to other depository 
institutions. In addition, if they obtain 
the prior approval of the Board, member 
bands may invest in corporations that 
offer to any person services that the 
bank may offer under state or federal 
law or services that have been found by 
regulation to be permissible under 
section 4({c)(8) of the Bank Holding 
Company Act. 

Adoption of regulations to implement 
the change would enable all banks, large 
and small, to engage in certain activities 
that previously were not available to 
them. It is not expected that adoption of 
this proposal would have a significant 
economic impact on a substantial 
number of small banks. 

Authority: Bank Service Corporation 


Act, 12 U.S.C. 1861. 


Staff contact: Richard Whiting, Senior 
Attorney, Legal Division, (202-452-3779). 
**7. Regulation: AA—Unfair or Deceptive 
Acts and Practices (12 CFR Part 227). 

Anticipated action: The Board is 
required by the Federal Trade 
Commission Act to adopt a: :le 
applicable to banks that is substantially 
similar to a trade regulation rule 
adopted by the FTC prohibiting certain 
acts or practices of other creditors as 
unfair or deceptive, unless the Board 
finds that such acts or practices of 
banks are not unfair or deceptive or that 
implementation of a similar rule with 
respect to banks would seriously 
conflict with essential monetary and 
payments systems policies of the Board. 

In response to a proposed FTC rule 
(governing the preservation of 
consumers’ claims and defenses), in 
1976 the Board published a comparable 
proposal for comment (41 FR 7110). 
Although this proposal has appeared in 
previous Board agendas, it is not 
expected that the matter will come 
before the Board during the next six 


months since a final FTC rule has not 
yet been adopted. 

Authority: Section 18{f) of the Federal 
Trade Commission Act, 15 U.S.C. 41 et 


seq. 
Docket number: R-0019. 
* Staff contact: Lucy H. Griffin, Senior 
Attorney, Division of Consumer and 
Community Affairs, (202-452-2412). 


C. Regulatory Matters From the April 1, 
October 1, 1983 


Action taken: in June 1983, following 
review of public comments, the Board 
amended Regulation D such that the 
creation of a bankers’ acceptance 
(“BA”) that does not meet the criteria of 
section 13 of the Federal Reserve Act 
(“ineligible BA”) results in a reservable 
liability regardless of whether the 
instrument is discounted and resold by 
the depository institution that created it 
(48 FR 28971, June 24, 1983). Previously, 
an ineligible BA was regarded as 
reservable deposit only if it was created, 
discounted, and resold by the same 
depository institution. The purpose of 
this amendment is to prevent the 
avoidance of reserve requirements 
through the use of third parties that 
would discount and resell an ineligible 
acceptance created by a depository 
institution. The Board believes that this 
amendment will not add any reserve 
requirement burden to small depository 
institutions that have zero reserve 
requirements as a result of section 411 of 
the Garn-St Germain Depository 
Institutions Act of 1982. In addition, 
small entities typically do not issue 
ineligible BAs. No new recordkeeping or 
reporting requirements will be imposed 
as a result of this action. 

Authority: Section 19{a) of the Federal 
Reserve Act, 12 U.S.C. 461(a). 

Docket number: R-0451. 

Staff contacts: Gilbert T. Schwartz, 
Associate General Counsel, (202-452- 
3625); and Robert G. Ballen, Attorney, 
(202-452-3265), Legal Division. 

2. Regulation: D—Reserve Requirements of 
Depository Institutions (12 CFR Part 204) and 
Regulation Q—Interest on Deposits (12 CFR 
Part 217). 

Action taken: In August 1982, the 
Board requested public comment on a 
proposal to amend Regulations D and Q 
to reduce the minimum maturity of all 
time deposits to seven days (47 FR 
38138, August 30, 1992). At present, time 
deposits are defined as deposits or 
accounts with a minimum maturity or 
required notice period of 14 days. Small 
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Transfer Act, 15 U.S.C. 1693b. 
Docket number: R-0449. 
Staff contact: John C. Wood, Senior 
Attorney, Division of Consumer and 
Community Affairs, (202-452-2412). 


Action taken: Following review of 
public comments, the Board in July 1983 
adopted a complete revision of 
Regulations G and U (48 FR 35070, 
August 3, 1983) and in May 1983 a 
complete revision of Regulation T (48 FR 
23161, May 24, 1983), in substantially the 
same form as proposed. 

The adoption of Regulations G, U and 
T, three of the Board’s four regulations 
concerning margin requirements, is part 
of the Board’s Regulatory Improvement 
Project. (See Entry B.1.) The revisions 
are not expected to have any adverse 
impact on a substantial number of small 
businesses. 

The new Regulation G includes the 
following provisions that differed from 
the proposal: 


—The deregistration criteria were 
eased. 


—A purpose statement will not be 
required in conjunction with plan lender 
loans although plan lenders will be 

to continue submitting 


—Mutual funds with at least 95% of 
their assets conti-iuously invested in 
exempted securities will be exempt from 
the credit restraints of Regulation G and 
U as they historically have been. 

The new Regulation T includes the 
following provisions that differed from 
the proposal: 

—A customer may maintain more 


—The arbitrage function was taken 
out of the market functions account and 
instead is placed in a new separate 


credit with the Board. However, 
exchanges will be expected to continue 
to generate these reports internally. 
—Long and short positions in 
underlying stock serving as permitted 
offsets to options may be purchsed on 
“good faith” margin instead of 25% 


margin. 
—Convertible or exchangeable 
securities will be permitted to serve as a 
proxy for the related security when call 
options are written in the cash account. 
Authority: Securities Exchange Act of 
1934, as amended 15 U.S.C. 78g, h, q and 


w. 

Docket Number: R-0457 (Regulation 
G); R-0389 (Regulation T); R-0458 
(Regulation U). 

Staff contacts: Laura Homer, 
Securities Credit Officer; Robert Lord, 
Attorney; and Douglas Blass, Attorney, 
Division of Banking Supervision and 
Regulation, (202-452-2781). 

5. Regulation: K—International 
Operations (12 CFR Part 211). 

Action taken: Following review of 
public comments, the Board in June 1983 
adopted final regulations implementing 
the Bank Export Services Act, which 
permits bank holding companies, Edge 
Act and Agreement Corporations, and 
bankers’ banks to invest in export 
trading companies (48 FR 26445, June 6, 
1983). The final regulations are 
substantially the same as the regulations 
proposed in January 1983. ~ 

Small business entities should benefit 
from the simplicity and brevity of the 
regulations, as well as from a liberal 
definition of an export trading company. 


Authority: Bank Holding Company 
Act, 12 U.S.C. 1843(c)(14). 

Docket Number: R-0445. 

Staff contacts: james S. Keller, 
Manager, International Banking 
Applications, Division of Banking 
Supervision and Regulation, (202-452- 
2523); and Nancy P. Jacklin, Assistant 
General Counsel, Legal Division, (202- 
452-3428). 

6. Regulation: L—Management Official 
Interlocks (12 CFR Part 212). 

Action taken: In September 1982, the 
Board adopted an amendment to 
Regulation L, which implements the 
Depository Institutions Management 
Interlocks Act (12 U.S.C. 3201 et seq.) (47 
FR 47371, October 26, 1982). The 
amendment conformed the regulation’s 
provisions to recent statutory 
amendments to the Interlocks Act. 

At the same time, the Board issued for 
public comment proposed amendments 
to Regulation L that would update, 
clarify, and make technical changes in 
light of the Board’s experience with the 
regulation and the recent amendments 
to the Interlocks Act. In December 1982, 
the Board adopted one of the proposed 
amendments regarding grandfathered 
interlocks (48 FR 5534 February 7, 1983). 
The remaining proposals were adopted 
in August 1983 and are awaiting 
publication in the Federal Register. 

These amendments, will not have a 
significant economic impact on a 
substantial number of small entities. 
Since the amendments would ease the 
application of the regulation on 
depository institutions, their effect is 
expected to be beneficial rather than 
adverse and small institutions would 
share the benefits with large 
organizations. 

Authority: Depository Institutions 
Management Interlocks Act, 12 U.S.C. 
3207. 

Docket Number: R-0431. 

Staff contacts: Melanie L. Fein, Senior 
Attorney, (202-452-3594); and Bronwen 
Chaiffetz, Senior Counsel, (202-452- 
3564), Legal Division. 

7. Regulation: O—Loans to Executive 
Officers, Directors and Principal Shareholders 
of Member Banks (12 CFR Part 215). 

Action taken: The Garn-St Germain 
Depository Institutions Act, (Garn Bill) 
amended sections 22(g) and 22(h) of the 
Federal Reserve Act to eliminate the 
specific dollar limitations applicable to 
loans by member banks to their insiders. 
The Garn Bill granted the Board the 
authority to establish limits on loans by 
state member banks to their executive 
officers for other than home mortgages 
and the education of the officer's 
children and to establish the amount 
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that can be made to an executive officer 
is an amount equal to 2.5 percent of the 


to an insider without the prior approv 

of the state bank's made of 
directors is an it equal to 5 percent 
of the state member bank’s capital and 
unimpaired surplus but all loans that 
exceed $500,000 in the aggregate must 
have the board’s approval. 

This action is not likely to have any 
significant economic impact on a 
substantial number of small entities. 

Authority: 12 U.S.C. 375a, 375b. 

Docket number: R-0469. 

Staff contact: Jennifer Johnson, Senior 
Counsel, Legal Division, (202-452-3584). 
8. Regulation: Y—Bank Holding Companies 
and Change in Bank Control (12 CFR Part 
225. 

Action taken: In August 1983 
following review of public comments, 
the Board adopted in final form an 
amendment to Regulation Y that would 
add securities brokerage and margin 

to the list of nonbanking 
activities that are generally permissible 
for bank holding companies under 
section 4{c)(8) of the Bank Holding 
Company Act (48 FR 37003, August 16, 
1983). The final amendment also lists 
some securities activities that the Board 
has found to be incidental to the primary 
brokerage and margin lending activities. 
Finally, the Board’s regulation provides 
that bank holding companies may not 
provide investment advice, research or 


Adoption of this proposal would not 
have a significant economic impact on 
any bank holding y and will 
expand the list of activities, which upon 
application, could be conducted by bank 
holding companies and bank service 
corporations. 

Authority: Bank Holding Company 
Act, 12 U.S.C. 1844{b). 

Docket number: R-0455. 

Staff contacts: Richard Whiting, 
Senior Attorney, (202-452-3779); and 
Richard Ashton, Assistant General 
Counsel, (202-452-3750), Legal Division. 


9. Regulation: Z—Truth in Lending (12 CFR 
Part 228). 


application of the regulation on all 
institutions and offer some protection to 
those institutions, their effect is 
expected to be beneficial rather than 
adverse, and small institutions would 
share the benefits with larger 


organizations. 
Authority: The Truth in Lending Act, 
15 U.S.C. 1601 et seg. 


Board of Governors of the Federal Reserve 
System, September 30, 1983. 
Barbara R. Lowrey, 

Associate Secretary of the Board. 
[FR Doc. 83-27201 Filed 10-14-83; 6:45 am] 
BILLING CODE 6210-01-4 


DEPARTMENT OF THE TREASURY 
Comptroller of the Currency 

12 CFR Part 29 

[Docket No. 83-45] 


Adjustable-Rate Mortgages 


AGENCY: Office of the Comptroller of the 
Currency, 


Treasury. 
ACTION: Notice of Proposed Rulemaking. 


SUMMARY: The Office of the Comptroller 
of the arene (“Office”) is proposing 
to revise certain disclosure requirements 
of its Adjustable-Rate Mortgage 
(“ARM”) regulation (12 CFR Part 29). 
The Office is proposing that for ARM 
loans with an open-end credit feature, 
notice of any interest rate changes when 
accompanied by payment changes and 
payment changes for reasons other than 
an interest rate change, be made at least 
fifteen days before payment at the new 
level is due. The notification . 
requirements for other ARM loans 
would be unchanged under the proposed 
rule. The proposed revision of existing 
notification requirements for loans with 
open-end credit features is necessary to 


permit banks to offer these otherwise 
permissible loans without violating the 
notice requirements of the regulation. 
DATE: Comments must be received by. 
November 16, 1983. 

appress: Comments should be directed 
to: Docket No. [83-45], Communications 


Currency, 
Attention: Marie France, (202) 447-1768. 
Comments will be available for 


requirements 
should be directed to this Office at the 
above address and should also be 
submitted to: Office of Management and 
Budget, 726 Jackson Place, NW., 
Ww D.C. 20500, Attention: Desk 
Officer for Comptroller of the Currency. 
FOR FURTHER INFORMATION CONTACT: 
Nancy Jones or David Nebhut, Financial 
Economists, Economic and Policy 
Analysis Division, (202) 447-1924, or 
Jerome Edelstein or Francis Rath, 
Attorneys, Legal Advisory Services 
Division, (202) 447-1880, Office of the 
Comptroller of the Currency, 
Washington, D.C. 20219. 


SUPPLEMENTARY INFORMATION: The - 

Office’s ARM regulation, 12 CFR Part 29, 

adopted on March 7, 1983 (48 FR 9506) 
in 12 CFR 29.7(b) that certain 


day after an interest rate i 
implemented, and, if such interest rate 
change is accompanied by a payment 
change, at least 25 days before a 
payment at the new level is due * * *.” 
Socten 00s sovees re caer 
information be disclosed to ARM 
borrowers at least 25 days before a 
payment change may take effect, “if 


‘ under the bank’s adjustable-rate 


program, a payment change 
may occur for reasons other than an 
interest rate change including, but not 
limited to, a limit on negative 
amortization.” 

The Office understands that ARMs 
with open-end credit features are not 
technically feasible under the present 

regulation because of the 25-days’ 


mortgage 
borrower is permitted to take advances 
from and make payments to the 
established line of credit throughout the 
billing cycle. The outstanding balance 
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upon which the new payment is based is 
therefore not known until the billing 
cycle has ended and the prior payment 
has been received. In most cases, the 
prior payment will not be received by 


order to facilitate such lending for 
the Federal Home Loan Bank Board 


ieee eats auctchie to a ahs 

with appropriate safeguards. 
Accordingly, the Office is proposing to 

reduce the 25-day notice period of the 


institutions for such borrowers while 
continuing to provide notice of payment 


when accompanied 
sipidien nak Ged daeisen nites 
for reasons other than an interest rate 
change be made at least fifteen days 
before payment at the new level is due. 


While the revision would 
eliminate the 1-day notification 
requirement for interest rate changes on 


change 
is accompanied by a payment change, it 
would retain that notification 
requirement for ARMs with open-end 
credit features where the interest rate 


to borrowers. The Office, therefore, 

particularly encourages comments on 

what the appropriate required notice 

period, if any, should be for such open- 

end credit ARM loans. In particular, 

answers to the following questions are 
t: 


sough 

¢ Is it desirable to have a regulatory 
provision requiring that prior 
notification of rate, payment and/or 
loan balance changes be given for ARM 
loans with open-end credit features? 

¢ If prior notification of rate, payment 
and/or loan balance changes should be 
required for such loans, what is the 
appropriate notification period for each 
type of change? 

¢ Will retaining the 1-day notification 
requirement for interest rate changes not 
accompanied by payment changes deter 
development of ARMs with open-end 
credit features where the interest rate is 
adjusted more frequently than once a 
month? 

© Does the proposed 15-day prior 
notification of a payment change for 
open-end credit ARMs achieve an 
appropriate balance between adequate 
advance notice to the borrower and 
adequate processing time for the lender? 


Special Studies 

The Secretary of the Treasury has 
certified that this regulation will not 
have a “significant impact on a 
substantial number of small 
businesses”, as that phrase is used in 
the Regulatory Flexibility Act; therefore, 
no regulatory flexibility analysis has 
been prepared. The pro 
amendments would ease the burden of 
existing regulations. The effect of the 
amendments is expected to be beneficial 
rather than adverse, and small entities 
are generally expected to share the 
benefits of the amendments with larger 
institutions. 

A Regulatory Impact Analysis is not 
required because the OCC has 
determined that the proposal is not a 
“major rule” as defined by Executive 
Order 12291. The proposal will not have 
an annual effect on the economy of $100 
million or more, will not result in a 
major increase in costs or prices to 
consumers, individual industries, 
Federal, state, or local government 
agencies, or geographic regions, nor will 
it have a significant adverse effect on 
competition, employment, investment, 
productivity, innovation, or on the 
ability of United States-based 
enterprises to compete with foreign- 
based enterprises. 


List of Subjects in 12 CFR Part 29 


National banks, Adjustable-rate 
mortgages. 


PART 29—[ AMENDED] 


Accordingly, for the reasons set forth 
above, Part 29 is amended by revising 
§ 29.7(b) and § 29.7{c) as follows: 

1. The authority citation for Part 29 - 
reads as follows: 


:12 U.S.C. 1 et seq.. 12 U.S.C. 39a; 
and 12 U.S.C. 371. 


2. By revising 12 CFR Part 29.7(b) 
introductory text and 29.7(c) 
introductory text as follows: 


§29.7 Disclosure. 


* 7 * * 7 


(b) Timely notice in writing of interest 
rate changes which contains the 
information set forth in (b)(1) to (b)(6) 
shall be provided to the borrower. For 
purposes of this paragraph, timely notice 
means notice sent to the borrower not 
later than one business day after an 
interest rate change is implemented, 
and, if such interest rate change is 
accompanied by a payment change, at 
least 25 days before a payment at the 
new level is due, except that for open- 
end credit plans, timely notice of 
interest rate changes when accompanied 
by payment changes means that notice 
be sent to the borrower not later than 
fifteen days before a payment at the 
new level is due. The bank shall notify 
the borrower in writing of the following 
items: 


* * * * * 


(c) Timely notice in writing of 
payment changes which contains the 
information set forth in (c)(1) to (c)(4) 
shall be provided to the borrower. For 
purposes of this paragraph, timely notice 
means that for payment changes 
occurring for reasons other than an 
interest rate change including, but not 
limited to, a limit on negative 
amortization, notice be sent to the 
borrower at least 25 days before a 
payment at the new level is due except 
that for open-end credit plans, timely 
notice means that notification of a 
payment change for reasons other than 
an interest rate change must be sent to 
the borrower not later than fifteen days 
before a payment at the new level is 


_due. The bank shall notify the borrower 


in writing of the following items: 
Dated: September 2, 1983. 


C. T. Conover, 
Comptroller of the Currency. 


{FR Doc. 83-28158 Filed 10-14-83; 8:45 am] 
BILLING CODE 4810-33-M 
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period for its advanced notice of 
proposed rulemaking on carrier owned 
computer reservation systems used by 
travel agents. This action is taken in 
response to a request by the U.S. 
Department of Justice. 


DATES: 

Comments by November 17, 1983. 

Reply comments by December 2, 1983. 

Comments and other relevant . 
information received after this date will 
be considered by the Board only to the 
extent practicable. 
ADDRESSES: Twenty copies of comments 
should be sent to Docket 41686, Civil 
Aeronautics Board, 1825 Connecticut 
Avenue, N.W., Washington, D.C. 20428. 
Individuals may submit their views as 
consumers without filing multiple 
copies. Comments may be examined in 
Room 711, Civil Aeronautics Board, 1825 
Connecticut Avenue, N.W., Washington, 
D.C., as soon as they are received. 


SUPPLEMENTARY INFORMATION: In EDR- 
466, 48 FR 41171, the Board requested 
comments on the need for Board rules 
governing the marketing to travel agents 
of computer reservation systema owned 


asked for comments on a variety of 
specific proposals for rules in this area. 
The Board established October 17, 1983 
' as the due date for comments, and 
November 1, 1983 as the due date for 
reply comments. 
On October 5, 1983 the U.S. 


extension of time for the filing of initial 
comments to EDR-466. 
The Department states that it has 


industry-wide rules, and the Department 
has concluded that it should therefore 
pursue the matter before the Board. 

The Department states, however, that 
because of the mass of information that 
it has obtained, it cannot treat the CRS 
matter with the care or depth that it 
deserves, and meet the October 17 
comment date provided in EDR-466. 

We have decided to grant the 
Department's request for an extension. 
The Department has been examining the 
CRS question for a long periond of time, 
and has amassed a substantial amount 
of information. Its insight will be useful 
ee eee eee 
this area. Moreover, the 
certeipation would be enlaisiad with 
the Congressional Request that promp- 
ted the Board's initial study of CRS’s. 
Congress specifically asked that the 
Board consult with the Justice 
Department in undertaking its study. 
While grant of the motion may entail 
some delay, the delay is justified in this 
case. The Department can make a 
substantial contribution to the Board’s 
deliberations in this area. Ultimate 
resolution of the issues may also be 
facilitated. 

The reply comment date in Docket 
41686 will also be extended. This action 
should not, however, be construed as 
affecting the due date for eee 
responses in the parallel 
Docket 41663 that was instituted by the 
Board by Order 83-8-105. . 

Accordingly, under authority 
delegated in 14 CFR 385.20{d), the 
comment period is hereby extended for 
Docket 41686. Comments are due 
November 17, 1983 and reply comments 
by December 2, 1983. 

By the Civil Aeronautics Board. 
Richard B. Dyson, 
Associated General Counsel, Rules and 
Legislation. 

[FR Doc. 83-28217 Filed 10-14-83; 8:45 am] 
BILLING CODE 6320-01-m 


DEPARTMENT OF ENERGY 
Federal Energy Regulatory 
Cemmission 


18 CFR Parts 154, 157, and 275 


" Docket No. F63-50-000) 


Amendments Relating to independent 
Producer Filing Requirements 


Issued: October 7, 1983. 
AGENCY: Federal Energy Regulatory 
Commission, DOE. 


action: Proposed rule. 


DATES: Written comments must be 
received on or before November 23, 
1983. Any request for a public hearing 
must be received by November 7, 1983. 
ADDRESS: Comments must be sent to: 


NE., Washington, D.C. 20426, (202) 
357-8033 

Garry Penix (for questions related to 
blanket affidavit rule), Office of 


NE., Washington, D.C. 20426, (202) 
357-8622 

Brooks Carter (for questions related to 
notification of receipt of 


NE., Washington, D.C. 20428, (202) 
357-8811. 
SUPPLEMENTARY INFORMATION: 


L Introduction 


The Federal Energy Regulatory 
Commission (Commission) is 
to amend $§ 154.94 and 157.40 of the 
's regulations under the 
Natural Gas Act (NGA), as amended, 15 
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—— 106{a), fa). 1024d) or 108 of the 
Gas Policy Act of 1978 
ra Buse 3301-3432 (Supp. V 
1962), without filing monthly rate change 
notices under section 4 of the NGA. The 
Commission proposes to amend 
$§ 154.94 and 157.40 to allow producers 
to take advantage of the blanket 
affidavit for gas under section 


procedure 
107({c){5) —_— gas produced 
conditions of 


monthly 
escalation in that rate until a notice of 
rate change and blanket affidavit are 


In addition, the Commission proposed 
to change its procedure for 
acknowledging receipt of well category 
determinations from jurisdictional 
agencies. 

Il. Background 

Under Title I of the NGPA, the 

maximum lawful prices that producers 


their rates only after giving 30 days 


notice to the Commission and the public. 


Section 154.94(h) of the Commission's 
rules is designed to ensure that 
producers of certain categories of gas 
which are subject to the rate change 
filing requirement in section 4({d) of the 
NGA ' need not file monthly rate 
changes with the Commission for 
changes resulting from the monthly 
escalations provided by the NGPA. 
Under the procedure set forth in 

§ 154.94(h), independent natural gas 
producers who establish entitlement to 
charge and collect the maximum lawful 
base price under section 102(d), 104, 


* Section 601(a) of the NGPA removes certain 
categories of gas from NGA jurisdiction. Other 
categories of gas remain subject to the notice of rate 
change provisions in section 4{d) of the NGA. 


106(a), or 108 of the NGPA may use the 


. independent producers 
would have been required to file a 
notice of rate change every month in 
order to charge and collect the monthly 
escalations for these ca of gas. 

Under the existing ation, a 
producer must file a notice of rate 

within 30 days of the date on 
which a section 102(d) or section 108 
determination of eligibility becomes 
final * in order to charge and collect the 
applicable ceiling price from the date of 
the final determination (or the date of 
initial deliveries, if later). If the producer 
files the notice after this 30 day period, 
the rate change filing takes effect on the 
31st day after the date of filing (unless a 
later effective date is Se or such 
filing is suspended or rejected). 

Many producers have fal failed to file a 
notice of rate change within 30 days of 
the date the section 102{d) or section 108 
determination of eligibility has become 
final. The producers cite various reasons 
for mission the 30-day deadline,‘ 
including difficulties in keeping abreast 
of final determinations for wells which 
the producers do not operate themselves 
{notices of final determination being 
listed in the operator's name), confusion 
as to the filing requirements, difficulties 
in monitoring the large number of 
determinations, and inadequacies in the 
notice procedure for final 
determinations. 

Under the existing regulation, the 
penalty for missing this 30-day deadline 
can be quite harsh. For example, a 
producer may be collecting the 
previously established section 104 price 
for-gas from a well until production from 


? Sections 104 and 106 were included by Order 
No. 15, dated Nov. 17, 1978, Docket No. RM79-4, 43 
FR 55,756 (Nov. 29, 1978), FERC Stats & Regs. 
Preambles { 30,022; see also Order No. 15-A, Docket 
No. RM73--4, dated Dec. 28, 1978, 44 Fed. Reg. 1,100, 
FERC Stats and Regs. Preamble { 30,031 (Jan. 4, 
1979) (setting out protest procedures to ensure 
contractual authorization). Sections 102{d) and 108 
were added by Order No. 25, dated March 27, 1979, 
Docket No. RM79-31, 44 FR 19,387 (April 3, 1979). 
The Commission did not provide for the filing of 
blanket affidavits with respect to gas sold under 
NGPA sections 102(c), 103, or 107{c) (1) through (4) 
because natural gas finally determined to qualify 
under those sections is no longer subject to the 
Commission's NGA jurisdiction by virtue of section 
601(a)(1}(B) of the NGPA, and accordingly the notice 
and filing requirements of section 4 of the NGA no 
longer apply to first sales of such gas. At that time, 
the Commission had not established any category of 
high-cost gas under section 107(c)(5). 

* Under § 154.94(h)(2)(iii), the finality of such a 
determination is governed by § 273.102{b). 

* See, Gulf Oil Corporation Rate Schedule No. 244, 
ARCO Oil and Gas Company Division of Atlantic 
Richfield Company Rate Schedule No. 285, Sun Oil 
Company Rate Schedule No. 258, among others. 


that well declines to the point at which 
the well will qualify for pricing as a 
stripper well under section 108. Once the 
producer makes the necessary filing 
with the jurisdictional agency to qualify 
the well as a section 108 well, the 
producer can make interim collections of 
the section 108 price under the 
Commission's interim collection rules 
($§ 723.202 and 273.203) for gas from the 
well while the section 108 application is 
pending. Under $ 154.94({i), compliance 
with the interim collection filing 
requirements set out in §§ 273.202(d) 
and 273.203(c) is deemed to satisfy the 
rate change filing requirements of 
section 4(d) of the NGA for the interim 
collection period. However, interim 
collection authority terminates under 

§ 273.202 when the Commission receives 
notice of the jurisdictional agency’s 
eligibility determination; and interim 
collection authority terminates under 

§ 273.203(2)(b) when the determination 
becomes final (except that if the 
determination is remanded by a final 
finding of the Commission, the authority 
terminates six months after the remand; 
and if the determination is reversed, the 
authority terminates on the date of the 
Commission's final finding). Unless the 
producer files a notice of rate change 
within 30 days of the date the 
determination becomes final, the 
producer is only authorized to charge 
and collect the lower previously 
established section 104 price between 
the time the determination becomes 
final and the 31st day after the notice of 
rate change is filed. Accordingly, under 
the current regulations, the penalty for 
missing the 30-day deadline is not 
simply the loss of authority to take 
advantage of the monthly escalations; 
the price would be rolled back to the 
previously established rate until the 
notice of rate change and revised 
blanket affidavit become effective on 
the 31st day after filing. 

In recognition of the difficulties that 
producers have experienced in 
establishing a base rate under the 
regulations and complying with the 
blanket affidavit procedures, the 
Commission has on three occasions 
granted waivers of § 154.94(h)(2)(iii) in 
order to allow untimely rate change 
filings to become effective as of the date 
of a final determination (or the date of 
initial deliveries, if later). The first 
waiver, granted on July 9, 1980, applied 
to over 100 notices of rate change.® The 


5 Order Waiving Section 154.94{h)(2){iii), Amoco 
Production Co., et a/. Rate Schedule No. 818, et a/., 
issued July 9, 1980, 12 FERC § 61,024. 
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second waiver, granted on December 18, 
1980, aplied to another 65 notices of rate 
change and granted a blanket waiver to 
any producer who had previously filed a 
notice of rate or who filed within 
60 days of the date of that order.* 
Finally, on November 22, 1982, the 
Commission issued an order waiving the 
regulations for all notices of rate 
changes filed between February 17, 1981 
and the date the order was issued.’ 
There are currently nearly 50 requests 
for waivers pending before the 
Commission. 


IIL. Discussion 


The Commission is proposing several 
measures to resolve the problem 
discussed above as well as several other 
minor problems and to clarify the rule. 


A. Clarifying and Expanding Categories 
of Gas Eligible for Blanket Affidavit 
Procedure 


The blanket affidavit procedure 
currently applies only to natural gas 
sold under sections 102(d), 104(b)(1)({A), 
106(a), and 108 of the NGPA. However, 
certain sales of natural gas under 
sections 107(c)(5) and 109 of the NGPA 
may still be subject to the filing 
requirements of the NGA. Such gas 
qualifies for monthly escalations and, 
therefore, should be covered by the 
blanket affidavit procedure to avoid the 
necessity of monthly rate change filings. 
Accordingly, the Commission is 
proposing to amend § 154.94(h) to 
include under the blanket affidavit 
procedure natural gas which is sold 
under sections 107(c)(5) and 109 of the 
NGPA. 

The Commission is aware of two ° 
other instances in which producers 
should be permitted to use the blanket 
affidavit mechanism. First, there are 
various contract arrangements under 
which gas is sold at less than the 
applicable maximum lawful price and is 
subject to a monthly escalation. The 
existing rule does not explicitly state 
that gas sold for less than the maximum 
lawful price is eligible for the blanket 
affidavit procedure. Such gas is eligible 
for the blanket affidavit procedure when 
it is subject to a monthly escalation.* It 


* Order Granting Blanket Waiver of Section 
154.94(h)(2){iii) for Specified Period, Accepting 
Notices of Change in Rate and Terminating Dockets, 
American Natural Gas Production Co., et a/., Rate 
Schedule No. 51, et a/., issued December 18, 1980, 13 
FERC { 61,233. 

7 Order Granting Waiver of Section 
154.94(h)(2)(iii) and Accepting Notices of Change in 
Rate, ARCO Oil and Gas Co., et a/., Rate Schedule 
No. 285, et al., issued November 22, 1982, 21 FERC § 
61,241. 

* The Commission construed § 154.94{h) to permit 
gas sold at fifty percent of the applicable maximum 
lawful price, the price of which was by contract 


would serve no purpose to require 
producers making such sales to file | 
monthly notices of rate change. 
Accordingly, the Commission is 
proposing to amend § 154.94(h) to 
provide explicitly that such lesser rates 
that change monthly in accordance with 
an NGPA monthly escalation are 
included under the blanket affidavit 
procedures.® 

Second, there are also contract 
arrangements which limit the price 
received to the lesser of the applicable 
maximum lawful price or a price based 
on the price of alternate fuels, which can 
change monthly. Since the price cannot 
exceed the maximum lawful price, it 
would serve no purpose to require 
producers to file monthly notices of rate 
change after having filed to establish the 
applicable maximum lawful price and 
for blanket affidavit coverage. 
Therefore, the Commission is proposing 
to amend section 154.94(h) to provide 
that rates based on the price of alternate 
fuels, when less than the applicable 
maximum lawful price, are included 
under the blanket affidavit procedure. 

The Commission requests comments 
on whether there are any other 
situations in which producers should be 
able to use the blanket affidavit 
mechanism. 

The Commission also proposes to 
revise the form of the blanket affidavit 
and the instructions thereto in Appendix 
A and Exhibit A, which appear 
following section 154.94, by adding 
references to section 107({c)(5) and 109 
gas, to gas sold at rates less than the 
maximum lawful price which change 
monthly in accordance with an NGPA 
inflation adjustment, and to gas sold 
pursuant to the price of alternate fuels. 
In order to cover a sale under the 
blanket affidavit at one of these rates, 
the Commission will require a producer 
to file the proposed amended form of the 
blanket affidavit. 


adjusted in-relation to that maximum lawful price, 
to use the blanket affidavit procedure. Declaratory 
Order, Sun Oil Co., issued July 6, 1981, 16 FERC 
61,018. 

* The blanket affidavit form and Exhibit A, which 
lists the sales to be covered by the affidavit, appear 
as Appendix A following § 154.94. A complete 
blanket affidavit filing includes the affidavit (ie., 
oath eee and Exhibit A. Exhibit A may be 

amended by answering “yes” to Item (9) of the 
“Independent producer rate change or initial oe 
statement,” Form 559 (§ 250.14). Producers w! 
wish to include the additional categories of = will 
have to file a new affidavit and Form 559 to reflect 
this change. 


B. Extension of Deadline for Filing Rate 
Changes for Wells Receiving 
Jurisdictional Agency Determinations of 
Eligibility 

Under § 154.94(h)(2){iii), producers 
must file rate changes within 30 days of 
the date a determination of eligibility 


date of the final determination. The 
Commission does not believe that 
allowing more time would prejudice the 
rights of interested parties or harm the 
public interest. In place of the 30-day 
deadline for filing rate changes, the 
Commission proposes to amend 

§ 154.94(h)(4)(iii) to provide that 
affidavits covering natural gas under 
sections 102(d), 107(c)(5) or 108 of the 
NGPA that are filed no later than 60 
days after the date of final 
determination or 60 days after the date 
certificate authorization is granted 
become effective on the later of the 
following dates: the date the base rate 
takes effect; or the date a filing to 
establish the base rate is made (if the 
filing to establish the base rate is made 
more than 60 days after the date the 
determination becomes final or more 
than 60 days after the date certificate 
authorization is granted). This date 
would be the date the determination 
becomes final, the date of initial 
deliveries, or the date contractual 
authority is established, whichever is 
appropriate. The Commission would 
also add a new paragraph (h)(4)(iv) 
which would provide that affidavits 
filed after the 60-day deadline take 
effect on the date they are filed or the 
filing date of the filing to establish the 
base rate, whichever is later. The 
Commission is proposing to amend 

§ 154.94(h)(2)(iii) to provide that a rate 
change filing to collect an applicable 
maximum lawful price under sections 
102(d), 107(c)(5), or 108 takes effect on 
the latest of the following: the date the 
determination becomes final; the date of 
initial deliveries; or any other effective 
date specified in the filing or in the 
contract authorizing collection of the 
filed rate. 


C. Consequences of Missing Deadline 
Applicable to Wells Receiving a 
Jurisdictional Agency Determination of 
Eligibility 

Although the Commission believes 
that in most instances producers should 
be able to meet the sixty-day deadline 
proposed above, inevitably there will be 
cases in which the deadline is missed. 
As discussed above, the current 
regulations provide that a producer who 
misses the deadline for filing a rate 
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complied with the interim or retroactive 
collection filing requirements will be 
deemed to have satisfied the notice of 
rate change filing requirements of 
section 4{d) of the NGA with respect to 
the rate in effect as of the date the 
applicable determination of eligibility 
becomes final. No further escalations of 
any kind are authorized, however, 


D. Procedure for Acknowledgement of 
Receipt of Well Category 
Determinations 

Currently, the Commission publishes 
in the Federal Register 
acknowledgements of receipt of NGPA 
well category determinations submitted 


The 


themselves be published in the Federal 
discontinuing the Federal Register notice 


the applicant an acknowledgement of 
receipt of the determination. In addition, 
the Commission would still issue notices 
acknowledging receipt of 
determinations. These notices would be 
posted in the Division of Public 
Information and could be purchased 
from the Commission's printing 
contractor. The same information 
published in the Federal Register would 
be included in these acknowledgements. 
In addition, the Commission proposes to 
amend its regulations to provide that 
any protest against a determination 
must be filed within 20 days after the 
Commission issues notice of receipt of 
the determination rather than within 15 
days after publication in the Federal 


This proposal is a more efficient and 
cost-effective method of disseminating 
this information. The current procedure 
will cost the Commission an estimated 
$326,400 in fiscal year 1984. The cost of 
notifying each applicant in lieu of 
publishing notice in the Federal Register, 
as proposed today, would be an 
estimated $28,500 in the same fiscal 


year. 

The date the Commission received the 
jurisdictional agency notice of 
determination is important because it 
not only determines the date on which 
the determination becomes final, but 
also affects the status of interim 
collections, retroactive collections, 
refunds and other contract price 
adjustments. The Commission believes 
that it is sufficient to notify only the 
applicant of receipt of the jurisdictional 
agency notice of determination because 
the applicant generally will inform the 
purchaser in order to finalize contract 
price adjustments or to make retroactive 
price adjustments. 

Most of the jurisdictional agencies 
require notice of the applications for 


18 CFR 275.201 (1983). 
11 18 CFR 275.203 (a) (1983). 


well category determinations in a local 
or otherwise issue notices of 


newspaper 
. applications in accordance with their 


own procedures. All jurisdictional 
agencies permit intervention at that 
level. The Federal Register notice 
procedure was adopted, in part, to 
inform the general public of a 
jurisdictional agency determination and 
te allow the public to protest that 
determination before the Commission. 
As of August 1983, the Commission has 
received 241,506 jurisdictional agency 
determinations and fewer than 20 
protests in the same period. Each protest 
filed was filed by a person having the 
right to participate and comment on the 
application at the jurisdictional agency 
level. The Commission has not received 
any protests from the general public or 
from consumer action groups in these 
cases. The Commission believes that the 
proposed procedures will provide 
sufficient notice to the general public. 


E. Conforming Changes 

Section 157.40 of the regulations set 
forth procedures for small producers to 
receive blanket certificates so that they 
do not have to file rate changes. Section 
157.40(c)(1)(v){A) requires that sales by 
small producers which are subject to 
sections 102(d), 104{b)(1){A), 106(a), or 
108 of the NGPA not exceed the 
maximum lawful prices under these 
sections. This provision would be 
amended to include gas subject to 
sections 107(c)(5) and 109. 


IV. Certification of no Significant Impact 


Whenever the Commission is required 
by section 553 of the Administrative 
Procedure Act (APA), 5 U.S.C. 553, to 
publish a notice of proposed rulemaking, 
it is also required by section 603 of the 
Regulatory Flexibility Act (RFA), 5 
U.S.C 601-612, to prepare and make 
available for public comment an initial 
regulatory flexibility analysis unless the 
Commission certifies pursuant to section 
605(b) of the RFA that the proposed rule 
would not have a significant economic 
impact on a substantial number of small 
entities. The analysis must describe the 
impact the proposed rule will have on 
small entities. The RFA is intended to 
ensure careful and informed agency 
consideration of rules that may 
significantly affect small entities and to 
encourage consideration of alternative 
approaches to minimize harm to or 
burdens on small entities. 

In this preamble, the Commission 
presents the reasons and legal basis for 
this action. This rule would affect 
independent producers, as they are 
generally required to file notices of rate 
changes. However, small producers are 
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expect this rule to have a significant 
ee ee 
en ; 


V. Paperwork Reduction Act Statement 


The information collection provisions 
proposed in this notice are being 
submitted to the Office of Management 
and Budget (OMB) for its approval 
under the Paperwork Reduction Act, 44 
U.S.C. 3501-3520 (Supp. V 1981), and 
OMB’s regulations, 48 FR 13,666 (March 
31, 1983) (to be codified at 5 CFR Part 
1320). Interested persons can obtain 
information on the information 
collection provisions by contacting the 
Federal Energy tory Commission, 
825 North Capitol Street, NE 
Washington, D.C. 20426 (Attention: Nan 
Macpherson (202) 357-8033). Comments 
on the information collection provisions 
can be sent to the Office of Information 
and Regulatory Affairs of OMB 
(Attention: Desk Officer for the Federal 
Energy Regulatory Commission). 

VIL. Comment Procedures 


The Commission invites interested 
persons to submit written comments, 
data, views and other information 

concerning the matter set out in this 
notice. An original and 14 copies of such 
comments should be filed with the 
Commission by 4:30 p.m. on November 
23, 1983. Comments should be submitted 
to the Office of the Secretary, Federal 
Energy Regulatory Commission, 825 
North Capitol, NE. Washington, D.C. 
20426, and should reference Docket No. 
RM83-50-000 


All written submissions will be placed 
in the Commission’s public files and will 
be available for public inspection in the 
Commission's Office of Public 
Information, Room 1000, 825 North 
Capitol Street, NE., Washington, D.C. 
20426, during regular business hours. 


%35 U.S.C. 601(3), citing to section 3 of the Small 
Business Act, 15 U.S.C. 632 (Supp. V 1981). Section 3 
of the Small Business Act defines “small-business 
concern” as a business which is independently 
owned and operated and which is not dominant in 
its field of operation. See also SBA’s Small Business 
Size Standards, 13 CFR Part 121 (1983). 


requested, 
502({b) of the NGPA. Any person 
to 
as oral omments tantl Mle wie tas 


(Natural Gas Act, 15 U.S.C. 717-717w) 


List of Subjects 
18 CFR. Part 154 
Natural gas. 
18 CFR Part 157 
Wage and price costs. 
18 CFR Part 275 


Administrative Practice and 
Procedure, Natural gas, Wage and price 
controls. 

In consideration of the foregoing, the 
Commission proposes to amend Parts 
154, 157 and 275 of Title 18, Chapter I, 
0 maa samt ccmae 


By direction of the Commission. 
Kenneth F. Plumb, 
Secretary. 


PART 154—{AMENDED] Z 
1. 18 CFR Part 154 § 154.94 is amended 


by revising paragraphs 
paragraph (h)(4){iv) to read as follows: 


= Capmaes Sapte ee. 
(h) tile filing.— (1) General — 
An independent 


cer may 
blanket affidavit under this sah 
under which he or she may collect any 
applicable maximum lawful price 
(including periodic escalations) under 
sections 102(d), 104({b)(1)(A), a 
107(c)(5), 108 or 109 of the Natural 
Policy Act of 1978 (NGPA) or any 
contract price less than the applicable 
maximum lawful price which changes 
monthly either in accordance with an 
NGPA inflation adjustment or pursuant 
to the price of alternate fuels and to 
which he or she is entitled on the basis 
of having under the Natural 
Gas Act (NGA) filing requirements for a 
base rate. Such price may be collected 
only in accordance with this paragraph. 
(2) Base rate. For purposes of this 


paragra 
(i) Definition. “Base rate” means the 
maximum lawful price under section 
104, 106({a} or 109 of the NGPA 
applicable to a first sale of natural gas, 
the maximum lawful price under section 


ee ee 
sales for which a 


an adeiebedesedeabea koe 
become final within the meaning of — 
§ 273.102 of the chapter, or a lesser 
contract rate which is less than the 


independent producer 
qualification for a base rate if: (A) He or 
she has made a filing with the 
Commission under § 154.92 or the 
preceding of this section to 
collect such base rate; (B) such filing has 
nen rere 
of minimum rate gas (as defined in 
§271.402(6)(9) of thi chaptr) collection 
of such rate is permissible under 
SS caieaetedoes 
who has qualified for interim collections 
under § 273.202 or 273.203 or retroactive 
collections under § 273.204 of this 
chapter may charge and collect the 
applicable maximum lawful price 
allowable on the date the determination 
of eligibility for the sales becomes final. 
However, until the base rate is 
established under the rate schedule and 
a blanket affidavit is filed pursuant to 
requirements of paragraph (h) of this 
section, the producer is not entitled to 
collect subsequent monthly escalations. 
(iii) Date of base rate. An initial filing 
under § 154.92 to collect a base rate has 
taken effect if such filing has been 
accepted by the Commission. A rate 
change filing under the preceding 
paragraphs of this section to collect a 
base rate takes effect on the thirty-first 
cetera ae 
effective date specified in the 


rejected. In the case of natural gas 

eligible under section 102(b), 107(cK5) or 
108 of the NGPA, a rate change filing 
under the paragraphs of this 
section to collect a base rate takes effect 


final; the date of initial deliveries; or any 
other effective date specified in the 
filing or in the contract authorizing 
aaa eee ene 
filing under the preceding paragraphs of 
this section to collect a base rate less 
than the maximum lawful price but 
which changes monthly either in 
accordance with an NGPA inflation 
adjustment or pursuant to the price of 
alternate fuels takes effect on the date 
the otherwise applicable maximum 
lawful price would take effect. 


(4)*** 
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107{c)(5) or 108 of the NGPA which are 
filed no later than 60 days after the date 
a determination of eligibility has 
become final or 60 days after the date 
certificate authorization is granted 

. become effective on the later of the 
following: the date the base rate takes 
effect; or the date a filing to establish 
the base rate is made (if the filing to 
establish the base rate is made more 
than 60 days after the date the 
determination becomes final or more 
than 60 days after the date certificate 


authorization is granted). 

(iv) Affidavits filed with respect to 
natural gas eligible under section 102{b), 
107{c){5) or 108 of the NGPA, and filed 
later than 60 days after the date the 


become 
affidavit is filed or the date of the filing 
ee ee te 
ter. 
eee 
this paragraph is deemed to 
eereemecidnemt arte 
purposes of section 4{d) of the NGA. A 
filing made under this paragraph does 
not constitute a waiver of the right to 
apply for a rate under sections 
104(b)(2), 106(c) or 109{b)(2)of the NGPA. 


2. 18 CFR Part 154 is amended in 
Appendix A at the end of § 154.94 by 
revising paragraphs (1) and (2) and the 
last paragraph of the blanket affidavit 
and paragraph 1 of the instructions for 
completing Exhibit A to read as follows: 


Appendix A to § 154.94 Blanket 
NE PES aS 


seuiaesemmenentaastensety 
is entitled, and intends, to collect a maximum 
lawful price (including periodic escalations) 
under section 102{d), 104{b)(1}(A). a. 
107{c){5). 108, or 108 of the Natural Gas Policy 
Act of 1978 (NGPA) or a lesser contract rate 
which periodically either in 
accordance with an NGPA inflation 
adjustment or pursuant to the price of 
alternate fuels for each of the sales identified 
ee 


affidavit; 
(2) He or she will notify the 
that additional first 


inquiry that all statements made in such 
filings are true and accurate to the best of his 


knowledge, information and belief 
concerning, among other things, the factors 
salating to the eligibility to charge the rates 
therein, and that he or she has examined the 
price to be charged under the NGPA for sales 
covered by this affidavit and found them to 
be in accordance with sections 102(d), 
104{b)}{1){A), 106{a), 107(c)(5), 108 and 109 of 
the NGPA. 


Signature 


Instructions for Completing Exhibit A 
L General Instructions. Exhibit A shall be 
attached to the affidavit filed pursuant to 
Se ene Sega et 
qualify for the maximum lawful price 
under section 102{d), 104, 106(a), 

107(c)}{5). 108, or 109 of the NGPA, or any 
lesser contract rate which changes 

iodi either in accordance with an 
NGPA inflation adjustment or pursuant to the 
price of alternate fuels. Where necessary, the 
list may be continued on succeeding pages in 
the same form. An affidavit and Exhibit A or 
revised Exhibit A thereto may be filed in 
conjunction with a qualifying initial service 
application and should be attached to the 
billing statement filed therewith. A “yes” 
answer to Item 9 on Format No. 559 (§ 250.14) 
is considered a revision of Exhibit A. 


+ . * * 


PART 157—{ AMENDED] 


3. 18 CFR Part 157 is amended by 
revising § 157.40{c)(1)(v){A) to read as 
follows: 


§ 157.40 Exemption of smail producers 
from certain filings. 
ic) * * 


aa? ¢°2@ 


(v)(A) All sales of natural gas by 
small producers for resale which are 
subject to a maximum lawful price 
under sections 102(d), 104(b)(1){A), 
106(a), 107(c)(5), 108, or 109 of the 
Natural Gas Policy Act of 1978, shall be 
made at a price which does not exceed 
the applicable maximum lawfu! price 
under such section. 

4. The introductory text of § 275.201 is 
revised to read as follows: 


§ 275.201 Publication of notice from 
jurisdictional agency. 

Upon receipt of a notice of 
determination by a jurisdictional agency 
under § 274.104, the Commission will 
send an acknowledgement to the 
applicant and will post 
acknowledgement in the Commission's 
Division of Public Information. The 
acknowledgement will contain the 
following: 

5. Section 275.201(d) is amended by 
removing the words “15 days after the 
publication” and inserting in their place 


the words “20 days after the date that 
notice of receipt of a determinationis ~ 
issued by the Commission pursuant to 

§ 275.201 of this subpart.” 


§ 275.203 [Amended] 

6. Section 275.203(a) is amended by 
removing the words ‘15 days after the 
publication of notice of that 
determination” and inserting in their 
place the words “20 days after the date 
that notice of receipt of a determination 
is issued by the Commission”. 

(Natural Gas Act, 15 U.S.C. 717-717w) 
[FR Doc. 63-27822 Filed 10-14-83; 8:45 am] 
BILLING CODE 6717-01-M 


DEPARTMENT OF HEALTH AND 
HUMAN SERVICES 


Social Security Administration 
20 CFR Part 422 


Availability of information and 
Records to the Public; Fees for 
Providing information and Records; 
Procedures and Appeais 
Correction 

In FR Doc. 83-25386, appearing at 
page 42830 in the issue of Tuesday, 
September 20, 1983, and corrected ‘on 
page 46072 in the issue of Tuesday, 
October 11, 1983, change “§ 442. * * *” 
to “422. * * * ” in the following places: 

1. Page 42831, first column (4 places). 

2. Page 42831, second column (1 
place). 

3. Page 42835, third column (7 places). 

4. Page 42836, first column (1 place). 
BILLING CODE 1505-01-M 


Food and Drug Administration 
21 CFR Parts 211, 700, and 800 
[Docket Nos. 82N-0330 and 82N-0332] 


Tamper-Resistant 
Stay of Retail 


Requirements; 

Level Effective Date and Request for 
Comments, Data, and information; 
Correction 


AGENCY: Food and Drug Administration. 


ACTION: Proposed rule; proposed stay of 
retail level effective date; correction. 


summary: The Food and Drug 
Administration (FDA) is correcting a 
document that proposed to stay the 
retail level effective date of its 
regulations concerning the tamper- 
resistant packaging requirements for 
certain over-the-counter human drugs, 
cosmetics, and contact lens solutions 
and tablets. That document 
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inadvertently stated that the products 
subject to the retail level effective date 


DATE: This correction is effective 
September 16, 1983. 

FOR FURTHER INFORMATION CONTACT: 
Paul O. Fehnel, jr., National Center for 


1983, the following corrections are made 
on page 41601: 

1. In the second column in the eighth 
line, the word “shipped” is corrected to 
read “packaged”. 

2. In the third column, first full 
paragraph, ninth line, the word 
“shipped” is corrected to read 
+, ckaged”. 


Associate Commissioner for Regulatory 
Affairs. 

{FR Doc. 83-28094 Filed 10-12-83 3:23 pm] 
BILLING CODE 4160-01-M 


21 CFR Parts 610, 620, 630, 640, 650, 
660, and 680 


DATES: Comments by December 16, 1983. 


of its publication in the Federal Register. 
ADDRESS: Written comments to the 
Dockets Management Branch (HFA- 
305). Food and Drug Administration, Rm. 
SS an ee 


aicistednkititeniieiihinandiia 
Steven F. Falter, National Center for 
Drugs and Biologics (HFN-813), Food 
and Drug Administration, 8800 Rockville 
Pike, Bethesda, MD 20205, 301-443-1306. 
SUPPLEMENTARY INFORMATION: The 


current a regulations prescribe 
test methods and manufacturing 


t methods” provisions. 

FINA poemouee to amnend ie laatedtan 
regulations to consolidate into one 
provision all of the equivalent methods 
provisions in Part 610 and Parts 620 
through 680. The new proposed 
“Equivalent methods and processes” 
provision would be added to Part 610 in 
§ 610.9. The requirements for obtaining 
approval for an equivalent method or 
pane eee Seer 


biological products an 
one Oe ee 
or manufacturing process that is 
unud ban ep ecebanee tae 
regulations. While the 
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on a substantial number of smal! 
entities, as defined in the Regulatory 
Flexibility Act. 


List of Subjects in 21 CFR Parts 610 
through 680 

Biologics, Blood, Labeling. 

Therefore, under the Public Health 
Service Act (sec. 351, 58 stat. 702 ax 
amended (42 U.S.C. 262)) and under 
authority delegated to the Commissioner 
of Food and Drugs (21 CFR 5.10), it is 
proposed that Parts 610, 620, 630, 640, 
650, 660 and 680 be amended as follows: 


PART 610—GENERAL BIOLOGICAL 
PRODUCTS STANDARDS 


1. In Part 610: 

es eee 
to read as follows: 
§610.9 Equivalent methods and 
processes. 

Modification of any particular test 
method or manufacturing process or the 
conditions under which it is conducted 
as required in this part or in the 


(a) The manufacturer presents 
evidence, in the form of a product 
license amendment, demonstrating that 
the modification will provide assurances 
of the safety, purity, potency, and 
effectiveness of the biological 


equal to or greater than the assurances 
provided by the method or process 
specified in the general standards or 
additional standards for the biological 
product; and 

(b) Approval of the modification is 
received in writing from the Director, 
Office of Biologics. 
$610.11 [Amended] 

b. In § 610.11 General safety, by 
removing paragraph (f) and marking it 
“reserved.” 


$610.12 [Amended] 


c. In § 610.12 Sterility, by removing 
paragraph (g)(3) and marking it 
“reserved.” 


$610.13 [Amended] 
d. In § 610.13 Purity, by removing 
paragraph (c). 


PART 620—ADDITIONAL STANDARDS 
FOR BACTERIAL PRODUCTS 


§§ 620.7, 620.15, 620.25, 620.36, and 620.49 
[Removed] 
2. In Part 620, by removing §§ 620.7, 


620.15, 620.25, 620.36, and 620.49 (All are 
titled “Equivalent methods.”’) 


PART 630—ADDITIONAL STANDARDS 
FOR VIRAL VACCINES 


$$ 630.6, 630.18, 630.37, 630.57, 630.67, 
630.76, and 630.87 [Removed] 

3. In Part 630, by removing §§ 630.6, 
630.18, 630.37, 630.57, 630.67, 630.76, and 
630.87 (All are titled “Equivalent 
methods.”) 


PART 640—ADDITIONAL STANDARDS 
FOR HUMAN BLOOD AND BLOOD 
PRODUCTS 


4. In Part 640: 


$640.2 [Amended] 


a. In § 640.2 General requirements, by 
removing the last sentence in paragraph 
(b). 


§§ 640.86 and 640.96 [Removed] 


b. By removing §§ 640.86 and 640.96. 
(Both are titled “Equivalent methods.”) 


PART 650—ADDITIONAL STANDARDS 
FOR DIAGNOSTIC SUBSTANCES FOR 
DERMAL TESTS 


$§ 650.7 and 650.16 [Removed] 


5. In Part 650, by removing §§ 650.7 
and 650.16. (Both are titled “Equivalent 
methods.”) 


PART 660—ADDITIONAL STANDARDS 


6. In Part 660, by removing paragraph 
(d) from § 660.25 Potency test without 
reference preparations. 


PART 680—ADDITIONAL STANDARDS 
FOR MISCELLANEOUS PRODUCTS 


$680.5 [Removed] 


7. In Part 680, by removing § 680.5 
Equivalent methods. 

Interested persons may, on or before 
December 16, 1983 submit to the Dockets 
Management Branch (HFA-305), Food 
and Drug Administration, Rm. 4-62, 5600 
Fishers Lane, Rockville, MD 20857, 
written comments regarding this 
proposal. Two copies of any comments 
are to be submitted, except that 
individuals may submit one copy. 
Comments are to be identified with the 
docket number found in brackets in the 
heading of this document. Received 
comments may be seen in the office 
above between 9 a.m. and 4 p.m., 
Monday through Friday. 


Dated: September 23, 1983. 


Joseph P. Hile, 

Associate Commissioner for Regulatory 
Affairs. 

[PR Doc. 83-28097 Filed 10-12-83: 3:19 pm| 

BILLING CODE 4160-01-M 


DEPARTMENT OF THE TREASURY 


Public Hearing on Proposed 
Regulations 


AGENCY: Internal Revenue Service, 
Treasury. 

ACTION: Notice of public hearing on 
proposed regulations. 


" SUMMARY: This document provides 


notice of a public hearing on proposed 
regulations relating to the treatment of 
income earned abroad by citizens or 
residents of the United States. 


DATES: The public hearing will be held 
on Tuesday, November 15, 1983, 
beginning at 10:00 a.m. Outlines of oral 
comments must be delivered or mailed 
by Tuesday, November 1, 1983. 
aponess: The public hearing will be 
held in the LR.S. Auditorium, Seventh 
Floor, 7400 Corridor, Internal Revenue 
Building, 1111 Constitution Avenue, 
N.W., Washington, D.C. the requests to 
speak and outlines of oral comments 
should be submitted to the 
Commissioner of Internal Revenue, Attn: 
CC:LRT (LR-208-81), Washington, D.C. 
20224. 

FOR FURTHER INFORMATION CONTACT: 
Lou Ann Craner of the Legislation and 
Regulations Division, Office of Chief 
Counsel, Internal Revenue Service, 1111 
Constitution Avenue, N.W., Washington, 
D.C. 20224, telephone 202-566-3935, not 
a toll free-call. 


SUPPLEMENTARY INFORMATION: The 
subject of the public hearing proposed 
regulations under sections 119, 911, and 
3401 of the Internal Revenue Code of 
1954. The proposed regulations 
appeared in the Federal Register for 
Wednesday, July 20, 1983 (48 FR 33007). 
The rules of § 601.601(a)(3) of the 
“Statement of Procedural Rules” (26 
CFR Part 601) shall apply with respect to 
the public hearing. Persons who have 
submitted written comments within the 
time prescribed in the notice of 
proposed rulemaking and who also 
desire to present oral comments at the 
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hearing on the proposed regulations 
should submit, not later than Tuesday, 
November 1, 1983, an outline of the oral 
comments to be presented at the hearing 
and the time they wish to devote to each 
subject. 

Each speaker will be limited to 10 
minutes for an oral presentation 
exclusive of the time consumed by 
questions from the panel for the 
government and answers to these 
questions. 

Because of controlled access 
restrictions, attendees cannot be 
admitted beyond the lobby of the 
Internal Revenue Building until 9:45 a.m. 

An agenda showing the scheduling of 
the speakers will be made after outlines 
are received from the speakers. Copies 
of the agenda will be snatahle free of 
charge at the hearing. 

By direction of the Commissioner of 
Internal Revenue. 

George H. Jelly, 

Director, Legislation and Regulations 
Division. 

(FR Doc. 83-28020 Filed 10-14-83; 8:45 am] 
BILLING CODE 4830-01-m 


VETERANS ADMINISTRATION 
38 CFR Part 21 


Veterans Education; implementing 
Legisiation 


AGENCY: Veterans Administration. 
ACTION: Proposed regulations. 


SUMMARY: The following regulatory 
provisions implement some of the 
provisions of the Veterans’ 
Compensation, Education and 


Employment Amendments of 1982 which. 


affect people receiving educational 
assistance under chapters 34, 35 and 36, 
title 38, United States Code. Some of the 
changes are liberalizing. Some are more 
restrictive. 

DATES: Comments must be received on 
or before November 16, 1983. In keeping 
with Pub. L. 97-306, it is proposed that 
the cancellation of § 21.4252(g) be made 
effective October 1, 1982. It is proposed 
that all other changes be made effective 
October 14, 1982. 

aobresses: Send written comments to 
the Administrator of Veterans Affairs 
(271A), Veterans Administration, 810 
Vermont Avenue, NW., Washington, 
D.C. 20420. All written comments 
received will be available for public 
inspection at this address only between 
the hours of 8 a.m. and 4:30 p.m. Monday 
through Friday (except holidays) until 
November 28, 1983. Anyone visiting VA 
Central Office in Washington, D.C. for 
the purpose of inspecting any of these 


comments will be received by the 
Central Office Veterans Services Unit in 
room 132. Visitors to VA field stations 
will be informed that the records are 
available for inspection only in Central 
Office and will be furnished the address 
and room number. 

FOR FURTHER INFORMATION CONTACT: 
June C. Schaeffer (225), Assistant 
Director for Policy and Program 
Administration, Education Service, 
Department of Veterans Benefits, 
Veterans Administration, Washington, 
D.C. 20420 (202-389-2092). 
SUPPLEMENTARY INFORMATION: The 
proposed regulations contain provisions 
for liberalizing payments of educational 
assistance allowance to incarcerated 
veterans and eligible persons, and set 
forth rules which the VA (Veterans 
Administration) must follow before 
there can be a mass suspension or 
discontinuance of payments of 
educational assistance allowance to 
veterans and eligible persons enrolled in 
a course. The cancellation of 

§ 21.4252(g) eliminates the need for 
schools offering vocational courses to 
show that the graduates of the courses 
have found employment in the 
occupational category for which the 
courses are designed to provide training. 

The VA has determined that these 
proposed regulations do not contain a 
major rule as that term is defined by 
Executive Order 12291, Federal 
Regulation. The annual effect on the 
economy will be less than $100 million. 
They will not result in any major 
increases in costs or prices for anyone. 
They will have no significant adverse 
effects on competition, employment, 
investment, productivity, innovation, or 
on the ability of United States-based 
enterprises to compete with foreign- 
based enterprises in domestic or export 
markets. 

The Administrator of Veterans’ 
Affairs hereby certifies that these 
proposed regulations, if promulgated, 
will not have a significant economic 
impact on a substantial number of small 
entities as they are defined in the 
Regulatory Flexibility Act (RFA), 5 
U.S.C. 601-612. Pursuant to 5 U.S.C. 
605(b), these proposed regulations, 
therefore, are exempt from the initial 
and final regulatory flexibility analyses 
requirements of sections and 604. 

This certification can be made 
because the proposed regulations 
dealing with payments to incarcerated 
veterans and eligible persons are 
required by law. The regulations will 
have no independent effect. 

The statute also requires the 
cancellation of the regulation governing 
the percentage of graduates of a course 


47011 


not leading to a standard college degree 
who must have found employment in 
occupations for which the course was 


_ designed to provide training. The lack of 


a regulation will have no independent 
effect. 

The proposed regulations on 
disappoving courses for enrollments and 
reenrollments and suspending and 
discontinuing payments of educational 
assistance allowance are also largely 
required by statute. The regulations go 
beyond the law in allowing more due 
process for schools than the law 
requries and in permitting schools 
additional time to correct violations in 
regulations may affect some small 
entities, such as privately owned — 
educational institutions or educational 
institutions supported by smail school 
districts. However, it has been the VA’s 
administrative experience that in most 
cases where there are 
reporting or approval violations, the 
educational institution either corrects 
the violation or the State approving 
agency withdraws approval. As a result 
of the VA’s administrative experience, 
the VA expects to suspend payments 
under the proposed regulations less than 
ten times annually. Therefore, the 
number of small entities affected by 
these regulations will not be substantial. 

The Catalog of Federal Domestic 
Assistance numbers for the programs 
affected by these proposed regulations are 
64.111 and 64.117. 

List of Subjects in 38 CFR Part 21 


Civil rights, Claims, Education, Grant 
programs,—education, Loan programs— 
education, Reporting and recordkeeping 
requirements, Schools, Veterans, 
Vocational education, Vocational 
rehabilitation. 

Approved: September 28, 1983. 

By direction of the Administrator. 

Everett Alvarez, Jr., 
Deputy Administrator. 


PART 21—{AMENDED] 


The Veterans Administration 
proposes to amend 38 CFR Part 21 as 
follows: 

1. In § 21.4131, paragraph (h) is 
revised and paragraph (i) is removed as 
follows: 


§ 21.4131 Commencing dates. 


(h) Individuals in a penal institution. 
If a veteran or eligible person is paid a 
reduced rate of educational assistance 
or no educational assistance under 
§ 21.4136 (n), (0), (p), or (r) or § 21.4137{j) 
or (1), the rate will be increased or 
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(1) The date the tuition and fees are 


no longer being paid under another 
Federal program, or a State or local 


(2) The date of the release from the 
prison or jail. 


(38 U.S.C. 1682{g), 1732{e}; Pub. L. 97-306, 96 
Stat. 1429) 


(i)[Removed]. 
2. Section 21.4133 is revised as 


allowance under § 21.4134{c) he or she 
shall send written notice to each 
affected veteran or eligible person. The 
notice— 


(1) Shall state the Director's intent to 


action; 

oon meen nolnemmaag 
for suspending pa ts; and 

£5) Sail otaks the date on which the 
Director intends to suspend payments. 


(38 U.S.C. 1790{b); Pub. L. 97-306, 96 Stat. 
(b) Notice of suspension and 
When the Veterans 


Administration suspends or 
discontinues payment to any veteran or 
person under § 21.4134(b) or § 21.4135, 


suspension or 
discontinuance to the veteran or eligible 
The notice— 
(1) Shall state the reasons for the 
suspension or discontinuance of 


payments, and 

(2) Shall notify the veteran or eligible 
person that he or she has a right— 

(i) To a hearing, and 

(ii) To present evidence why 
payments should not be discontinued or 
suspended. : 


(38 U.S.C.1790{b)) 
3. Section 21.4134 is revised as 
follows: 


§ 21.4134 Suspension and discontinuance. 
(a) Suspension and discontinuance 


(2) After following the procedures in 
§ 21.4207 may discontinue payment of 
educational assistance to any or all 
veterans and eligible persons enrolled in 
the course. 


(38 U.S.C. 1790) 


station of jurisdiction may suspend or 
discontinue payments of educational 
assistance allowance to a veteran or 
eligible person, even if the Director 
continues payment to other veterans or 
eligible persons enrolled in the course. 
Before the Director can do this, he or she 
must have evidence showing either 
that— 

(1) The program of education or any 
course in which the veteran or eligible 
person is enrolled fails to meet any of 
the requirements of chapters 32, 34, 35, 
or 36, title 38, United States Code, or 

(2) The educational institution offering 
the veteran's or eligible person's course 
has violated or failed to meet any of the 
requirements of chapters 32, 34, 35, or 
36, title 38, United States Code, and 

(3) The violation or failure results in 
erroneous payment of educational 
assistance to the veteran or eligible 
person. 


(38 U.S.C. 1790{b)) 

(c) Evidence requirements for mass 
suspension of payments. Before 

ing payments to all veterans 

and eligible persons enrolled in a course 
the Director must have evidence to 
support the suspension. The evidence 
must show that a substantial pattern of 
veterans and eligible persons enrolled in 
the course are not entitled to the 
educational assistance they are 
receiving because— 

(1) One or more of the course 
approval requirements of chapter 36, 
title 38, United States Code are not met, 


or 

(2) The educational institution offering 

course has violated one or more of 

the re ing or reporting 
ts of chapters 32, 34, 35, or 
36, title 38, United States Code. 
(38 or 1790(b); Pub. L. 97-306, 96 Stat. 
1429 

(d) Notification. (1) The Director may 
suspend educational assistance 
allowance as provided in this section 
only after— 

(i) He or she notifies the State 

approving agency concerned and the 

educational institution in writing of any 
failure to meet the approval 
requirements and any violation of 


a or reporting 
(ii) The aeaetii institution— 


(A) Refuses to take corrective action, 


or 

(B) Does not take corrective action 
within 60 days (or 90 days if permitted 
by the Director); and 

(iii) The Director notifies each veteran 
and eligible person as provided in 
§ 21.4133. 

(2) If an educational institution 
believes it cannot complete corrective 
action within 60 days, it may ask the 
Director for additional time (not to 
exceed 30 days) to take corrective 
action. 

(38 U.S.C. 1790(b); Pub. L. 97-306, 96 Stat. 
1429) 


(e) Action following suspension. \f 
following a suspension of payments the 
Director is convinced that the 
educational institution will not take 


’ corrective action and that the State 


approving agency will not disapprove 
the course, he or she will refer the facts 
to the station Committee on Educational 
Allowances. See §§ 21.4207 and 21.4208. 


(38 U.S.C. 1790{b); Pub. L. 97-306, 96 Stat. 
1429) 


4. Immediately following § 21.4134, a 
cross reference is added as follows: 
Cross reference: Overcharges—restrictions 
on enrollments. See § 21.4202. 
5. In § 21.4135, paragraph (m) is 
revised and paragraph (x) is removed as 
follows: 


§ 21.4135 Discontinuance dates. 


* * * * * 


(m) Incarceration in prison or penal 
institution for conviction of a felony. (1) 
The provisions of this paragraph apply 
to a veteran or eligible person whose 
educational assistance must be 
discontinued or who becomes restricted 
to payment of educational assistance 
allowance at a reduced rate under 
§ 21.4136 (n), (0), (p) or (r) or § 21.4137(j) 
or (1). 

(2) The reduced rate or discontinuance 
will be effective the latest of the 
following dates. 

(i) The first day on which all or part of 
the veteran's or eligible person's tuition 
and fees were paid by a Federal, State 
or local program, 

(ii) The date the veteran or eligible ¢ 
person is incarcerated in prison or penal 
institution, or 

(iii) The commencing date of the 
award as determined by § 21.4113. 

(38 U.S.C. 1682{g), 1732{e); Pub. L. 97-306, 96 
Stat. 1429) 


(x) [Removed]. 

6. In § 21.4136, paragraphs (m), (n), (0), 
(p), and (r) are revised and paragraph 
(q) is removed as follows: 
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§ 21.4136 Rates; educational assistance 
allowance; 38 U.S.C. Chapter 34. 

(m) Incarcerated veterans—general. 
Notwiths the provisions of 


paragraphs (a) and (c) of this section, 
some incarcerated veterans and 
servicepersons may have their 
educational assistance allowance 
terminated or reduced. 


(38 U.S.C. 1682(g); Pub. L. 97-306, 96 Stat. 
1429) 


(n) No educational assistnace 
allowance for some incarcerated 
servicepersons. As with servicepersons 
who are not incarcerated, the Veterans 
Administration will not pay educational 
assistance allowance to an incarcerated 
serviceperson enrolled in a course for 
which there are no tuition and fees. 
Furthermore, the Veterans 
Administration will not pay educational 
assistance allowance to a serviceperson 
who— 

(1) Is enrolled in a course where his or 


her tuition and fees are being paid for by 


a Federal program (other than one 
administered by the Veterans 
Administration) or by a State or local 
program, and 

(2) Is incarcerated in a Federal, State 
or local prison or jail for conviction of a 
felony, and has incurred no expenses for 
supplies, books or equipment. 
(38 U.S.C. 1682(g); Pub. L. 97-306, 96 Stat. 
1429) 


(0) No educational assistance 
allowance for some incarcerated 
veterans. The Veterans Administration 
will pay no educational assistance 
allowance to a veteran who— 

(1) Is incarcerated in a Federal, State 
or local penal institution for conviction 
of a felony, and 

(2) Is enrolled in a course— 

(i) For which there are no tuition and 
fees, or 

(ii) For which tuition and fees are 
being paid by a Federal program (other 
than one administered by the Veterans 
Administration) or by a State or local 
program, and 

(3) Is incurring no charge for the 
books, supplies and equipment 
necessary for the course. 

(38 U.S.C. 1682(g); Pub. L. 97-306, 96 Stat. 
1429) 

(p) Reduced educational assistance 
allowance for some incarcerated 
servicepersons. (1) The Administration 
will pay a reduced educational 
assistance allowance to a serviceperson 
who— 

(i) Is incarcerated in a Federal, State 
or local penal institution for conviction 
of a felony, and 


(ii) Is enrolled in a course where his or 
her tuition and fees are being paid for 
entirely or partly by a Federal program 
(other than one administered by the 
Veterans ee or by a State 
or local 

(iii) If all the wah and fees are paid 
for by such a program, must buy books, 
supplies or equipment for the course. 

(2) The monthly rate of educational 
assistance allowance payable to a 
servi n described in paragraph 
(p)(1) of this section shail equal the 
lowest of the following: 

(i) The monthly rate of the portion of 
the tuition ‘and fees paid by the 
serviceperson plus the monthly rate of 
the cost of books, supplies and 
equipment paid by the serviceperson; 

(ii) The monthly rate of the portion of 
the tuition and fees paid by the 
serviceperson plus the monthly rate of 
the portion of tuition and fees paid by 
the Federal, State or local program; or 

(iii) The monthly rate found in 
paragraph (c)(2) of this section. 

(38 U.S.C. 1682(g); Pub. L. 97-306, 96 Stat. 
1429) 


(q) [Removed]. 

(r) Reduced educational assistance 
allowance for some incarcerated 
veterans—felony conviction. (1) The 
Veterans Administration will pay a 
reduced educational assistance 
allowance to a veteran who— 

(i) Is incarcerated in a Federal, State 
or local penal institution for conviction 
of a felony, and 

(ii) Is enrolled in a course— 

(A) For which the veteran pays some 
(but not all) of the charges for tuition 
and fees, or 

(B) For which a Federal program 
(other than one administered by the 
Veterans Administration) or a State or 
local program pays all the charges for 
tuition and fees, but which requires the 
veteran to pay for books, supplies and 
equipment. 

(2) The monthly rate of educational 
assistance allowance payable to such a 
veteran who is pursuing the course on a 
half-time or greater basis shall be the 
lesser of the following: 

(i) The monthly rate of the portion of 
the tuition and fees that the veteran 
must pay plus the monthly rate of the 
charge to the veteran for the cost of 
necessary supplies, books and 
equipment, or 

(ii) The monthly rate stated in 
paragraph (a) of this section for a 
veteran with no dependents. 

(3) The monthly rate of educational 
assistance allowance payable to such a 
veteran who is pursuing the course on a 
less than half-time basis or on a one 


quarter-time basis shall be the lowest of 
the following: 

(i) The monthly rate of the tuition and 
fees charged for the course, 

(ii) The monthly rate of tuition and 
fees which the veteran must pay plus 
the monthly rate of the charge to the 
veteran for the cost of necessary 
supplies, books and equipment, or 

(iii) The monthly rate stated in 
paragraph (a) of this section. 

(38 U.S.C. 1682(g); Pub. L. 97-306, 96 Stat. 
1429) 


* * * * * 


6. In § 21.4137, paragraphs (i), (j) and 
(I) are revised and paragraph (k) is 
removed as follows: 


§ 21.4137 Rates; educational assistance 
allowance—38 U.S.C. Chapter 35. 

(i) Incarcerated eligible persons— 
general. Notwithstanding the provisions 
of paragraph (a) of this section, some 
incarcerated eligible persons may have 
their educational assistance allowance 
eliminated or reduced. 

(38 U.S.C. 1732{e); Pub. L. 97-306, 96 Stat. 
1429) 


(j) No educational assistance 
allowance for some incarcerated 
eligible persons. The Veterans 
Administration will pay no educational 
assistance allowance to an eligible 
person who— 

(1) Is incarcerated in a Federal, State 
or local prison or jail for convicton of a 
felony, and 

(2) Is enrolled in a course— 

(i) For which there are no tuition or 
fees or charges for books, supplies and 
equipment; or 

(ii) For which tuition and fees are 
being paid by a Federal program (other 
than one administered by the Veterans 
Administration) or by a State or local 
program, and the eligible person is 
incurring no charge for the books, 
supplies and equipment necessary for 
the course. 

(38 U.S.C. 1732{e); Pub. L. 97-306, 96 Stat. 
1429) 

(k) [Removed]. 

(1) Reduced educational assistance 
allowance for some incarcerated 
eligible persons—felony conviction. (1) 
The Veterans Administration will pay a 
reduced educational assistance 
allowance to an eligible person who— 

(i) Is incarcerated in a Federal, State 
or local penal institution for conviction 
of a felony, and 

(ii) Is enrolled in a course— 

(A) For which the eligible person pays 
some (but not all) of the charges for 
tuition and fees, or 
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following: 

(i) The monthly rate of the tuition and 
fees charged for the course, 

(ii) the monthly rate of tuition and fees 
which the eligible person must pay plus 
the monthly rate of the charge to the 
eligible person for the cost of necessary 
supplies, books and equipment, or 

(iii) the monthly rate stated in 
paragraph (a) of this section. 

(38 U.S.C. 1682{g). Pub. L. 97-306, 96 Stat. 
1429) 


7. In § 21.4140, paragraph (d)(1) is 
revised and paragraph (e) is removed as 
follows: 


$ 21.4140 Apportionment. 
(d) Apportionment—incarceration due 


Federal, State or local penal institution 
for conviction of a felony. 


(38 U.S.C. 3107(c); Pub. L. 97-306, 96 Stat. 
1429) 


7 o ” * aa 


(e) [Removed]. 

8. In § 21.4202, the introductory 
portion of paragraph (b) and (b)(4) and 
(b){7) are revised and paragraph (b)(8) is 
added so that the added and revised 


which they are not entitled. If one or 
more of the following conditions exist at 
a school, but there is no pattern of 
overpayments of educational assistance 
allowance, the Veterans Administration 
will discontinue payments only to the 
affected veterans and eligible persons, 
and will disapprove new enrollments. 


(38 U.S.C. 1790{b), Pub. L. 97-306, 96 Stat. 
1429) 


(4) The Veterans Administration has 
notified the school and the State 
approving agency in writing of a 
violation of a provision of the law or of 
failure of a course to meet the specific 
requirements of law other than approval 
criteria. The school has— 

(i) Failed to correct the situation 
within 60 days (or 90 days if the director 
of the Veterans Administration field 
station of jurisdiction determines 
additional time is warranted), or 

(ii) Has knowingly and willfully 
repeated the violation. 

(38 U.S.C. 1790{b); Pub. L. 97-306, 96 Stat. 
1429) 


. * * * * 


(7) The requirements of § § 21.4250, 
21.4253, 21.4254, 21.4261 and 21.4264 are 
not being met in respect to a substantial 
number of veterans and eligible persons. 

(8) The Veterans Administration has 
given written notice to the State 
approving agency and the school as to 
specific violations— 

{i} Within 60 days following the 
notice, or 

(ii) Within 90 days following the 
notice when the Director of the Veterans 
Administration field station of 
jurisdiction determines that conditions 
warrant allowing additional time to take 
corrective action. 

(38 U.S.C. 1790(b); Pub. L. 97-306, 96 Stat. 
1429) 


+ * * . * 


9. In § 21.4207, paragraph (a) is 
revised as follows: 


§ 21.4207 Failure of school to meet 
requirements. 


(a) Committee on Educational 
Allowances. {1} The Committee on 
Educational ances will consist of 
a minimum of three staff members 
designated by the Director of the field 
station. 

(2) The Committee is authorized to 
recommend the action to be taken for 


the purposes of this section, subject to 
approval by the Director of the Veterans 
Administration field station. The 
Committee's recommendations may 
include, but are not limited to— 

{i) Disapproval of the enrollment or 
reenrollment of veterans and eligible 
persons in any course, and 

(ii) Discontinuance of payment of 
educational assistance allowance to 
eligible veterans and eligible persons 
enrolled in a course. 

(3) The Committee may not 
recommend disapproval or 
discontinuance unless the evidence 
requirements of § 21.4202 are met. 
However, if the provisions of §21.4202 
require disapproval or discontinuance, 
those actions must be recommended by 
the Committee. 

(4) The unanimous recommendations 
of the Committee, when approved by the 
Director of the Veterans Administration 
field station, becomes the final 
administrative decision of the Veterans 
Administration unless an application for 
review is filed as provided in paragraph 
(d) of this section. 

(38 U.S.C. 1671, 1721, 1790(b); Pub. L. 97-306, 
96 Stat. 1429) 


* * 7 7” * 


§ 21.4252 [Amended] 
10. In § 21.4252, paragraph (g) is 
removed. 


. * * * * 


(g) [Removed]. 


* * * * * 


[FR Doc. 83-28134 Filed 10-14-83; 8:45 am] 
BILLING CODE 8320-01-™ 


FEDERAL EMERGENCY 
MANAGEMENT AGENCY 


44 CFR Part 67 
[Docket No. FEMA-6547] 


National Flood Insurance Program; 
Proposed Flood Elevation 
Determinations; Minnesota 


Correction 


In FR Doc..83-20247 beginning on page 
34083 in the issue of Wednesday, July 
27, 1983, make the following corrections. 

On page 34085, the last entry for 
Minnesota (Isanti County), in the last 
column, the second elevation now 
reading “935”, should read “945”. Also, 
in the address for comments, “Staven” 
should read “Stavem” and the ZIP code 
should read “55008”. 
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base (100-year) flood elevations for 
selected locations in the City of Fayette, 
Fayette County, Alabama, previously 
published at 48 FR 22957 on May 23, 
1983. 


of base (100-year) flood elevations for 
selected locations in the City of Fayette, 
Fayette County, Alabama previously 
published at 48 FR 20951 on May 10, 
1983, in accordance with section 110 of 
the Flood Disaster Protection Act of 1973 
(Pub. L. 93-234), 87 Stat. 980, which 
added 1363 to the National Flood 
Insurance Act of 1968 (Title XIII of the 
Housing and Urban Development Act of 
1968 (Pub. L. 90-448), 42 U.S.C. 4001- 
4128, and 44 CFR 67.4{a)). The following 
location description has been amended 
as follows: On page 22957, in the column 
“location” the third location for the City 
of Fayette should read “Just upstream of 
U.S. Highway 43 (State Highway 18). 
The remainder of the Notice of Proposed 
Base Flood Elevations remains 
“unchanged. 
List of Subjects in 44 CFR Part 67 
Flood insurance, Flood plains. 


(National Flood Insurance Act of 1968 (Title 
XIII of Housing and Urban Development Act 
of 1968), effective January 28, 1969 (33 FR 
17804, November 28, 1968), as amended (42 
U.S.C. 4001-4128); E. O. 12127, 44 FR 19367: 


Maps available for inspection at the City Hall, Newport, Arkansas. 


and delegation of authority to the Associate 
Director) 


Issued August 30, 1983. 
Dave McLoughlin, 
Deputy Associate Director, State and Local 
Programs and Support. 


[FR Doc. 83-28119 Filed 10-14-83; 8:45 am] 
BILLING CODE 6716-03-™ 


44 CFR Part 67 
[Docket No. FEMA-6563] 


National Flood Insurance Program, 
Proposed Flood 
Determinations; 


Elevation 
Arkansas, et al. 
AGENCY: Federal Emergency 
Management Agency. 

ACTION: Proposed rule. 


summary: Technical information or 


comments are solicited on the proposed 
base (100-year) flood elevations and 
proposed modified base flood elevations 
listed below for selected locations in the 
nation. These base (100-year) flood 
elevations are the basis for the flood 
plain management measures that the 
community is required to either adopt or 
show evidence of being already in effect 
in order to qualify or remain qualified 
for participation in the National Flood 
Insurance Program (NFIP). 

DATES: The Period for comment will be 
ninety (90) days following the second 
publication of the rule in a 
newspaper of local circulation in each 
community. 

ADDRESSES: See table below. 

FOR FURTHER INFORMATION CONTACT: 
Dr. Brian R. Mrazik, Chief, Engineering 
Branch, Natural Hazards Division, 
Federal Emergency Management 
— Washington, D.C. 20472, (202) 


maatiniaien: INFORMATION: The 
Federal Emergency Management 
Agency gives notice of the proposed 
determinations of base (100-year) flood 
elevations and modified base flood 
elevations for selected locations in the 
nation, in accordance with Section 110 
of the Flood Disaster Protection Act of 
1973 (Pub. L. 93-234), 87 Stat. 980, which 
added Section 1363 to the National 


PROPOSED MODIFIED BASE FLOOD ELEVATIONS 


Send comments to Honorable Wayne Beard, Jr., Mayor of Newport, P.O. Box 128, Newport, Arkansas 72112. 


Flood Insurance Act of 1968 (Title XIII of 
the Housing and Urban Development 
Act of 1968 (Pub. L. 90-448)), 42 U.S.C. 
4001-4128, and 44 CFR 67.4{a). 

These elevations together with the 


any existing ordinances that are more 
stringent in their flood plain 
management requirements. The 
community may at any time enact 
stricter requirements on its own, or 
pursuant to policies established by 
other Federal, State, or regional entities. 
These proposed elevations will also be 
used to calculate the appropriate flood 

premium rates for new 

and their contents and for the 
satiudlli eee ad ananend meenblte 
buildings and their contents. 

Pursuant to the provisions of 5 U.S.C. 


have a significant economic impact on a 
substantial number of small entities. A 
flood elevaiion determination under 
section 1363 forms the basis for new 


-local ordinances, which, if adopted by a 


lecal community, will govern future 
construction within the flood plain area. 
The elevation determinations, however, 
impose no restriction unless and until 
the local community voluntarily adopts 
flood ordinances in accord with these 
elevations. Even if ordinances are 
adopted in compliance with Federal 
standards, the elevations prescribe how 
high to build in the flood plain and do 
not proscribe development. Thus, this 
action only forms the basis for future 
local actions. It imposes no new 
requirement; of itself it has no economic 
impact. 

List of subjects in 44 CFR Part 67 
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PROPOSED MooirieD Base FLOOD ELEVATIONS—Continued 


Maps are available for review at City Hail, 524 Sespe Avenue, Fillmore, California. 
Send comments to the Honorable William A. Dewey, Mayor, City of Fillmore, City Hall, P.O. Box 487, Fillmore, California 93015. 


..§ 1,600 feet east of the irtersection of Whitsell Sweet 
and Breakwater avenue 
Area located east of the eastern levee on Alameda 
Creek Line A (Zone 3A) between the Tidal Gates 
and the Southern Pacific Railroad. 


230 feet upstream from the centerline of Clawiter 
Road. 
Centeriine of Santa Ciara Street, 600 feet south of the 
intersection with West A Street. 
..| 100 feet north of the intersection of Ruus Road and 
Ruus Lane. 


Maps are available for review at City Hall, 22300 Foothill Bivd, Hayward, California. 
Send comments to the Honorable Alex Giuliani, Mayor, City of Hayward, 22300 Foothill Bivd, Hayward, California 94541. 


Cotrado__________] Lx Pata County (incorporated | Ughner Creek 700 feet upstream centerline of U.S. Highway 160 
Areas). (near Bridge No. 5). 


Maps are available for inspection‘at the Planning Department, 12th and Main, Durango, Colorado. 
Send comments to Mr. Donaid Michaels, Chairman, Board of County Commissioners, 1060 East 2nd Avenue, Durango, Colorado 81301. 


Maps available for inspection at the Office of Commissioner of Roads and Revenue, Ringgold, Georgia. 
Send comments to Honorable J. M. Plemons, County Administrator, Catoosa County, Office of Commissioner of Roads and Revenue, Ringgold, Georgia 30736. 
New Jersey .| 40 feet upstream from the centerline of Springdale 
Camden County. Road. 
Pike. 
Maps are available for review at the Office of Community Development, 820 Mercer Street, Cherry Hill, New Jersey. 
Send comments to the Honorable Maria Greenwald, Mayor, Township of Cherry Hill, 820 Mercer Street, Cherry Hill’ New Jersey 08002. 


lington County. 
Maps are available for review at Town Hall, 100 North Mount Laure! Road, Mount Laurel, New Jersey. 
Send comments to the Honorable Andrew Ri. August, Mayor, Township of Mount Laurel, 100 North Mount Laurel Road, Mount Laurel, New Jersey 08054. 


North Caroline _.| (©) Fayetteville, Cumberiand | Country Club Branch 


Map available for inspection at the City Engineering Department, City of Fayetteville, 339 Alexander Street, Fayetteville, North Carolina. 
Send comments to Honorable John W. Hurley, Mayor, City of Fayetteville, Kyle House, 234 Green Street, Fayetteville, North Carolina, 28301. 


Maps available for inspection at the City Hall, Broken Arrow, Oklahoma. 
Send comments to Honorable Nick Hood, Mayor of Broken Arrow, P.O. Box 610, Broken Arrow, Oklahoma 74012. 
10 feet upstream from centerline of Gale Street 


30 feet upstream from centerline of Alfalfa Street . 
20 feet upstream from centerline of Chase Street . 


Maps are available for review at City Hall, 168 West Willow, Heppner, Oregon. 

Send comments to the Honorable Ciiflord Green, Mayor, City of Heppner, P.O. Box 756, Heppner, Oregon 97836. 
100 feet upstream of the centerline of Mountain Road ... 
50 feet upstream of the centerline of B Street 


800 feet upstream from the confluence with Willow 
Creek. 


Maps are available for review at Town Hall, Lexington, Oregon. 
Send comments to the Honorable Ed Baker, Mayor, Town of Lexington, P.O. Box 441, Lexington, Oregon 97839. 
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Maps are available for review at the Planning Department, Lexington, Oregon. 
Send comments to Judge Don McElligott, Morrow County Courthouse, P.O. Box 788, Heppner, Oregon 97836. 


Map available for inspection at the Briar Creek Borough Hall, 2606 West Front Street, Berwick, Pennsyivania. 
Send comments to Honorable Oscar Welsh, Mayor of Briar Creek, 2606 West Front Street, Berwick, Pennsylvania 18603. 


Approximately 200 feet upstream of West 5th Avenue. 


Maps available for inspection at the Borough Hall, Derry, Pennsylvania. 
Send comments to Honorable Richard K. Thomas, Mayor of Derry, 620 North Chestnut Street, Derry, Pennsylvania 15627. 


Maps available for inspection at the East Fallowfield Township Building, Coatesville, Pennsylvania. 
Send comments to Honorable Clarence Rhoades, Chairman of the East Fallowfield Board of Supervisors, A.D. 1, Box 378A, Coatesville, Pennsylvania 19320. 


Maps available for inspection at the Union Municipal Building, Gastonvilie, Pennsylvania. 
Send comments to Honorable Larry Spahr, Chairman of the Union Board of Supervisors, Union Municipal Building, P.O. Box 43, Gastonville, Pennsylvania 15336. 


Maps available for inspection at the Alamo Heights City Hall, 6116 Broadway, San Antonio, Texas. 
Send comments to Honorable William Balthrop, Mayor of Alamo Heights, 6116 Broadway, San Antonio, Texas 78209. 


(National Flood Insurance Act of 1968 (Title XIII of Housing and Urban Development Act of 1968), effective January 28, 1969 (33 FR 17804, 
November 28, 1968), as amended; 42 U.S.C. 4001-4128; executive Order 12127, 44 FR 19367; and delegation of authority to the Associate 


Director) 
Issued: September 26, 1983. 
Dave McLoughlin, 


Deputy Associate Director, State and Local Programs and Support. 


{FR Doc. 83-28112 Filed 10-14-83; 8:45 am] 
BILLING CODE 6718-03-™ 


44 CFR Part 67 
[Docket No. FEMA-6485] 


Proposed Flood Elevation 
Determinations; Florida 


AGENCY: Federal Emergency 
Management Agency. 


ACTION: Proposed Rule; Revision. 


SUMMARY: Technical information or 
comments are solicited on the proposed 
base (100-year) flood elevations listed 


below for selected locations in the City 
of Naples, Florida. 

This proposed rule supersedes the 
proposed determinations of base (100- 
year) flood elevations published in 48 
FR 4684 on February 2, 1983 and in the 
Naples Daily News, published on or 
about December 15, 1982 and December 
22, 1982. 

DATES: The period for comment will be 
ninety (90) days following the second 
publication of this notice in a newspaper 
of local circulation in the above-named 
community. 


"ADDRESSES: Maps and other information 


showing the detailed outlines of the 
flood-prone areas and the proposed 
flood elevations are available for review 
at the Community Development Office, 
735 8th Street, South, Naples, Florida. 
Send comments to: Honorable Stanely 
R. Billick, 735 8th Street, South, Naples, 
Florida 33940. 
FOR FURTHER INFORMATION CONTACT: 
Dr. Brian R. Mrazik, Chief, Engineering 
Branch, Natural Hazards Division, 
Federal Emergency Management 
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Agency, Washington, D.C. 20472, (202) 
287-0230. 


oan so-aih U SC sa-nn, ed 4 PR 
67A{a 
These base (100-year) flood elevations 
are the basis for the flood plain 

ne in 

to a or 

community eee verde 
in order to qualify or remain qualified 
for participation in the National Flood 


Insurance (NFIP).. 
Thee modited chevetizas will eleo be 
used to calculate the appropriate flood 


insurance premium rates for new 
buildings and their contents and for the 
second layer of insurance on existing 
buildings and their contents. 


List of Subjects in 44 CFR Part 67 


Flood insurance—flood plains. 
The proposed base (100-year) flood 
elevations are: 


(Naticnal Flood Insurance Act of 1968 (Title 
XIII of Housing and Urban Development Act 
of 1968), effective January 28, 1969 (33 FR 


(FR Doc. 63-28114 Filed 10-14-83; 8:45 am] 
BILLING CODE 6718-03-# 


44 CFR Part 67 
[Docket No. FEMA-6499] 


Proposed Fiood Elevation 


sumMany: Technical information or 
comments are solicited on the proposed 
base (100-year) flood elevations listed 
below for selected locations in the City 
of Everglades, Florida. 


This proposed rule supersedes the 
determinations of base (100- 
year) flood elevations published in 48 
FR 10878 on March 15, 1983 and in The 
Echo, published on or about March 3, 
1983, and March 10, 1983. 


DATES: The period for comment will be 
ninety (90) days following the second 
publication of this notice in a newspaper 
of local circulation in the above-named - 
community. 


ADDRESSES: Maps and other information 
showing the detailed outlines of the 
flood-prone areas and the proposed 
flood elevations are available for review 
at City Hall, Everglades City, Florida. 

Send comments to: Honorable 
Herman G. Askren, P.O. Drawer C, 
Everglades, Florida. 


FOR FURTHER INFORMATION CONTACT: 
Dr. Brian R. Mrazik, Chief, Engineering 
Branch, Natural Hazards Division, 


Federal Emergency Management 
Agency, Washington, D. C. 20472, (202) 
287-0230. 


SUPPLEMENTARY INFORMATION: Proposed 
base (100-year) flood elevations are 
listed below for selected locations in the 
City of Everglades City, Florida, in 
accordance with section 110 of the Flood 
Disaster Protection Act of 1973 (Pub. L. 
93-234), 87 Stat. 980, which added 
section 1363 to the National Flood 
Insurance Act of 1968 (Title XIII of the 
Housing and Urban Development Act of 
1968 (Pub. L. 90-448), 42 U.S.C. 4001- 
4128, and 44 CFR 67.4{a)). 


These base (100-year) flood elevations 
are the basis for the flood plain 
management measures that the 
community is required to either adopt or 
show evidence of being already in effect 
in order to qualify or remain qualified 
for participation in the National Flood 
Insurance Program (NFIP). 

These modified elevations will also be 
used to calculate the appropriate flood 
insurance premium rates for new 
buildings and their contents and for the 
second layer of insurance on existing 
buildings and their contents. 


List of Subjects in 44 CFR Part 67 


Flood insurance, Flood plains. 
The proposed base (100-year) flood 
elevations are: 


(National Flood Insurance Act of 1968 (Title 
XIII of Housing and Urban Development Act 
of 1968), effective January 28, 1969 (33 FR 
17804, November 28, 1968), as amended; 42 
U.S.C. 4001-4128; E. O. 12127, 44 FR 19367; 
and delegation of authority to the Associate 


Deputy Associate Director, State and Local 
Programs and Support. 

[FR Doc. 83-2816 Filed 10-14-83; 8:45 am] 

BILLING CODE 6718-03-M 


44 CFR Part 67 
[Docket No. FEMA-6180] 


National Flood insurance Program, 
Revision of Proposed Flood Elevation 
Determinations; Louisiana 


AGENCY: Federal Emergency 
Management Agency. 
ACTION: Proposed rule. 


SUMMARY: Technical information or 
comments are solicited on the proposed 
modified base (100-year) flood 
elevations shown on the community’s 
preliminary Revised Flood Insurance 
Rate Map (FIRM). 

Due to recent engineering analysis, 
this proposed rule revises the proposed 
modified determination of base (100- 
year) flood elevations published in the 
Federal Register at 46 FR 54609 on 
November 3, 1981, and hence supersedes 
— previously published proposed 


DATES: The period for comments will be 
ninety (90) days following the second 
publication of this notice in a newspaper 
of local circulation in each community. 


ADDRESSES: Maps and other information 
showing the detailed outlines of the 
flood-prone areas and the proposed 
flood elevations are available for review 
at the City Hall, Baker, Louisiana. 

Send comments to: Honorable Pete 
Heine, Mayor of Baker, P.O. Box 7907, 
Baker, Louisiana 70714. 
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rgency Management 
— ency, Washington, D.C. 20472, (202) 


SUPPLEMENTARY INFORMATION: Proposed 
modified base (100-year) flood 
elevations are listed below for selected 
locations in the City of Baker, East 
Baton Rouge Parish, Louisiana, in 
accordance with section 110 of the Flood 
Disaster Protection Act of 1973 (Pub. L. 
93-234), 87 Stat. 980, which added 


* None. 


(National Flood Insurance Act of 1968 (Title 
XIII of Housing and Urban Development Act 
of 1968), effective January 28, 1969 (33 FR 
17804, November 28, 1968), as amended; 42 
U.S.C. 4001-4128; Executive Order 12127, 44 
FR 19367; and delegation of authority to the 
Associate Director) 

Issued: September 12, 1983. 
Dave McLoughlin, 
Deputy Associate Director, State and Local 
Programs and Support. 
[FR Doc. 83-28117 Filed 10-14-83; 8:45 am} 
BILLING CODE 6718-03-™ 


44 CFR Part 67 


[Docket No. FEMA-6550] 


AGENCY: Federal Emergency 
Management Agency. 


ACTION: Proposed rule; correction. 


SUMMARY: This document corrects a 
Notice of Proposed Determinations of 
base (100.years) flood elevations 
previously published at 48 FR 36162 on 
August 9, 1983. This correction notice 
provides a more accurate representation 
of the Flood Insurance Study and Flood 
Insurance Rate Map for the Town of 
Fishkill, Dutchess County, New York. 


Section 1363 to the National Flood 
Insurance Act of 1968 (Title XIII of the 
Housing and Urban Development Act of 
1968 (Pub. L. 90-448)), 42 U.S.C. 4001- 
4128, and 44 CFR 67.4(a). 

These elevation, together with the 
flood plain management measures 
required by section 60.3 of the program 
regulations, are the minimum that are 
required. They should not be construed 
to mean the community must change 
any existing ordinances that are more 
stringent in their flood plain 
management requirements. The 


FOR FURTHER INFORMATION CONTACT: 
Dr. Brian R. Mrazik, Chief, Engineering 
Branch, Natural Hazards Division, 
Federal Emergency Management 
Agency, Washington, D.C. 20472, (202) 
287-0230. 

SUPPLEMENTARY INFORMATION: The 
Federal Emergency Management 
Agency gives notice of the correction to 
the Notice of Proposed Determinations 
of base (100-year) flood elevations for 
selected locations in the Town of 
Fishkill, Dutchess County, New York, 
previously published at 48 FR 36162 on 
August 9, 1983, in accordance with 
section 110 of the Flood Disaster 
Protection Act of 1973 (Pub. L. 93-234), 
87 Stat. 980, which added section 1363 to 
the National Flood Insurance Act of 
1968 (Title XIII of the Housing and 
Urban Development Act of 1968 (Pub. L. 
90-448)), 42 U.S.C. 4001-4128, and 44 
CFR 67.4(a). 


List of Subjects in 44 CFR Part 67 


Flood insurance, Flood plains. 

Under the source of flooding of Clove 
Creek, the location description 
“Approximately 4,100 feet downstream 
of upstream private road should reflect a 
base flood elevation of 230 feet. The 
remainder of the Proposed Flood 
Elevation Determination is unchanged. 
(National Flood Insurance Act of 1968 (Title 
XIII of Housing and Urban Development Act 


community may at any time enact 
stricter requirements on its own, or 
pursuant to policies established by other 
Federal, State, or regional entities. — 
These modified elevations will also be 
used to calculate the appropriate flood 
insurance premium rates for new 
buildings and their contents and for the 
second layer of insurance on existing 
buildings and their contents. 
List of Subjects in 44 CFR Part 67 

Flood insurance, Flood plains. 

The proposed modified base (100- 
year) flood elevations are: 


‘Depth in feet above 
uae "Elevation in Feet 


of 1968), effective January 28, 1969 (33 FR 
17804, November 28, 1968), as amended; 42 
U.S.C. 4001-4128; Executive Order 12127, 44 
FR 19367; and delegation of authority to the 
Associate Director) 

Issued: September 12, 1983. 
Dave McLoughlin, 
Deputy Associate Director, State and Local 
Programs and Support. 
[FR Doc. 83-28115 Filed 10-14-83; 8:45 am] 
BILLING CODE 6716-03-™ 


44 CFR Part 67 
[Docket No. FEMA-6535] 


AGENCY: Federal Emergency 
Management Agency. 
ACTION: Proposed rule; correction. 


SUMMARY: This document corrects a 
Notice of Porposed Determinations of 
base (100-year) flood elevation 
previously published at 48 FR 27560 on 
June 16, 1983. This correction notice 
provides a more accurate representation 
of the Flood Insurance Study and Flood 
Insurance Rate Map for the Town of 
Marcy, Oneida County, New York. 

FOR FURTHER INFORMATION CONTACT: 
Dr. Brian R. Mrazik, Chief, Engineering 
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(Pub. L. 93-234), 87 Stat. 980, which 
added section 1363 to the National Flood 
Insurance Act of 1968 (Title XIII of the 
Housing and Urban t Act of 
1968 (Pub. L. 90-448), 42 U.S.C. 4001- 
4128, and 44 CFR 67.4{a). 


List of Subjects in 44 CFR Part 67 


Flood insurance, Flood plains. 

Under the Source of Flooding of 
Ninemile Creek, the base flood elevation 

at approximately 4,600 feet downstream 
of Main Street is 511 feet in elevation. 
(National Flood Insurance Act of 1966 (Title 
XIHi of Housing and Urban Development Act 
of 1968), effective January 28, 1969 (33 FR 
17804, November 28, 1968), as amended; 42 
US.C. 4001-4128; Executive Order 12127, 44 
FR 19367; and delegation of authority to the 

Director) 


on or about October 14, 1962, and 
October 21, 1982, and hence supersedes 
those published proposed 
rules for the areas cited below. 
DATES: The period for comment will be 
ninety (90) days following the second 


publication of this notice in a newspaper 
of local circulation in the above-named 
community. 

eeareaee ene. eae aaaee neater 


flood elevations are available for review 
at City Hall, 211 Main Avenue North, 
North Bend, Washington. 

Send comments to: Honorable Oscar 
B. Miller, P.O. Box 896, North Bend, 
Washington 98645. 

FOR FURTHER INFORMATION CONTACT: 
Dr. Brian R. Mrazik, Chief, Engineering 
Branch, Natural Hazards Division, 
Federal 
Agency, W 
287-0230. 
SUPPLEMENTARY INFORMATION: Proposed 
base (100-year) flood elevations are 
listed below for selected locations in the 
City of North Bend, Washington, in 
accordance with section 110 of the Flood 
Disaster Protection Act of 1973 (Pub. L. 
93-234), 87 Stat. 980, which added 
section 1363 to the National Flood 
Insurance Act of 1968 (Title XIII of the 
Housing and Urban Development Act of 
1968 (Pub. L. 90-448), 42 U.S.C. 4001- 
4128, and 44 CFR 67.4{a)). 

These base (100-year) flood elevations 

flood plain 


Management 
D.C. 20472, (202) 


ity is required 
show evidence of being already in effect 
in order to qualify or remain qualifi 
for participation in the National Flood 


Insurance (NFIP). 
Tone modiied ied elevations will also be 


oui to calculate the appropriate flood 
premium rates for new 
and their contents and for the 
second layer of insurance on existing 
buildings and their contents. 


List of Subjects in 44 CFR Part 67 


Flood insurance—flood plains. 
The proposed base (100-year) flood 
elevations are: 


ee ee 
XIII of Housing and Urban 

<t000 iciva emeay i ae en 
17804, November 28, 1968), as amended; 42 
U.S.C. 4001-4128; Executive Order 12127, 44 
FR 19367; and delegation of authority to the 
Associate Director) 


Issued: August 30, 1983. 
Dave McLoughlin, 
Deputy Associate Director, State and Local 
Programs and Support. 
[FR Doc. 83-2813 Filed 10-14-83; 6:45 am} 
BILLING CODE 6718-03- 


AGENCY: Federal Communications 
Commission. 


ACTION: Notice of Inquiry; Extension of 
Comment and Reply comment periods. 


SUMMARY: This order extends the period 
for filing comments and reply comments 
in the Federal Communication 
Commission's Notice of Inquiry into 
integrated Services digital networks 
(ISDN) (48 FR 37464 (1983)). The 
extension was granted in response to 
seven motions for extension of time 
which cited various reasons for delaying 
the period for filing comments and reply 
comments including: (a) A busy 
schedule of domestic and international 
ISDN planning meetings; (b) the scope of 
issues presented by the NOI, and (c) the 
requirements placed on the private 
sector by various Commission 


The Notice of Inquiry examines 
current ISDN developments, reviews 
existing U.S. telecommunication policies 
and examines various ISDN 
implementations within that context. 
U.S. telecommunications service 
providers, equipment manufacturers, 
users and the general public are invited 
to comment on ISDN and the 
appropriate role for the FCC to play in 
ongoing ISDN standard development 
efforts. 

DATES: Comments must be filed on or 
before October 24, 1983 and reply 
comments on or before November 28, - 
1983. 

ADpRESS:-Federal Communications 
Commission, Washington, D.C. 20554. 
FOR FURTHER INFORMATION CONTACT: 
William J. Sill, International Conference 
Staff, Common Carrier Bureau, (202) 
632-3214. 


Order 


In the Matter of Integrated Services Digital 
Networks (ISDN); GEN Docket No. 83-841. 


Adopted: September 30, 1983. 





Federal Register / Vol. 48, No. 201 / Monday, October 17, 1983 / Proposed Rules 


Released: September 30, 1983. 
By the Chief, Common Carrier Bureau. 


1. On September 9, 1983, GTE Telenet 
Communications Corporation (GTE 
Telenet) filed a motion for extension of 
time for filing comments and reply 
comments in the above captioned 


motion. In addition, RCA 
Communications, Inc. submitted its 
motion for extension of time on 
September 23, 1983 and M/A-COM, 
INC. (M/A-COM) filed its comments on 
September 27, 1983.? 

2. The Notice of Inquiry set October 3 
and October 18, 1983 as the dates by 
which comments and reply comments 
must be filed with the Commission. Each 
of the seven motions before us 
extension of one or both of those time 
periods. These requests range in scope 
from RCA Communications, Inc.'s 
suggestion to extend the comment 
period for two weeks to M/A~COM/s 
proposal to extend the date of filing of 
comments by ninety days and enlarge 
the period for filing reply comments by 
forty-five days. 

3. Commenters cite: (a) A busy 
schedule of domestic and international 
ISDN planning meetings; (b) the scope of 
issues presented aieenn the Notice of 
Inquiry; (c) the requirements placed on 
the private sector by Commission 
proceedings on access charges, the 
restructuring of American Telephone & 
Telegraph Company and other 
Commission proceedings; (d) the need to 
coordinate comments and replies among 
several telecommunications 
subsidiaries; (e) the desirability of 
reviewing proposed CCITT ISDN draft 
recommendations prior to filing 
comments; and (f) upcoming holidays as 
reasons for extending comment and 
reply dates. 

4. We believe that an extension of 
both the period for filing comments and 
the period for filing reply comments is in 
order. The determination of what period 
is appropriate involves balancing the 
goals of developing a full record and 


> 


the comment date to October 24, 1983 
and the reply date to November 28, 1983 
is reasonable. 

5. Accordingly, it is ordered, that the 
motions of GTE Telenet 
Communications Corporation, Tymnet, 
Inc., Computer and Business Equipment 
Manufacturers Association, 
International Business Machines 
Corporation, the Association of Data 
Processing Service Organizations, Inc., 
RCA Communications, Inc. and M/A- 
COM, INC. are granted to the extent 
indicated herein and otherwise denied. 

6. It is further ordered that the time for 
filing comments is extended to October 
24, 1983 and the time for filing reply 
comments is extended to November 28, 
1983. ; 

Federal Communications Commission. 
Jack D. Smith, 

Chief, Common Carrier Bureau. 

[FR Doc. 83-28210 Filed 10-14-83; &45 am] 
BILLING CODE 6712-01-41 


47 CFR Part 67 

(CC Docket No. 80-286] 

Jurisdictional Separations Procedures 
AGENCY: Federal Communications 


Commission. 
ACTION: Request for comments. 


summary: The Commission requests 
comments on the Federal-State Joint 


Although a considerable record has 
already been compiled in this 
proceeding, a brief round of comments 
on the Joint Board’s recommendations 
will facilitate Commission review. This 
comment opportunity will allow 
interested parties to present their views 


on the Joint Board’s proposals to the 
Commission. 


DATES: Comments must be received on 
or before October 17, 1983. Replies must 
be received on or before October 27, 
1983. 


abpness: Secretary's Office, Room 222, 
Federal Communications Commission, 
Washington, D.C. 20554. 

FOR FURTHER INFORMATION CONTACT: 
Claudia Pabo, Common Carrier Bureau, 
(202) 632-9342. 


List of Subjects in 47 CFR Part 67 

_ Communications common carriers. 
Order Requesting Comments 

In the matter of amendment of Part 67 of 


the Commission's rules and establishment of 
a Joint Board, CC Docket No. 80-286. 


the Joint Board in its Second 
Recommended Decision and Order, 
adopted April 15, 1983, released 
September 26, 1983 (October 13, 1983; 48 
FR 46556). 


II. Background 

2. This proceeding was instituted by ~ 
the Commission on June 11, 1980, to 
amend the Jurisdictional Separations 
Manual which is incorporated by 
reference in Part 67 of the Commission's 
Rules. The Commission stated that the 


between the interstate and intrastate 
jurisdictions. Amendment of Part 67 of 
the Commission’s Rules, CC Docket No. 
78-72, 78 FCC 2d 837 (1980). The 
Commission also established a Federal- 
State Joint Board composed of four state 
and three federal commissioners 
pursuant to Secton 410(c) of the 
Communications Act to develop 
recommended in the 
Separations Manual! for review by the 
Commission. 


3. The Joint Board adopted an Order 
ting Comments on June 10, 1981, 





- 
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modifications. 88 FCC 2d 1 (1982). On 
the same day, the Joint Board 

recommended modification of the CPE 
phaseout plan to facilitate sale of CPE 
by local telephone companies prior to 
January 1, 1983. 89 FCC 2d 607 (1982). 
The Commission adopted this 


recommendation with minor 
modifications on May 24, 1982, 90 FCC 
2d 52 (1982), after a brief opportunity for 
comment, 89 FCC 2d 604 (1962). 
4. On November 10, 1982, the Joint 
Requesting 


the: (1) Treatment of FX and CCSA 


1 Separations Procedures, Docket No. 18866, 26 
FCC 2d 247 (1970); Amendment of Part 67 of the 
Commission's Rules, CC Docket No. 80-286, 88 FCC 
2d 1 (1982). 


“open-end” access; (2) treatment of 
Private Line and WATS services; (3) 
treatment of ENFIA usage; (4) allocation 
of central office equipment; (5) 
administration of the separations 
process; (6) methodology employed 

en ealkt endian) CPE eonehont 
plan and other areas. 


Ill. Joint Board Recommendation 


5. On September 26, 1983, the Joint 
Board issued its Second Recommended 
Decision and Order in this proceeding. 
Stated in general terms, the Joint Board 
Order recommends the following: (1) A 
basic 25 percent interstate allocation 
factor for all study areas applicable to 
investment in non-wideband subscriber 
loops used jointly for exchange service 
and toll message services (excluding 
WATS access lines) and inside wiring 
as well as the maintenance and 
depreciation expenses and reserves 
associated with these plant categories; 
(2) an additional lump sum interstate 
expense allocation for study areas with 
relevant unseparated (total intrastate 
and interstate) NTS local exchange 
costs in excess of 115 percent of the 
national average, based on a series of 
incremental cost bands which provide a 
higher percentage interstate allocation 
for costs in higher cost bands; (3) 
division of the interstate end user 
common line revenue requirement 
calculated pursuant to Part 69 of the 
Commission's Rules into a subscriber 
access amount which will be reflected in 
subscriber access charges and a high 
cost amount which will be recovered 
through carrier's carrier access charges 
to prevent subscriber access charges 
from 200 percent of the 
national average; and (4) continued use 
of frozen percentage SPF until January 1, 
1986, followed by a transition period 
under which the 25 percent basic 
interstate allocation for jointly used 
subscriber loops, inside wire, and 
associated maintenance, depreciation, 
and reserves as well as the additional 
interstate expense allocation for high 
costs areas will be phased in in four 
equal steps, subject to the limitation that 
no study area is to experience a 
decrease in its interstate NTS allocation 
of more than 10 percentage points in any 
one year. 

6. The Joint Board also recommended 
a number of other changes in the 
allocation of local exchange plant, 
including; (1) Minor revisions in the 
outside plant categories to track the 
categories used in Part 69 of the 
Commission's Rules; (2) direct 
assignment of subscriber loops used 
exclusively for WATS access; (3) 
additional Separations Manual language 


to ensure that the benefits of the CPE 
— out plan ey. adopted by ~ 

the Commission in this proceeding ? 
continue to flow to the local Bell 
Operating Companies after the 
embedded CPE is transferred to AT&T 
under the provisions of the Modified 
Final Judgment,’ with the interstate CPE 
related allocation based on the frozen 
percentage SPF; (4) continued allocation 
of NTS Category 6 central office 
equipment (NTS Category 6 COE) to the 
interstate jurisdiction on the basis of 
frozen SPF pending further study of the 
need for changes in the categorization 
and allocation of this plant; (5) the 
adoption of seven (calendar) day traffic 
studies in lieu of five (business) day 
studies; (6) the inclusion of unweighted 
ENFIA dial equipment minutes of use in 
the allocation of traffic sensitive local 
dial switching equipment; (7) the 
revision of some language in the outside 
plant and central office equipment 
Manual provisions to treat explicitly 
digital electronic host/remote 
complexes; and (8) the treatment of open 
end FX and CCSA/ONALS used in 
interstate service as interstate for 
separations purposes. A number of other 
technical changes to the Manual were 
proposed in the November 1982 Order. 
Many of these were intended to simplify 
or modernize the separation procedures. 
The most significant of these other 
technical changes is the change from 
traffic units to weighted standard work 
seconds as the basis for the allocation of 
certain classes of manual office and 
operator expenses. Each of these 
“other” matters has a small or negilgible 
dollar impact on the relative separation 
of costs between the jurisdictions.‘ 


IV. Discussion 


7. As previously mentioned, the Joint 
Board’s November 1982 Order requested 
comments on a range of options for the 
allocation of NTS local exchange plant 
costs instead of proposing a particular 
plan for the allocation of these costs. 
While we have already compiled a 
considerable record in this proceeding, 
Commission review of the Joint Board’s 
proposed changes in the basic NTS 
allocation factor and its 
recommendations for the protection of 
telephone subscribers in high cost areas 
would be facilitated by an additional 


* CC Docket No. 80-286, Amendment of Part 67 of 
the Commission's rules, 89 FCC 2d 1 (1982), 
modified, 90 PCC 2d 52 (1982). 

* United States v. AT&T, 522 F. Supp. 131 (1982), 
aff'd sub nom. Maryland v. United States, 103 S. Ct. 
1240 (1983). 

* Data concerning the effect of the Joint Board 
Plan on different states and study areas is available 
in the docket file in this proceeding. 
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brief opportunity for comment on the 
Joint Board’s Second Recommended 
Decision. 


V. Ordering Clauses 


8. Accordingly, it is ordered, That 
parties may file comments on the Joint 
Board’s Second Recommended Decision 
and Order in this 


Commission no later than October 17, 
1983. An original and five copies of the 
replies shall be filed no later than 
October 27, 1983. 

9. It is further ordered, That all parties 
filing comments or replies shall serve 
the indicated number of copies of their 
filings on the Joint Board Commissioners 
and staff listed in Appendix A. All 
parties on the closed service list in this 

ing shall serve each other with 
copies of their filings. 

10. It is further ordered, That the 
Secretary of the Commission shall cause 
this Order to be published in the Federal 
Register with the Joint Board’s Second 
Recommended Decision and Order as 
an attachment.‘ 


Jack D. Smith, 
Chief, Common Carrier Bureau. 


Appendix A—Service List for CC Docket No. 
80-286, Amendment of Part 67 of the 
Commission’s Rules and Establishment of a 
Joint Board 


State Members of Federal-State Joint Board 


(one) Chairman Edward F. Burke, Rhode 
Island Public Utilities Commission, 100 
Orange Street, Providence, Rhode Island 
AL is 

(one) Commissioner Edward B. Hipp, North 
Carolina Utilities Commission, Dobbs 
Building, 430 North Salisbury Street, 
Raleigh, North Carolina 27602 

(one) Commissioner Edward P. Larkin, New 
York Public Service Commission, Two 
World Trade Center, New York, New York 
10047 

(one) Marvin R. Weatherly, Alaska Public 
Utilities Commission, Suite 100, 420 L 
Street, Anchorage, Alaska 99501 


Federal-State Joint Board Staff 


(one) Yvette Smiley Smith, Director, Public 
Staff, Alabama Public Service Commission, 
State Office Building, P.O. Box 991, 
Montgomery, Alabama 36102 

(one) Kathy Whiteaker, Alaska Public 
Utilities Commission, Suite 100, 420 L 
Street, Anchorage, Alaska 99501 

(one) Paul Popenoe, Jr., California Public 
Utilities Commission, 350 McAllister Street, 
San Francisco, California 94102 

(one) Timothy J. Devlin, Public Utilities 
Accounting Supervisor, Florida Public 


* This action is taken by the Chief, Common 
Carrier Bureau, pursuant to authority delegated by 


$§ 0.91 and 0.291(h) of the Commission's Rules. 47 


CFR 0.91 and 0.291(h). 


, Lansing, Michigan 
(one) Elton Calder, Georgia Public Service 
Commission, 162 State Office Building, 244 
Washington Street, SW., Atlanta, Georgia 


30334 

(one) Robert E. Osborn, Iowa State 
Commerce Gommission, State Capitol, Des 
Moines, lowa 50319 

(one) Roy F. Edwards, Louisiana Public 
Service Commission, One American Place, 
Suite 1630, Baton , Louisiana 70825 

(one) Guy E. Twombly, Maine Public Utilities 
Se eee ee 


(ons) Richard bidaiien; Mianabéte Public 
Utilities Commission, 780 American Center 
Building, St. Paul, Minnesota 55101 
(one) Alan Bausback, New York Public 
Service Commission, Empire State Plaza, 
Albany, New York 12223 
(one) Ed Morrison, Oregon Public Utilities 


(six) Claudia R. Pabo, Room 544, Policy and 
Carrier Bureau, Federal Communications 
Commission, 1919 M Street NW., 
Washington, D.C. 20554 

(one) Hugh L. Gerringer, Public Staff, NCUC, 
Communications Division, Box 991, 
Raleigh, North Carolina 27602 * 

(one) Walter Edge, Rhode Island Public 
Utilities Commission, 100 Orange Street, 
Providence, Rhode Island 

(one) Gary A. Evenson, Director, 
Communications Bureau, Utility Rates 
Division, Public Service Commission, P.O. 
Box 7854, Madison, Wisconsin 53707 

[FR Doc. 83-27747 Filed 10-14-83; 8:45 am] 

BILLING CODE 6712-01-M 


47 CFR Part 73 
[MM Docket No. 83-1059; RM-4563] 


FM Broadcast Station in Ferndale, 
California; Proposed Changes in Table 
of Assignments 


AGENCY: Federal Communications 
Commission. 


ACTION: Proposed rule. 


SUMMARY: This action proposes to 
assign FM Channel 257A to Ferndale, 
California, in response to a petition filed 
by Leroy Demery. The proposal could 
provide a first local aural service to that 
community. 


‘ DATES: Comments must be filed on or 


before November 21, 1983, and reply 
comments must be filed on or before 
December 6, 1983. 

aporess: Federal Communications 
Commission, Washington, D.C. 20554. 


FOR FURTHER INFORMATION CONTACT: 
Mark N. Lipp; Mass Media Bureau (202) 
634-6530. 


List of Subjects in 47 CFR Part 73 
Radio broadcasting. 


Notice of Proposed Rule Making 

In the matter of amendment of § 73.202(b), 
Table of Assignments, FM Broadcast 
Stations. (Ferndale, California); MM Docket 
No. 83-1059, RM-4563. 

Adopted: September 28, 1983. 

Released: October 7, 1983. 

By the Chief, Policy and Rules Division. 


1. A petition for rule making was filed 
by Leroy Demery (“petitioner”) 


proposing the assignment of FM 
Channel 257A to Ferndale, California, as 


that community’s first FM allocation. 
Petitioner stated his intention to apply 
for the channel, if assigned. The channel 
can be assigned in compliance with the 
minimum distance separation 
requirements. 

2. In view of the fact that the proposed 
assignment could provide the first local 
aural broadcast service to Ferndale, 
California, the Commission believes it 
appropriate to propose amending the FM 
Table of Assignments (§ 73.202(b) of the 
Commission’s Rules) with respect to the 
following community: 


Ferndale, Calf 


3. The Commission's authority to 
institute rule making proceedings, 
showing required, cut-off procedures, 
and filing requirements are contained in 
the attached Appendix and are 
incorporated by reference herein. 

Note.—A showing of continued interest is 
required by paragraph 2 of the Appendix 
before a channel will be assigned. 

4. Interested parties may file 
comments on or before November 21, 
1983, and reply comments on or before 
December 6, ‘1983, and are advised to 
read the Appendix for the proper 
procedures. Ai copy of the comments 
should be served on the petitioner as 
follows: Leroy Demery, Box 3484, 
Hollywood, California 90078. 

5. The Commission has determined 
that the relevant provisions of the 
Regulatory Flexibility Act of 1980 do not 
apply to rule making proceedings to 
amend the FM Table of Assignments, 

§ 73.202(b) of the Commission's Rules. 
See, Certification that Sections 603 and 
604 of the Regulatory Flexibility Act Do 
Not Apply to Rule Making to Amend 

§§ 73.202(b), 73.504 and 73.606(b) of the 
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proceeding. 

(a) Counterproposals advanced in this 
proceeding itself will be considered, if 
advanced in initial comments, so that 


parties may comment on them in reply 
comments. They will not be considered 
if advanced in reply comments. (See 

§ 1.420(d) of the Commission's Rules.) 

(b) With respect to petitions for rule 
making which conflict with the 
proposal(s) in this Notice, they will be 
considered as comments in the 
proceeding, and Public Notice to this 
effect will be given as long as they are 
filed before the date for filing initial 
comments herein. If they are filed later 
than that, they will not be considered in 
connection with the decision in this 
docket. 

(c) The filing of a counterproposal 
may lead the Commission to assign a 
different channel than was requested for 
any of the communities involved. 

4. Comments and Reply Comments; 
Service. Pursuant to applicable 
procedures set out in $§ 1.415 and 1.420 
of the Commission's Rules and 
Regulations, interested parties may file 
comments and reply comments on or 
before the dates set forth in the Notice 
of Proposed Rule Making to which this 
Appendix is attached. All submissions 
by parties to this proceeding or persons 
acting on behalf of such parties must be 
made in written comments, reply 
comments, or other appropriate 
pleadings. Comments shall be served on 
the petitioner by the person filing the 
comments. Reply comments shall be 
served on the person(s) who filed 
comments to which the reply is directed. 
Such comments and reply comments 
shall be accompanied by a certificate of 
service. (See § 1.420 (a), (b) and (c) of 
the Commission's Rules.} 

5. Number of Copies. In accordance 
with the provisions of § 1.420 of the 
Commission's ‘Rules and Regulations, an 
original and four copies of all comments, 
reply comments, pleadings, briefs, or 
other documents shall be furnished the 
Commission. 

Se enemas: 
filings made in this proceeding will be 
available for examination by interested 
eatin desing apes Seattans haere fn 

the Commission's Public Reference 
Room at its headquarters, 1919 M Street, 
N.W., Washington, D.C. 
[FR Doc. 83-28185 Filed 10-14-83; 6:45 am| 
BILLING CODE 6712-01-M 


47 CFR Part 73 
[MM Docket.No. 83-1063; RM-4490] 
FM Broadcast Station in 


ACTION: Proposed rule. 


response to a petition filed by Eric R. 
Hilding. 


DATES: Comments must be filed on or 
before November 25, 1983, and reply 

comments must be filed on or before 

December 12, 1983. 


aponess: Federal Communications 
Commission, Washington, D.C. 20554. 
FOR FURTHER INFORMATION CONTACT: 
Mark N. Lipp, Mass Media Bureau, (202) 
634-6530. 


SUPPLEMENTARY INFORMATION: . 
List of Subjects in 47 CFR Part 73 
Radio broadcasting. 
Notice of Proposed Rule Making 
In the matter of amendment of § 73.202{b), 
Table of FM Broadcast 
Gustin. (Gotahald, Colllernte} band Dodie 
No. 83-1063, RM-4490. 
Adopted: September 28, 1983. 
Released: October 11, 1983. 
By the Chief, Policy and Rules Division. 


1. The Commission herein considers a 
petition for rule making filed June 7, 
1983, by Eric R. Hilding (“petitioner”) 
proposing the assignment of Class B 
Channel 300 to Greenfield, California, as 


in support of the proposal and expressed 
his intention to apply for the channel, if 


the construction permit issued to Station 
KSOL (Channel 299), San Mateo, 
California. 

2. In view of the fact that the proposed 
assignment could provide a second local 
FM service to Greenfield, California, the 
Commission believes it is appropriate to 
propose amending the FM Table of 
Assignments, § 73.202(b) of the 
Commission's Rules, with respect to the 
following community: 


3. The Commission's authority to 
institute rule making proceedings, 
showings required, cut-off procedures, 
and filing requirements are contained in 
the attached Appendix and are 
incorporated by reference herein. 
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interest is 


4. Interested parties may file 
comments or or before November 25, 
1983, and reply comments on or before 
December 12, 1983, and are advised to 
ees Ce SOR en Seana 
procedures. Addi 


P.O. Box 1300, Freedom, CA 95019. 

5. The Commission has determined 
that the relevant provisions of the 
Regulatory Flexibility Act of 1980 do not 
apply to rule making proceedings to 
amend the FM Table of Assignments, 

§ 73.202(b) of the Commission's Rules. 
See, Certification that Sections 603 and 
604 of the Regulatory Flexibility Act Do 
Not Apply to Rule Making to Amend 
§§ 73.202(b), 73.504 and 73.606(b) of the 
Commission’s Rules, 46 FR 11549, 
published February 9, 1981. 

6. For further information concerning 
this proceeding, contact Mark N. Lipp, 
Mass Media Bureau, (202) 634-6530. 
However, members of the public should 
note that from the time a Notice of 
Proposed Rule Making is issued until the 
matter is no longer subject to 
Commission consideration or court 
review, all ex parte contacts are 
prohibited in Commission proceedings, 
such as this one, which involve channel 
assignments. An ex parte contact is a 
message (spoken or written) 
the merits of a pending rule making 
other than comments officially filed at 
the Commission or oral presentation 
required by the Commission. Any 
comment which has not been served on 
the petitioner constitutes an ex parte 
presentation and shall not be considered 
in the proceeding. Any reply comment 
_ which has not been served on the 
person(s) who filed the comment, to 
which the reply is directed, constitutes 
an ex parte presentation and shall not 
be considered in the proceeding. 


Federal Communications Commission. 
Roderick K. Porter, 

Chief, Policy and Rules Division, Mass Media 
Bureau. 


Appendix 


1. Pursuant to authority found in 
Sections 4{i), 5(d)(1), 303 (g) and (r), and 
307(b) of the Communications Act of 
1934, as amended, and §§ 0.61, 0.204(b) 
and 0.283 of the Commission’s Rules, it 
is proposed to amend the FM Table of 
Assignments, § 73.202({b) of the 
Commission's Rules and Regulations, - 
set forth in the Notice of Proposed Rul: 
Making to which this Appendix is 
attached. 


2. Showings Required. 


pleadings. It should also restate its 
present intention to apply for the 
channel if it is assigned, and, if 
authorized, to build a station promptly. 
Failure to file may lead to denial of the 
request. 

3. Cut-off Procedures. The following 
procedures wiil govern the 
consideration of filings in this 


proceeding. wie 

(a) Counterproposals advanced in this 
proceeding itself will be considered, if 
advanced in initial comments, so that 
parties may comment on them in reply 
comments. They will not be considered 
if advanced in reply comments. (See 
$1.420(d) of the Commission's Rules.) 

(b) With respect to petitions for rule 
making which conflict with the 
proposal(s) in this Notice, they will be 
considered as comments in the 
proceeding, and Public Notice to this 
effect will be given as long as they are 
filed before the date for filing initial 
comments herein. If they are filed later 
than that, they will not be considered in 
connection with the decision in this 
docket. 

(c) The filing of a counterproposal 
may lead the Commission to assign a 
different channel than was requested for 
any of the communities involved. 

4. Comments and Reply Comments; 
Service. Pursuant to applicable 
procedures set out in §§ 1.415 and 1.420 
of the Commission's Rules and 
Regulations, interested parties may file 
comments and reply comments on or 
before the dates set forth in the Notice 
of Proposed Rule Making to which this 
Appendix is attached. All submissions 
by parties to this ing or persons 
acting on behalf of such parties must be 
made in written comments, reply 
comments, or other appropriate 
pleadings. Comments shall be served on 
the petitioner by the person filing the 
comments. Reply comments shall be 
served on the person(s) who filed 
comments to which the reply is directed. 
Such comments and reply comments- 
shall be accompanied by a certificate of 
service. (See § 1.420 (a), (b) and (c) of 
the Commission's Rules.) 

5. Number of Copies. In accordance 
with the provisions of Section 1.420 of 
the Commission's Rules and 
Regulations, an original and four copies 
of all comments, reply comments, 


of 
uinis ahte & tortcotnit ke 
available for examination by interested 


[FR Doc. 83-28188 Filed 10-14-83; 8:45 am] 
BILLING CODE 6712-01- 


47 CFR Part 73 
[MM Docket No. 83-1062; RM-4566] 


FM Broadcast Station in Pentwater, 
Mich.; Proposed Changes in Tabie of 
Assignments 


AGENCY: Federal Communications 
Commission. 
ACTION: Proposed rule. 


SUMMARY: This action proposes to 
assign FM Channel 276A to Pentwater, 
Michigan, in response to a petition filed 
by James J. McCluskey. The proposed 
assignment could provide a first FM 
service to that community. 

DATES: Comments must be filed on or 
before November 25, 1983, and reply 
comments on or before December 12, 
1983. 

aAppress: Federal Communications 
Commission, Washington, D.C. 20554. 
FOR FURTHER INFORMATION CONTACT: 
Mark N. Lipp, Mass Media Bureau, (202) 
634-6530. 


List of Subjects in 47 CFR Part 73 
Radio broadcasting. 


Notice of Proposed Rule Making 
In the matter of amendment of § 73.202{b), 


1. A petition for rule making has been 
filed by James J. McCluskey 
eee proposing the assignment 
of FM Channel 276A to Pentwater, 
Michigan, as its first local FM service. 
Petitioner expressed an interest in 
applying for the channel, if assigned. 
The proposed assignment can meet all 


spacing requirements provided a site 
restriction of 5.2 miles southwest of 


Pentwater is imposed to avoid short- 
spacing to WTCM-FM (Channel 278), 


kilometers (200 miles) of the U.S.- 
Canadian border. 
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3. In view of the fact that the proposed 


incorporated by reference herein. NOTE: 
A showing of continuing interest is 
required by paragraph 2 of the Appendix 
before a channel will be assigned. 

5. Interested parties may file 
comments on or before November 25, 
1983, and reply comments on or before 
December 12, 1983, and are advised to 
read the Appendix for the proper 
procedures. A copy of such comments 
should be served on the petitioner as 
follows: James J. McCluskey, 220% 
South Michigan, Big Rapids, Michigan 
49307 


6. The Commission has determined 
that the relevant provisions of the 
Regulatory Flexibility Act of 1980 = not 
apply to rule making 
amend the FM Table of = al 
§ 73.202(b) of the Commission's Rules. 
See, Certification that §§ 603 and 604 of 
the Regulatory Flexibility Act Do Not 
Apply to Rule Making to Amend 
§§ 73.202(b), 73.504 and 73.606(b) of the 
Commission's Rules, 46 FR. 11549, 
published February 9, 1981. 

7. For further information concerning 
this proceeding, contact Mark N. Lipp, 
Mass Media Bureau, (202) 634-6530. 
However, members of the public should 
note that from the time a Notice of 
Proposed Rule Making is issued until the 
matter is no longer subject to 
Commission consideration or court 
review, all ex parte contacts are 
prohibited in Commission proceeding, 
such as this one, which involve channel 
assignments. An ex parte contact is a 
message (spoken or written) concerning 
the merits of a pending rule making 
other than comments officially filed at 
the Commission or oral presentation 
required by the Commission. Any 
comment which has not been served on 
the petitioner constitutes an ex parte 
presentation and shall not be considered 
in the proceeding. Any reply comment 
which has not been served on the 
person(s) who filed the comment to 


which the reply is directed constitutes 
an ex parte presentation and shall not 
be considered in the proceeding. 


Federal Communications Commission. 
Roderick K. Porter, 


Chief, Policy and Rules Division, Mass Media 
Bureau. 


Appendix 


1. Pursuant to authority found in 
Sections 4{i), 5(d)(1), 303 (g) and (r), and 
307(b) of the Communications Act of 
1934, as amended, and §§ 0.61, 0.204(b) 
and 0.283 of the Commission's Rules, It 
is proposed to amend the FM Table of 
Assignments, § 73.202(b) of the 
Commission's Rules and Regulations, as 
set forth in the Notice of Proposed Rule 
Making to which this Appendix is 
attached. 

2. Showings Required. Comments are 
invited on the proposal(s) discussed in 
the Notice of Proposed Rule Making to 
which Appendix is attached. 
Proponent(s) will be expected to answer 
whatever questions are presented in 
initial comments. The proponent of a 
proposed assignment is also expected to 
file comments even if it only resubmits 
or incorporates by reference its former 
pleadings. It should also restate its 
present intention to apply for the 
channel if it is assigned, and, if 
authorized, to build a station promptly. 
Failure to file may lead to denial of the 
request. 

3. Cut-off Procedures. The following 
procedures will govern the 
consideration of filings in this 


proceeding. 

(a) Counterproposals advanced in this 
proceeding itself will be considered, if 
advanced in initial comments, so that 
parties may comment on them in reply 
comments. They will not be considered 
if advanced in reply comments. (See 
Section 1.420(d) of the Commission's 
Rules.) 

(b) With respect to petitions for rule 
making which conflict with the 
proposal(s) in this Notice, they will be 
considered as comments in the 
proceeding, and Public Notice to this 
effect will be given as long as they are 
filed before the date for filing initial 
comments herein. If they are filed later 
than that, they will not be considered in 
connection with the decision in this 
docket. 

(c) The filing of a counterproposal 
may lead the Commission to assign a 
different channel than was requested for 
any of the communities involved. 

4. Comments and Reply Comments; 
Service. Pursuant to applicable 
procedures set out in Sections 1.415 and 
1.420 of the Commission's Rules and 
Regulations, interested parties may file 


comments and reply comments on or 
before the dates set forth in the Notice 
of Proposed Rule Making to which this 
Appendix is attached. All submissions 
by parties to this proceeding or persons 
acting on behalf of such parties must be 
made in written comments, reply 
comments, or other appropriate 
pleadings. Comments shall be served on 
the petitioner by the person filing the 
comments. Reply comments shall be 
served on the person(s) who filed 
comments to which the reply is directed. 
Such comments and reply comments 
shall be accompanied by a certificate of 
service. (See § 1.420 (a), (b) and (c) of 
the Commission's Rules.) 

5. Number of Copies. In accordance 
with the provisions of Section 1.420 of 
the Commission’s Rules and 
Regulations, an original and four copies 
of all comments, reply comments, 
pleadings, briefs, or other documents 
shall be furnished the Commission. 

6. Public Inspection of Filings. All 
filings made in this proceeding will be 
available for examination by interested 
parties during regular business hours in 
the Commission's Public Reference 
Room at its headquarters, 1919 M Street, 
NW., Washington, D.C. 

[FR Doc. 83-28187 Filed 10-14-83; 8:45 am] 
BILLING CODE 6712-01-M 


47 CFR Part 73 
[MM Docket No. 83-1064; RM-4529] 


AGENCY: Federal Communications 
Commission. 


ACTION: Proposed rule. 


summany: Action taken herein proposes 
to assign Channel 237A to York Center, 
Maine, in response to a petition filed by 
Seacoast Broadcasting Co., Inc., and 
Channel 257A to Kennebunk, Maine, at 
the request of Mildam Associates. The 
assignments could provide each 
community with its first local aural 
broadcast service. / 


DATES: Comments must be filed on or 
before November 21, 1983, and reply 
comments must be filed on or before 
December 6, 1983. 


AppReESs: Federal Communications 
Commission, Washington, D.C. 20554. 


FOR FURTHER INFORMATION CONTACT: 
Nancy V. Joyner, Mass Media Bureau 
(202) 634-6530. 
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List of Subjects in 47 CFR Part 73 
Radio broadcasting. 


Notice of Proposed Rule Making 


In the matter of amendment of § 73.202(b), 
Table of Assignments, FM Broadcast 
Stations. (York Center and Kennebunk, 
Maine); MM Docket No. 83-1064, RM-4540, 
RM-4567. 

Adopted: September 28, 1983. 

Released: October 6, 1983. 

By the Chief, Policy and Rules Division. 


1. The Commission has under 
consideration conflicting petitions for 
the assignment of FM Channel 237A. 
Seacoast Broadcasting Co., Inc. 
(“Seacoast”), request that Channel 237A 
be assigned to York Center, Maine, 
while Mildam Associates (“Mildam”), 
seeks the channel assignment to 
Kennebunk, Maine. Additionally, a 
separate petition was filed by Peter J. 
Kern (“Kern”), requesting the same 
channel assignment to Kennebunk. We 
have treated Kern's petition as 
comments in support. All parties have 
indicated their intent to apply for the 
channel, if assigned as proposed. 

2. Although Channel 237A could 
provide a first local aural service at 
each community, it cannot be assigned 
to both. Section 73.207 of the 
Commission's Rules requires a minimum 
distance separation of 65 miles between 
co-channel Class A stations, whereas 
the York Center and Kennebunk sites 
are approximately 8 miles apart. 
Therefore, the proposals are mutually 
exclusive. 

3. A staff engineering study reveals 
that there are no other drop-in channels 
available to York Center. However, 
Channel 257A is alternatively available 
to Kennebunk with a site restriction 
approximately 5.7 miles east of the 
community to avoid short-spacing to 
Stations WSSH (Channel 258), Lowell, 
Massachusetts, and WKZS (Channel 
260), Auburn, Maine. Channel 237A at 
York Center requires a site restriction 
approximately 6.7 miles north to avoid 
short-spacing on the co-channel to 
Station WHRB, Cambridge, 
Massachusetts. In light of these 
considerations, we shall propose 
Channel 257A to Kennebunk in lieu of 
Channel 237A in an effort to 
accommodate requests for an 
assignment to each community. 

4. Since these proposals are within 320 
kilometers (200 miles) of the common 
U.S.-Canadian border, Canadian 
concurrence must be obtained. 

5. In view of the foregoing, we 
consider it appropriate to solicit 
comments on the proposals to amend 
the FM Table of Assignments, 


$ 73.202(b) of the Commission's Rules, as 
follows: 


6. The Commission's authority to 
institute rule making 
showings required, cut-off procedures, 
and requirements are contained in 
the atta Appendix and are 


fore a channel will be 


comments on or before November 21, 
1983, and reply comments on or before 
December 6, 1983, and are advised to 
read the Appendix for the proper 
procedures. A copy of such comments 
should be served on the parties hereto 
as follows: 

Harry G. Sells, Esq., Sells & Gregory, 
10401 Georgetown Pike, Great Falls, 
VA 22066 (Counsel for Seacoast 
Broadcasting Company, Inc.) 

Lawrence Roberts, Esq., Mullin, 
Emmons & Topel, P.C., 1000 
Connecticut Ave. NW., Suite 500, 
Washington, D.C. 20036 (Counsel for 
Mildam Associates) 

Peter J. Kern, 64 Grandview, Auburn, 
Maine 04210 
8. The Commission has determined 

that the relevant provisions of the 

Regulatory Flexibility Act of 1980 do not 

apply to rule making proceedings to 

amend the FM Table of Assignments, 

§ 73.202(b) of the Commission's Rules. 

See, Certification that Sections 603 and 

604 of the Regulatory Flexibility Act Do 

Not Apply to Rule Making to Amend 

§§ 73.202(b), 73.504 and 73.606(b) of the 

Commission’s Rules, 46 FR 11549, 

published Feb 9, 1981. 

9. For further information concerning 
this proceeding, contact Nancy V. 
Joyner, Mass Media Bureau, (202) 634— 
6530. However, members of the public 


Rhyne, 


. should note that from the time a Notice 


of Proposed Rule Making is issued until 
the matter is no longer subject to 
Commission consideration or court 
review, all ex parte contracts are 
prohibited in Commission proceedings, 
such as this one, which involve channel 
assignments. An ex parte contact is a 
message (spoken or written) concerning 
the merits of a pending rule making, 
other than comments officially filed at 
the Commission, or oral presentation 
required by the Commission. Any 
comment which has not been served on 
the petitioner constitutes an ex parte — 
presentation and shall not be considered 


in the proceeding. Any reply comment 
which has not been served on the 
person(s) who filed the comment, to 
which the reply is directed, constitutes 
an ex parte presentation and shall not 
be considered in the proceeding. 
Federal Communications Commission. 
Roderick K. Porter, 

Chief, Policy and Rules Division, Mass Media 
Bureau. 


Appendix 


1. Pursuant to authority found in 
Sections 4{i), 5(d)(1), 303 (g) and (r), and 
307(b) of the Communications Act of 
1934, as amended, and $§ 0.61, 0.204{b) 
and 0.283 of the Commission's Rules, it 
is proposed to amend the FM Table of 
Assignments, § 73.202(b) of the 
Commission's Rules and Regulations, as 
set forth in the Notice of Proposed Rule 
Making to which this Appendix is 
attached. 

2. Showings Required. Comments are 
invited on the proposal{s) discussed in 
the Notice of Proposed Rule Making to 
which this Appendix is attached. 
Proponent(s) will be expected to answer 
whatever questions are presented in 
initial comments. The proponent of a 
proposed assignment is also expected to 
file comments even if it only resubmits 
or incorporates by reference its former 
pleadings. It should also restate its 
present intention to apply for the 
channel if it is assigned, and, if 
authorized, to build a station promptly. 
Failure to file may lead to denial of the 
request. 

3. Cut-off Procedures. The following 
procedures will govern the 
consideration of filings in this 
proceeding. 

(a) Coun advanced in this 
proceeding itself will be considered, if 
advanced in initial comments, so that 
parties may comment on them in reply 
comments. They will not be considered 
if advanced in reply comments. (See 
Section 1.420(d) of the Commission's 
Rules.) 

(b) With respect to petitions for rule 
making which conflict with the . 
proposal(s) in this Notice, they will be 
considered as comments in the 
proceeding, and Public Notice to this 
effect will be given as long as they are 
filed before the date for filing initial 
comments herein. If they are filed later 
than that, they will not be considered in 
connection with the decision in this 
docket. 

(c) The filing of a counterproposal 
may lead the Commission to assign a 
different channel than was requested for 
any of the communities involved. 





4. Comments and Reply Comments; 
Service. Pursuant to 


persons 
acting on behalf of such parties must be 
made in written comments, reply 
comments, or other appropriate 


by 
service. (See § 1.420 (a), (b) and (c) of 
the Commission's Rules 

5. Number of Copies. In accordance 
with the provisions of Section 1.420 of 
the Commission's Rules and 
Regulations, an original and four copies 
of all comments, reply comments, 
pleadings, briefs, or other documents 
shall be furnished the Commission. 

6. Public Inspection of Filings. All 
filings made in this proceeding will be 
available for examination by interested 
parties during regular business hours in 
the Commission's Public Reference 
Room at its headquarters, 1919 M Street, 
N.W., Washington, D.C. 

[FR Doc. 83-28189 Filed 10-14-83; 645 am] 
BILLING CODE 6712-01-™ 


47 CFR Part 73 
[MM Docket No. 83-1061; RM-4556} 


FM Broadcast Stations in Fargo, North 
Dakota; Proposed Changes in Tabie of 
Assignments 


AGENCY: Federal Communications 
C oes 


ACTION: Proposed rule. 


SUMMARY: This action proposes to 
assign FM Channel 300 to Fargo, North 
Dakota, in response to a petition filed by 
First Assembly of God Church. The 
proposed assignment could provide a 
fourth local FM service to that 
community. 

DATES: Comments must be filed on or 
before November 21, 1983, and reply 
comments on or before December 6, 
1983. 

aporess: Federal Communications 
Commission, Washington, D.C. 20554. 
FOR FURTHER INFORMATION CONTACT: 
Mark N. Lipp, Mass Media Bureau, (202) 
634-6530. 


List of Subjects in 47 CFR Part 73 
Radio broadcasting. 


Notice of Proposed Rule Making 

In the matter of amendment of § 73.202(b), 
Table of Assignments, FM Broadcast 
Stations. (Fargo, North Dakota); MM Docket 
No. 83-1061, RM-4556. 

Adopted: September 28, 1983. 

Released:October 7, 1983. 

By the Chief, Policy and Rules Division. 


1. A petition for rule making has been 
filed by First Assembly of God Church, 
proposing the assignment of Class C FM 
Channel 300 to Fargo, North Dakota, as 
that community's fourth FM allocation. 
The petition expressed an interest in 
applying for the channel, if assigned. 

2. Channel 300 can be assigned to 
Fargo, North Dakota, in compliance with 
the minimum distance separation 
requirements. However, Canadian 
concurrence must be obtained since the 
proposed assignment is within 320 
kilometers (200 miles) of the U.S.- 
Canadian border. 

3. In view of the fact that the proposed 
assignment could provide a fourth FM 
service to Fargo, North Dakota, the 
Commission believes it is appropriate to 
propose amending the FM Table of 
Assignments, § 73.202(b) of the Rules, 
with respect to the following community: 


4. The Commission's authority to 
institute rule making proceedings, 
showings required cut-off procedures, 
and filing requirements are contained in 
the attached Appendix and are 
incorporated by reference herein. 

Note—A showing of continuing interest is 
required by paragraph 2 of the Appendix 
before a channel will be assigned. 

5. Interested parties may file 
comments on or before November 21, 
1983, and reply comments on or before 
December 6, 1983, and are advised to 
read the Appendix for the proper 
procedures. A copy of such comments 
should be served on the petitioner (or 
his consultant) as follows: 


Gene Redlin, First Assembly of God 


Church, 1002 S. 10th, Fargo, North 
Dakota 58102, (Petitioner) 
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Cecil S. Bidlack, 8200 Snowville Road, 
Brecksville, Ohio 44141, (Consultant to 
petitioner). 

6. The Commission has determined 
that the relevant provisions of the 
Regulatory Flexibility Act of 1980 do not 
apply to rule making proceedings to 
amend the FM Table of Assignments, 

§ 73.202(b) of the Commission's Rules. 

See, Certification that §§ 603 and 604 of 

the Regulatory Flexibility Act do Not 

Apply to Rule Making to Amend 

§§ 73.202(b), 73.504 and 73.606(b) of the 

Commission's Rules. 46 FR 1154, 

published February 9, 1981. 

7. For further information concerning 
this proceeding, contact Mark N. Lipp, 
Mass Media Bureau (202) 634-5630. 
However, members of the public should 
note that from the time a Notice of 
Proposed Rule Making is issued until the 
matter is no longer subject to 
Commission consideration or court 
review, all ex parte contacts are 
prohibited in Commission proceedings, 
such as this one, which involve channel 
assignments. An ex parte contact is a 
message (spoken or sb concerning 
the merits of a pending rul 
other than comments officially filed at 
the Commission or oral presentation 
required by the Commission. Any 
comment which has not been served on 
the petitioner constitutes an ex parte 
presentation and shall not be considered 
in the proceeding. Any reply comment 
which has not been served on the 
person(s) who filed the comment to 
which the reply is directed constitutes 
an ex parte presentation and shall not 
be considered in the proceeding. 

Federal Communications Commission. 

Roderick K. Porter, 

Chief, Policy and Rules Division, Mass Media 

Bureau. 


, ii 

1. Pursuant to authority found in 
Sections 4(i), 5(d)(1), 303 (g) and (r), and 
307(b} of the Communications Act of 
1934, as amended, and §§ 0.61, 0.204(b) 
and 0.283 of the Commission's Rules, It 
is proposed to amend the FM Table of 
Assignments, § 73.202(b) of the 
Commission's Rules and Regulations, as 
set forth in the Notice of Proposed Rule 
Making to which this Appendix is 
attached. 

2. Showings Required. Comments are 
invited on the proposal(s) discussed in 
the Notice of Proposed Rule Making to 
which this Appendix is attached. 
Proponent(s) will be expected to answer 
whatever questions are presented in 
initial comments. The proponent of a 
proposed assignment is also expected to 
file comments even if it only resubmits 
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or incorporates by reference its former 
pleadings. It should also restate its 
present intention to apply for the 
channel if it assigned, and, if-authorized, 
to build a station promptly. Failure to 
file may lead to denial of the request. 

3. Cut-off Procedures. The following 
procedures will govern the 
consideration of fil filings in this 
roceeding. 


p 

(a) Counterproposals advanced in this 
proceeding itself will be considered, if 
advanced in initial comments, so that 
parties may comment on them in reply 
comments. They will not be considered 
if advanced in reply comments. (See 
Section 1.420(d) of the Commission's 
Rules.) 

(b) With respect to petitions for rule 
makig which conflict with the 
proposal(s) in this Notice, they will be 
considered as comments in the 
proceeding, and Public Notice to this 
effect will be given as long as they are 
filed before the date for filing initial 
comments herein. If they are filed later 
than that, they will not be considered in 
connection with the decision in this 
docket. 

(c) The filing of a counterproposal 
may lead the Commission to assign a- 
different channel than was requested for 
any of the communities involved. 

4. Comments and Reply Comments; 
Service. Pursuant to applicable 
procedures set out in $§ 1.415 and 1.420 
of the Commission's Rules and 
Regulations, interested parties may file 
comments and reply comments on or 
before the dates set forth in the Notice 
of Proposed Rule Making to which this 
Appendix is attached. All submissions 
by parties to this proceeding or persons 
acting on behalf of such parties must be 
made in written comments, reply 
comments, or other appropriate 
pleadings. Comments shall be served on 
the petitioner by the person filing the 
comments. Reply comments shall be 
served on the person(s) who filed 
comments to which the reply is directed. 
Such comments and reply comments 
shall be accompanied by a certificate of 
service. (See § 1.420 (a), (b) and (c) of 
the Commission’s Rules.) 

5. Number of Copies. In accordance 
with the provisions of Section 1.420 of 
the Commission's Rules and 
Regulations, an original and four copies 
of all comments, reply comments, 
pleadings, briefs, or other documents 
shall be furnished the Commission. 

6. Public Inspection of Filings. All 
filings made in this proceeding will be 
available for examination by interested 
parties during regular business hours in 
the Commission's Public Reference 


Room at its headquarters, 1919 M Street, 
N.W., Washington, D.C. 

(FR Doc. 83-28190 Filed 10-14-83; 6:45 am] 

BILLING CODE 6712-01-M 


47 CFR Part 73 
[MM Docket No. 83-1060; RM-4487] 


TV Broadcast Station in 


AGENCY: Federal Communications 
Commission. 
ACTION: Proposed rule. 


sumMMARY: Action taken herein proposes 
to assign UHF television Channel 64 to 
Seminole, Oklahoma, in response to a 
petition filed by Ted M. Phillips. The 
assignment could provide Seminole with 
its first television service. 

DATES: Comments must be filed on or 
before November 21, 1983, and reply 
comments must be filed on or before 
December 6, 1983. 

aponess: Federal Communications 
Commission, Washington, D.C. 

20554. 

FOR FURTHER INFORMATION CONTACT: 
Nancy V. Joyner, Mass Media Bureau, 
(202) 634-6530. 


List of Subjects in 47 CFR Part 73 
Television broadcasting. 


Notice of Proposed Rule Making 

In the matter of amendment of § 73.606(b), 
Table of Assignments, TV Broadcast 
Stations. (Seminole, Oklahoma); MM Docket 
No. 83-1060, RM-4487. 

Adopted: September 28, 1983. 

Released: October 7, 1983. 

By the Chief, Policy and Rules Division. 

1. Before the Commission is a petition 
for rule making filed by Ted M. Phillips 
requesting the assignment of UHF 
television Channel 56 to Seminole, 
Oklahoma, as that community’s first 
television broadcast service. Petitioner 
states that he, or an entity of which he is 
a part, will apply for the channel, if 
assigned. 

2. Seminole (population 8,590),' in 
Seminole County (population 27,473), is 
located in central Oklahoma, 
approximately 80 kilometers (50 miles) 
southest of Oklahoma City. It is 
presently devoid of any local television 
service. 

3. Channel 56 at Seminole would be 
short-spaced to a proposal in MM 
Docket No. 83-591, RM-4432, to add 
Channel 56 to Norman, Oklahoma. 
However, a staff engineering study 


' Population figures were extracted from the 1980 
U.S. Census, Advance Reports. 


reveals that Channel 64 is available to 
Seminole consistent with the minimum 
distance separation and other technical 
requirements. Therefore, we shall 
propose that channel as a substitute for 
Channel 56 at Seminole. 

4. Since the 


proposes 
Television Table of Assignments, 
Section 73.606(b) of the Commission’s 
Rules, as follows: 


5. The Commission's authority to 
institute rule making proceedings, 
oo required, cut-off procedures, 

and filing requirements are contained in 
the attached Appendix and are 
incorporated by reference herein. NOTE: 
A showing of continuing interest is 
required by paragraph 2 of the Appendix 
before a channel will be assigned. 

6. Interested parties may file 
comments on or before November 21, 
1983, and reply comments on or before 
December 6, 1983, and are advised to 
read the Appendix for the proper 
procedures. A copy of such comments 
should be served on the petitioner, and 
his consultant, as follows: 


Ted M. Phillips, 121 Main Street, 

Seminole, OK 74868 (Petitioner) 

and 
Edward M. Johnson, One Regency 

Square—Suite 450, Knoxville, TN 

37915 (Consultant to Petitioner) 

7. The Commission has determined 
that the relevant provisions of the ~ 
Regulatory Flexibility Act of 1980 do not 
apply to rule making proceedings to 
amend the TV Table of Assignments, 

§ 73.606(b) of the Commission's Rules. 
See, Certification that §§ 603 and 604 of 
the Regulatory Flexibility Act Do Not 
Apply to Rule Making to Amend 

§§ 73.202(b), 73.504 and 73.606(b) of the 
Commission's Rules, 46 FR 11549, 
published February 9, 1981. 

8. For further information concerning 
this proceeding, contact Nancy V. 
Joyner, Mass Media Bureau, (202) 634— 
6530. However, members of the public 
should note that from the time a Notice 
of Proposed Rule Making is issued until 
the matter is no longer subject to 
Commission consideration or court 
review, all ex parte contacts are 
prohibited in Commission p i 
such as this one, which involve channel 
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— Same so 
proceeding. reply comment 
which has not been served on the 
person(s) who filed the comment, to 


Bureau. : 


: 
1. Pursuant to authority found in 

Sections 4. 5(d}(1. 308 (g) and (r}. and 

307(b) of the Communications 

104, os amended and $4 06,0204) 

and 0.283 of the Commission's Rules, It 


and, 
authorized, to build a station promptly. 
Failure to file may lead to denial of the 


request. 
3. Cut-off Procedures. The following 


procedures will govern the 
consideration of filings in this 


proceeding. 

(a) Counterproposals advanced in this 
proceeding itself will be considered, if 
advanced in initial comments, so that 


aaae 1.420(d) of the Commission's 
(b) With respect to petitions for rule 
making which conflict with the 
proposal(s) in this Notice, they will be 
considered as comments in the 
proceeding, and Public Notice to this 
effect will be given as long as they are 
filed before the date for filing initial 
comments herein. If they are filed later 


than that, they will not be considered in 
connection with the decision in this 


Seale einetne 


app! 
procedures set out in $§ 1.415 and 1.420 
of the Commission's Rules and 
Regulations, interested parties may file 
comments and reply comments on or 
before the dates set forth in the Notice 


persons 
acting on behalf of such parties must be 
made in written comments, reply 
comments, or appropriate 
Comments shall be served on 
the petitioner by the person filing the 
comments. Reply comments shall be 
served on the person(s) who filed 
comments to which the reply is directed. 
Such comments and reply comments 
shall be by a certificate of 
service. (See § 1.420 fa), (b) and (c) of 
the Commission's Rules.) 

5. Number of Copies. In accordance 
with the provisions of § 1.420 of the 
Commission's Rules and Regulations, an 
original and four copies of all comments, 
any es ae ae a 

other documents shall be furnished the 


Commission. 

6. Publics Inspection of Filings. All 
filings made in this proceeding will be 
available for examination by interested 
parties during regular business hours in 
the Commission's Public Reference 
Room at its headquarters, 1919 M Street, 
NW., Washington, D.C. 

(FR Doc. 83-28186 Filed 10-14-83; 8:45 am] 
BILLING CODE 6712-01-M 


47 CFR Part 73 
[MM Docket No. 83-1058; RM-4570) 


FM Broadcast Station in Grandview, 

Washington; Proposed Changes in 

Table of Assignments 

AGENCY: Federal Communications 

Commission. 

Action: Proposed rule. 

SUMMARY: This action proposes to 

assign FM Channel 265A to Grandview, 

Washington, in response to a petition 
Grandview 


DATES: Comments must be filed on or . 
before November 21, 1983, and reply 
comments on or before December 6, 
1983. 


aponess: Federal Communications 
Commission, Washington, D.C. 20554. 
FOR FURTHER INFORMATION CONTACT: 
Mark N. Lipp, Mass Media Bureau, (202) 
634-6530. 


List of Subjects in 47 CFR Part 73 
Radio broadcasting. 


Notice of Proposed Rule Making 
In the matter of amendment of § 73.202{b), 


By the Chief, Policy and Rules Division. 


1. A petition-for rule making has been 
filed by Prosser Grandview 
es ') 


Washington, as its first local FM service. 
Petitioner expressed an interest in 
applying for the channel, if assigned. 
The channel can be assigned in 
compliance with the minimum distance 
separation requirements. 

2. Canadian concurrence must be 


Washington, is within 320 kilometers 
(200 miles) of the U.S.-Canadian border. 

3. In view of the fact that the proposed 
assignment could provide a first local 
FM service to Grandview, Washington, 
the Commission believes it is 
appropriate to propose amending the FM 
Table of Assignments, § 73.202(b) of the 
Commission's Rules, with respect to the 
following community: 


4. The Commission's authority to 
institute rule making proceedings, 
showings required, cut-off procedures, 
and filing requirements are contained in 
the attached Appendix and are 
incorporated by reference herein. NOTE: 
A showing of continuing interest is 
required by paragraph 2 of the Appendix 
before a channel will be assigned. 

5. Interested parties may file 
comments on or before November 21, 
1983, and reply comments on or before 
December 6, 1983, and are advised to 
read the Appendix for the proper 
procedures. A copy of such comments 
should be served on the petitioner (or 
his consultant) as follows: Sidney 
Roach, Prosser Grandview 
Broadcasters, Inc., P.O. Box 1310, 
Prosser, Washington 99350. 
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note that from the time a Notice of 
Proposed Rule Making is issued until the 
matter is no longer subject to 
Commission consideration or court 
review, all ex 

prohibited in Commission p 

such as this one, which involve channel 
assignments. An ex parte contact is a 
message (spoken or written) concerning 
the merits of a rule making 
other than comments officially filed at 
the Commission or oral presentation 
required by the Commission. Any 
comment which has not been served on 
the petitioner constitutes an ex parte 
presentation and shall not be considered 
in the proceeding. Any reply comment 
which has not been served on the 
person(s) who filed the comment to 
which the reply is directed constitutes 
an ex parte presentation and shall not 
be considered in the proceeding. 


Federal Communications Commission. 
Roderick K. Porter, 

Chief, Policy and Rules Division, Mass Media 
Bureau. 


Appendix 


1. Pursuant to authority found in 
Sections 4{i), 5(d)(1), 303(g) and (r), and 
307(b) of the Communications Act of 
1934, as amended, and §§ 0.61, 0.204{b) 
and 0.283 of the Commission's Rules, It 
is proposed to amend the FM Table of 
Assignments, § 73.202(b) of the 
Commission's Rules and Regulations, as 
set forth in the Notice of Proposed Rule 
Making to which this Appendix is 
attached. 

2. Showings Required. Comments are 
invited on the proposal(s) discussed in 
the Notice of Proposed Rule Making to 
which this Appendix is attached. 
Proponent(s) will be expected to answer 
whatever questions are presented in 
initial comments. The proponent of a 
proposed assignment is also expected to 
file comments even if it only resubmits 
or incorporates by reference its former 
pleadings. It should also restate its 
present intention to apply for the 
channel if it is assigned, and, if 

* 


authorized, to build a station ‘ 
Failure to file may lead to denial of the 


request. 
3. Cut-off Procedures. The following 


procedures will govern the 
consideration of filings in this 


(a) Counterproposals advanced in this 
proceeding itself will be considered, if 
advanced in initial comments, so that 
parties may comment on them in reply 
comments. They will not be considered 
if advanced in reply comments. See 
§ 1.420(d) of the Commission's Rules.) 

(b) With respect to petitions for rule 
making which conflict with the 
proposal(s) in this Notice, they will be 
considered as comments in the 
proceeding, and Public Notice to this 
effect will be given as long as they are 
filed before the date for filing initial 
comments herein. If they are filed later 
than that, they will not be considered in 
connection with the decision in this 


t. 

(c) The filing of a counterproposal 
may lead the Commission to assign a 
different channel than was requested for 
any of the communities involved. 

4. Comments and Reply Comments; 
Service. Pursuant to applicable 
procedures set out in §§ 1.415 and 1.420 
of the Commission's Rules and 
Regulations, interested parties may file 
comments and reply comments on or 
before the dates set forth in the Notice 
of Proposed Rule Making to which this 
Appendix is attached. All submissions 
by parties to this proceeding or persons 
acting on behalf of such parties must be 
made in written comments, reply 
comments, or other appropriate 
pleadings. Comments shall be served on 
the petitioner by the person filing the 
comments. Reply comments shall be 
served on the person(s) who filed 
comments to which the reply is directed. 
Such comments and reply comments 
shall be accompanied by a certificate of 
service. (See § 1.420{a), (b) and (c) of the 
Commission's Rules.) 

5. Number of Copies. In accordance 
with the provisions of Section 1.420 of 
the Commission's Rules and 
Regulations, an original and four copies 
of all comments, reply comments, 
pleadings, briefs, or other documents 
shall be furnished the Commission. 

6. Public Inspection of Filings. All 
filings made in this proceeding will be 
available for examination by interested 
parties during regular business hours in 
the Commission's Public Reference 
Room at its headquarters, 1919 M Street, 
N.W., Washington, D.C. 


[FR Doc. 83-28184 Filed 10-14-83; 8:45 am] 
BILLING CODE 6712-01-M 


47 CFR Part 73 
[MM Docket No. 83-1057; RM-4529] 


Communications, Inc. 

DATES: Comments must be filed on or 

before November 21, 1983, and reply 

comments on or before December 6, 

1983. 

apopress: Federal Communications 

Commission, Washington, D.C. 20554. 

FOR FURTHER INFORMATION CONTACT: 

Montrose H. Tyree, Mass Media Bureau, 

(202) 634-6530. 

SUPPLEMENTARY INFORMATION: 

List of Subjects in 47 CFR Part 73 
Television broadcasting. 


Notice of Proposed Rule Making 
In the matter of amendment of § 73.606(b), 
Table of Assignments, TV Broadcast 
Stations, (Ashland, Virginia); MM Docket No. 
83-1057 RM-4529. 
Adopted: September 27, 1983. 
Released: October 7, 1983. 
By the Chief, Policy and Rules Division. 


1. On June 21, 1983, Christian 
Communications, Inc. (“petitioner”), 
filed a petition for rule making seeking 
the assignments of UHF television 
Channel 65 to Ashland, Virginia, as a 
first local television service. Petitioner 
stated its intention to apply for the 
channel, if assigned. 

2. Ashland (population 4,640,' in 


irginia, 
approximately 24 kilometers (15 miles) 
north of Richmond. 

3. In support of the proposal, 
petitioner asserts that Ashland has a 
vibrant retail area (including two 
shopping centers) and industrial growth 
which includes a textile plant, a grain 
mill, a lumber mill and agriculture. 

4. Based on the information provided 
by the petitioner, we believe that an 
adequate showing has been made for a 
first local television broadcast service to 
Ashland. A Channel 65 assignment to 
Ashland would be short spaced to 
Stations WCVW (Channel 57), WRNX 


1 Population figures are taken from the 1980 U.S. 
Census Advance Report 
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comments on or before November 26, 
1983, and reply comments on or before 
December 6, 1983, and are advised to 
read the Appendix for the proper 
procedures. Additionally, 4 copy of such 
comments should be served on the 
petitioners, or their counsel or 
consultant, as follows Christian 
Communications, Inc., c/o James E. 
Campana, 10211 Staples Mills Road, 
Glen Allen, Virginia 23060. 

7. The Commission has determined 
that the relevant provisions of the 
Regulatory Flexibility Act of 1980 do not 
apply to rule making proceedings to 
amend the TV Table of Assignments, 

§ 73.606(b) of the Commission's Rules. 
See, Certification that §§ 603 and 604 of 
the Regulatory Flexibility Act Do Not 
Apply to Rule Making to Amend 

$§ 73.202(b), 73.504 and 73.606(b) of the 
Commission’s Rules, 46 FR 11549, 
published February 9, 1981. 

8. For further information i 
this proceeding, contact Montrose H. 
Tyree, Mass Media Bureau, (202) 634— 
6530. However, members of the public 
should note that from the time a Notice 
of Proposed Rule Making is issued until 


review, all ex parte contacts are 
prohibited in Commission proceedings, 
such as this one, which involve channel 
assignments. An ex parte contact is a 
message (spoken or written) concerning 
the merits of a pending rule i 
other than comments officially filed at 
the Commission, or oral presentation 


the petitioner constitutes an ex parte 
presentation and shall not be considered 
in the proceeding. Any reply comment 


which has not been served on the 
person(s) who filed the comment, to 
which the reply is directed, constitutes 
an ex parte presentation and shall not 
be considered in the proceeding. 


Federal Communications Commission. . 
Roderick K. Porter, 

Chief, Policy and Rules Division, Mass Media 
Bureau. 


Appendix 


1. Pursuant to authority found in 
Sections 4{i), 5(d)(1), 303 (g) and (r), and 
307(b) of the Communications Act of 
1934, as amended, and §§ 0.61, 0.204(b) 
and 0.283 of the Commission's Rules, It 
is proposed to amend the TV Table of 
Assignments, § 73.606(b) of the 
Commission's Rules and Regulations, as 
set forth in the Notice of Proposed Rule 
Moking to which this Appendix is 
attached. 

2. Showings Required. Comments are 
invited on the proposal(s) discussed in 
the Notice of Proposed Rule Making to 
which this Appendix is attached. 
Proponent(s) will be expected to answer 
whatever questions are presented in 
initial comments. The proponent of a 
proposed assignment is also expected to 
file comments even if it only resubmits 
or incorporates by reference its former 
pleadings. It should also restate its 
present intention to apply for the 
channel if it is assigned, and it 
authorized, to build a station promptly. 
Failure to file may lead to denial of the 

uest. 

3. Cut-off Procedures. the following 
procedures will govern the 
consideration of filings in this 


proceeding. 

(a) Counterproposals advanced in this 
proceeding itself will be considered, if 
advanced in initial comments, so that 
parties may comment on them in reply 
comments. They will not be considered 
if advanced in reply comments. (See 
Section 1.420({d) of the Commission's 
Rules.) 

(b) With respect to petitions for rule 
making which conflict with the 
proposal(s) in this Notice, they will be 
considered as comments in the 
proceeding, and Public Notice to this 
effect will be given as long as they are 
filed before the date for filing initial 
comments herein. If they are filed later 
than that, they will not be considered in 
connection with the decision in this 
docket. 

(c) The filing of a counterproposal 
may lead the Commission to assign a 
different channel than was requested for 
any of the communities involved. 

4. Comments and Reply Comments; 
Service. Pursuant to applicable 
procedures set out in §§ 1.415 and 1.420 


of the Commission's Rules and 
Regulations, interested parties may file 
comments and reply comments on or 
before the dates set forth in the Notice 
of Proposed Rule Making to which this 
Appendix is attached. All submissions . 
by parties to this proceeding or persons 
acting on behalf of such parties must be 
made in written comments, reply 
comments, or other appropriate 
pleadings. Comments shall be served on 
the petitioner by the person filing the 
comments. Reply comments shall be 
served on the person(s) who filed 
comments to which the reply is directed. 
Such comments and reply comments 
shall be accompanied by a certificate of 
service. (See § 1.420{a), (b) and (c) of the 
Commission's Rules.) 

5. Number of Copies. In accordance 
with the provisions of Section 1.420 of 
the Commission's Rules and 
Regulations, an original and four copies 
of all comments, reply comments, 
pleadings, briefs, or other documents 
shall be furnished the Commission. 

6. Public Inspection of Filings. All 
filings made in this proceeding will be 
available for examination by interested 
parties during regular business hours in 
the Commission's Public Reference 
Room at its headquarters, 1919 M Street, 
NW., Washington, D.C. 


[FR Doc. 83-28183 Filed 10-14-83; 8:45 am] 
BILLING CODE 6712-01-M 


DEPARTMENT OF TRANSPORTATION 
National Highway Traffic Safety 
Administration 


49 CFR Part 571 


Federal Motor Vehicle Safety 
Standards; Denial of Petition for 
Rulemaking 


AGENCY: National Highway Traffic 
Safety Administration (NHTSA), DOT. 
ACTION: Denial of petition for 


rulemaking. 


summMaARY: This notice denies a petition 
for rulemaking filed by Physicians for 
Automotive Safety (PAS), asking this 
agency to mandate the installation of 
seat belts on all school buses. NHTSA 
believes that the currently mandated 
occupant protections in school buses 
provide an adequate level of safety 
protection, and that seat belts would not 
raise the level of protection for the 
occupants unless States and local 
jurisdictions were willing to take steps 
to ensure that the seat belts were 
actually used. Any jurisdiction willing to 
take such steps is free under the existing 
requirements to order seat belts in 
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school buses. Those 
or which 


PAS asked alternatively that seat belt 
be mandated on school 
buses if seat belts were not because “it 
is not possible to retrofit belts correctly 
in any buses on the road today.” The 


filed a petition requesting this agency to 
mandate the instaliation of seat belts on 
all new school buses or, alternatively, to 
mandate the installation of seat belt 


that school bus seats meeting the 
requirements of Standard No. 222, 
School Bus Passenger Seating and 
Crash Protection, do not offer restraint 
to passengers in lateral and rollover 
_ crashes unless seat belts are used. As 
evidence to support this assertion, PAS 
cited the March 25, 1983, crash of a 
school bus near Newport, Arkansas, 
which resulted in 9 deaths and 27 
injuries. 

PAS’ request for the agency to require 
the installation of seat belts was made 
in two previous petitions, both of which 


Fatalities in school buses have 
declined since the compartmentalization 
requirement took effect for new school 
buses on April 1, 1977. For the years 
1975 to 1979, there were 87 people killed 
while riding in school buses, with an 
average of 17 persons killed each year. 
For 1980, there were 15 fatalities while 
riding in school buses, and for 1981, the 
last year for which complete statistics 
are available, there were 10 fatalities in 
school buses. These data support the 


It is important to emphasize that 
Standard No. 222 specifies only the 


safety requirements applicable 


their school buses. Thus, any schoo! 
district that wants to order seat belts in 
its school buses in free to do so. In its 
petition, PAS cited the experience of a 
New York, school district 
with seat belts installed in school buses, 
and reported that the belts were being 
worn. NHTSA is pleased to hear of the 
success of this program, and believes 
that it shows the wisdom of allowing — 


that option will presumably take some 
additional steps to ensure that the belts 
are used, and will achieve results 
similar to those experienced in 


The only new information cited in the 
PAS petition concerned the tragic school 
bus accident in Arkansas on March 25 
of this year. That accident showed, 
according to PAS, that the 
compartmentalization concept of 
passenger protection does not work. The 
National Transportation Safety Board 
(NTSB) investigated this accident and 
concluded that it is doubtful that seat 
belts could have prevented any of the 


. deaths in this case, given the nature of 


the crash impact. Further, the school bus 
involved in that accident was built 


standard. It is not clear why PAS 
believes that an accident involving a 
bus built prior to the effective date of a 
safety standard indicates that the 
requirements of that safety standard are 
ineffective. 


Since PAS has presented no new data 
or analyses in support of their 
contention that seat belts should be 
required on all new school buses, this 
part of the petition is denied for the 
same reasons earlier PAS petitions on 
this topic were denied. 

PAS alternatively requested that seat 
belt anchorages be installed in all new 
school buses. PAS asserts in their 
petition that “it is not possible to retrofit 
belts correctly in any buses on the road 
today.” PAS sought to support this 
assertion with two arguments. First, 
according to PAS, only two school bus 
manufacturers will install seat belts in 
the buses at the factory. The other 
school bus manufacturers, according to 
PAS, “claim that seats are not strong 
enough to carry belt loads.” 

To check this argument, NHTSA 
asked the School Bus Manufacturers 
Institute to conduct a poll of its six 

members. That poll found five of 
the six manufacturers would install seat 
belts at the factory if so asked by a 
purchaser. Further, none of the polled 
manufacturers attempted to justify not 
providing seat belts on the basis that the 
seats in the buses are not strong enough 
to withstand the loading. 

The agency has no knowledge of any 
data or analyses which that 
seats in school buses complying with 


calculations which showed that seats 
complying with the ts of the 
standard could withstand 1500 pounds 
seat belt anchorage loads, and this 
ability would allow seat belts to be 


validity of those calculations. NHTSA 
will continue to rely on those 
calculations until some tests or analyses 
are run which suggest there may be 
reason to doubt their validity. 

The second argument offered by PAS 
to explain its assertion concerning 
retrofitting problems was that the seat 
designs in some school buses cause seat 
belts to fail to perform properly. PAS 
asserted that installation of seat belts is 
possible in those school buses only if 
the belts are fed the crack 
between the seat cushion and the seat 
back in an S-shaped path. PAS claims 
the belt, when so installed, would cause 
the seat cushion to depress in a crash 
situation, thereby creating a large 





amount of slack in the belt. According to school bus seats. The accident data for 


PAS, this slack would defeat the energy 


pelvis is such that only a very small 
amount of slack could be created in a 
crash situation. In fact, the situation 
differs little from that of seat belts in 
passenger cars, except that the seat 
cushions in passenger cars generally 
have much thicker padding than do 


passanger cars indicate that the amount 
of slack in seat belts which results from 
seat cushion depression is negligible. 
Further, the agency is unaware of any 
data suggesting that the negligible slack 
gives rise to any safety problems. 
i denies the 
* petition, asking for 

seat belt anchorages to be mandated on 
all school buses. Anchorages can be 
installed along with seat belts, if a 
purchaser wishes to install seat belts on 
its school buses. 

The denial of this PAS petition is 
based on a consideration of the 
currently available data. Should some 
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new data become available indicating 
that current safety protection for 
occupants of school buses might be 
inadequate, the agency will take 
appropriate steps. 
(Sec. 103, 119, Pub. L. 89-563, 80 Stat. 718 (15 
U.S.C. 1392, 1407); delegations of authority at 
49 CFR 1.50 and 49 CFR 501.8) 

Issued: October 11, 1983. 
Kennerly H. Digges, 
Acting Associate Administrator for 
Rulemaking. 
[PR Doc. 83-27985 Filed 10-14-83; 8:45 am] 
BILLING CODE 4910-59-M 





This section of the FEDERAL REGISTER 
contains documents other than rules or 
proposed rules that are applicable to the 
Public. Notices of hearings and 

; committee meetings, agency 
decisions . and rulings, delegations of 
authority, filing of petitions and 
applications and agency statements of 
organization functions are examples 
of documents appearing in this section. 
ED 


AGENCY: Action. 
ACTION: Notice of availability of funds. 


summary: This notice announces the 
availability of funds for Fiscal Year 1984 
under the ACTION Mini-Grant Program 
authorized by the Domestic Volunteer 
Service Act of 1973, as amended (Pub. L. 
93-113, Title I, Part C, 42 U.S.C. 4993). 

Pursuant to Mini-Grant Guidelines 
published in the Federal Register on 
August 20, 1982 (47 FR 36461) ACTION 
Mini-Grant funding priorities 
established in Fiscal Year 1984 are 
projects which provide Volunteer 
Clearinghouse activities or address 
problems in one or more of the following 
areas: problems of youth (literacy, 
substance abuse, runaways, child abuse, 

- latchkey syndrome), Vietnam Veterans; 
or refugees. 

Eligibility: Public or private non-profit 
organizations which utilize, or will 
untilize volunteers as integral part of 
their provision of services may apply for 
grants. Subject to the availability of 
Fiscal Year 1984 funding, approximately 
$115,000 will be available for grants 
averaging $9,600.00 in size. 

Deadlines: Deadline for submission of 
applications is November 30, 1983. 


FOR FURTHER INFORMATION CONTACT: 
Office of Volunteer Liaison (OVL) 
ACTION, Room M-207, 806 Connecticut 
Avenue NW., Washington, D.C. 20525, 
or telephone toll-free 800/424-8867. 


(42 U.S.C. 4993) 


Signed in Washington, D.C., on October 11, 
1983. 


Thomas W. Pauken, 
Director. 


[FR Doc. 83-28241 Filed 10-14-83; 8:45 am] 
BILLING CODE 6050-01-M 


DEPARTMENT OF AGRICULTURE 
Commodity Credit Corporation 

1983 Tobacco Price Support Level— 
Burley Tobacco 

AGENCY: Commodity Credit Corporation 
(CCC), USDA. 


ACTION: Notice of Determination of 
Level of Price Support for 1983-Crop 
Burley Tobacco. 


summary: The purpose of this notice is 


to affirm the August 2, 1983 
announcement made by the Secretary of 
Agriculture with respect to 
determinations of the level of price 
support for eligible grades of the 1983- 
crop of burley tobacco. The 
determination of the level of price 
support for eligible grades of burley 
tobacco is made in accordance with 
section 106 of the Agricultural Act of 
1949, as amended by the Tobacco Price 
Support Stabilization Act of 1983 (Pub. 
L. 98-59, approved July 25, 1983). 
EFFECTIVE DATE: October 17, 1983. 


FOR FURTHER INFORMATION CONTACT: 
Robert L. Tarczy or Robert H. Miller, 
(202) 447-8839. The Final Regulatory 
Impact Analysis describing the impact 
of establishing the prescribed support 
level is available from Dr. Miller or Mr. 
Tarczy. 


SUPPLEMENTARY INFORMATION: This 
notice of determination has been 
reviewed under USDA procedures 
established in accordance with 
Executive Order 12291 and Secretary's 
Memorandum 1512-1 and has been 
classified “not major.” It has been 
determined that these program 
provisions will not result in: (1) An 
annual effect on the economy of $100 
million or more, (2) a major increase in 
costs or prices for consumers, individual 
industries, Federal, State or local 
governments, or geographical regions, or 
(3) significant adverse effects on 
competition, employment, investment, 
productivity, innovation, the 
environment, or the ability of United 
States-based enterprises to compete 
with foreign-based enterprises in 
domestic or export markets. 

The title and number of the Federal 
Assistance Program to which this notice 
applies are: Title—Commodity Loan and 
Purchases, Number—10.051, as set forth in 
the Catalog of Federal Domestic Assistance. 


Federal Register 
Vol. 48, No. 201 


Monday, October 17, 1983 


It has been determined that the 
Regulatory Flexibility Act is not 
applicable to this notice since the 
Commodity-Credit Corporation (CCC) is 
not required by 5 U.S.C. 553 or any other 
prov‘sion of law to publish a notice of 
proposed rulemaking with respect to the 
subject of this notice. 

Section 106 of the Agricultural Act of 
1949, as amended (the Act), requires that 
price support be made available for the 
1983 crop of burley tobacco since 
producers of burley tobacco have not 
disapproved marketing quotas for the 
1983 marketing year. The level of price 
support for the 1982 crop of burley 
tobacco was 175.1 cents per pound, 
determined in accordance with sections 
106 (b) and (d) of the Act. 

The Tobacco Price Support 
Stabilization Act of 1983 amended 
section 106 of the Act to provide that the 
support level for the 1983 crop of any 
kind of tobacco for which marketing 
quotas, are in effect or for which 
marketing quotas are not disapproved 
by producers, shall be the support level 
in cents per pound at which the 
respective 1982 crop was supported. 

Since the only purpose of this notice is 
to affirm the announcement made by the 
Secretary on August 2, 1983, with 
respect to the level of support for the 
1983 crop of burley tobacco, it has been 
determined that no further public 
rulemaking shall be required with 
respect to the following determination. 
Determination 

It has been determined that the 
support level for the 1983 crop of burley 
tobacco is 175.1 cents per pound. 

Authority: Secs. 4, 5, 62 Stat. 1070, as 
amended (15 U.S.C. 714b, 714c); Secs. 101, 
106, 401, 405, 406, 63 Stat. 1051 as amended, 
74 Stat. 6, as amended, 63 Stat. 1054, as 
amended, 63 Stat. 1055 (7 U.S.C. 1441, 1445, 
1421, 1423, 1426) 

Signed at Washington, D.C. on October 12, 
1983. 

Everett Rank, 

Executive Vice President, Commodity Credit 
Corporation. 

[FR Doc. 83-28125 Filed 10-14-83; 8:45 am] 

BILLING CODE 3410-05-M 


1983 Tobacco Price Support Leveil— 
Minor Kinds of Tobacco 


AGENCY: Commodity Credit Corporation 
(CCC), USDA. 
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(types 22-23), dark air-cured (types 35- 
36), sun-cured (type 37), cigar binder 

(types 51-52) and cigar filler and binder 
(type 51-52) and cigar filler and binder 


Robert L. Tarczy or Robert H. Miller, 
(202) 447-8839. The Final Regulatory 
Impact Analysis describing the impact 
of establishing each support level is 
available from Dr. Miller or Mr. Tarczy. 
SUPPLEMENTARY INFORMATION: This 
notice of determination has been 


classified “not major.” It has been 
determined that these 
provisions will not result in: (1) An 
annual effect on the economy of $100 
million or more, (2) a major increase in 


competition, employment, investment, 
ae innovation, the 
environment, or the ability of United 
States-based enterprises to compete 
with foreign-based enterprises in 
domestic or export markets. 

The title and number of the Federal 
Assistance to which this notice 
applies are: ty Loan and 

Purchases, Number—10.051, as set forth in 
Pop wpe my mehetartene abel 


It has been determined that the 
Regulatory Flexibility Act is not 
applicable to this notice since the 
Commodity Credit Corporation (CCC) is 
not required by 5 U.S.C. 553 or any other 
provision of law to publish a notice of 
proposed rulemaking with respect to the 
subject matter of this notice. 

Section 106 of the Agricultural Act of 
1949, as amended (the “Act”), requires 


that price support be made available for 
the 1983 crop of these minor kinds of 
tobacco since the producers of these 
tobaccos have not disapproved 
marketing quotas for the 1983 marketing 
year. The following levels of price 
support for the 1982 crop of these minor 
kinds of tobacco were determined in 
accordance with section 106 (b) and (d) 
of the Act: 


Dark air-cured (types 35-36) nee nennen 
Fire-cumeed (ype 21) an aanenneenennnnnenennennnnennvnsnnentnnenene 


Pa eee mre ee 
54-55) 


The Tobacco Price Support 
Stabilization Act of 1983 amended 
section 106 of the Act to provide that for 
the 1983 crop of any kind of tobacco for 
which marketing quotas are in effect, or 
for which marketing quotas are not 
disapproved by producers, shall be the 
support level in cents per pound at 
which the respective 1982 crop was 
supported. 

Since the only purpose of this notice is 
to affirm the announcement made by the 
Secretary on August 2, 1983, with 
respect to the level of support for the 
1983 crop of various kinds of tobaccos, it 
has been determined that no further 
public rulemaking shall be required with 
respect to the following determinations. 


Determinations 


It has been determined that the 
support levels for the 1983 crop for fhese 
minor kinds of tobacco are as follows: 


Authority: Secs. 4, 5, 62 Stat. 1070, as 
amended (15 U.S.C. 714b, 714c); Secs. 101, 
106, 401, 405, 406, 63 Stat. 1051 as amended, 
74 Stat. 6, as amended, 63 Stat. 1054, as 
amended, 63 Stat. 1055 (7 U.S.C. 1441, 1445, 
1421, 1423, 1426) 


Signed at Washington, D.C. on October 12, 
1983. 


Everett Rank, 

Executive Vice President, Commodity Credit 
Corporation. 

[FR Doc. 63-28126 Filed 10-14-83: 6:45 am| 

BILLING CODE 3410-05-M 


Forest Service 


Land and Resource Management Pian; 
Lassen National Forest, Butte, Lassen, 
Modoc, Piumas, Shasta, Siskiyou and 
Tehama Counties, California; intent to 
Reevaiuate Roadiess Areas 

The Department of Agriculture, Forest 
Service issued ajnational environmental 
impact statement in January 1979. This 
environmental impact statement 
documented the results of a review of 62 
million acres of roadless and 
undeveloped areas within the 190 
million acre National Forest System. 
The purpose of this roadless area review 
and evaluation (RARE II) was to 
determine which of these roadless areas 
were suitable for wilderness and which 
should be used for other purposes. 

In the Pacific Southwest Region, 
RARE II analyzed over 6 million acres 
located in California. About 983,000 
acres were recommended for 
wilderness; 2,643,000 acres were 
recommended for further planning; and 
2,395,000 acres were recommended for 
nonwilderness. 

In 1979 the State of California 
challenged the adequacy of the national 
RARE II Environmental Impact 
Statement as the basis for decisions to 
manage 46 areas in California for uses 
other than wilderness. In October 1982, 
the United States Court of Appeals for 
the Ninth Circuit affirmed a lower court 
decision that the RARE II Environmental 
Impact Statement was inadequate. 
Although the decision applied 
specifically to only the 46 roadless areas 
in California, it sets binding precedent 
for all Federal District Courts in the 
Ninth Circuit. 

Because of the October 1982 court 
decision, National Forest roadless areas 
recommended for wilderness and 
nonwilderness during RARE II will be 
reevaluated. The 36 CFR 219.17 Forest 
planning regulations (issued 9/30/82) 
prohibited consideration for wilderness 
of areas recommended for 
nonwilderness in RARE IL. A revision to 
these regulations (effective 10/7/83) 
allows further evaluation of RARE II 
proposed wilderness and nonwilderness 
areas during the Forest planning 
process. This notice is being issued to 
comply with the revision. 





Federal Register / Vol. 48, No. 201 / Monday, October 17, 1983 / Notices 


The reevaluation of the RARE II areas 
on the Lassen National Forest will be 
done as paft of the Forest's land and 
resource management plan. 


On the Lassen National Forest, nine 
roadless areas containing 74,428 gross 
acres were recommended for wilderness 
and three roadless areas containing 
34,645 gross acres were recommended 
for nonwilderness. These areas will now 
be reevaluated. They include: 


Detailed information on the roadless 
areas and the reevaluation process will 
be distributed to those on the Forest 
mailing list and to others requesting a 
copy. In addition, there will be open 
houses held November 9, 1983 at 7:00 
p.m. in Chico, California at the Card 
Community Center, 545 Vallenbrosa 
Ave.; and November 14-18, 1983, 8:00 
a.m.—4:30 p.m. in Susanville, California 
at the Forest Supervisor's Office, 707 
Nevada Street, to further explain, 
discuss and gather new information 
about the roadless areas and the 
reevaluation process. 

Written comment concerning the 
reevaluation are encouraged. These 
comments and any questions should be 
directed to Marlin Johnson, Planning 
Officer, Lassen National Forest, 707 
Nevada Street, Susanville, California 
96130 or phone (916) 257-2151. 
Comments would be most useful if 
received by November 30, 1983. 


Dated: October 7, 1983. 
David M. Jay, 
Forest Supervisor, Lassen National Forest. 
{FR Doc. 83-28171 Filed 10-14-83; 8:45 am] 
BILLING CODE 3410-11-m 


Land and Resource Management Pian; 
Region 


In 1979, the State of California 

the adequacy of the National 
RARE Ii Environmental Impact 
Statement as the basis for decisions to 
manage 46 areas in California for other 
than wilderness. In October 1982, the 
United States Court of Appeals for the 
Ninth Circuit affirmed a lower court 
decision that the RARE II Environmental 
Impact Statement was inadequate. 
Although the decision applied 
specifically to only the 46 roadless areas 
in California, it sets binding precedent in 
any Federal District Court in the Ninth 
Circuit. 

Because of the October 1982 court 
decision, National Forest roadless areas 
in the Pacific Northwest Region studied 
for wilderness potential during RARE II 
will be reevaluated. 

Pacific Northwest Region National 
Forests in Oregon and Washington, 
depending on the situation of the 
individual National Forests, will prepare 
a draft environmental impact statement, 
a revised draft environmental impact 
statement or a supplement to an existing 
draft environmental impact statement 
for Forests’ Land and Resource 
Management Plans that include a 
reevaluation of roadless areas. The re- 
evaluation analysis is expected to take 
from 8 to 14 months and draft 


environmental impact statements or 


supplements will be available after that 
date. Final environmental impact 
statements are expected in 1985. 

Public issues will be identified and the 
environmental disclosure documents 
will display alternatives responsive to 
these public issues. 

The Notice is being issued because, 
contrary to earlier regulations to 
implement the National Forest 
Management Act, issued 9/30/82, a 
revision fo 36 CFR 219.17, issued 9/7/83 
will allow further evaluation of RARE II 
wilderness and non-wilderness areas 
during the Forest planning process. We 
are beginning public participation, data 
collections, and analysis. 

Detailed information on the roadless 
areas and public involvement in the 
reevaluations process will be 
forthcoming from individual National 
Forests in and W; ‘on. 

The responsible official is Jeff Sirmon, 
Regional Forester of the Pacific 
Northwest Region. For further 
information on this subject, contact Al 
Lampi, Planning, Pacific Northwest 
Region, P.O. Box 3623, Portland, Oregon 
97208, Area Code 503-249-5370. 


Dated: October 7, 1983. 
Jeff M. Sirmon, 
Regional Forester. 
[FR Doc. 83-28165 Filed 10-14-83; 6:45 am] 
BILLING CODE 3410-11-08 


CIVIL AERONAUTICS BOARD 
(Docket 40350] 


North Pacific Airlines Fitness 
investigation; Conference 


At the request of the applicant a 
conference on the matters 
involved in this case will be held before 
the undersigned at 10:00 a.m. (local 
time), October 21, 1983, in Room 1027, 
Universal Building, Civil Aeronautics 
Board, 1825 Connecticut Avenue, NW., 
Washington, D.C. 

Dated at Washington, D.C., October 11, 
1983. 


William A. Kane, Jr., 
Administrative Law Judge: 
[FR Doc. 28218 Filed 10-14-83; 8:45 am] 
BILLING CODE 6320-01-M 


CIVIL RIGHTS COMMISSION 


Rhode Isiand Advisory Committee; 
Agenda and Notice of Open Meeting 

Notice is hereby given, pursuant to the 
provisions of the Rules and Regulations 
of the U.S. Commission on Civil Rights, 
that a meeting of the Rhode Island 
Advisory Committee to the Commission 
will convene at 5:00 p.m. and will end at 
7:00 p.m. on December 7, 1983, at the 
Outlet Broadcasting Company, 111 
Dorrance Street, Providence, RI 02903. 
The purpose of the meeting is to discuss 
the annual report and continue program 
planning. 

Persons desiring additional 
information or planning a presentation 
to the Committee, should contact the 
Chairperson, Ms. Dorothy D. Zimmering, 
12 Chapin Road, Barrington, RI 02806; 
(405) 624-6212; or the New England 
Regional Office, 55 Summer Street, 8th 
Floor, Boston, MA 02110; (617) 223-4671. 

The meeting will be conducted 
pursuant to the provisions of the Rules 
and Regulations of the Commission. 

Dated at Washington, D.C. October 6, 1983. 
John L. Binkley, 

[FR Doc. 83-28024 Filed 10-14-83: &:45 am] 
BILLING CODE 6335-01-€ 


Rhode Island Advisory Committee; 
Agenda and Notice of Open Meeting 
Notice is hereby given, pursuant to the 


provisions of the Rules Regulations of 
the U.S Commission on Civil Rights, that 
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Dated at Washington, D.C. October 6, 1983. 
John L Binkley, 
{FR Doc. &3-28023 Filed 10-14-83: &45 am| 
BULLING CODE 6335-01-™ 


Advisory Committee; Agenda 


will convene at 5:00 p.m. and will end at 
9-00 p.m., on November 13, 1983, and 
again at 8-30 a.m. to 5:30 p.m., on : 
November 14, 1983, at the Holiday Inn- 


information about civil rights complaints 

and enforcement at-the State and local 

levels of government in Virginia and to 

_ discuss the feasibility of establishing a 
Virginia human rights agency. 


(804) 458-7404; or the Mid-Atlantic 
Office, 2120 L Street, NW.. 
Washington, D.C. 20037; (202) 254-6670. 
The conference will be conducted 
pursuant to the provisions of the Rules 
and Regulations of the Commission. 


Dated at Washington, D.C. October 11, 
1963. 
John L Binkley, 
Advisory Committee Management Officer. 
[PR Doc. &3-28025 Filed 10-14-63; 8:45 am] 
BILLING CODE 6335-01-41 


DEPARTMENT OF COMMERCE 


administrative review of the 
countervailing duty order on certain 
the period January 1, 1981 through 
December 31, 1981. 

As a result of the review, the 
Department has preliminarily 
determined the net subsidy to be 19.68 
percent ad valorem for 1981. Interested 
parties are invited to comment on these 
preliminary results. 
EFFECTIVE DATE: October 17, 1983. 


FOR FURTHER INFORMATION CONTACT: 
Patricia Stroup or Joseph Black, Office 
of Compliance, International Trade 
Administration, U.S. Department of 


On January 15, 1982, the Department 
of Commerce (“the Department”) 
published in the Federal Register (47 FR 
2391) the final results of its last 
administrative review of the 
countervailing duty order on certain 
fasteners from India (45 FR 48607, July 
21, 1980) and announced its intent to 
conduct the next administrative review. 
As required by section 751 of the Tariff 
Act of 1930 (“the Tariff Act”), the 
Department has now conducted that 
administrative review. 


Scope of the Review 
Imports covered by the review are 


646.6020, 646.6320 
of the Tariff Schedules of the United 
States Annotated (“TSUSA”). 

On October 6, 1982 (47 FR 44129) the 
Department revoked this order with 
respect to fasteners from India entering 
under TSUSA items 646.5400 and 
646.5600. This revocation was éifective 


- for shipments entered, or withdrawn 


from warehouse, for consumption on or 


after January 6, 1982, and therefore does 
not affect this review. 

The review covers the period January 
1, 1981 through December 31, 1981, and 
four programs: (1) A rebate upon export 
of indirect taxes under the Cash 
Compensatory Support Program 
(“CCS”); (2) pre-shipment export loans; 
(3) a tax deduction under the Export 
Markets Development Allowance; and 


(4) grants through the Market 
Development Assistance Program. 


Analysis of Programs 
(1) CCS Program 


The Government of India introduced 
the CCS program in 1966 with the 
primary purpose of rebating upon 
exportation indirect taxes on 
merchandise. The rebates are paid as a 
percentage of the f.o.b. invoice price. We 
found in the 1980 final affirmative 
determination that the Indian 
government had not satisfactorily 
demonstrated the requisite linkage, prior 
to establishing the rate, between the 
indirect tax incidence on the product 
and the 17.5 percent CCS payment. 
Further, we stated that the actual tax 
incidence was not reasonably calculated 
and documented. We consequently held 
the full amount of the CCS payment 
countervailableThis rate of rebate 
remained in effect during the review 
period. Therefore, for 1981, we 
preliminarily determine that the CCS 
program provided an ad va/orem benefit 
equal to the entire 17.5 percent. 

In 1982, the Indian government revised 
the rate of rebate for fasteners 
(including all merchandise now covered 
by the order) based on a new study of 
the indirect tax incidence on the 
exported product. On September 30, 
1982, the government established a rate 
of rebate of 12 percent ad valorem for 
shipments made on or after October 1, 
1982. The Department reviewed during 
its January 1983 verification official and 
company records supporting the revised 
rate of rebate. Based on that evidence, 
we preliminarily find that the requisite 
linkage exists in this case for shipments 
receiving the 12 percent rebate. 

After reviewing evidence of the 
average indirect tax incidence on this 
merchandise for the portion of 1982 
forming the basis of the study, we find 
that such incidence is above the revised 
12 percent rate of rebate. 

Since exports on or after October 1, 
1982 are eligible only for the 12 percent 
CCS payment, we preliminarily 
conclude, for purposes of cash deposit of 
estimated countervailing duties, that an 
overrebate does not exist. 
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(2) Pre-Shipment Export Loans 


based on presentation of a confirmed 
order or letter of credit. These loans 
have a sliding scale interest rate that 
varies with the elapsed time the loan is 
outstanding. In general, the loans are 
granted for a period of 90 to 180 days. 
During 1981 preferential rates of interest 
under this program ranged from 11.85 
percent to 15 percent. The commercial 
interest rates for revolving credit lines 
and for short-term credit up to one year 
were 17 to 20 percent during the review 
period. Therefore, for calendar year 
1981, we preliminarily find a net subsidy 
of 1.49 percent ad valorem. 


(3) Tax Deductions Under the Export 
Markets Development Allowance 


Under Article 35B of the Finance Act, 
the Government of India allows 
exporters to deduct 133 percent of 
certain expenses related to market 
development. However, because the 
Indian government allows the deduction 
of 100 percent of such expenses for non- 
export sales, we focus on the remaining 
33 percent as the benefit. Exporters, in 
filing tax returns prior to 1981, 
overstated the absolute value of their 
Article 35B claims due to ambiguities in 
the law governing the types of allowable 
expenses. Consequently, Indian tax 
authorities regularly reduced Article 35B 
claims by a significant amount in 
reviewing the deductions. 

In 1981, the Indian government 
reduced the number of allowable 
expenditures under Article 35B, defining 
more stringently the remaining 
categories. Therefore, we used the full 
amount of the Article 35B claims when 
computing the subsidy. We preliminarily 
determine a net subsidy of 0.69 percent 
ad valorem for that calendar year. 

The Government of India has stated 
that Article 35B of the Finance Act has 
been repealed, and that no benefits have 
been available under that Article since 
March 1, 1983. Even though Article 35B 
of the Finance Act was repealed, the 
benefits conferred as a result of this 
program continue at least until after the 
end of the tax year in which March 1, 
1983 falls. Therefore, the Department 
has included potential benefits from this 
program in its cash deposit of estimated 
countervailing duties and will examine 
benefits from this program in its next 
administrative review: 


(4) Market Development Assistance 
Grants 


The Indian government provides 
grants to exporters to cover expenses 
for foreign market study teams and 
promotional publications. During 1981, 
no exporter of fasteners received such a 
grant. Therefore, we preliminarily find 
no subsidy for the period of review. 


Preliminarily Results of the Review 


As a result of the review, we 
preliminary determine the aggregate net 
subsidy to be 19.68 percent ad valorem 
for the period of January 1, 1981 through 
December 31, 1981. Accordingly, the 
Department intends to instruct the 
Customs Service to assess 
countervailing duties of 19.68 percent of 
the f.0.b. invoice price on all shipments 
of Indian fasteners exported on or after 
January 1, 1981, and on or before 
December 31, 1981. These instructions 
will not apply to fasteners entering 
under TSUSA items 646.5400 and 
646.5600 and entered, or withdrawn from 
warehouse, for consumption on or after 
January 6, 1982 even if exported prior to 
January 1, 1982. 

Further, as provided for by section 
751(a)(1) of the Tariff Act, the 
Department intends to instruct the 
Customs Service to collect a cash 
deposit of estimated countervailing 
duties of 2.18 percent of the f.o.b. invoice 
price on any shipments of covered 
Indian fasteners entered, or withdrawn 
from warehouse, for consumption on or 
after the date of publication of the final 
results of this administrative review. 
This-deposit requirement shall remain in 
effect until publication of the final 
results of the next administrative 
review. 

Interested parties may submit written 
comments on these preliminary results 
within 30 days of the date of publication 
of this notice and may request 
disclosure and/or a hearing within 10 
days of the date of publication. Any 
hearing, if requested, will be held 45 
days after the date of publication or the 
first workday thereafter. Any request for 
an administrative protective order must 
be made no later than’5 days after the 
date of publication. The Department will 
publish the final results of this 
administrative review including the 
results of its analysis of issues raised in 
any such written comments or at a 
hearing. 

This administrative review and notice 
are in accordance with section 751(a)(1) 
of the Tariff Act (19 U.S.C. 1675(a)(1)) 
and § 355.41 of the Commerce 
Regulations (19 CFR 355.41). 


Dated: October 10, 1983. 
Alan F. Holmer, 
Deputy Assistant Secretary for Import 
Administration. 
[FR Doc. 63-28224 Filed 10-14-83; 8:45 am] 
BILLING CODE 3510-25-M 


{C201-015] 
Initiation of Countervailing Duty 
Investigation—Unprocessed Float 
Glass From Mexico 


AGENCY: International Trade 
Administration, Commerce. 
ACTION: Notice. 


sumMaRy: On the basis of a petition 
filed with the U.S. Department of 
Commerce, we are initiating a 
countervailing duty investigation to 
determine whether manufacturers, 
producers, or exporters in Mexico of 
unprocessed float glass as described in 
the “Scope of Investigation” section 
below, receive benefits which constitute 
bounties or grants within the meaning of 
the countervailing duty law. If our 
investigation proceeds normally, we will 
make our preliminary determination on 
or before December 12, 1983. 
EFFECTIVE DATE: October 17, 1983. 


FOR FURTHER INFORMATION CONTACT: 
Deborah A. Semb, Office of 
Investigations, Import Administration, 
International Trade Administration, U.S. 
Department of Commerce, 14th Street 
and Constitution Avenue, NW., 
Washington, D.C. 20230, telephone: (202) 
377-3534. 

SUPPLEMENTARY INFORMATION: . 
Petition 

On September 16, 1983, we received a 
petition filed on behalf of PPG 
Industries, Inc. and the U.S. industry 
producing unprocessed float glass. In 
compliance with the filing requirements 
of section 355.26 of the Commerce 
Regulations (19 CFR 355.26), the petition 
alleges that manufacturers, producers, 
or exporters in Mexico of unprocessed 
float glass receive, directly or indirectly, 
bounties or grants within the meaning of 
section 303 of the Tariff Act of 1930, as 
amended (the Act). 

Mexico is not a “country under the 
Agreement” within the meaning of 
section 701(b) of the Act, and therefore 
seciton 303 of the Act applies to this 
investigation. The merchandise being 
investigated is dutiable, and there are 
no “international obligations” within the 
meaning of section 303(a)(2) of the Act 
which require an injury determination. 
Therefore, under this section the 
domestic industry is not required to 





that, and the U.S. International 


petition on 
unprocessed float glass, and we have 
found that the petition meets those 


' molten glass over a bed of molten tin. 
Unprocesed float glass is currently 
classified under item numbers 543.2100 
through 543.6900 of the Tariff Schedules 
of the United States Annotated 


exemptions (CEPROF1); preferential 
financing for the promotion of exports 
(FOMEX); import duty reductions and 
exemptions; inclusion in the FICORCA 
program (Trust Fund for the Coverage of 
Exchange Risks); tax rebates for exports 
(CEDIs and “extra-CEDIs”}; and 
preferential prices for natural gas. In 
addition, we will include in this 
investigation the Mexican government 
programs which, in prior cases, we have 
found might confer countervailable 


(FONE); 
Guarantee and development Fund for 
Medium and Small Businesses 
(FOGAIN); Mexican Institute for Foreign 
Trade (IMCE); Trust for Industrial Parks, 
cities, and Commercial Centers 
(FIDEIN); National Preinvestment Fund 
for Studies and Projects (FONEP):; 


National Fund for Industrial Promotion 

(FOMIN); preferential federal and state 

investmet incentives; government- 

financed technology development; 

preferential vessel, freight, terminal, and 

insurance benefits; accelerated 

depreciation allowances; and 

investment credits for new machinery. 
Dated: October 6, 1983. 

Alan F. Holmer, 

Deputy Assistant Secretary for Import 

Administration. 

[FR Doc. 63-28221 Filed 10-14-83; 8:45 am] 

BILLING CODE 3510-25-M 


Exporters’ Textile Advisory 
Committee, Change of Date of Public 
Meeting 


On September 9, 1983 a notice was 
published in the Federal Register (FR 
25144) announcing a meeting of the 
Exporters’ Textile Advisory Committee 
on October 12, 1983 at 1:30 p.m. in Room 
4830 of the Main Commerce Building, 
14th Street and Constitution Avenue, 
NW., Washington, D.C. 20230. The 
purpose of this notice is to announce 
that the date, time, and location has 
been changed to November 17, 1983 at 
10:00 a.m. in Room 3708 in the Main 
Commerce Building. 

Dated: October 11, 1983. 

Walter C. Lenahan, 

Deputy Assistant Secretary for Textiles and 
Apparel. 

[FR Doc. 83-28222 Filed 30-14-83; 6:45 am] 

BILLING CODE 3510-25-M 


Applications for Duty-Free Entry of 
Scientific Instruments; Harvard 
University et al. 


The following are notices of the 
receipt of applications for duty-free 
entry of scientific instruments published 
pursuant to Section 6(c) of the 
Educational, Scientific and Cultural 
Materials Importation Act of 1966 (Pub. 
L. 89-651; 80 Stat. 897) and the 
regulations issued pursuant thereto (15 
CFR Part 301 as amended by 47 FR 
32517). 

Interested persons may present their 
views with respect to the question of 
whether an instrument or apparatus of 
equivalent scientific value for the 
purposes for which the instrument is 
intended to be used is being 
manufactured in the United States. 

Comments must be filed in 
accordance with § 301.5(a) (3) and (4) of 
the regulations. They are to be filed in 
triplicate with the Director, Statutory 
Import Programs Staff, U.S. Department 
of Commerce, Washington, D.C. 20230, 
within 20 calendar days after the date 
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on which this notice of application is 
published in the Federal Register. 

ait copy of each application is on file in 

the Department of Commerce, and may 
be examined between 8:30 A.M. and 5:00 
P.M., Monday through Friday, Room 
1523, 14th and Constitutution Avenue, 
NW., Washington, D.C. 20230. 

Docket No. 83-121. Applicant: 
Harvard University, Purchasing 
Department, 1350 Massachusetts 
Avenue, Cambridge, MA 02138. 
Instrument for the Study of Spin 
Polarized Atomic Hydrogen. 
Manufacturer: Natuurkundig 
Laboratorium, The Netherlands. 
Intended use of instrument: Research: 
Studies to quantify properties of spin 
polarized atomic hydrogen and 
deuterium. Education: Research by 
graduate students in the courses Physics 
383 and 384. Application received by 
Commissioner of Customs: September 
28, 1983. 

Docket No. 83-122. Applicant: 
Harvard University, Purchasing 
Department, 1350 Massachusetts 
Avenue, Cambridge, MA 02138. 
Instrument: Apparatus for the Study of 
Clusters in Expanding Supersonic 

ams by means of Raman Scattering. 
Manufacturer: Natuurkundig 
Laboratorium, The Netherlands. 
Intended use of instrument: Research: 
Study of the formation and properties of 
microscopic clusters of atoms and 
molecules. Education: Graduate student 
research as requirement for Ph.D. degree 
in the courses Physics 383 and 384. 
Application received by Commissioner 
of Customs: September 28, 1983. 

Docket No. 83-123. Applicant: 
University of Alaska, Fairbanks, 
Institute of Arctic Biology, Fairbanks, 
Alaska 99701. Instrument: Seven-day 
Recording Volumetric Spore Trap and 
Accessories. Manufacturer: Burkard 
Manufacturing Co., Ltd., United 
Kingdom. Intended use of instrument: 
Research: Studies of pollen grains and 
spores suspended and transported in the 
atmosphere to develop more effective 
prevention and treatment of allergy. 
Application received by Commissioner 
of Customs: September 29, 1983. 

Docket No. 83-209. Applicant: 
Harvard University, Purchasing 
Department, 1350 Massachusetts 
Avenue, Cambridge, MA 02138. 
Instrument: Fourier Transform for 
Infrared Michelson Interferometer and 
Accessories. Manufacturer: 
Natuurkundig Laboratorium, The 
Netherlands. Intended use of instrument: 
Research: The study of properties of 
quantum solids (hydrogen and 
deuterium) under pressure. Education: 
Independent research by graduate 
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students in the courses Physics 383 and 
384. Application received 
Commissioner of Customs: September 
28, 1983. 

Docket No. 83-216. Applicant: 
Harvard University, Purchasing 
Department, 1350 Massachusetts 
Avenue, Cambridge, MA 02138. 
Instrument: Apparatus for the Study of 
Condensable Gases at Ultra High 
Pressures and Low Temperatures with 
Accessories. Manufacturer: 
Natuurkundig Laboratorium, The 
Netherlands. Intended use of instrument: 
Research: Determination of high 
pressure properties of molecular 
hydrogen, deuterium, helium and oxygen 
at low temperatures. Education: 
Independent research by graduate 
students in the courses Physics 383 and 
384. Application received by 
Commissioner of Customs: September 
28, 1983. 

Docket No. 83-320. Applicant: 
University of California, Lawrence 
Livermore National Laboratory, P.O. 
Box 5012, L-650, Livermore, CA 94550. 
Instrument: Millimeter Radar 
Subsystem, Model VZQ 2750A1 and 
Accessories. Manufacturer: Varian 
Associates, Canada. Intended use of 
instrument: Research: The effects and 
lethality of microwave radiation on 
small electronic circuits and 
components. Application received by 
Commissioner of Customs: September 
26, 1983. 

Docket No. 83-321. Applicant: 
University of Utah, Physics Department, 
Rm. 151 Annex Bldg., Salt Lake City, UT 
84112. Instrument: Excimer Laser 
Pumped Dye Laser System and 
Accessories. Manufacturer: Lambda 
Physik, West Germany. Intended use of 
instrument: Research: 

(1) Study of statics and dynamics of 
laser-induced photoreactions in solids. 

(2) Excited state lifetime and 
resonance Raman scattering 
experiments. 

(3) Development of new tunable solid 
state laser materials, and 

(4) Performance of optically-excited 
time-resolved electron spin resonance 
and optically detected magnetic 
resonance experiments. 

Application received by 
Commissioner of Customs: September 
28, 1983. 

Docket No. 83-322. Applicant: 
Harvard University, Purchasing 
Department, 1350 Massachusetts 
Avenue, Cambridge, MA 02138. 
Instrument: Home-made Cryostats and 
Components. Manufacturer: 
Natuurkundig Laboratorium, The 
Netherlands. Intended use of instrument: 
Raman scattering, infrared absorption, 
isocheric measurements of molecular 


hydrogen and deuterium to gain an 
understanding of the materials as a 
function of density. Independent 
research by graduate students in the 
courses Physics 383 and 384. Application 
received by Commissioner of Customs: 
September 28, 1983. 

Docket No. 83-323. Applicant: 
Harvard University, Purchasing 
Department, 1350 Massachusetts 
Avenue, Cambridge, MA 02138. 
Instrument: Infrared Laser and 
Components. Manufacturer: University 
of Amsterdam, The Netherlands. 
Intended use of instrument: Far infrared 
spectroscopy and absorption 
experiments on spin polarized hydrogen 
gas. Independent research by graduate 
students in the courses Physics 383 and 
384. Application received by 
Commissioner of Customs: September 
28, 1983. 

Docket No. 83-194R. Applicant: 
University of Alabama in Birmingham, 
Comprehensive Cancer Center, NMR 
Core Facility, CHSB B-31, Birmingham, 
AL 35294. Instrument: NMR 
Spectrometer, Model WH-400. Original 
notice of this resubmitted application 
was published in the Federal Register of 
May 13, 1983. 

(Catalog of Federal Domestic Assistance 
Program No. 11.105, Importation of Duty-Free 
Educational and Scientific Materials) 

Frank W. Creel, 

Acting Director, Statutory Import Programs 
Staff. 

[FR Doc. 83-28223 Filed 10-14-83; 8:45 am] 

BILLING CODE 3510-25-M 


Pig iron From Canada; Tentative 
Determination To Revoke in Part 
Antidumping Finding 


AGENCY: International Trade 
Administration, Commerce. 
ACTION: Notice of Tentative 
Determination to Revoke in Part 
Antidumping Finding. 
summaRY: The Department of 
Commerce has tentatively determined to 
revoke in part the antidumping finding 
on pig iron from Canada. The tentative 
determination to revoke in part applies 
to one exporter, Stelco, Inc. Stelco made 
all sales of this merchandise to the 
United States at not less than fair value 
or had de minimis margins during the 
period July 1, 1980 through June 30, 1982. 
Interested parties are invited to 
comment on this tentative 
determination. 
EFFECTIVE DATE: October 17, 1983. 
FOR FURTHER INFORMATION CONTACT: 
Cynthia C. Connell or Susan M. 
Crawford, Office of Compliance, 
International Trade Administration, 


47041 


Department of Commerce, Washington, 
D.C. 20230, telephone: (202) 377-1130. 


Background 


On July 24, 1971, the Treasury 
Department published in the Federal 
Register (36 FR 13780) an antidumping 
finding on pig iron from Canada. On 
April 20, 1983, the Department of 
Commerce (“the Department”) 
published the preliminary results of its 
current Administrative review of the 
finding (48 FR 16930-31). 


Scope of the Review 


Imports covered by the determination 
to revoke in part are shipments of pig 
iron, manufactured and exported by 
Stelco, Inc. Pig iron is currently 
classifiable under items 606.1300 and 
606.1500 of the Tariff Schedules of the 
United States Annotated. 


Tentative Determination To Revoke in 
Part 


The Department requires that, for a 
company to apply for revocation, two 
conditions must be met: (1) The 
company must make all sales at not less 
than fair value or with de minimis 
margins for at least a two-year period, 
and (2) the parties subject to the 
revocation must agree to reinstatement 
in the finding or order in the case of 
subsequent less than fair value sales by 
those parties. 

During the period July 1, 1980 through 
June 30, 1982, Stelco made all sales to 
the United States at not less than fair 
value or had de minimis margins. 

In addition, Stelco has agreed in 
writing to an immediate suspension of 
liquidation and reinstatement in the 
finding if circumstances develop which 
indicate that pig iron manufactured and 
exported to the United States by Stelco 
is being sold by Stelco at less than fair 
value. 

Therefore, we tentatively determine to 
revoke the antidumping finding on pig 
iron from Canada with respect to Stelco. 
If the revocation is made final it will 
apply to all unliquidated entries of pig 
iron manufactured and exported by 
Stelco entered, or withdraw from 
warehouse, for consumption on or after 
the date of publication of this notice. 

Interested parties may submit written 
comments on this tentative 
determination within 30 days after the 
date of publication of this notice and 
may request disclosure and/or a hearing 
within 10 days after the date of 
publication. Any hearing, if requested, 
will be held 45 days after the date of 
publication or the first workday 
thereafter. Any request for an 





Federal Register / Vol. 48, No. 201 / Monday, October 17, 1983 / Notices 


order must be 


751(c) of the Tariff Act of 1930 (19 U.S.C. 
1675{c)) and § 353.54 of the Commerce 
Regulations (19 CFR 353.54). 

Dated: October 6, 1983. 
Alan F. Holmer, 
Deputy Assistant Secretary for Import 

Admini . 


[FR Doc. &3-28238 Filed 10-14-83; &45 am] 


ACTION: Notice of Final Results of 
Administrative Review of Antidumping 
Finding. 
summary: On March 31, 1983, the 
Department of Commerce published the 
pulibaihnney Guutite of the ihateletedibve 
review of the antidumping 


finding on 
viscose rayon staple fiber from Finland. 


We gave interested parties an 
Seay eee aaherien 
comments on the preliminary results. 
We sectiued nc comments. Baaed on cur 
analysis, the final results of review are 
unchanged from those presented in the 
preliminary results of review. 
EFFECTIVE DATE: October 17, 1983. 


FOR FURTHER INFORMATION CONTACT: 
Ron Nichols or John R. Kugelman, Office 


now completed that administrative 
review. 


Scope of the Review 


Imports covered by the review are 
shipments of viscose rayon staple fiber 
(except soution dyed) in noncontinuous 
form, not carded, not combed, and not 
otherwise processed, wholly of 
filaments (except laminated filaments 
and plexiform filaments). This 
merchandise is currently classifiable 
under items 309.4320 and 309.4325 of the 
Tariff Schedules of the United States 
Annotated. 

The review covers the one known 
exporter of Finnish viscose rayon staple 
fiber to the United States, Kemira Oy 
Sateri, and the period March 1, 1981 
through February 28, 1982. 

Final Results of the Review 


Interested parties were invited to 
comment on the preliminary results. The 
Department received no written 
comments or requests for a hearing. 
Based on our analysis, the final results 
of our review remain unchanged from 
the preliminary results of review, and 
we determine that no dumping margins 
exist for the period March 1, 1981 
through February 28, 1982. 

The Department shall instruct the 
Customs Service not to assess dumping 
duties on entries of viscose rayon staple 
fiber from Finland with purchase dates 
during the period of review. 

Further, the Department shall not 
require a cash deposit of estimated 
antidumping duties, as provided for in 
section 353.48(b) of the Commerce 
Regulations, on any shipments of 
viscose rayon staple fiber from Finland 
entered, or withdrawn from warehouse, 
for consumption on or after the date of 
publication of this notice. This deposit 
requirement shall remain in effect until 
publication of the final results of the 
next administrative review. The 
Department intends to immediately 
begin the next administrative review. 

The Department encourages 
interested parties to review the public 
record and submit applications for 
protective orders, if desired, as early as 
possible after the Department's receipt 
of the information during the next 
administrative review. 

This administrative review and notice 
are in accordance with section 751(a)(1) 
of the Tariff Act of 1930 (19 U.S.C. 1675 
(a)(1)) and § 353.53 of the Commerce 
Regulations (19 CFR 353.53). 

Dated: October 7, 1983. 


Alan F. Holmer, 
Deputy Assistant Secretary for Import 
Administration. 


[FPR Doc. 83-28239 Filed 10-14-83; 8:45 am] 
BILLING CODE 3510-25-M 


Minority Business Development 
Agency 


Minority Export Development 
Consultants (MEDC) Program; 
Applications 


AGENCY: Minority Business 
Development Agency, Commerce. 
ACTION: Notice. 


SUMMARY: The Minority Business 
Development Agency (MBDA) 
announces that it is soliciting 
applications under its Minority Export 
Development Consultants (MEDC) 
Program to operate six MEDCs for a 
period of 12 months each beginning on 
or about February 1, 1934. 

Each MEDC will function in one of the 
following MBDA regions: (1) The 
Atlanta Region—{Alabama, Florida, 
Georgia, Kentucky, Mississippi, North 
Carolina, South Carolina, Tennessee); 
(2) Chicago Region—{Illinois, Indiana, 
Iowa, Kansas, Michigan, Minnesota, 
Missouri, Nebraska, Ohio, Wisconsin); 
(3) Dallas Region—{Arkansas, Colorado, 
Louisiana, Montana, New Mexico, North 
Dakota, Oklahoma, South Dakota, 
Texas, Utah, Wyoming); (4) New York 
Region—({Connecticut, Maine, New 
Jersey, Massachusetts, New Hampshire, 
Rhode Island, Vermont); (5) San 
Francisco Region—({Alaska, American 
Samoa, Arizona, California, Hawaii, 
Idaho, Nevada, Oregon, Washington); 
(6) Washington Region—{Delaware, 
Maryland, Virginia, Pennsylvania, 
Washington, D.C., West Virginia). 

Each MEDC will function in one of the 
above MBDA regional areas. Federal 
funds are estimated at $170,000 for each 
MEDC with a 15% ($30,000) cost sharing 
requirement (which can be a 
combination of cash, in-kind and fees 
for service). Six separate awards will be 
made. It is anticipated that the funding 
instrument will be a cooperative 
agreement. The applicant will provide 
export development services to minority 
businesses and entrepreneurs to assist 
them in entering into, or increasing their 
business efforts, in the international 
marketplace. 

Applications will be judged on the 
experience and capability of the firm 
and its staff in providing export 
assistance; the resources that are 
available to the firm in providing 
assistance; the firm's proposed approach 
to performing the work requirements 
included in the application; and the 
firm's estimated cost for providing such 
assistance. It is advisable that 
applicants have an existing office in the 
geographic region for which they are 
applying. 
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Closing Date: The closing date for 
applications is November 15, 1983. 
Applications must be postmarked on or 
before November 15, 1983. 


FOR FURTHER INFORMATION CONTACT: 
Raul A. Quiros, Acting Assistant 
Director; Office of Enterprise - 
Development; Minority Business 
Development Agency; U.S. Department 
of Commerce; Washington, D.C. 20230 
(202/377-5217). 
SUPPLEMENTARY INFORMATION: This 
program is subject to Executive Order 
12372 requirements. Questions 
concerning the preceding information, 
copies of application kits, and 
applicable regulations can be obtained 
at the above address. 
(11.800 Minority Business Development 
Catalog of Federal Domestic Assistance) 
Dated: October 12, 1983. 


Raul A. Quiros, 

Acting Assistant Director, for Enterprise 
Development. 

[FR Doc. 83-28151 Filed 10-14-83; 8:45 am] 

BILLING CODE 3510-21-M 


AGENCY: Consumer Product Safety 
Commission. 


ACTION: Notice. 


SUMMARY: In accordance with the 
Paperwork Reduction Act of 1981 (44 
U.S.C. 3501 et seq.), the Consumer 
Product Safety Commission has 
submitted to the Office of Management 
and Budget a request for extension of 
approval through November 30, 1986, of 
information collection requirements in 
regulations implementing the 
flammability standards for clothing 
textiles and for vinyl plastic film. These 
regulations are codified at 16 CFR Part 
1610 and Part 1611, and prescribe 
requirements for testing and 
recordkeeping by persons and firms 
issuing initial guaranties of items subject 
to the Standard for the Flammability of 
Clothing Textiles (16 CFR Part 1610) and 
the Standard for the Flammability of 
Vinyl Plastic Film (16 CFR Part 1611). 

Information about the Proposed 
Collection of Information: 


. Agency address: Consumer Product 
Safety Commission, 1111 18th Street, 
NW., Washington, D.C. 20207. 

Title of information collection: 
Standard for the Flammability of 
Clothing Textiles, 16 CFR Part 1610; 
Standard for the Flammability of Vinyl 
Plastic Film, 16 CFR Part 1611. 

Type of request: Extension of 
approval. 

Frequency of collection: Varies 
depending upon volume of goods 
manufactured or imported. 

General description of respondents: 
Persons and firms issuing initial 
guaranties of items subject to the 
Standard for the Flammability of 
Clothing Textiles (16 CFR Part 1610) or 
the Standard for the Flammability of 
Viny! Plastic Film (16 CFR Part 1611). 
Respondents include manufacturers and 
importers of articles of wearing apparel, 
except children’s sleepwear, and of 
fabrics intended for use in those 
products. 

Estimated number of respondents: 
1,000. 

Estimated average number of hours 
per respondent: 128.5 per year. 

Comments: Comments on this request 
for extension of approval should be 
addressed to Andy Velez-Rivera, Desk 
Officer, Office of Ma t and 
Budget, Washington, D.C. 20503; 
telephone: (202) 395-7313. Copies of the 
request for extension of approval are 
available from Francine Shacter, Office 
of Budget, Program Planning and 
Evaluation, Consumer Product Safety 
Commission, Washington, D.C. 20207; 
telephone: (301) 492-6529. 

This is not a proposal to which 44 
U.S.C. 3504{h) is applicable. 

Dated: October 12, 1983. 

Sadye E. Dunn, 
Secretary, Consumer Product Safety 
Commission. 


[FR Doc. 83-28173 Filed 10-14-83; 8:45 am] 
BILLING CODE 6355-01-M 


Public Hearing Concerning 
Reconsideration of Decision on Export 
Policy Under the Flammable Fabrics 
Act 


AGENCY: Consumer Product Safety 
Commission. 
AC7ION: Notice of public hearing. 


summMaRY: The Consumer Product Safety 
Commission will conduct a public 
hearing on the issue of reconsideration 
of the policy decision concerning export 
of products which fail to comply with an 
applicable standard issued under the 
Flammable Fabrics Act, as announced 
in the Commission’s Memorandum 


Decision and Order in the Matter of 
Imperial Mills et al. (Docket No. 80-2) 
SSS, 
a.m. on October 26, 1983. Request from 


Office of the Secretary not later than 
October 24, 1983. 
ADDRESS: The hearing will be in the 
third floor conference room, 1111 18th 
Street, NW., Washington, D.C. 


FOR FURTHER INFORMATION CONTACT: 
For information about the hearing or to 
request opportunity to make a 
presentation at the hearing, contact 
Sadye E. Dunn, Secretary, Consumer 
Product Safety Commission, 

Washington, D.C. 20207; telephone (301) 
492-6800. 


SUPPLEMENTARY INFORMATION: The 
Consumer Product Safety Commission 
will conduct a public hearing on 
October 26, 1983, to obtain views from 
all interested parties on the issue of 
reconsideration of a policy decision 
concerning export of noncomplying 
products subject to an applicable 
flammability standard issued under the 
Flammable Fabrics Act (FFA, 15 U.S.C. 
1191 et seg.) That policy decision was 
set forth in a Memorandum Decision 
and Order In the Matter of Imperial 
Mills et al. (Docket No. 80-2), issued by 
majority vote of the Commission ' on 
July 6, 1933. 

One part of that decision and order 
stated that items which fail to comply 
with an applicable standard of 
flammability issued under the FFA may 
be exported, provided that all conditions 
set forth in section 15 of the FFA (15 
U.S.C. 1202) are met, without regard to 
whether or not the goods have been in 
domestic commerce. The Commission's 
export policy decision and reasons for 
that decision begin on page 22 of the 
Memorandum Decision and Order. 

The Commission has received a joint 
submission from Consumers Union, 
Consumer Federation of America, 
Citizens Committee for Fire Protection, 
and Natural Resources Defense Council 
requesting the Commission to conduct a 
public hearing on the issue of 
reconsideration of the export policy 
decision announced in the Imperial 


1c a Edith Barksdale SI i 
against issuance of the Memorandum Decision and 
Order, and issued a dissenting opinion in this case. 

oe i 





Mills decision. Section 27(a)(1) of the 


export policy decision announced in the 

Imperial Mills case. 
Interested parties who desire to make 

presentations at this hearing should call 


submit either the written text or a 
summary of their presentations to the 
Office of the Secretary, not later than 
October 24, 1983. 

The Commission reserves the right to 
impose further time limitations on all 
presentations and further restrictions to 
avoid duplication of presentations. 

The public hearing will begin at 10:00 
a.m. on October 26, 1983, and will 
conclude on the same day. 


(15 U.S.C. 2076(a)(1)) 
Dated: October 12, 1983. 


Sadye E. Dunn, 


Secretary, Consumer Product Safety 
Commission. 


[FR Doc. 63-28164 Filed 10-14-83; 8:45 am| 
BILLING CODE 6355-01- 


as a “petition” submitted 

U.S.C. 553{e). it has not been docketed as a petition. 
Provisions of 5 U.S.C. 553({e} authorized any 
interested person to petition an agency for the 
“issuance, amendment. or repeal of a rule.” Because 
the submission from the four groups request a 
“public hearing.“ rather than a proceeding to issue. 
amend, or revoke a rule, it is not a “petition” under 
U.S.C. 553{e). or any other statute applicable to the 


DEPARTMENT OF DEFENSE 


Office of the Secretary 


Public information Collection 
Requirement Submitted to OMB for 


The Department of Defense has 
submitted to OMB for review the 
following proposal for the collection of 
information under the provisions of the 
Paperwork Reduction Act (44 U.S.C. 
Chapter 35). Each entry contains the 

information: (1) Type of 
Submission; (2) Title of Information 
Collection and Form Number if 
applicable; (3) Abstract statement of the 
need for and the uses to be made of the 
information collected; (4) Type of 
Respondent; (5) An estimate of the 
number of responses; (6) An estimate of 
the fotal number of hours needed to 
provide the information; (7) To whom 
comments regarding the information 
collection are to be forwarded; (8) The 
point of contact from whom a copy of 
the information proposal may be 
obtained. 
New Collection 
Study of Air Force Life 

The purpose of the evaluation is to 
determine the impact of Family Support 
Center (FSCs) on the Air Force and on 
Air Force personnel and their families 
{i.e., dependent spouses and children 13 
to 18 years of age). The evaluation will 
measure the direct and indirect impact 
that FSCs have on mission readiness, 
productivity, retention, cost 
effectiveness, community cohesion and 
quality of life. 

Individuals or Households: 5,175 
responses; 2,272 hours. 

Forward comments to Edward 
Springer, OMB Desk Officer, Room 3235, 
NEOB, Washington, D.C. 20503, and 
John V. Wenderoth, DoD Clearance 
Officer, WHS/DIOR, Room 1C535, 
Pentagon, Washington, D.C. 20301, 
telephone (202) 694-0187. 

A copy of the information collection 
proposal may be obtained from Lt Col 
Tewell, HQ/MPXHF, Room 5C232, - 
Washington D.C. 20330. telephone (202) 
697-4720. 


Dated: October 12, 1983. 


M. S. Healy, 
OSD Federal Register Liaison Officer. 
Department of Defense. 


[FR Doc. 83-28148 Filed 10-14-83; 8:45 am] 
BILLING CODE 3810-01-M 
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Medical Reimbursement Rates for 
Fiscal Year 1964 


Notice is hereby given that the 
Assistant Secretary of Defense 
(Comptroller) on October 7, 1983, issued 
the following memorandum to the 
Assistant Secretary of Defense (Health 
Affairs), the Assistant Secretaries of the 
Army (IL&FM) and Air Force (FM), and 
the Comptroller of the Navy: 

Reimbursement rates for inpatient and 
outpatient medical care are established 
for Fiseal Year 1984 starting October 1, 
1983, as follows: 


The charge for inpatient medical and 
dental care given to dependents of 
military personnel shall remain at $6.55 
per day until further notice. 

Dated: October 12, 1983. 

M.S. Healy, 

OSD Federal Register Liaison Officer, 
Washington Headquarters Services, 
Department of Defense. 

[FR Doc. 83-28196 Filed 10-14-83; 8:45 am] 

Billing Code 3810-01-M 


Department of the Army 


In accordance with Section 10{a)(2) of 
the Federal Advisory Committee Act 
(Pub. L. 92-463), announcement is made 
of the following Subcommittee meeting: 


Name of Committee: United States Army 
Medical Research and Development 
Advisory Committee, Subcommittee on 
Parasitic Diseases. 

Date of Meeting: 7 & 8 November 1983. 

Time & Place: 0830 hrs, Room 3092, Walter 
Reed Army Institute of Research, 
Washington, DC. 

Proposed Agenda: This meeting will be 
open to the public from 0830 to 0945 hrs on 7 
November for the administrative review and 
discussion of the scientific research program 
of the Parasitic Diseases Group, Walter Reed 
Army Institute of Research. Attendance by 
the public at open sessions will be limited to 
space available. 

In accordance with the provisions set forth 
in Section 552b(c)(6), US Code, Title 5 and 
Section 10{d) of Pub. L. 92-463, the meeting 
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will be closed to the public from 1000 to 1630 


Colonel, ‘MC. Deputy Commander. 
[FR Doc. 83-28170 Filed 10-14-83; &:45 am] 
BILLING CODE 3710-08-M 


United States Army Medical Research 
and Development 

Committee, Subcommittee on Vision 
and Laser Bioeffects; Partially Closed 


In accordance with Section 10{a)(2) of 
the Federal Advisory Committee Act 
Pub. L. 92-463), announcement is made 
of the following Subcommittee meeting: 


Name of Committee: United States Army 


Date of Meeting: 8 November 1983. 
Time & Place: 0830 hrs, Conference Room 
AS3102, Letterman Army Institute of 


public at open sessions will be limited to 
space available. 

In accordance with the provisions set forth 
in Section 552b(c)(6), US Code, Title 5 and 
Section 10(d) or Pub. L. 92-463, the meeting 
will be closed to the public from 1315 to 1700 


furnish summary minutes, roster of 


Subcommittee members and substantive 
program information. 
Harry G. Dangerfield, 
Colonel, MC, Deputy Commander. 

[FR Doc. 83-28168 Filed 10-14-83; 8:45 am] 
BILLING CODE 3710-08-M 


United States Army Medical Research 
and Development Advisory 
Committee, Subcommittee on Trauma; 
Partially Closed Meeting 

In accordance with Section 10{a}({2) of 
the Federal Advisory Committee Act 
(Pub. L. 92-463), announcement is made 
of the following Subcommittee meeting: 


Name of Committee: United States Army 


Date of Meeting: 14 and 15 November 1983. 
Time and Place: 0830 hrs, Bethesda 
eae as acetal ae rmsneie 


“aes : This meeting will be 
open to the from 0830-1115 hrs and 
1200-1300 hrs on 14 November and on 15 
November from 1200-1300 hrs for the 


will be limited to space available. 

In accordance with the set forth 
in Section 552b{c)(6), United States Code, 
Title 5 and Section 10(d) of Pub. L. 92-463, the 
meeting will be closed to the public from 
1115-1200 hrs and 1300-1700 hrs on 14 
November and on 15 November from 0830- 
1200 hrs and 1300-1700 hrs for the review, 


would constitute a clearly unwarranted 
invasion of personal privacy. 

Dr. Ryan Neville, Assistant Director, 
Research Contract Management, Letterman 
Army Institute of Research, Presidio of San 
Francisco, CA 94129 (415/561-4367) will 
furnish summary roster of 
Subcommittee members and substantive 
program information. 
Harry G. Dangerfield, 

Colonel, MC, Deputy Commander. 
[FR Doc. 83~28169 Filed 10-14-83; 8:45 am] 
BILLING CODE 3710-08-™ 


DEPARTMENT OF EDUCATION 


National Advisory Council on 
Vocational Education; Meeting 
AGENCY: National Advisory Council on 
Vocational Education. 

ACTION: Notice of Partially Closed 
Meeting. 


summary: This notice sets forth the 


on Vocational Education. It also 
describes the functions of the Council. 
Notice of this meeting is required under 
Section 10{a)(2) of the Federal Advisory 
Committee Act, and is intended to notify 
the general public of its opportunity to 
attend. 
DATE: October 27-28, 1983. 
aponess: The Saturn/Venus Room— 
Capitol Holiday Inn, 550 C Street, SW., 
Washington, D.C. 
FOR FURTHER INFORMATION CONTACT: 
Carolyn J. Edwards, NACVE Staff, 425 
13th Street NW., Suite 412, Washington, 
D.C. (202) 376-8873. 
SUPPLEMENTARY INFORMATION: The 
National Advisory Council on 
Vocational Education is established 
under Section 104 of the Vocational 
Education Amendments of 1968, Pub. L. 
90-576. The Council is established to: 
(A) Advise the President, the 


of, preparation of general regulations 
for, and operation of, vocational 
education programs supported with 
assistance under this title; 

(B) Review the administration and 
operation of vocational education 
programs under this title, including the 
effectiveness of such programs in 
meeting the purposes for which they are 
established and operated, make 
recommendations with respect thereto, 
and make annual reports of its findings 
and recommendations (including 
recommendations for changes in the 
provisions of this title) to the Secretary 
for transmittal to the Congress; and 

(C) Conduct independent evaluations 
of programs carried out under this title 
and publish and distribute the results 
thereof. 

The meeting of the National Advisory 
Council on Vocational Education is 
partially open to the public. The Agenda 
will contain the following: 

Thursday, October 27, 1983: 9 a.m.—4 
p.m. 
Comittee Meetings— 
Human Resources Legislative Review 
& Evaluation 
Review of draft report on Business— 
Vocational Education Forums - 
Friday, October 28, 1983 
Discussion with Secretary of Education 
Terrel H. Bell and Assistant Secretary 
Robert M. Worthington 
The Council will meet in closed 
session at the Capitol Holiday Inn, 550 C 
Street SW., Washington, D.C. on 





October 27, 1983, from 

9:00 A.M. to 10:30 A.M. to discuss 
administrative personnel issues. The 
meeting will be closed under the 
authority of Section 10(d) of the Federal 


which would be informative to the 
public consistent with the policy of Title 
5 U.S.C. 552b{c) will be available to the 
: ne eee 

Records are kept of the Council's open 
proceedings and are available for public 
inspection at the office of the National 
Advisory Council on Vocational 
Education from 9 a.m. to 5 p.m., 425 13th 
Street NW.., Suite 412, Washington, D.C. 
20004. 


Signed at Washington, D.C. on October 12, 
1983. 


James W. Griffith, 

Executive Director. 

[PR Doc. 83-28236 Filed 10-14-63: &45 am] 
BILLING CODE 4000-01-44 


National Advisory Council on 

Vocational Education; Meeting 

AGENCY: National Advisory Council on 

Vocational Education. 

ACTION: Notice of Public Meeting of the 
Committee. 


Vocational Education. It also describes 
the functions of the Council. Notice of 
this meeting is under Section 
10{a)(2) of the Federal 
Committee Act, and is intended to notify 
the general public of its opportunity to 


DATE: October 26, 1983: 3 p.m.-5 p.m. 
ADDRESS: 425 13th Street, NW.., 


and publish and distribute the results 
thereof. 
The meeting of the Executive 


matters. 

Records are kept of the Committee's 

and are available for public 

inspection at the Office of the National 
Advisory Council on Vocational 
Education from 9 a.m. to 5 p.m., 425 13th 
Street NW., Suite 412, Washington, D.C. 
20004. 
FOR FURTHER INFORMATION CONTACT: 
Carolyn Edwards, NACVE Staff, at 
above address. Telephone: (202) 376- 
8873. 


Signed at Washington, D.C. on October 12, 
1983: 


James W. Griffith, 

Executive Director, National Advisory 
Council on Vocational Education. 

[FR Doc. 63-28237 Filed 10-14-83; 8:45 amj 
BILLING CODE 4000-01- 


National Advisory Council on 
Continuing Education; Meeting 
Amendment 


The Federal Register Notice (4000-01- 
M) on Thursday, October 6, 1983 (Vol. 
48, No. 195, pages 45591 and 45592) of a 
meeting of three committees of the 


Thirteenth Street, NW., Suite 529, 
Washington, D.C. 20004. 
Due to inadequate available space, 

the location of the Committee 
has been changed to the Hyatt Regency 
ne vowing ogg NW., 
bg — eto 

aioe 
empaune tetarte 
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limited space, those interested in 

attending should inform the Council’s 

office by calling (202) 376-8888. 
Dated: October 12, 1983. 

William G. Shannon, 

Executive Director. 

[FR Doc. 83-282409 Filed 10-14-83; &45 am] 

BILLING CODE 4000-01- 


DEPARTMENT OF ENERGY 


Office of the Secretary 


Procurement and Assistance 
Management Directorate 


AGENCY: Department of Energy. 
SUMMARY: This notice announces that 
the Department of Energy (DOE) has 
suspended Messrs. Paul L. and Larry L. 
Bishop, Premier Painting and 
Decorating, L&M Contractors, and Fox 
Valley Contractors from participating in 
any new DOE contract or subcontract. 
In addition, both Messrs. Paul and Larry 
Bishop have been advised that DOE 
proposes to debar them and may debar 
any affiliates for a period not to exceed 
three years beginning on November 15, 
1983, or such later date as a final DOE 
decision to debar is entered. 


DATE: The suspension became effective 
on October 11, 1983, and shall last until 
the proposed debarment becomes 
effective or for 12 months, whichever 
occurs earlier. 


FOR FURTHER INFORMATION CONTACT: 


Room 11-018, Forrestal Building, 
Department of Energy, 1000 
Independence Avenue, SW., 
Washington, DC 20585, telephone 202/ 
252-8262. 


SUPPLEMENTARY INFORMATION: The 
suspension and proposed debarment 
actions are being taken in accordance 
with the procedures set forth in Federal 
Procurement Regulations (FPR) 
Temporary Regulation No. 65, 41 CFR 
Subpart 1-1.6, 47 FR 43692 (October 4, 
1982), and the DOE Procurement 
Regulations (DOE-PR}, 41 CFR Subpart 
9-1.6, 48 FR 33638 (July 22, 1983). In 
addition to Messrs. Paul and Larry 
, the known affiliated 

organizations affected by the suspension 
and proposed debarment actions are 
Premier Painting and Decorating, L&M 
Contractors, and Fox Valley 
Contractors. Mr. Paul Bishop's address 
re 

Larry Bishop's address, as well as 
the addoas of til henown allittaten, ls 908 
Evans Street, Aurora, Illinois 60505. 
During the period of suspension and 
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subsequent debarment, DOE will neither 


submitted by Messrs. Paul or Larry 

Bishop or by any of their suspended 
affiliates. In addition, DOE will not 

approve any new contract between 

them and a DOE contractor. 

The suspension and proposed 
debarment are based on Messrs. Paul 
and Larry Bishop's July 1, 1983, 
conviction in the United States District 
Court, Northern District of Illinois, for 
violation of Title 18, United States Code, 
Section 209(a). According to the 
judgment of conviction, Mr. Paul Bishop 
pleaded guilty to receiving money for 
directing contract awards to his brother, 
Mr. Larry Bishop. Mr. Larry Bishop 
pleaded guilty to paying Paul Bishop 
approximately $15,000. 

As required under DOE-PR 9-1.602, 
Messrs. Paul and Larry Bishop have 
been placed on the DOE Consolidated 
List of Debarred, Suspended, and 
Ineligible Contractors which is 
distributed periodically to DOE 
Contracting Officers. DOE has also 
notified the General Service 
Administration (GSA) of these 
suspension actions. When the proposed 
debarment becomes effective, GSA shall 
be notified in accordance with FPR 
Temporary Regulation No. 65, 41 CFR 
Subpart 1-1.6, 47 FR 43692 (October 4, 
1982). 

Issued in Washington, D.C. on October 11, 
1983. 

Berton J. Roth, 

Director, Procurement and Assistance 
Management Directorate. 

[FR Doc. 83-28235 Filed 10-14-83; 8:45 am] 
BILLING CODE 6450-01-M 


Office of Assistant Secretary for 
international Affairs 


international Atomic Energy 
Agreements; Proposed Subsequent 
Arrangement; Japan 


Pursuant to section 131 of the Atomic 
Energy Act of 1954, as amended (42 
U.S.C. 2160) notice is hereby given of a 
proposed “subsequent arrangement” 
under the Agreement for Cooperation 
Between the Government of the United 
States of America and the Government 
of Japan Concerning Civil Uses of 
Atomic Energy, as amended. 

The subsequent arrangement to be 
carried out under the above mentioned 
agreement involves approval of the 
following sale: 

Contract Number S-JA-330, to the 
Japan Atomic Energy Research Institute, 
20 grams of thorium-232, and 5.2 grams 
of plutonium-239, for use at the Fast 


Critical Facility as standards for small 
sample perturbation measurements. 
In accordance with section 131 of the 
Atomic Energy Act of 1954, as amended, 
it has been determined that the 
furnishing of these nuclear materials 
will not be inimical to the common 
defense and security. 


This subsequent arrangement will 


take effect no sooner than fifteen days 


after the date of publication of this 
notice. 


For the Department of Energy. 
Deted: October 12, 1983. 


George J. Bradley, Jr., 

Principal Deputy Assistant Secretary for 
International Affairs. 

[FR Doc. 63~28231 Filed 10-14-83; 8:45 am] 

BILLING CODE 6450-10-M 


international Atomic Energy 
Agreements; Proposed Subsequent 
Arrangement; Japan, Norway 


Pursuant to section 131 of the Atomic 
Energy Act of 1954, as amended (42 
U.S.C. 2160) notice is hereby given of a 
proposed “subsequent arrangement” 
under the Agreement for Cooperation 
Between the Government of the United 
States of America and the Government 
of Japan Concerning Civil Uses of 
Atomic Energy, as amended, and the 
Agreement for Cooperation Between the 
Government of the United States of 
American and the Government of 
Norway Concerning Civil Uses of 
Atomic Energy, as amended. 

The subsequent arrangement to be 
carried out under the mentioned 
agreements involves approval for the 
retransfer from Japan to Norway of 
uranium pellets containing 350 grams of 
uranium, enriched to approximately 
3.43% in U-235, for testing at the Halden 
reactor to investigate the properties of 
gadolinium contained in the pellets. 

In accordance with section 131 of the 
Atomic Energy Act of 1954, as amended, 
it has been determined that this 
subsequent arrangement will not be 
inimical to the common defense and 
security. 

This subsequent arrangement will 
take effect no sooner than fifteen days 
after the date of publication of this 
notice. 


For the Department of Energy. 
Dated: October 12, 1983. 
George J. Bradley, Jr., 


Principal Deputy Assistant Secretary for 
International Affairs. 


[FR Doc. 83-28232 Filed 10-14-83; 8:45 am] 
BILLING CODE 6450-01-M 


international Atomic Energy 


Agreements; Proposed 
Arrangement; United States 

Pursuant to section 131 of the Atomic 
Energy Act of 1954, as amended (42 
U.S.C. 2160) notice is hereby given of a 
proposed “subsequent arrangement” 
under the Additional Agreement for 

tion Between the Government 
of the United States of America and the 
European Atomic Energy Community 
(EURATOM) Concerning Peaceful Uses 
of Atomic Energy, as amended. 

The subsequent arrangement to be 
carried out under the above mentioned 
agreement involves approval of the 
following sale: 

Contract Number S-EU-786, to the 
Central Bureau for Nuclear 
Measurements, Geel, Belgium, 200 
milligrams of plutonium—238, for use in 
the study of spontaneous and induced 
fission of plutonium-238. 

In accordance with section 131 of the 
Atomic Energy Act of 1954, as amended, 
it has been determined that the 
furnishing of the nuclear material will 
not be inimical to the common defense 
and security. 

This subsequent arrangement will 
take effect no sooner than fifteen days 
after the date of publication of this 
notice. 

For the Department of Energy. 

Dated: October 12, 1983. 

George J. Bradley, jr., 

Principal Deputy Assistant Secretary for 
International Affairs. 

[FR Doc. 83-28233 Filed 10-14-83; 8:45 am] 

BILLING CODE 6450-01-M 


international Atomic Energy 
Agreements; Proposed Subsequent 
Arrangement; United States 

Pursuant to section 131 of the Atomic 
Energy Act of 1954, as amended (42 
U.S.C. 2160) notice is hereby given of a 
proposed “subsequent arrangement” 
under the Additional Agreement for 
Cooperation Between the Government 
of the United States of America and the 
European Atomic Energy Community 
(EURATOM) Concerning Peaceful Uses 
of Atomic Energy, as amended. 

The subsequent arrangement to be 
carried out under the above mentioned 
agreement involves approval for the 
return of 100 kilograms of highly 
enriched research reactor fuel from the 
Merlin-FR] reactor in the Federal 
Republic of Germany for reprocessing 
and storage at the DOE Idaho facility. 

In accordance with section 131 of the 
Atomic Energy Act of 1954, as amended, 
it has been determined that this 





subsequent will not be 
ee ee ne 
security. This arrangement for the return 
of U.S. origin highly enriched uranium 
(HEU) is consistent with U.S. non- 
proliferation policy in that it serves to 
reduce the amount of HEU abroad. 

This subsequent arrangement will 
take effect no sooner than fifteen days 
after the date of publication of this 
notice. 


For the Department of Energy. 

Dated: October 12, 1983. 
George J. Bradley, Jr.. 
Principal Deputy Assistant Secretary for 
International Affairs. 
[FR Doc. 83-28234 Filed 10-14-83; 8:45 am] 
BILLING CODE 6450-01-™ 


Economic Regulatory Administration 
[ERA Docket No. 83-CERT-313] 


GTE Products Corp; Application for 
Recertification of Eligible Use of 
Natural Gas To Dispiace Fuel Oil 

The Economic Regulatory 
Administration (ERA) of the Department 
of Energy has received the following 
application for recertification of an 
eligible use of natural gas to displace 
fuel oil pursuant to 10 CFR Part 595 (44 
FR 47920, August 16, 1979). The current 
certification, Docket No. 82-CERT-018, 
will expire on October 19, 1983. End- 
users who have the capability to use 
natural gas in place of fuel oil at any of 
their facilities can arrange for direct 
purchases and transportation of the gas 
to those facilities under the Federal 
Energy Regulatory Commission's (FERC) 
fuel oil displacement program. The ERA 
certification is required by the FERC as 
a precondition to interstate 
transportation of fuel oil displacement 
gas in accordance with the procedures 
in 18 CFR Part 284, Subpart F. 

Pertinent information regarding this 
application is listed below, while more 
detailed information is contained in the 
application on file and available for 
inspection at the ERA Fuels Conversion 
Division Docket Room, RG-42, Room 
GA-093, Forrestal Building, 1000 
Independence Avenue, SW., 
Washington, D.C. 20585, from 8:00 a.m. 
to 4:30 p.m., Monday through Friday, 
except Federal holidays. 

1. 83-CERT-313. 

Applicant: GTE Products Corp., 
Versailles, Ky. 

Date Filed: September 21, 1983. 

Current Certificate: 82-CERT-018. 

Date Issued: October 20, 1982. 

Date Expires: October 19, 1983. 

Facility Location: Versailles, Ky. 

Gas Volume: 730,000 Mcf per year. 


Oil Displacement: 4,700,000 gallons of 
No. 6 fuel oil (0.72% sulfur); 215,000 

of No. 4 fuel oil (0.44% sulfur). 

Eligible Seller: Southern Gas Co., 
Versailles, Ky. 

Transporters: Columbia Gas 
Transmission Corp., Charleston, W. Va.; 
— Gas of Ky., Inc., Columbus, 

o. 

To provide the public with as much 
opportunity to participate in this 
proceeding as is practicable under the 
circumstances, we are inviting any 
person wishing to comment concerning 
this application to submit comments in 
writing to the Economic Regulatory 
Administration, Office of Fuels 
Programs, Fuels Conversion Division, 
RG—42, Room GA-093, Forrestal 
Building, 1000 Independence Avenue, | 
SW., Washington, D.C. 20585, Attention: 
Richard A. Ransom, within ten calendar 
days of the date of publication of this 
notice in the Federal . The 
docket number of the case should be 
printed on the outside of the envelope. 

An opportunity to make an oral 
presentation of data, views, and 
arguments either against or in support of 
the above application may be requested 
by any interested person in writing 
within the ten-day comment period. The 
request should state the person’s 
interest and, if appropriate, why the 
person is a proper representative of a 
group or class of persons that has such 
an interest. The request should include a 
summary of the proposed oral 
presentation and a statement as to why 
an oral presentation is necessary. 

If ERA determines that an oral 
presentation is necessary in a particular 
case, further notice will be given to the 
applicant and any person filing ¢ 
comments in that case and will be 
published in the Federal Register. 

Issued in Washington, D.C., October 11, 
1983. 

James W. Workman, 

Director, Office of Fuels Programs, Economic 
Regulatory Administration. 

[FR Doc. 83-28228 Filed 10-14-83; 8:45 am] 

BILLING CODE 6450-01-M 


Proposed Remedial Order; Texas 
international Co., and Texas 
international Petroleum Corp. 


AGENCY: Economic Regulatory 
Administration, Energy. 

ACTION: Notice of proposed remedial 
order to Texas International Company 
and Texas International Petroleum 


Corporation. 


SUMMARY: Pursuant to 10 CFR 205.192{c), 
the Economic Regulatory Administration 
(ERA) of the Department of Energy 
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ier which was 
issued to Texas International Company - 
and Texas International Petroleum 
Corporation, 3545 Northwest 58th Street, 
Oklahoma City, Oklahoma 73112. This 
Proposed Remedial Order alleges 
violations in the pricing of crude oil of 6 
CFR 150.354 and 10 CFR 210.32, 210.54, 
210.62(c), 212.73 and 212.74 for the 
period September 1, 1973 through 
December 31, 1975. The principal 
amount of the alleged violations for this 
period is $2,916,630.48. 

A copy of the Proposed Remedial 
Order, with confidential information 
deleted, may be obtained from: U.S. 
Department of Energy, Economic 
Regulatory Administration, ATTN: 
Sandra K. Webb, Director, One Allen 
Center, Suite 610, 500 Dallas Street, 
Houston, Texas 77002. 

Within fifteen (15) days of publication 
of this Notice any aggrieved person may 
file a Notice of Objection with the Office 
of Hearings and Appeals, U.S. 
Department of Energy, Room 3304, 
Federal Building, 12th and Pennsylvania 
Avenue, NW., Washington, D.C. 20461, 
in accordance with 10 CFR 205.193. 


(DOE) hereby gives Notice of a 
Proposed Rededial 


Issued in Houston, Texas on the 23rd day 
of September, 1983. 
Sandra K. Webb, 
Director, Houston Office Economic 
Regulatory Administration. 
[FR Doc. 83-2829 Filed 10-14-83; 8:45 am] 
BILLING CODE 6450-01-M 


[Docket No. ERA-FC-83-024; FC Case No. 
6704 1-9240-20-24] 


Petition For Exemption and Availability 
of Certification; University Energy 


AGENCY: Economic Regulatory 
Administration, Energy. 

ACTION: Notice of Acceptance of Petition 
for Exemption and Availability of 
Certification by University Energy. 


summary: On September 1, 1983, 
University Energy filed a petition with 
the Economic Regulatory Administration 
(ERA) of the Department of Energy 
(DOE) requesting a permanent 
cogeneration exemption for an electric 
powerplant from the prohibitions of 
Title Il of the Powerplant and Industrial 
Fuel Use Act of 1978 (42 U.S.C. 8301 et 
seq.) (“FUA” or “the Act”). Pursuant to 
DOE request, University Energy twice 
amended its September 1, 1983, petition 
as follows (1) On September 28, 1983, 
University Energy supplemented the 
environmental section of its petition, 
and (2) On October 2, 1983, University 
Energy certified that prior to operating 
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the unit under the exemption all 
applicable environmental permits and 
approvals would be secured and that the 
information submitted in the 
environmental checklist is accurate. 
Title Il of FUA prohibits both the use of 
petroleum and natural gas as a primary 
energy source. 

Final rules setting forth criteria and 
procedures for petitioning for 
exemptions from the prohibitions of 
Title If of FUA were published in the 
Federal Register at 46 FR 59872 
- (December 7, 1981) and at 47 FR 29209 
(July 6, 1982) (“final rules”). Eligibility 
and evidentiary requirements governing 
the cogeneration exemption are 
contained in § 503.37 of the final rules. 

The powerplant for which the petition 
was filed is a 8.4 megawatt (MW) 
combined cycle cogeneration facility 
capable of using natural gas and 
designed to produce electricity as well 
as the thermal energy required to 
produce steam. 

University Energy states that all of the 
net annual electric power generation of 
its turbine generator will be sold to 
Pacific Gas and Electric Company, 
making the cogeneration facility an 
electric powerplant pursuant to § 500.2 
of the final rules. 

ERA has determined that the petition 
appears to include sufficient evidence to 
support an ERA determination, and it is 
therefore accepted pursuant to § 501.3 of 
the final rules. A review of the petition 
is provided in the SUPPLEMENTARY 
INFORMATION section below. 

As provided for in sections 701(c) and 
(d) of FUA and §$§ 501.31 and 501.33 of 
the final rules, interested persons are 
invited to submit written comments in 
regard to this petition and any 
interested person may submit a written 
request that ERA convene a public 
hearing. 

The public file containing a copy of 
this Notice of Acceptance and 
Availability of Certification as well as 
other documents and supporting 
materials on this proceeding are 
available upon request through DOE, 
Freedom of Information Reading Room, 
1000 Independence Avenue, SW., Room 
1E-190, Washington, D.C. 20585, 
Monday through Friday, 8:00 a.m. to 4:00 
p.m. ERA will issue a final order 
granting or denying the petition for 
exemption from the prohibitions of the 
Act within six months after the end of 
the period for public comment and 
hearing, unless ERA extends such 
period. Notice of any such extension, 
together with a statement of reasons 
therefor, would be published in the 
Federal Register. 


DATES: Written comments are due on or 
before December 1, 1983. A request for a 
public hearing must be made within the 
same 45-day period. 

ADDRESS: Fifteen copies of written 
comments or a request for a public 
hearing shall be submitted to: Case 
Control Unit, Office of Fuels Programs, 
Room GA-093, Forrestal Building, 1000 
Independence Avenue, SW., 
Washington, D.C. 20585. Docket No. 
ERA-FC-83-024 should be printed on 
the outside of the envelope and the 
document contained therein.. 

FOR FURTHER INFORMATION CONTACT: 
William H. Freeman, Office of Fuels 

Programs, Economic Regulatory 

Administration, Forrestal Building, 

Room GA-073, 1000 Independence 

Avenue, SW., Washington, D.C. 20585, 

Phone (202) 252-2993 
Marya Rowan, Office of General 

Counsel, Department of Energy, 1000 

Independence Avenue, SW., Forzestal 

Building, Room 6B-235, Washington, 

D.C. 20585, Phone (202) 252-2967 
SUPPLEMENTARY INFORMATION: 
University energy plans to install an 8.4 
MW cogeneration powerplant to 
produce electricity and steam in the 
South Belridge Oil Field, Southeast 
corner of T28S, R21E, of Section 19, Kern 
County, California. The cogeneration 
facility will consist of a natural gas-fired 
combustion turbine and a waste heat 
boiler. The natural gas for the turbine 
will be obtained from wells located in 
the oil field. The steam will be used in 
the tertiary recovery of crude oil from 
the oil field and the electricity will be 
sold to the local utility, Pacific Gas and 
Electric Company. 

Section 212(c) of the act provides for a 
permanent cogeneration exemption from 
the prohibitions of Title II of FUA. In 
accordance with the certification 
procedures of § 503.37(a)(1) of the final 
rules, University Energy certified that: 

1. The oil or gas to be consumed by 
the cogeneration facility will be less 
than that which would otherwise be 
consumed in the absence of the 
cogeneration facility, where the 
calculation of savings is in accordance 
with § 503.37(b) of the final rules; and 

2. The use of a mixture of petroleum 
and natural gas and an alternate fuel in 
the cogeneration facility for which an 
exemption under § 503.38 of the final 
rules would be available, would not be 
economically or technically feasible. 

In accordance with the evidentiary 
requirements of § 503.37(c), University 
Energy also included as part of its 
petition: 

1. Exhibits containing the basis for the 
certifications described above; and 


2. An environmental impact analysis, 
as required under § 503.13 of the final 
rules. 


Pursuant to § 501.3 of the final rules, 
ERA hereby accepts University Energy’s 
petition for a permanent cogeneration 
exemption. ERA retains the right, 
however, to request additional relevant 
information from University Energy at 
any time during the pendency of these 

ings. As provided in § 501.3(b)(4) 
of the final rules, the acceptance of the 
petition by ERA does not constitute a 
determination that University Energy is 
entitled to the exemption requested. 
That determination will be based on the 
entire record of these proceedings, 
including any comments received during 
the public comment period provided for 
in this notice. 

Issued in Washington, D.C., on October 7, 
1983. 

Robert L. Davies, 

Director, Fuels Conversion Division, Office of 
Fuels Programs, Economic Regulatory 
Administration. 

(FR Doc. 63-28226 Filed 10-14-83; 8:45 am] 

BILLING CODE 6450-01-™ 


{ERA Docket No. 83-CERT-319] 


Use of Natural Gas to Displace Fuel Oil 


The Economic Regulatory 
Administration (ERA) of the Department 
of Energy has received the following 
application for certification of an 
eligible use of natural gas to displace 
fuel oil pursuant to 10 CFR Part 595 (44 
FR 47920, August 16, 1979). End-users 
who have the capability to use natural 
gas in place of fuel oil at any of their 
facilities can arrange for direct 
purchases and transportation of the gas 
to those facilities under the Federal 
Energy Regulatory Commission’s (FERC) 
fuel oil displacement program. The ERA 
certification is required by the FERC as 
a precondition to interstate 
transportation of fuel oil displacement 
gas in accordance with the procedures 
in 18 CFR part 284, Subpart F. 

Pertinent information regarding this 
application is listed below, while more 
detailed information is contained in 
each application on file and available 
for inspection at the ERA Fuels 
Conversion Division Docket Room, RG- 
42, Room GA-093, Forrestal Building, 
1000 Independence Avenue, SW., 
Washington, D.C. 20585, from 8:00 a.m. 
to 4:30 p.m., Monday through Friday, 
except Federal holidays. 

83—CERT-319. 
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days of the date of publication of this 
notice in the Federal . The 
docket number of the case should be 
printed on the outside of the envelope. 
An opportunity to make an oral 
presentation of data, views, and 
arguments either against or in support of 
the above application may be requested 
by any interested person in writing 
within the ten-day comment period. The 
request should state the person's 
interest and, if appropriate, why the 


presentation is necessary in a particular 
case, further notice will be given to the 


applicant and any person filing 
comments in that case and will be 


published in the Federal Register. 
Issued in Washington, D.C., on October 7, 
1983. 

James W. Workman, 

Director, Office of Fuels Programs, Economic 
Sie sdministrati 


(FR Doc. 83-28227 Filed 10-14-83, &45 am] 
BILLING CODE 6450-01-@ 


Federal Energy Regulatory 
Commission 


[Docket No. CP83-518-000) 


Arkansas Louisiana Gas Co., a Division 
of Arkia, inc.; Application 
October 12, 1983. 

Take notice that on September 23, 
1983, Arkansas Louisiana Gas Company, 
a division of Arkla, Inc. (Applicant), P.O. 
Box 21734, Shreveport, Louisiana 71151, 
filed in Docket No. CP83-518-000 an 
application pursuant to Section 7(b) of 
the Natural Gas Act for permission and 
approval to abandon from interstate 
service its Ulan Storage Reservoir 
located near McAlester, Oklahoma, all 
as more fully set forth in the application 
which is on file with the Commission 
and open to public inspection. 

Applicant states that upon 
abandonment of its storage reservoir, 
the facilities previously used for storage 
purposes will remain in place, will be 
reclassified, and will continue to be 
used for production and gathering of 
gas. Applicant further states that the 
reservoir presently contains 
approximately 19,000 Mcf of working 
gas with 666,000 Mcf of cushion gas. 

Applicant requests authorization for 
the abandonment of the Ulan Storage 
Reservoir to allow for the immediate 
withdrawal of both the working and 
cushion gas before such gas is lost to 
others as a result of the drilling and 
production activity of producers holding 
mineral leases covering the Booch sand 
which forms Applicant's Ulan Storage 
Reservoir. Applicant states that its 
mineral and storage leases do not cover 
the entirety of the possible extent of the 
storage reservoir. 

Further, Applicant states that the 
effect of the abandonment on the use of 
the Ulan Reservoir as a storage facility 
on Applicant's peak day deliverability 
will amount to only an approximate 
decrease of 2.5 percent in Applicant's 
total storage deliverability and less than 
a 1 percent decrease in total system 
peak day deliverability. 

Any person desiring to be heard or to 
make any protest with reference to said 
application should on or before 
November 2, 1983, file with the Federal 
Energy Regulatory Commission, 
Washington, D.C. 20426, a motion to 
intervene or a protest in accordance 
with the requirements of the 
Commission's Rules of Practice and — 
Procedure (18 CFR 385.214 or 385.211) 
and the Regulations under the Natural 
Gas Act (18 CFR 157.10). All protests 
filed with the Commission will be 
considered by it in determining the 
appropriate action to be taken but will 


not serve to make the protestants 
parties to the proceeding. Any person 
wishing to become a party to a 
proceeding or to participate as a party in 
any hearing therein must file a motion to 
intervene in accordance with the 
Commission's Rules. 

Take further notice that, pursuant to 
the authority contained in and subject to 
the jurisdiction conferred upon the 
Federal Energy Regulatory Commission 
by Sections 7 and 15 of the Natural Gas 
Act and the Commission's Rules of 
Practice and Procedure, a hearing will 
be held without further notice before the 
Commission or its designee on this 
application if no motion to intervene is 
filed within the time required herein, if 
the Commission on its own review of the 
matter finds that permission and 
approval for the proposed abandonment 
are required by the public convenience 
and necessity. If a motion for leave to 
intervene is timely filed; or if the 
Commission on its own motion believes 
that a formal hearing is required, further 
notice of such hearing will be duly 
given. 

Under the procedure herein provided 
for, unless otherwise advised, it will be 
unnecessary for Applicant to appear or 
be represented at the hearing. 

Kenneth F. Plumb, 

Secretary. 

[FR Doc. 83-28079 Filed 10-14-83; 8:45 am] 
BILLING CODE 6717-01-M 


[Docket No. QF8&3-257-000) 


October 12, 1983. 

On September 12, 1983, Cogentrix of 
North Carolina Inc. of 3,000 NCNB Plaza 
Charlotte, North Carolina 28280, filed 
with the Federal Energy Regulatory 
Commission (Commission an 
application for certification of a facility 
as a qualifying cogeneration facility 
pursuant to § 292.207 of the 
Commission's regulations. 

The topping-cycle cogneration facility 
will be located at 4925 West Market 
Street, Greensboro, North Carolina 
27407. The primary energy source will 
be coal. The power production capacity 
will be 35,000 kilowatt. 

Any person desiring to be heard or 
objecting to the granting of qualifying 
status should file a petition to intervene 
or protest with the Federal Energy 
Regulatory Commission, 825 North 
Capitol Street, N.E., Washington, D.C. 
20426, in accordance with Rules 211 and 
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214 of the Commission's Rules of 
Practice and Procedure. All such 
petitions or protests must be filed within 
30 days after the date of publication of 
this notice and must be served on the 
applicant. Protests will be considered by 
the Commission in determining the 
appropriate action to be taken but will 
= serve to make protestants parties to 
the proceeding. Any person wishing to 
beeenie a: edie tonal the ¢acltde te 
intervene. Copies of this filing are on file 
with the Commission and are available 
for public inspection. 
Kenneth F. Plumb, 
Secretary. 
(FR Doc. 63-28080 Filed 10-14-83; 8:45 am] 
BILLING CODE 6717-01-41 


[Docket No. QF83-263-000] 

Cogentrix of North Carolina inc., 
Kenansville; Application for 
Commission Certification of Qualifying 
Status of a Cogeneration Facility 
October 12, 1983. 

On September 12, 1983, Cogentrix of 
North Carolina Inc: of 3,000 NCNB Plaza 
Charlotte, North Carolina 28280, filed 
with the Federal Energy Regulatory 
Commission (Commission) an 
application for certification of a facility 
as a qualifying cogeneration facility 
pursuant to § 292.207 of the 
Commission's regulations. 

The topping-cycle cogneration facility 
will be located at P.O. Box 505, 
Highwayll, Kenansville, North Carolina 
28349. The primary energy source will 
be coal. The power production capacity 
will be 35,000 kilowatt. 

Any person desiring to be heard or 
objecting to the granting of qualifying 
status should file a petition to intervene 
or protest with the Federal Energy 
Regulatory Commission, 825 North 
Capitol Street, N.E., Washington, D.C. 
20426, in accordance with rules 211 and 
214 of the Commission's Rules of 
Practice and Procedure. All such 
petitions or protests must be filed within 
30 days after the date of publication of 
this notice and must be served on the 
applicant. Protests will be considered by 
the Commission in determining the 
appropriate action to be taken but will 
not serve to make protestants parties to 
the proceedings. Any person wishing to 
become a party must file a petition to 
intervene. Copies of this filing are on file 
with the Commission and are available 
for public inspection. 

Kenneth F. Plumb, 

Secretary. 

[FR Doc. 83-28081 Filed 10-14-83; 8:45 am] 
BILLING CODE 6717-01-M 


[Docket No. QF63-259-000) 


On September 12, 1983, Cogentrix of 
North Carolina Inc. of 3,000 NCNB 
Plaza, Charlotte, North Carolina 28280, 
filed with the Federal Energy Regulatory 
Commission (Commission) an 
application for certification of a facility 
as a qualifying tion facility 
pursuant to § 292.207 of the 
Commission's regulations. 

The topping-cycle cogeneration 
facility will be located at 4201 West 
Wendover Street, Greensboro, North 
Carolina 27407. The primary energy 
source will be coal. The power 
production capacity will be 35,000 
kilowatt. 

Any person desiring to be heard or 
objecting to the granting of qualifying 
status should file a petition to intervene 
or protest with the Federal Energy 
Regulatory Commission, 825 North 
Capital Street, NE., Washington, D.C. 
20426, in accordance with rules 211 and 
214 of the Commission’s Rules of 
Practice and Procedure. All such 
petitions or protests must be filed within 
30 days after the date of publication of 
this notice and must be served on the 
applicant. Protests will be considered by 
the Commission in determining the 
appropriate action to be taken but will 
not serve to make protestants parties to 
the proceeding. Any person wishing to 
become a party must file a petition to 
intervene. Copies of this filing are on file 
with the Commission and are available 
for public inspection. 

Kenneth F. Plumb, 

Secretary. 

[FR Doc. 83-28082 Filed 10-14-83; 8:45 am] 
BILLING CODE 6717-01-M 


[Docket No. QF8&3-316-000) 


Me of North Carolina inc, West 

Point Pepperell. Application for 
Commission Certification of Qualifying 
Status of a Cogeneration Facility 
October 12, 1983. 

On September 12, 1983, Cogentrix of 
North Carolina Inc. of 3,000 NCNB 
Plaza, Charlotte, North Carolina 28280, 
filed with the Federal Energy Regulatory 
Commission (Commission) an 
application for certification of a facility 
as a qualifying cogeneration facility 
pursuant to § 292.207 of the 
Commission's regulations. 

The topping-cycle cogenereation 
facility will be located at West Point 


47051 


Pepperell, P. O. Box 697, Elizabethtown, 
North Carolina 28337. The primary 
energy source will be coal. The power 
production capacity will be 35,000 
"an 

person desiring to be heard or 
FP arpa to the granting of qualifying 
status should file a petition to intervene 
or protest with the Federal Energy 
Regulatory Commission, 825 North 
Capitol Street, NE., Washinten, D.C. 
20426, in accordance with rules 211 and 
214 of the Commission's Rules of 
Practice and Procedure. All such 
petitions or protests must be filed within 
30 days after the date of publication of 
this notice and must be served on the 
applicant. Protests will be considered by 
the Commission in determining the 
appropriate action to be taken but will 
not serve to make protestants parties to 
the proceeding. Any person wishing to 
become a party must file a petition to 
intervene. Copies of this filing are on file 
with the Commission and are available 
for public inspection. 
Kenneth F. Pumb, 
Secretary. 
[FR Doc. 83-28083 Filed 10-14-83; 845 am] 


October 12, 1983. 

. On September 12, 1983, Cogentrix of 
North Carolina Inc. of 3,000 NCNB 
Plaza, Charlotte, North Carolina 28280, 
filed with the Federal Energy Regulatory 
Commission (Commission) an 
application for certification of a facility 
asa cogeneration facility 
pursuant to § 292.207 of the 
Commission's regulations. 

The topping-cycle cogeneration 
facility will be located at West Point 
Pepperell, P.O. Box 205, Hamilton, North 
Carolina 27840. The primary energy 
source will be coal. The power 
production capacity will be 35,000 
kilowatt. 

Any person desiring to be heard or 
objecting to the granting of qualifying 
status should file a petition to intervene 
or protest with the Federal Energy 
Regulatory Commission, 825 North 
Capitol Street, N.E., Washington, D.C. 
20426, in accordance with Rule 211 or 
214 of the Commission's Rules of 
Practice and Procedure. All such 
petitions or protests should be filed 
within 30 days after the date of 





publication of this notice and must be 


Commission and are available for public 
inspection. 

Kenneth F. Plumb, 

Secretary. 

(FR Doc. 83-2808r Filed 10-14-83: &45 am| 
BILLING CODE 6717-01-m 


On September 12, 1983, Cogentrix of 
North Carolina Inc. of 3,000 NCNB 
Plaza, Charlotte, North Carolina 28280, 


i ) 
moneda for certification of a facility 
as a qualifying cogeneration facility 
pursuant to § 292.207 of the 
Commission's regulations. 

The topping-cycle cogeneration 
facility will be located at West Point 
Pepperell, P.O. Box 1347, Lumberton, 
North Carolina 28358. The primary 
energy source will be coal. The power 
production capacity will be 35,000 
kilowatt. 

Any person desiring to be heard or 
objecting to the granting of qualifying 
status should file a petition to intervene 
or protest with the Federal Energy 
Regulatory Commission, 825 North 
Capitol Street, N.E., Washington, D.C. 
20426, in accordance with Rule 211 and 
214 of the Commission's Rules of 
Practice and Procedure. All such 
petitions or protests should be filed 
within 30 days after the date of 
publication of this notice and must be 
served on the applicant. Protests will be 
considered by the Commission in 
determining the appropriate action to be 
taken but will not serve to make 
protestants parties to the proceeding. 
Any person wishing to become a party 
must file a petition to intervene. Copies 
of this application are on file with the 
Commission and are available for public 
inspection. 

Kenneth F. Plumb. 

Secretary. 

[PR Doc. 83-28085 Filed 10-14-83. 8:45 am| 
BILLING CODE 6717-01-™ 


[Docket No. CP83-514-000) 


Colorado interstate Gas Co.; Request 
Under Bianket Authorization 
October 12, 1983. 

Take notice that on September 19, 
1983, Colorado Interstate Gas Company 
(CIG), P.O. Box 1087, Colorado Springs, 
Colorado 80944, filed in Docket No. 
CP83-514-000 a request pursuant to 
section 157.205 of the Regulations under 
the Natural Gas Act (18 CFR 157.205) 
proposing to construct and operate an 
interconnecting tap facility under the 
authorization issued in Docket No. 
CP83—21-000, pursuant to Section 7 of 
the Natural Gas Act, all as more fully 
set forth in the request which is on file 
with the Commission and open to public 
inspection. 

CIG states that it would construct and 
operate the tap in order to deliver up to 
59 Mcf of gas per day for the account of 
Peoples Natural Gas Company 
(Peoples), an existing customer of CIG, 
to an agricultural end user, WLF, Inc., 
located in Finney County, Kansas, for 
feed processing. It is stated that the 
deliveries by CIG would be within 
Peoples’ current daily entitlement and 
that the sale would be made pursuant to 
CIG's Rate Schedule G-1, Original 
Volume No. 1 of its FERC Gas Tariff. 

Any person or the Commission's staff 
may, within 45 days after issuance of 
the instant notice by the Commission, 
file pursuant to Rule 214 of the 
Commission's Procedural Rules (18 CFR 
385.214) a motion to intervene or notice 
of intervention and pursuant to Section 
157.205 of the Regulations under the 
Natural Gas Act (18 CFR 157.205) a 
protest to the request. If no protest is 
filed within the time allowed therefor, 
the proposed activity shall be deemed to 
be authorized effective the day after the 
time allowed for filing a protest. If a 
protest is filed and not withdrawn 
within 30 days after the time allowed for 
filing a protest, the instant request shall 
be treated as an application for 
authorization pursuant to Section 7 of 
the Natural Gas Act. 

Kenneth F. Plumb, 

Secretary. 

[FR Doc. 83-28086 Filed 10-14-83: 8:45 am] 
BILLING CODE 6717-01-M 


[Docket No. QF8&3-427-000) 


See’ ee Sa sleetaian 
for Commission Certification of 
Qualifying Status of a Small Power 
Production Facility 


October 12, 1983. 
On September 15, 1983, Greensboro 
Lumber Company of P.O. Box 299, 
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Greensboro, Georgia 30642, filed with 
the Federal Energy Regulatory 
Commission (Commission) an 
application for certification of a facility 
as a qualifying small power production 
facility pursuant to § 292.207 of the 
Commission's regulations. 

The facility is located at the 
Greensboro Lumber Company. The 
primary energy source is wood waste in 
the form of sawdust, chips, shavings, 
and bark. The power production 
capacity is 7,500 kilowatts. 

Any person desiring to be heard or 
objecting to the granting of qualifying 
status should file a petition to intervene 
or protest with the Federal Energy 
Regulatory Commission, 825 North 
Capitol Street, NE., Washington, D.C. 
20426, in accordance with rules 211 and 
214 of the Commission's Rules of 
Practice and Procedure. All such 
petitions or protests must be filed within 
30 days after the date of publication of 
this notice and must be served on the 
applicant. Protests will be considered by 
the Commission in determining the 
appropriate action to be taken but will 
not serve to make protestants parties to 
the proceeding. Any person wishing to 
become a party must file a petition to 
intervene. Copies of this filing are on file 
with the Commission and are available 
for public inspection. 

Kenneth F. Plumb, 

Secretary. 

[FR Doc. 83-28087 Filed 10-14-83; 8:45 am] 
BILLING CODE 6717-01-M 


[Docket No. SA8&3-20-000) 


Husky Oil Co.; Petition for Adjustment 


October 12, 1983. 


On September 22, 1983, Petitioner, 
Husky Oil Company (Husky), 6060 South 
Willow Drive, Englewood, Colorado 
80111, filed with the Federal Energy 
Regulatory Commission (Commission) a 
petition for adjustment under rules 
issued under section 201(a) of the 
Natural Gas Policy Act, 15 U.S.C. 

§§ 3301-3432 (Supp. V 1981). Husky 
requests interim and permanent 
exemption for its Cheyenne, Wyoming, 
and North Salt Lake, Utah, refineries 
from incremental pricing surcharges, 
with such relief to be effective January 
1, 1982. Husky’s Cheyenne refinery is 
supplied by Cheyenne Light, Fuel and 
Power Company (Cheyenne LFP). 
Colorado Interstate Gas Company (CIG) 
serves Cheyenne LFP. The North Salt 
Lake refinery is supplied by Mountain 
Fuel Supply Company. 

Husky submits that a special hardship 
on financial grounds exists at its 
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Cheyenne and North Salt Lake 
refineries. Furthermore 


evi 
submitted to the Commission concerning 
the above period, Husky alleges that it 
has met the out of pocket test 
contemplated by § 385.1108 and Peter 
Cooper Corporations, 15 FERC { 61,027 
(April 7, 1981). 

The procedures applicable to the 
conduct of this adjustment proceeding 
are found in Subpart K of the 
Commission's Rules of Practice and 
Procedure. Any person desiring to 
participate in this adjustment 
proceeding must file a motion to 
intervene in accordance with the 
provisions of Subpart K. All motions to 
intervene must be filed within 15 days 
after publication of this notice in the 
Federal Register. 

Kenneth F. Plumb, 
Secretary. 


* [FR Doc. 63~28086 Filed 10-14-83; 8:45 am] 


BILLING CODE 6717-01-M 


[Docket No. ES84-2-000] 
lowa Electric Light and Power Co., 
Application 


October 12, 1983. 


Take notice that on October 3, 1983, 
the Iowa Electric Light and Power 
Company filed an application, pursuant 
to Section 204 of the Federal Power Act, 
with the Federal Energy Regulatory 
Commission (Commission) seeking an 
order (1) authorizing it to issue and sell 
over a two-year period, through a 
negotiated offering, 1,000,000 shares of 
Additional-Common Stock, par value of 
$2.50 per share, and (2) exempting the 
issuance from competitive bidding, 
pursuant to 18 CFR 34.2(a), 34.2({a)(iv) 
and 34.2(b)(2) of the Commission’s 
Regulations. 

Any person desiring to be heard or to 
make protest with reference to this 
application should on or before 
November 2, 1983, file with the Federal 
Energy Regulatory Commission, 
Washington, D.C. 20426, petitions or 
protests in accordance with the 
Commission's Rules of Practice and 
Procedures (18 CFR 385.211 and 385.214), 
respectively. This application is on file 
with the Commission and available for 
public inspection. 

Kenneth F. Plumb, 
Secretary. 


{FR Doc. 83-28089 Filed 10-14-83; 8:45 am] 
BILLING CODE 6717-01-™ 


[Docket No. ES84-1-000] 
lowa Electric Light and Power Co., 
Application 


October 12, 1983. 

Take notice that on October 3, 1983, 
the Iowa Electric Light and Power 
Company filed an application, pursuant 
to Section 204 of the Federal Power Act, 
with the Federal Energy Regulatory 
Commission (Commission) seeking an 
order (1) authorizing it to issue and sell 
over a two-year period, through a 
negotiated offering, 35,000,000 principal 
amount of First Mortgage Bonds, and (2) 
exempting the issuance from 
competitive bidding, pursuant to CFR 
34.2(a), 34.2(a)}{iv) and 34.2(b) 34.2(b)(2) of the 
Commission’s tions. 

Any person desiring to be heard or to 
make protest with reference to this 
application should on or before 
November 2, 1983, file with the Federal 
Energy Regulatory Commission, 
Washington, D.C. 20426, petitions or 
protests in accordance with the 
Commission’s Rules of Practice and 
Procedures (18 CFR 385.211 and 385.214), 
respectively. This application is on file 
with the Commission and available for 
public inspection. 

Kenneth F. Plumb, 

Secretary. 

{FR Doc. 82-28090 Filed 10-14-83; 8:45 am] 
BILLING CODE 6717-01-m 


[Docket No. SA83-21-000) 


KemaNord, inc.; Petition for 
Adjustment and interim Relief 


October 12, 1983. 

On September 28, 1983, Petitioner, 
KemaNord, Inc., 2525 Cumberland 
Parkway, Atlanta, Georgia 30339, filed 
with the Federal Energy Regulatory 
Commission (Commission) a petition for 
an adjustment pursuant to section 502(c) 
of the Natural Gas Policy Act of 1978 
(NGPA), 15 U.S.C. 3301, et seg. (Supp. V 
1981). KemaNord seeks interim and 
permanent relief from incremental 
pricing surcharges imposed under NGPA 
section 201(a) for its sodium chlorate 
facility located in Columbus, 
Mississippi, with such relief to be 
effective from September 1, 1983. 
KemaNord’s Columbus facility is 
supplied by Mississippi Valley Gas 
Company. 

KemaNord states that its sodium 
chlorate facility in Columbus, 
Mississippi is fueled by natural gas 
subject to incremental pricing under 
NGPA section 201. KemaNord alleges 
that it is suffering special hardship 
, because the incremental price 
“surcharges have contributed to an out- 


of-pocket loss for the Columbus facility 
during the period from June 1983 to 
August 1983. KemaNord alleges that 
evidence submitted for the above-stated 
period indicates that the Columbus 
facility meets the out-of-pocket cost test 
that the Commission applied in Peter 
Cooper Corporations, 15 FERC § 61,027 
(April 7, 1981). KemaNord also contends 
that the incremental pricing surcharges 
are increasing and that the surcharges 
place KemaNord at a competitive 
disadvantage vis-a-vis sodium chlorate 
producers that use less natural gas than 
does KemaNord. 

The procedures applicable to the 
conduct of this adjustment proceeding 
are found in Subpart K of the 
Commission’s Rules of Practice and 
Procedure. Any person desiring to 
participate in this adjustment 
proceeding must file a motion to 
intervene in accordance with the 
provisions of Subpart K. All motions to 
intervene must be filed within 15 days 
after publication of this notice in the 
Federal Register. 

Kenneth F. Plumb, 

Secretary. 

(FR Doc. 83-28091 Filed 10-14-83; &45 am] 
BILLING CODE 6717-01-™ 


(Docket. No. CP83-523-000] 


Montana-Dakota Utilities Co.; Request 
Under Blanket Authorization 


October 12, 1983. 


Take notice that on September 26, 
1983, Montana-Dakota Utilities Co. 
(MDU), 400 North Fourth Street, 
Bismarck, North Dakota 58501, filed in 
Docket No. CP83-523-000 a request 
pursuant to § 157.205 of the 
Commission's Regulations under the 
Natural Gas Act (18 CFR 157.205) that 
MDU proposes to construct and operate 
certain facilities on its interstate gas 
transmission system to permit direct 
sales of gas to customers in and around 
the town of Trenton, North Dakota, 
under the authorization issued in Docket 
Nos. CP83—1-000 and CP83—1-001 
pursuant to Section 7 of the Natural Gas 
Act, all as more fully set forth in the 
request on file with the Commission and 
open to public inspection. 

MDU proposes to construct and 
operate approximately 12,300 feet of 
2%-inch O.D. steel transmission lateral 
and a new city gate station to serve the 
community of Trenton, North Dakota. 
MDU states that the total cost of the 
proposed facilities is $114,300, which it 
states will be financed by internally 
generated funds and/or short-term bank 
loans. 





MDU indicates it will serve on a firm 
basis 67 residential and 3 commercial 
customers in 1984 in the Trenton area 
with estimated sales of 205 Mcf on a 
peak day and 17,000 Mcf during the 
year. MDU indicates that the proposed 
service will be made pursuant to MDU's 
rate tariffs approved by and on file with 
the North Dakota Public Service 
Commission and in accordance with the 
terms and conditions of MDU’s FERC 
curtailment plan in MDU's Gas Tariff, 
First Revised Volume No. 1. 

Any person or the Commission's staff 
may, within 45 days after issuance of 
the instant notice by the Commission, 
file pursuant to Rule 214 of the 
Commission's Procedural Rules (18 CFR 
385.214) a motion to intervene or notice 
of intervention and pursuant to § 157.205 

Regulations under the Natural 
* Gas Act (18 CFR 157.205) a protest to the 
request. If no protest is filed within the 
time allowed therefor, the proposed 
activity shall be deemed to be 
authorized effective the day after the 
time allowed for filing a protest. If a 
protest is filed and not withdrawn 
within 30 days after the time allowed for 
filing a protest, the instant request shall 
be treated as an application for 
authorization pursuant to Section 7 of 
the Natural Gas Act. 
Kenneth F. Plumb, 
Secretary. 
[PR Doc. 82-28092 Filed 10-14-83; 8:45 am] 
BILLING CODE 6717-01-M 


[Docket No. CP83-515-000] 


Northwest Pipeline Corp.; Request 
Under Blanket Authorization 
October 12, 1983. 

Take notice that on September 21, 
1983, Northwest Pipeline Corporation 
(Northwest), P.O. Box 1526, Salt Lake 
City, Utah 84110, filed in Docket No. 
CP83-515-000 a request pursuant to 
§ 157.205(b) of the Regulations under the 
Natural Gas Act (18 CFR 157.205) that 
Northwest proposes to construct and 
operate certain natural gas facilities, 
abandon natural gas facilities and 
reallocate natural gas service from the 
location to be abandoned to the 

new point of delivery in order 
to provide Cascade Natural Gas 
Corporation (Cascade), an existing 
customer of Northwest, with a new 
delivery point under the authorization 
issues in Docket No. CP82—433-000 
pursuant to Section 7 of the Natural Gas 
Act, all as more fully set forth in the 
request on file with the Commission and 
open to public inspection. 

Northwest proposes to construct and 
operate the Yakima Firing Range (Firing 


Range) meter station to be located in 
Yakima County, Washington, to provide 
natural gas for resale to Cascade. It is 
asserted that the proposed Yakima 
meter station would be utilized by 
Cascade to provide service to the United 
States Army. Northwest indicates that 
the maximum daily delivery obligation 
will be 3,020 therms per day through the 
proposed meter station. 

Northwest states that the additional 
volumes of natural gas to be sold to 
Cascade would be within the 
certificated volumes of natural gas 
which Northwest has heretofore been 
authorized to sell and deliver to 
Cascade. Northwest further states that 
no increase in the total daily contract 
demand which Northwest is authorized 
to sell and deliver is proposed nor 
would any such increase result from the 
proposed service. It is asserted that 
Cascade would reimburse Northwest for 
all actual costs, estimated to be $33,450. 

Northwest states that the volumes of 


. Ratural gas to be sold through the 


proposed Yakima meter station would 
be reallocated from the existing Yakima 
and Union Gap delivery point. 

In addition, Northwest proposes to 
abandon the Stanwood meter station, 
located in Snohomish County, Wyoming, 
which was utilized for the sale and 
delivery of natural gas to Cascade. 
Northwest indicates that the Stanwood 
meter station has not been used for 
several years and the abandonment will 
provide a partial source of materials to 
be used in the construction of the 
proposed Firing Range meter station. 

Northwest states that El Paso Natural 
Gas Company (El Paso), Northwest's 
predecessor in interest, constructed and 
operated the Stanwood meter station 
pursuant to the authorization granted to 
E] Paso in Docket No. CP69-88 (40 FPC 
1428). The original cost of facilities to be 
abandoned was $41,105. Northwest 
further states that the proposed 
abandonment will have no adverse 
effect on its system operations. 
Northwest indicates that the volumes of 
natural gas currently authorized to be 
sold at the Stanwood meter station will 
be reallocated to an existing point of 
delivery to Cascade. 

Natural gas service to Cascade will be 
reallocated as follows: 
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Any person or the Commission's staff 
may, within 45 days after issuance of 
the instant notice by the Commission, 
file pursuant to Rule 214 of the 
Commission's Procedural Rules (18 CFR 
385.214) a motion to intervene or notice 
of intervention and pursuant to Section 
157.205 of the Regulations under the 
Natural Gas Act (18 CFR 157.205) a 
protest to the request. If no protest is 
filed within the time allowed therefor, 
the proposed activity shall be deemed to 
be authorized effective the day after the 
time allowed for filing a protest. If a 
protest is filed and not withdrawn 
within 30 days after the time allowed for 
filing a protest, the instant request shall 
be treated as an application for 
authorization pursuant to Section 7 of 
the Natural Gas Act. 

Kenneth F. Plumb, 

Secretary. 

[FR Doc. 63-28093 Filed 10-14-83; 8:45 am] 
BILLING CODE 6717-01-M 


[Docket Nos. CP80-65-041 and CP75-376- 
004] 


Tennessee Gas Pipeline Co., a Division 
of Tenneco Inc.; Petition To Amend 


October 12, 1983. 


Take notice that on September 12, 
1983, Tennessee Gas Pipeline Company, 
a Division of Tenneco Inc. (Petitioner), 
P.O. Box 2511, Houston, Texas 77001, 
filed in Docket Nos. CP80-65-041 and 
CP75-376-004, a petition to arnend the 
orders issued October 31, 1980, and 
January 23, 1979, in Docket Nos. CP80-65 
and CP75-376, respectively, as amended, 
pursuant to Section 7(c) of the Natural 
Gas Act so as to authorize the sale of 
natural gas to and transportation of 
natural gas for EnergyNorth, Inc. 
(EnergyNorth), in lieu of Manchester 
Gas Company (Manchester) and Gas 
Service, Inc. (GSI), with the 
consolidation of daily volume limits by 
delivery point and the abandonment of 
sales and transportation services to 
Manchester and GSI, all as more fully 
set forth in the petition to amend which 
is on file with the Commission and open 
to public inspection. 

Petitioner states that in Docket Nos. 
CP80-65 and CP75-376 it is authorized to 
provide various sales and transportation 
services to GSI and Manchester. It is 
further stated that on December 31, 1982, 
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EnergyNorth company 
and saguured tae cuity inet at Oe 
and Manchester and on September 2, 
1983, entered into an t with 
Petitioner to combine the various 
services to be rendered to 

instead of GSI and Manchester, with 
revised daily volume limits by delivery 


point. 
It is stated that Petitioner 


Counties, New Hampshire, be 
in Rate Schedule S00-MElmervios to 
EnergyNorth within the 1,000 Mcf 


withdrawal gas at the same point, with a 
maximum daily volume of 909 Mcf. It is 


proposed that an existing connection 
between GSI and Petitioner, in Hillsboro 


Petitioner states that siamnietsé to its 
Rate Schedule SST-NE it receives 
storage injection gas from GSI in 
Hillsboro and Merrimac Counties, New 
Hampshire, for delivery to Penn-York 
Energy Corporation (Penn-York) and 
receives withdrawal gas at the same 
points, with a maximum daily volume of 
1,000 Mcf with 100,000 Mcf of top 
storage gas available. It is further stated 
that pursuant to the same rate schedule 
Petitioner receives storage injection gas 
from Manchester in Hillsboro County, 
New Hampshire, for rede’! to Penn- 
York and receives withdrawal gas at the 
same point, with a maximum daily 
volume of 1,227 Mcf with 135,000 Mcf of 
top storage gas available. Petitioner 
proposes to provide EnergyNorth Rate 
Schedule SST-NE service to Penn-York 
with a maximum daily volume of 2,227 
and 235,000 Mcf of top storage gas, at 
the three existing receipt and delivery 


points with the addition of a receipt and 


It is also stated that Petitioner 
provides two Rate Schedule ISST-NE 
services to GSI for storage injection and 
withdrawal by Honeoye and Penn-York 
from Hillsboro County, New ; 
Each service is said to have a daily 
transportation volume of 909 Mcf and a 


Ceeneetaal volume limits from time 


Additionally, Petitioner requests that 
it be authorized to abandon the sales 
and services currently rendered to GSI 
and Manchester. 

Any person desiring to be heard or to 
make any protest with reference to said 
petition to amend should on or before 
Nov. 2, 1983, file with the Federal Energy 
Regulatory Commission, Washington, 
D.C. 20426, a motion to intervene or a 
protest in accordance with the 

its of the Commission’s Rules 
of Practice and Procedure (18 CFR 
385.214 or 385.211) and the Regulations 
under the Natural Gas Act (18 CFR 
157.10). All protests filed with the 
Commission will be considered by it in 
determining the appropriate action to be 
taken but will not serve to make the 
protestants parties to the proceeding. 
Any person wishing to become a party 
ic @ proceeding or to participate as a 
party in any hearing therein must file a 
motion to intervene in accordance with 
the Commission's Rules. 
Kenneth F. Plumb, . 
Secretary. 
[FR Doc. &3-28102 Filed 10-14-83; &:45 am] 
BILLING CODE 6717-01-™ 


[Docket No. CP83-520-000] 
Transcontinental Gas Pipe Line Corp.; 
Application : 


October 12, 1983. 


Take notice that on September 23, 
1983, Transcontinental Gas Pipe Line 
Corporation (Applicant), P.O. Box 1396, 
Houston, Texas 77521, filed in Docket 
No. CP38-520-000 an application 
pursuant to Section 7({c) of the Natural 
Gas Act for a certificate of public 
convenience and necessity authorizing 
the transportation of natural gas on 
hehalf of Tennessee Gas Pipeline 
Company, a Division of Tenneco Inc. 
(Tennessee), all as more fully set forth in 
the application which is on file with the 


Commission and open to public 
inspection. 
Applicant requests authority to 


dekatherms equivalent per day of 
natural gas pursuant to a transportation 
agreement between Applicant and 
Tennessee dated November 22, 1982. It 
is stated that such quantities shall be 
made available to Applicant at the point 
of interconnection between the existing 


production facilities located at the Ship 
Shoal Block 246B Platform, offshore 
Louisiana, on Applicant’s Southeast 
System and that 
thermally 


Louisiana Ga 
Applicant will 
equivalent quantities to Tennessee cr 
for Tennessee’s account at existing 
points of interconnection between 
Tennessee and Applicant (a) at Mile 


Parish, 
Louisiana (Cowley); (b) at Mile Post 5.17 
on Applicant’s Southeast Louisiana 
Lateral, Calcasieu Parish, Louisiana 
(Starks); (c) at Mile Post 12.99 on 
Applicant’s McMullen Lateral, Wharton 
County, Texas (Louise); and (d) at 

Applicant's Mainline, Mile Post 489.73, 
Allen Parish, Louisiana (Kinder). 

For such service, Applicant proposes 
to charge Tennessee 29.9 cents per 


delivered to Tennessee at the above 
ee ee arene 
proposes to 30.6 cents per 
dekatherm. Such rates, it is stated, are 
being collected subject to refund in 
Docket No. RP83-30-000. 

Any person desiring to be heard or to 
uudiguaehamaanadeaen tenet 
application should on or before 
November 2, 1983, file with the Federal 
Energy Regulatory Commission, 
Washington, D.C. 20426, a motion to 
intervene or a protest in accordance 
with the i its of the 
Commission's Rules of Practice and 
Procedure (18 CFR 385.214 or 385.211) 
and the Regulations under the Natural 
ee 
filed with the Commission will be 
considered by it in determining the 
appropriate action to be taken but will 
not serve to make the protestants 
parties to the proceeding. Any person 
wishing to become a party to a 

or to participate as a party in 
any hearing therein must file a motion to 
intervene in accordance with the 
Commission’s Rules. 





Take further notice that, pursuant to 
the authority contained in the subject to 
conferred upon the Federal 
Energy Commission by 
Sections 7 and 15 of the Natural Gas Act 


decisions and orders are available in the 
Public Docket Room of the Office of 
pee Ae ger vor ga New 


Officer of the DOE Office of 


about the Tertiary Incentive Program. In a 
prior Appeal, the DOE found that the Director 
hed failed to provide sufficient information to 
justify his claim that the material was exempt 
from disclosure under Exemption 4 of the 
FOIA, and remanded the matter to him for a 


support his determination that the material 
was withholdable under Exemption 4, and 
further, that the information was not 
“confidential” under the applicable case law. 
Accordingly, the Appeal was granted. 
Request for Modification and/or Rescission 


Economic Regulatory Administration/Norco 


== ea tal lanes ca tala 


The Economic tory Administration 


special proceeding 

Part 205, Subpart V. Further, the OHA found 
that to insure restitution, the 
interest rates set forth in the RO should be 
increased in order to conform to current DOE 
interest policy. 


Motions for Discovery 
Brownlie, Wallace, Armstrong & Bander, Inc., 
September 6, 1963 HRD-0112, HRH-0112 
Brownlie, Wallace, Armstrong & Bander, 
Inc. (BWAB)} filed a Motion for Discovery and 
a Motion for Evidentiary Hearing in 
connection with a Statement of Objections to 
a Proposed Remedial Order (PRO) which the 
Dallas Field Office of the Economic 
Regulatory Administration (ERA) issued to 
the firm on December 22, 1962. In the PRO, 
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Gn BBA einen Son Gian punety 
certified crude oil produced from one of its 
properties as “newly discovered” since crude 
oil had been produced in measurable 
quantities from the property before January 1, 
1979. In its Statement of Objections, BWAB 
admitted that the property had produced oil 
in measurable quantities in December 1978, 


relating to BWAB. The Motion was denied on 

the grounds that it was overly broad, and that 

it requested information irrelevant to the 
legal question regarding the certification of 
the crude oil produced by BWAB. In its 

Motion for Evidentiary Hearing, BWAB 

sought to present various facts about oil 

The Motion was denied on the 
ground that such factual information was 
irrelevant and immaterial to the legal 
question of certification. 

Téxfel Petroleum Corp. IU International Oil & 
Gas, Inc., September 9, 1983, DRD-0200, 
DRH-0200 

Texfel Petroleum Corporation and IU 

International Oil & Gas, Inc. jointly filed 

Motions for Discovery and Evidentiary 

Hearing in connection with a Proposed 

Remedial Order issued to the firms. In their 

Motions, the firms sought access to certain 

DOE documents and the opportunity to 

provide oral testimony by the firms’ 

representatives and expert witnesses and 
from former DOE officials. In denying the 
firms’ request for contemporaneous 
construction discovery, the DOE found that 
the injection well issued has already been 
resolved, that the regulations and rulings 
concerning production were unambiguous 
and that the agency's position on the 
regulation has always been consistent. The 

DOE also found that discovery with respect 

to oral advice alleged to have been received 

ee was unnecessary because even if 
firms documented this advice, it would 
coraeeieina claim of estoppel. 

Finally, the DOE denied the firms’ Motion for 

Evidentiary Hearing because the firms had 

failed to establish that an evidentiary hearing 

would assist in making findings of fact in an 
effective manner and because the firms 
sought an evidentiary hearing with respect to 
legal rather than factual issues. 


Interlocutory Order 
Robert Gregory d.b.a. Fairfax Shell, 
September 9, 1983, HRZ-0126 

Robert Gregory d.b.a. Fairfax Shell filed a 
Motion to Dismiss a Proposed Remedial 
Order that had been issued to him by the 
Economic Regulatory Administration on April 
15, 1982. In his Motion, Gregory contended 
that the PRO should not have been issued to 
him since (1) the alleged regulatory violations 
occurred before he became operator of 
Fairfax Shell, and (2) his acquisition of the 
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operation of Fairfax Shell was merely the 
opaineatien A Steen ee a Nee 


Ozona Gas Processing Plant II/Nalley, Inc., 
September 6, 1983, RF28-1 
Nalley, Inc. filed an Application for Refund 


Standard Oil Company (Indiana)/Alton 
Corporation et al., September 
9, 1983, RF21-3689 et al. 

The DOE issued a Decision and Order 
concerning 29 Applications for Refund filed 
by consumers of Amoco middle distillate. All 
of these consumers elected to apply for a 
refund based upon the presumption of injury 
and the formulae outlined in Office of Special 
Counsel, 10 DOE { 85,048 (1982). In 
considering these applications, the DOE 
concluded that each of the applicants should 
receive a refund based upon the volume of its 
eligible Amoco middle distillate purchases. 
The refunds granted in this proceeding total 
$41,163. 


Standard Oil Company (Indiana)/ Corman’s 
Standard et al., September 6, 1983, RF21- 
02417 et al. 


The DOE issued a Decision and Order 
concerning 55 Applications for Refund filed 
by retailers of Amoco motor gasoline. All of 
these firms elected to apply for a refund 
based upon the presumption of injury and the 
formulae outlined in Office of Special 
Counsel, 10 DOE { 85,048 (1982). In 
considering these applications, the DOE 
concluded that each of the 55 applicants 

- should receive a refund based upon the total 
volume of its Amoco motor gasoline 
purchases. The refunds granted in this 
proceeding total $48,120. 


Standard Oil Company (Indiana)/ Donlea Oi! 
Co. et al., September 6, 1983, RF21-3811 
et al. 


The DOE issued a Decision and Order 
concerning 21 Applications for Refund filed 
by wholesalers of Amoco motor gasoline. Ail 
of these firms elected to apply for a refund 
based upon the presumption of injury and the 


formulae outlined in of Special 


Comment 0 none 
concluded that 


Standard et al., 
10300 et al. 


Standard Oil Company (Indiana}/ Geneva 
September 6, 1983, 


Standard Oil Company (Indiana)/ Kennedy’s 
Amoco et al., September 6, 1983, RF21- 
7014 et al. 

The DOE issued a Decision and Order 
concerning Applications for Refund filed by 3 
firms that are both retailers of Amoco motor 
gasoline and resellers of Amoco middle 
distillates. These firms elected to apply for a 


Counsel, 10 DOE { 85,048 (1982). In 
considering these applications, the DOE 
concluded that each of the 3 applicants 
should receive a refund based upon the total 
volume of its Amoco motor gasoline and 
middle distillate purchases. The refunds 
granted in this proceeding total $2,833. 
Standard Oil Company (Indiana)}/ Smith & 
Sons Amoco et al., September 7, 1983, 
RF21-725 et al. 

The DOE issued a Decision and Order 
concerning 140 Applications for Refund filed 
by retailers of Amoco motor gasoline. All of 
these firms elected to apply for a refund 
based upon the presumption of injury and the 
formulae outlined in Office of Special 
Counsel, 10 DOE { 85,048 (1382). In 
considering these applications, the DOE 
concluded that each of the 140 applicants 
should receive a refund based upon the total 
volume of its Amoco motor gasoline 
purchases. The refunds granted in this 
proceeding total $145,152. 


Standard Oil Company (Indiana)/Thomas E. 
Wernet, September 6, 1983, RF21-7495, 
RF21-12175 

The DOE issued a Decision and Order 
two Applications for Refund filed 
by Thomas E. Wernet, a retailer of Amoco 
motor gasoline and a reseller of Amoco 
middle distillates. Wernet elected to apply for 

a refund based upon the presumption of 

injury and the formulae outlined in Office of 

Special Counsel, 10 DOE $85,048 (1982). In 

considering the applications, the DOE 

concluded that Wernet should receive a 

refund based upon the total volume of his 

Amoco motor gasoline and Amoco middle 

distillate purchases. Refunds granted in this 

proceeding total $287. 


ee Villa Park 


of these consumers elected to apply for a 

refund upon the presumption of injury and 
the formulae outlined in Office of Special 
Counsel, 10 DOE 4 85,048 (1982). In 


purchases. 

The refunds granted in this proceeding total 

$17, 284. 

Standard Oil Companty (Indiana)/White Oi! 
Co. et al, September 6, 1983, RF-4821 et 
al. 

The DOE issued a Decision and Order 
concerning 10 Applications for Refund filed 
by resellers of Amoco middle distillates. All 
of these firms elected to apply for a refund 
based upon the presumption of injury and the 
formulae outlined in Office of Special 
Counsel, 10 DOE § 85,048 (1982). In 
considering these applications, the DOE 
concluded that each of the 10 applicants 
should receive a refund based upon the total 
volume of its Amoco middle distillate 


Vickers Energy Corporation/Metro “500”, 
Inc., September 7, 1983, RF1-305 

The DOE issued a Decision and Order 
concerning an Application for Refund filed by 
Metro “500”, Inc., a motor gasoline retailer, 
which sought a portion of the Vickers Energy 
Corporation consent order fund. Metro “500” 
sought a refund based upon purchases of 
Vickers motor gasoline which exceeded the 
small claim threshold figure of 50,000 gallons 
per month, and therefore submitted detailed 
information concerning its business 
operations. After analyzing this information, 
the DOE concluded that Metro “500” was 
injured by the alleged overcharges, and 
should receive a refund based upon the 
volume of its Vickers motor gasoline 
purchases for which it made a showing of 
injury. Accordingly, the Application for 
Refund was granted in part. 
Dismissals 

The following submissions were dismissed: 


Name | Case No. 
c igs... emai RF21-10109 
Earle Byrd ‘ 


AF21-10117 
RF21-11071 
RF21-11074 


The following Amoco Refund 
Application was dismissed on the 
grounds that the applicant had already 
received a refund directly from Amoco: 


[FR Doc. 83-28230 Filed 10-14-83; 8:45 am] 
BILLING CODE 6450-01-m 
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ENVIRONMENTAL PROTECTION 


Federal Register on August 7, 1980 (45 
FR 52735): 


L Permit Modification 


Southwest Resource Recovery 
Facility, Baltimore, 

The Prevention of Significant 
Deterioration (PSD) permit issued on 
September 10, 1981 was modified by 


Authority, One East Redwood Street, 
Suite 300, Baltimore, MD 21202 
to: 

Baltimore Refuse Systems 
Company, c/o Wheelabrator—Frye, 
Inc., Liberty Lane, Hampton, NH 03842 


IL. PSD Permit Issued 


On May 9, 1983, the EPA issued a PSD 
permit to the Tennessee Gas Pipeline 
Company for approval to construct and 
operate a natural gas compressor engine 
and boiler in Forrest County, 


Pennsylvania. 

This permit has been issued under 
EPA's Prevention of Significant Air 
Quality Deterioration (40 CFR 52.21) 
regulations applicable to the natural ga 
compressor engine and boiler, subject t to 
certain conditions including: 

1. The emissions shall not exceed the 
limitations specified below: 
Oxides of Nitrogen 
110.1 tons/year 
25.137 Ibs/Hr 
234 PPM at 15 percent oxygen on a Dry Basis 
(2.8 grams per HP-HR) 

2. Within the time limits specified in 
General Condition No. 3 of this permit, 
stack emission tests for oxides of 
nitrogen shall be conducted in 
accordance with approved EPA test 
methods as described in 40 CFR Part 60, 
Appendix A, Method 20 as modified by 
60.324 of proposed subpart FF. 

Ill. Permit Rescissions 


a. A. L DuPont Institute, Wilmington, 
Delaware. 


On May 23, 1983, the PSD permit 
issued on September 18, 1980 for the 
construction and operation of three 
steam generators at the Institute was 
rescinded. Based upon the information 
submitted by the Institute and in 
accordance with the provisions of the 
amended PSD regulations, a 
determination by EPA indicated that the 
sulfur dioxide emissions will be lower 
than the PSD applicability levels. 

b. Mettiki Coal Corporation, Deer 
Park, Maryland. 

On June 27, 1983, the PSD permit 
issued on July 5, 1978 for the 
construction and operation of the coal 
preparation facility in Garrett County, 
MD was rescinded. This facility is now 
subject to the provisions of the federally 
enforceable State PSD permit 
modification issued on May 6, 1983 by 
the Maryland Air Management 
Administration. 

c. F. O. Day Bituminous Company, 
Rockville, Maryland. 

On June 30, 1983, the PSD permit 
issued on May 14, 1979 for the 
construction and operation of an asphalt 
batch plant was rescinded. Based upon 
the information submitted by the 
company and in accordance with the 
provisions of the amended PSD 
regulations, a determination by EPA 
indicated that the particulate emissions 
will be lower than the PSD applicability 
levels. 

d. Craig Blacktop & Paving,.Inc., 
Hagerstown, Maryland. 

On June 30, 1983, the PSD permit 
issued on November 8, 1978 for the 
construction and operation of an asphalt 
batch plant was rescinded. Based upon 
the information submitted by the 
company and in accordance with the 
provisions of the amended PSD 
regulations, a determination by EPA 
indicated that the particulate emissions 
will be lower than the PSD applicability 
levels. 

e. Arundel Corporation, Baltimore, 
Maryland. 

On June 30, 1983, the PSD permit 
issued on November 28, 1978 for the 
construction and operation of the 
company’s stone crushing plant in Harve 
de Grace, MD was rescinded. Based 
upon the information submitted by the 
company and in accordance with the 
provisions of the amended PSD 
regulations, a determination by EPA 
indicated that the particulate emissions 
will be lower than the PSD applicability 
levels. 


f. Genstar Stone Products Company, 
Hunt Valley, Maryland. 


On July 1, 1983, the PSD permits 
issued on October 31, 1978 and August 
10, 1979 for the construction and 
operation of the company’s stone 
crushing plants at the Medford Quarry 
in Carroll County, MD were rescinded. 
Based upon the information submitted 
by the company and in accordance with 
the provisions of the amended PSD 
regulations, a determination by EPA 
indicated that the particulate emissions 
will be lower than the PSD ate | 
levels. 

g. Parrott Materials Company, 
Woodbine, Maryland. 

On August 12, 1983, the PSD permit 
issued on April 3, 1979 for the 
construction and operation of the 
company’s asphalt batch plant in Carroll 
County, MD was rescinded. Based upon 
the information submitted by the 
company and in accordance with the 
provisions of the amended PSD 
regulations, a determination by EPA 
indicated that the particulate emissions 
will be lower than the PSD applicability 
levels. 

These permit rescission 
determinations do not relieve the 
reviewed sources of the responsibility 
for complying with all local, State and 
Federal regulations which are part of the 
State Implemention Plan. - 

IV. Permit Extension 

Hampton Roads Energy Company, 
Portsmouth, Virginia. - 

On July 15, 1983, the EPA approved an 
extension of the Hampton Roads Energy 
Company’s (HREC) PSD permit issued 
by EPA on January 25, 1980. The original 
PSD permit authorized construction, 
under certain conditions, of a 184,000 
barrel per stream day refinery and 
terminal at Portsmouth, Virginia. The 18- 
month construction period authorized by 
the PSD regulations, 40 CFR 52.21(r)(2), 
was to have expired on July 25, 1981 but 
an 18-month extension was granted on 
June 30, 1981. This permit extension was 
to have expired on January 25, 1983. 

EPA published a Notice of Proposed 
Approval and Public Comment Period 
on March 22, 1983, 48 FR 11986. During 
the public comment period, EPA 
received a series of comments from 
CARE, Inc. However, none of these 
comments offer EPA any justification for 
denying the PSD permit extension. 

EPA believes the Company has 
adequately justified, in accordance with 
40 CFR 52.21(r)(2). its ability to begin 
construction within the allotted time 
frame. As stated in its December 1, 1982 
letter, several substantial court 
challenges to the construction of this 
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project have prevented commencement 
of construction. Several of these 
challenges remain unresolved and it 
appears it will be another year or two 
before final court decisions are handed 
down. 

On January 18, 1983, the 
Commonwealth of Virginia notified EPA 
that it knew of no planned expansions 
in the Portsmouth area that would add 
to the predicted impacts of the proposed 
HREC facility. The Commonwealth 
further stated that it understood the 
need for an extension, that its 
regulations already provide for a similar 
type of extension, and had no objections 
to the approval of the Company’s 
request. 

Therefore, EPA has conditionally 
extended the HREC PSD permit, 
provided that construction is 
commenced within nine months of the 
issuance of a final nonreviewable order 
in all three of the following cases: 

National Wildlife Federation, et al. v. 
John O. Marsh, Jr., Civ. No. 80-2350 
(D.D.C.); 2. Trailsend Land Co. v. 
Virginia Holding Corporation, Record 
No. 81-1906 (currently before the 
Virginia Supreme Court), and; 3. 
Chesapeake Bay Foundation Inc. et al. 


v. U.S.A., et al. (4th Circuit, No. 80-1852). 


An order will be considered to be 
final when it concludes the case and to 
be nonreviewable when all appeals of 
the order have been decided or the time 
for bringing such appeals has expired. 

1. All emission limitations, reporting 
requirements, and permit conditions 
contained in the January 25, 1980 permit 
remain in effect unless and until revised 
by the EPA. 

2. Beginning July 15, 1983, the 
Company must submit semiannual 
reports detailing the status of the 
pending litigation. 

3. By July 25, 1984, if construction has 
not yet commenced, the Company must 
submit an updated status report on this 
project including a summary of any 
unresolved litigation, corporate 
projections for construction 
commencement, and any other 
information pertinent to the refinery- 
terminal project. 

4. By November 1, 1984, EPA will 
complete its review of this material and 
perform a reevaluation and update, if 
necessary, of the BACT determination 
and air quality modeling analyses. At 
this time, if construction has not yet 
commenced, permit conditions and 
emission limitations will be revised if 
appropriate. 

Under Section 307(b)(1) of the Clean 
Air Act, judicial review of the above 
listed final actions is available only by 
the filing of a petition for review in the 
United States Court of Appeals for the 


appropriate circuit on or before 
December 16, 1983. 

Copies of these PSD determinations 
are available for public inspection upon 
request at the following location: Air 
Management Branch (3AW10), 
Environmental Protection Agency, 
Region III, 6th and Walnut Streets, 
Philadelphia, PA 19106. Attention: Ms. 
Lillie Ellerbe (215/597-8170). 

Dated: September 19, 1983. 

Stanley Laskowski, 

Acting Regional Administrator. 
[FR Doc. 83-28153 Filed 10-14-83; 6:45 am] 
BILLING CODE 6560-50-M 


[OPRM-FRL 24518] 
Agency information Collection 
Activities Under OMB Review 


AGENCY: Environmental Protection 
Agency (EPA). 
ACTION: Notice. 


summary: Section 3507(a)(2)(B) of the 


Paperwork Reduction Act of 1980 (44 
U.S.C. 3501 et seq.) requires the Agency 
to publish in the Federal Register a 
notice of proposed information 
collection requests that have been 
forwarded to the Office of Management 
and Budget (OMB) for review. The 
information collection requests listed 
are available to the public for review 
and comment. 

FOR FURTHER INFORMATION CONTACT: 
David Bowers; Office of Standards and 
Regulations; Information Management 
Section (PM-223); U.S. Environmental 
Protection Agency; 401 M Street, SW.; 
Washington, D.C. 20460; telephone (202) 
382-2742 or FTS 382-2742. 


SUPPLEMENTARY INFORMATION: 
Public Affairs Programs 


¢ Title: President's Environmental 
Youth Awards (EPA #0292). 

Abstract: This continuing program 
encourages awareness and 
understanding of environmental 
protection among the Nation’s youth. 
The EPA Regions collect and process 
voluntary applications from those 
wishing to conduct environmental 
projects to earn a presidential certificate 
and possibly other recognition. 

Respondents: Primary and secondary 
schools and youth organizations. 


Agency PRA Clearance Requests 
Completed by OMB 
EPA #0167, Verification of Test 
Parameters/ Verification of Parts List, 
was cleared on August 11 (OMB 
# 2000-0227). 
EPA #0287, Report of Nonexpendable 
Government Property Acquired by 


Contractor, was cleared on September 
23 (OMB # 2030-0009). 

EPA #0788, Hazardous Substance 
Response Fund Contractor Cost 
Report, was cleared on September 19 
(OMB # 2000-0285). 

EPA #0849, Economic Dislocation Early 
Warning System (EDEWS), was 
cleared on July 6 (OMB #2010-0007). 

EPA #0982, NSPS for Metallic Minerals 

ing Industry, was cleared on 
August 18 (OMB #2060-0016). 

EPA #0999, Information Requirements 
for Hazardous Waste Incinerators, 
was cleared on September 15 (OMB 
# 2050-0002). 


_ EPA #1026, Survey of Organic 


Chemicals, Plastics and Synthetic 
Fibers Manufacturing Industry, was 
cleared on September 16 (OMB 

# 2040-0043). 

EPA #1081, National Emission 
Standards for Inorganic Arsenic 
Emissions from Glass Manufacturing 
Plants, was cleared on September 12 
(OMB # 2060-0043). 

EPA #1089, National Emission Standard 
for Inorganic Arsenic Emissions from 
Primary Copper Smelters, was cleared 
on September 12 (OMB # 2060-0044). 
Comments on all parts of this notice 

should be sent to: 

David Bowers (PM-223), U.S. 
Environmental Protection Agency, 
Office of Standards and Regulations, 
401 M Street, SW., Washington, D.C. 
20460, and 

Don Arbuckle, Vartkes Broussalian or 
Anita Ducca, Office of Management 
and Budget, Office of Information and 
Regulatory Affairs, New Executive 
Office Building (Room 3228), 726 
Jackson Place, NW., Washington, D.C. 
20503. 

Dated: October 11, 1983. 

Daniel J. Fiorino, 

Chief, Regulation Management Staff. 

[FR Doc. 83-27984 Filed 10-14-83; 8:45 am] 

BILLING CODE 6560-50-M 


[OA-FRL-2443-3] 


Intergovernmental Review of EPA 
Programs and Activities; Procedures 
To Establish Comment Period Start 
Dates for Programs and Activities 
Subject to Executive Order 12372 


Correction 

In the document beginning on page 
44643 in the issue of Thursday, 
September 29, 1983, make the following 
corrections: 

1. Third column of page 44643, under 
Procedures, section II, paragraph A., 





sixth line, “is forward” should have read 
“it forwarded”. ; 

2. On page 44644, middle column, the 
bold type heading at the beginning of 
the appendix and insert the following: 


3. Also in the appendix, insert the 
following caption between the first and 


4. In the saine column, two lines from 
the bottom, “FR Doc. 83-26623” should 
have read “FR Doc. 83—26628”. 


[FCC 83-439; MM Docket No. 83-1001 et ai., 
and File No. BPCTI-830418KG et ai.] 


arate tesa any ada 
Memorandum Opinion and Order 
a 


Broadcasting Network, San Bernardino, 
California (MM Docket No. 83-1001, File No. 


Docket No. 83-1007, File No. BPCTI- 
830419KK), and Nova Communications 
Network, Inc., San Bernardino, California 
(MM Docket No. 83-1008, File No. BPCTI- 
830419KL) for interim authority to operate the 
facilities of former Station KHOF-TV, 
Channel 30, San Bernardino, California; 
Memorandum Opinion and Order. 

Adopted: September 22, 1983. 

Released: October 4, 1983. 
By the Commission. 


1. The Commission has before it for 
consideration: (a) The above-captioned 
mutually exclusive applications for 
interim authority to operate the facilities 
of former station KHOF-TV, Channel 30, 
San Bernardino, California, filed by 

Broadcasting 
(Angeles). United Minority Broadcasting 
San Bernardino, Inc. (United), 
Scone Consultants, Inc. 


(Parachurch), The Christian Media and 
Education Foundation (Christian 
Media), James L. Oyster (Oyster), Asian- 
American Broadcasting Foundation 
(Asian-American), Christians Aware, 
and Nova Communications Network, 
Inc. (Nova), (b) the jointly filed merger 
agreement of United, Parachurch, 
Christian Media, and Oyster envisioning 
the joint interim operation of the 
channel by a new corporate entity, New 
Century Broadcasting (New Century), 
and seeking conditional grant of the 
application pursuant to Section 73.3592 
of the Commission's Rules, and (c) a 
motion to dismiss New Century’s 
application filed by Asian-American.' 

2. On April 7, 1982, the United States 
Court of Appeals for the District of 
Columbia Circuit affirmed the 
Commission's action dismissing the 
application of Faith Center, Inc. for 
renewal of its license for KHOF-TV. 
Faith Center, Inc. v. F.C.C., 679 F.2d 261 
(D.C. Cir. 1982), cert. denied, —— U.S. 
——, 103 S. Ct. 1188, 75 L.Ed. 2d 435 
(1983}. Subsequently, on March 2, 1983, 
the Commission directed Faith Center to 
cease operation of the station by 12:01 
AM, May 24, 1983, and the station is off 
the air. By public notice dated March 16, 
1983, the Commission invited 
applications for interim operation of the 
channel to be submitted no later than 
April 19, 1983. Availability of Channel 
30, San Bernardino, California, Mimeo 
No. 2964.” The notice specified that the 
interim operations should be conducted 
on a non-profit basis with the net 
profits, if any, being distributed to 
qualified charitable or educational 
institutions. It further limited interim 
applications to those containing parties 
who would have no interest in a regular 
application for the frequency. 
Consequently, the eight applicants who 
filed timely proposals are independent 
of any potential regular applicant for the 
facilities. 


* On June 1, 1983, Parachurch and United 
submitted amendments reflecting major changes of 
ownership in both applicants. The deadline for filing 
major changes, however, was April 19, 1983, and the 
amendments were returned as unacceptable for 
filing on June 29, 1983. In its motion to dismiss, 
Asian-American does not recognize the return of the 
amendments and treats Parachurch's and United’s 
participation in the New Century merger as invalid 
because it was made by principals no longer 
connected with the applicants. Since the 
amendments were returned and since, on July 7, 
1983, both Parachurch and United reaffirmed their 
intent to prosecute their applications as originally 
submitted, their participation in New Century is not 
invalid, and Asian-American’s motion to dismiss 
will be denied. 

2 The public notice also invited applications for 
regular operation of the station, and 41 applications 
were received in response, 38 of which were 
designated for hearing on August 18, 1983. United 
American Television of San Bernardino, Mimeo No. 
6506 (released September 20, 1983). 
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3. In support of its request for 
conditional grant, New Century argues 
that the public interest would be served 
by the prompt reinstatement of service 
on Channel 30 and that the other 
applicants, who previously rejected 
participation in the merged application, 
would still be permitted to join New 
Century. It would be a more expeditious 
means of returning service to San 
Bernardino if all applicants did agree to 
merge. That option is still available in 
this case if the applicants wish to give 
further consideration to a possible 
merger and submit their proposal to the 
Review Board. Nevertheless, we do not 
wish to deprive those individual 
applicants who seek to operate the 
facility on an interim basis in a manner 
they believe best serves the public 
interest from presenting their proposals 
to the Review Board. Accordingly, New 
Century’s request for conditional grant 
will be denied. Moreover, since the 
merger is conditioned on the 
Commission's grant of New Century's 
application, the applications of United, 
Parachurch, Christian Media, and 
Oyster will be considered individually. 

4. In order to determine which of the 
eight interim applicants is best qualified, 
we will follow our previous practice of 
designating the applications for oral 
argument before the Review Board. 
Leflore-Dixie Employee Venture, 51 R.R. 
2d 429 (1982). In so doing, we reject 
Oyster’s suggestion that the interim 
operator be selected by lottery, since we 
specifically postponed the use of such 
procedures in the Mass Media Services 
other than Low Power Television. 
Lottery Selection Among Applicants, 53 
R.R. 2d 1401 (1983). Moreover, we are 
not convinced that a lottery is a 
satisfactory way to select an.interim 
operator. Christians Aware, United, 
Parachurch, and Chrisitan Media note 
that, in order to minimize the time in 
which Channel 30 would be dark 
pending the selection of an interim 
operator, they should be granted special 
temporary authority (STA) to operate 
the station until a duly chosen interim 
operator is ready to commence 
operation.* We believe that the idea of 
an “interim interim operator” would be 
impractical, unnecessary, and 
burdensome and could require two 
changes of operators instead of one. In 
order to save as much time as possible, 
however, the applicants will be directed 
to file their comparative showings in 
writing within 20 days of the release of 
this Order. Thereafter, the Board will 
hold a preliminary conference in the 


% United, Parachurch, and Christian Media 
request the STA either jointly or severally. 
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matter and establish its own schedule 
and rules of procedure. While the Borad 
will have broad discretion in this case, 
should the need arise, it is hereby 
authorized to direct the Office of 
Administrative Law Judges to have 
testimony taken on a specific matter. 

5. Parachurch, Christian Media, and 
United state that whatever net profit 
there will be from the operation of 
Channel 30 will be used “solely for the 
specific purposes permitted under the 
non-profit, tax-exempt status of the 
applicant.” Asian-American proposes to 
distribute its net profits to qualified 
charitable or educational institutions. 
Angeles, Oyster, Christians Aware, and 
Nova, however, propose no such 
distribution of profits. We view the 
interim operator as a caretaker until a 
regular operator is selected, and we do 
not believe that it would be in the public 
interest for the caretaker to profit from 
its operation. As we stated in paragraph 
2, supra, in inviting interim applications 
we specified that the net profits, if any, 
should be distributed to qualified 
charitable or educational institutions. By 
that, we meant institutions other than 
the applicant itself. We will, therefore, 
modify our requirement to oblige the 
interim operator to distribute any net 
profits to qualified California non- 
commerical educational broadcast 
interests or charities in which the 
applicants have no direct or indirect 
interest. 

6. United, Parachurch, and Christian 
Media each proposes to sidemount its 
antenna on the tower used by KDOC- 
TV, Channel 56, Anaheim, California. 
The other applicants either propose to 
operate the facilities of former station 
KHOF-TV in their entirety or, as in the 
case of Asian-American, with some 
modifications. Since it is possible that 
the facilities of KHOF may not be made 
available, those applicants intending to 
utilize those facilities should be 
prepared with an alternative proposal. 

7. Oyster has failed to complete 
Section II of FCC Form 301 (finanical 
qualifications); rather, he states such 
completion is unnecessary since KHOF 
is an operating facility. KHOF, however, 
is no longer on the air, and certification 
as to financial qualifications is 
necessary. Failure to demostrate ones 
financial qualifications would ordinarily 
require the specification of an issue. In 
this proceeding, however, such a course 
could inordinately delay the 
comparative process and the prompt 
return of service to the residents of the 
San Bernardino area. Accordingly, 
Oyster will be given 10 days from the 
date of release of this order to review 
his financial proposal in light of 


Commission requirements and, if 
appropriate, to submit a certification to 
the Review Board in the manner called 
for in Section III of the application. If the 
applicant cannot make the required 
certification in the time specified, his 
application will be dismissed. 

8. Paul J. Toberty, Vice President and 
Director of Christians Aware, is also 
President and 15 percent stockholder of 
Interstate Broadcasting Systems, Inc. 
(Interstate), licensee of KYMS(FM), 
Santa Ana, California. In addition, the 
Paul J. Toberty Financial Corporation 
(PJT), jointly owned by Toberty and his 
wife Joyce, is the 82.5 percent 
stockholder of Interstate. The 
Commission has long held that the 
broadcast interests of one spouse are 
attributable to the other. Miller & 
Shroeder, 36 R.R. 2d 1699 (1976). 
Accordingly, Joyce Toberty’s ownership 
of Interstate through PJT will be 
attributed to her husband. Section 
73.636(a)(1) of the Commission’s Rules 
sets out a policy against granting a 
television application where a party to 
the applicant, such as Toberty, directly 
or indirectly owns, operates, or controls 
an FM radio station licensed to a 
community that would be encompassed 
by the proposed Grade A contour of the 
television station. Christians Aware’s 
proposed Grade A contour would 
encompass Santa Ana, and Toberty has, 
accordingly, agreed to divest himself of 
all his present broadcast interests in the 
event of a grant of Christians Aware’s 
application. Because of Paul and Joyce 
Toberty’s ownership of PJT and its 
ownership of Interstate, either they will 
also be required to terminate their 
interests in PJT or PJT will be required 
to terminate its interest in Interstate. In 
the event of a grant of Christians 
Aware’s application, such terminations 
must be demonstrated before the 
commencement of operation. 

9. We find that the continued use of 
Channel 30 in Sen Bernardino would 
serve the public interest. Except as 
indicated by the issues specified below, 
the applicants are qualified to construct 
and operate as proposed. Since the 
applications are mutually exclusive, the 
Commission is unable to make the 
statutory finding that their grant will 
serve the public interest, convenience, 
and necessity. Therefore, the 
applications will be designated in a 
consolidated proceeding on the issues 
specified below. 

10. Accordingly, it is ordered, that 
pursuant to Sections 5(d) and 309(e) of 
the Communications Act of 1934, as . 
amended, the above-captioned 
applications are designated for oral 
argument before the Review Board at a 


time and place to be specified in a 
subsequent Order upon the following 
issues: 

1. To determine which of the 

would, on a comparative 
basis, best serve the public interest. 

2. To determine, in light of the 
evidence adduced pursuant to the 
foregoing issues, which application, if 
any, should be granted. 

11. It is further ordered, that the 
applicants shall submit in writing their 
respective showings under the 
comparative issue within 20 days of the 
release of this Order. 

12. It is further ordered, that the 
Review Board shall conduct this 
proceeding on an expedited basis and, if 
possible, issue a decision within 90~- 
days. 

13. It is further ordered, that Oyster’s 
request for selection of the interim 
operator by lottery is denied. - 

14. It is further ordered, that Asian- 
American's motion to dismiss the 
application of New Century is denied. 

15. It is further ordered, that the 
request of United, Parachurch, Christian 
Media, and Oyster for conditional grant 
of their merged application, New 
Century, is denied. 

16. It is further ordered, that the 
requests for special temporary authority 
filed by Christians Aware, United, 
Parachurch, and Christian Media are 
denied. 

17. It is further ordered, that, within 10 
days from the date of release of this 
Order, Oyster shall submit a financial 
certification in the form required by 
Section III of FCC Form 301 and that his 
failure to do so in the time specified, will 
result in the dismissal of his application. 

18. It is further ordered, that, in the 
event of a grant of any of the 
applications, the authorization shall 
contain the following conditions: 

1. The interim operator shall compute 
its net profits from the operation of the 
station by generally accepted 
accounting principles. It shall distribute 
such net profits to noncommercial 
educational broadcast interests or to 
charities in the State of California in 
which the interim operator has no direct 
or indirect interest. Distribution shall be 
made at intervals not exceeding three 
months and shall be in an amount not 
less than 80% of the accumulated net 
profits so computed. All net profits not 
distributed throughout the life of the 
interim operation shall be distributed to 
non-commercial educational broadcast 
interests or charities in the State of 
California in which the interim operator 
has no direct or indirect interest upon 
dissolution of the interim operation. 
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employees without the prior consent of 
the Commission. 


3. Within six months after the 
commencement of operation (and no 
more than every six months thereafter), 
the interim operator shall file with the 
Chief, Video Services Division, Mass 
Media Bureau a detailed accounting of 


reports 
profit and loss statement, statement of 
ined earnings, and a statement of 
in financial position. 

19. It is further ordered, that, in the 
event of a grant of Christians Aware’s 
application, the authorization shall 
contain the additional condition: 

Prior to the commencement of 
operation, Christians Aware shall 
cartify to the Commission that: (a) Paul 
J. Toberty has severed all interest in and 
connection with Interstate Broadcasting 

Systems, Inc., and (b) either Paul J. 
Toberty and Joyce Toberty have severed 
all interest in and connection with Paul 
]. Toberty Financial Corporation or P{T 
has severed all interest in and 
connection with Interstate. 

20. It is further ordered, that the 
Commission may, upon 60 days written 
notice to the interim operator, require 
termination of the interim operation 
should: (a) The conditions imposed 
herein not be met or (b) it be otherwise 
determined that such continued interim 
operation would not be in the public 
interest, and no hearing shall be 
required in connection with such order 
to terminate. 

21. It is further ordered, that, to avail 
themselves of the opportunity to be 
heard, the applicants herein shall, 
within 10 days of the release of this 
Order, file with the Commission, in 
triplicate, a written appearance stating 
an intention to appear on the date fixed 
for the oral argument and present 
evidence on the issues specified in this 
Order. 

22. It is further ordered, that the 
applicants herein shall, pursuant to ~ 
Section 311(a)(2) of the Communications 
Act of 1934, as amended, forthwith upon 
release of the Order fixing the time and 
date of the oral argument, cause to be 


published in a newspaper of general 
circulation in San Bernardino, 

California, a notice of the hearing, either 
individually or jointly, in the manner 
prescribed by § 73.3594 of the 
Commission's Rules. 


Federal Communications Commission. 
William J. Tricarico, 

Secretary. 

{FR Doc. 83-28211 Filed 10-14-83: 6:45 am] 
BILLING CODE 6712-01-M 


Big Country of Missouri, inc. and Beverly Broadcasting, inc.; Applications for 
Consolidated Hearing 


1. The Commission has before it the following mutually exclusive applications 


for a new FM station: 


2. Pursuant to Section 309({e) of the 
Communications Act of 1934, as 
amended, the above applications have 
been designated for hearing in a 
consolidated proceeding upon issues 
whose headings are set forth below. The 
text of each of these issues has been 
standardized and is set forth in its 
entirety in a sample standardized 
Hearing Designation Order (HDO) 
which can be found at 48 FR 22428, May 
18, 1983. The issue headings shown 
below correspond to issue headings 
contained in the referenced sample 
HDO. The letter shown before each 
applicant’s name, above, is used below 
to signify whether the issue in question 
applies to that particular applicant. 


Issue Heading and Applicant(s) 


1. (See Appendix), A 
2. Comparative, A, B 
3. Ultimate, A, B 


3. If there is any non-standardized 


issue(s) in this proceeding, the full text 
of the issue and the applicant(s) to 
which it applies are set forth in an 
Appendix to this Notice. A copy of the 
complete HDO in this proceeding may 
be obtained, by written or telephone 
request, from the Mass Media Bureau's 
Contact Representative, Room 242, 1919 
M Street, NW., Washington, D.C. 20554. 
Telephone (202) 632-6334. 

W. Jan Gay, 

Assistant Chief, Audio Services Division, 
Mass Media Bureau. 


Appendix—lIssue(s) 


To determine with respect to the 
following applicant(s) whether, in light 
of the evidence adduced concerning the 
deficiency set forth above in paragraph 
8 ' the applicant(s) is financially 
qualified: A (Big Country). 

(FR Doc. 83~28206 Filed 10-14-83: 8:45 am] 
BILLING CODE 6712-01-M 


Bismark Media Co., et al.; Applications for Consolidated Hearing 


1. The Commission has before it the following mutually exclusive applications 


for a new FM station: 








MOOD > 


* Paragraph 8 reads as follows: The material 
submitted by the applicant(s) below does not 
demonstrate its financial qualifications. 
Accordingly, an issue will be specified concerning 
the following deficiency: 


Applicant(s) and Deficiency 

A (Big Country): Applicant relies on a bank loan 
to meet a financial commitment of $109,949.46, but 
has failed to provide a copy of the loan agreement. 
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mht mercbky + gma Issue Heading and Applicant{s) Appendix—Issue(s) 
Communications Act of 1934, as 1. (See Appendix), E 
amended, the above applications have 2. Comparative, A, B, C, D, E jae “or ea nal 
3. Ultimate, A, B, C, D, E (North Plains) whic! ae 
3. If there is any non-standardized proposed facilities are likely to have an 
issue(s) in this proceeding, the full text adverse effect on the quality of the 
of the issue and the applicant(s) to environment: 
which it applies are set forth in an (a) To determine whether the proposal 
is consistent with the National 
comp! Environmental Policy Act, as 
sa ctshed-hasuincheredagioons implemented by §§ 1.1301-1.1309 of the 
request, from the Mass Media Bureau's § Commission's Rules; and 
Contact Representative, Room 242, 1919 (b) Whether, in light of the evidence 
HDO. The letter shown before each io ake gmdgmmmeaama adduced pursuant to (a) above the 
applicant’s name, above, is used below elephone (202) 632-6334. applicant is qualified to construct and 
to signify whether the issue in question  V- Jen Gay, operate as proposed. 
applies to that particular applicant. Assistant Chief, Audio Services Division, JFR Doc. 63-28200 Filed 10-14-83: &:45 am| 
Moss Medio Bureau. BILLING CODE 6712-01-48 


Capi Spanish Broadcasting, inc.; Applications for Consolidated Hearing 


1. The Commission has before it the following mutually exclusive applications 
for a new FM station: 


2. Pursuant to Section 309(e) of the Communications Act of 1934, as amended, 
the above applications have been designated for hearing in a consolidated pro- 
ceeding upon issues whose headings are set forth below. The text of each of these 
issues has been standardized and is set forth in its entirety in a sample standard- 
ized Hearing Designation Order (HDO) which can be found at 48 FR 22428, May 
18, 1983. The issue headings shown below correspond to issue headings contained 
in the referenced sample HDO. The letter shown before each applicant's name, 
above, is used below to signify whether the issue in question applies to that 
particular appiicant. 

Issue Heading and Applicant{s) 
1. (See Appendix), A 
2. Air Hazard, A 
3. Comparative, A, B 
4. Ultimate, A, B 

3. If there is any non-standardized issue(s) in this proceeding, the full text of 
the issue and the applicant(s) to which it applies are set forth in an Appendix to 
this Notice. A copy of the complete HDO in this proceeding may be obtained, by 
written or telephone request, from the Mass Media Bureau’s Contact Representa- 
tive, Room 242, 1919 M Street, N.W., Washington, D.C. 20554. Telephone (202) 632- 
6334. 


W. Jan Gay, 
Assistant Chief, Audio Services Division, Mass Media Bureau. 


Appendix—issue(s) 

If a final environmental impact statement is issued with respect to A (Capi) 
which concludes that the proposed facilities are likely to have an adverse effect on 
the quality of the environment: 

(a) To determine whether the proposal is consistent with the National Environ- 
mental Policy Act, as implemented by $§ 1.1301-1.1319 of the Commission's Rules; 
and : 
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oe, in light of the evidence adduced pursuant to (a) above, the 
is qualified 


to construct and operate as proposed. 


[PR Doc. 83-28206 Filed 10-14-83; &45 am] 


Davis Broadcasting Co., inc. et al.; Applications for Consolidated Hearing 
1. The Commission has before it the following mutually exclusive applications 


2. Pursuant to section 309(e) of the 
Communications Act of 1934, as 
amended, the above applications have 


proceeding upon 
cheubheniussamcitted. below. The 
text of each of these issues has been 
standardized and is set forth in its 


which can be found at 48 FR 22428, May 
18, 1983. The issue headings shown 
below correspond to issue headings 


contained in the referenced sample 
HDO. The letter shown before each 
applicant's name, above, is used below 
to signify whether the issue in question 
applies to that particular applicant. 
Issue Heading and Applicant(s) 
1. Comparative, A, B, C 
2. Ultimate, A, B, C 

3. If there is any non-standardized 
issue(s) in this proceeding, the full text 
of the issue and the applicant(s) to 
which it applies are set forth in an 


Appendix to this Notice. A copy of the 
complete HDO in this proceeding may 
be obtained, by written or telephone 
request, from the Mass Media Bureau's 
Contact Representative, Room 242, 1919 
M Street, NW., Washington, D.C. 20554. 
Telephone (202) 632-6334. 

W. Jan Gay, 

Assistant Chief, Audio Services Division, 
Mass Media Bureau. 

[FR Doc. 63-28201 Filed 10-14-83; 8:45 am] 

BILLING CODE 6712-01-M 


ee ee ee 


1. The Commission has before it the following mutually exclusive applications 
for a new FM station: 


2. Pursuant to Section 309(e) of the 
Communications Act of 1934, as 
amended, the above applications have 
been designated for hearing in a 
consolidated proceeding upon issues 
Shue hidiann ens atta, bios. The 
text of each of these issues has been 
standardized and is set forth in its 

standardized 


below correspond to issue headings 


contained in the referenced sample 
HDO. The letter shown before each 
applicant's name, above, is used below 
to signify whether the issue in question 
applies to that particular applicant. 
Issue Heading and Applicant{s) 

1. City Coverage Waiver, A 


2. Comparative, A.B 
3. Ultimate, A, B 


3. If there is any non-standardized 
issue(s) in this proceeding, the full test 
of the issue and the applicant(s) to 


which it applies are set forth in an 
Appendix to this Notice. A copy of the 
complete HDO in this proceeding may 
be obtained, by written or telephone 
request, from the Mass Media Bureau's 
Contact Representative, Room 242, 1919 
M Street, N.W., Washington, D.C. 20554. 
Telephone (202) 632-6334. 

W. Jan Gay, 

Assistant Chief, Audio Services Division, 
Mass Media Bureau. 

[FR Doc. 83-28205 Filed 10-14-83; 8:45 am] 

BILLING CODE 6712-01-M 


Maranatha Broadcasting Co. and Monadnock Broadcasting Co.; Applications for 
Consolidated Hearing 


1. The Commission has before it the following mutually exclusive applications 
for a new FM station: 
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2. Pursuant to Section 309{e) of the 
Communications Act of 1934, as 
amended, the above applications have 


upon issues 
whose headings are set forth below. The 4 


text of each of these issues has been 
standardized and is set forth in its 
entirety in a sample standardized 
Designation Order (HDO) 
which can be found at 48 FR 22428, May 
18, 1983. The issue headings shown 
below correspond to issue headings 
contained in the referenced sample 
HDO. The letter shown before each 
applicant's name, above, is used below 
to signify whether the issue in question 
applies to that particular applicant. 


Issue Heading and Applicant{s) 


1. Comparative, A, B 
2. Ultimate, A, B 


3. If there is any non-standardized 
issue{s) in this proceeding, the full text 
of the issue and the applicant(s) to 
which it applies are set forth in an 
Appendix to this Notice. A copy of the 
complete HDO in this proceeding may 
be obtained, by written or telephone 
request, from the Mass Media Bureau's 
Contact Representative, Room 242, 1919 
M Street, NW., Washington, D.C. 20554. 
Telephone (202) 632-6334. 


W. Jan Gay, 
Assistant Chief, Audio Services Division, 
Mass Media Bureau. 


{FR Doc. 63-28203 Filed 10-14-83; 8:45 am] 
BILLING CODE 6712-01-M 


Music Sound Radio, inc. et ai.; Hearing 
Designation Order 


In the matter of applications of Music 
Sound Radio, Inc., Sand Springs, Oklahoma, 
req: 102.3 MHz, Channel 272, 3 kW (H&V), 
300 Feet (MM Docket No. 83-1068, File No. 
BPH-811218AL); Tulsa County Radio, Ltd., 
Sand Springs, Oklahoma, req: 102.3 MHz, 
Channel 272, 2.2 kW (H&V), 355 Feet (MM 
Docket No. 83-1069, } ile No. BPH-820621AH); 
Keystone Communications, Inc., Sand 
Springs, Oklahoma, req: 102.3 MHz, Channel 
272, 1.3 kW (H&V), 465 Feet (MM Docket No. 
1070, File No. BPH-820624AB); Elinor Lewis- 
Stephens, Sand Springs, Oklahoma, req: 102.3 
MHz, Channel 272, .7 kW (H&V), 620 Feet 
(MM Docket No. 1071, File No. BPH- 
820624AH); Advantage Enterprises, Inc., Sand 
Springs, Oklahoma, req: 102.3 MHz, Channel 
272, 2kW (H&V), 355 Feet (MM Docket No. 


1072, File No. BPH-820624AJ); and Will-Can 
Communication, Inc., Sand 

Oklahoma, req: 102.3 MHz, Channel 272, 1.58 
kW (H&V), 428 Feet (MM Docket No. 1073 
File No. BPH-820624BX) for construction 
permit for a new FM Station. 


Mass Media Bureau, acting pursuant to 
delegated authority, has under 
consideration the above-captioned 
mutually exclusive applications of 
Music Sound Radio, Inc., Tulsa County 
Radio, Ltd., Keystone Communications, 
Inc. (Keystone), Elinor Lewis-Stephens, 
Advantage Enterprses, Inc. and Will- 
Can Communication, Inc. (Will-Can). 

2. Will-Can. Section I, Paragraph 10, 
Form 301, asks: 


Do documents, instruments, agreements or 
understandings for the pledge of stock of a 
corporate applicant, as security for loans or 
contractual performance, provide that: (a) 
Voting rights will remain with the applicant, 
even the event of default on the obligation; 
(b) in the event of default, there will be either 
a private or public sale of the stock; and (c) 
ee eee 


the purchaser at such sale, the prior consent 
of the Commission (pursuant to 47 U.S.C. 310 
(d)) will be obtained? 


Will-Can Answered “no” to this 
question. However, the applicant failed 
to supply the required full explanation. 
Accordingly, the applicant will be given 
30 days from the date of the release of 
this Order to submit the explanation to 
the presiding Administrative Law Judge 
in the manner called for by Section II, 
paragraph 10, as to its legal 
qualifications. 

3. Data submitted by the applicants 
indicate that there would be a 
significant difference in the size of the 
areas and populations which would 
receive service from the proposals. 
Consequently, the areas and populations 
which would receive FM service of 1 
mV/m or greater intensity, together with 
the availability of other primary aura) 
services in such areas, will be 
considered under the standard 


1 Will-Can has commited itself itself to divest 
itself of all interest in and to a side-band FM 
channel which provides service to Tulsa Cable, a 
cable operator at Tulsa, Oklahoma. Accordingly, an 
appropriate condition will be included. 


comparative issue for the purpose of 
whether 


applicants. 
4. Except as indicated by the issues - 


specified below, the applicants are 
qualified to construct and operate as 


5. Accordingly, it is ordered, That, 
pursuant to Section 309(e) of the 
Communications Act of 1934, as 
amended, the applications are 
designated for hearing in a consolidated 
proceeding, at a time and place to be 
specified in a subsequent Order, upon 
the following issues: 

2. To determine, which of the proposals 
would, on a comparative basis, best serve the 
public interest. 

3. To determine, in the light of the evidence 
adduced pursuant to the foregoing issues, 
which of the applications shpuld be granted. 


6. It is further order, That Will-Can 
Communication, Inc. shall submit a full 
explanation as required by Section II, 
Paragraph 10, F.C.C. Form 301, within 30° 
days of the release of this Order. 

7. It is further ordered, That in the 
event of a grant of the application of 
Will-Can Communication, Inc. the 
construction permit shall contain a 
condition that program tests will not be 
authorized until the permittee has 
shown that it has divested itself of all 
interest in, and severed all connections 
with its side-band FM channel which 
provides service to Tulsa Cable. 

8. It is further ordered, That to avail 
themselves of the opportunity to be 
heard, the applicants herein shall, 
pursuant to § 1.221(c) of the 
Commission's Rules, in person or by 
attorney, within 20 days of the mailing 
of this Order, file with the Commission 
in triplicate a written appearance stating 
an intention to appear on the date fixed 
for the hearing and to present evidence 
on the issues specified in this Order. 

9. It is further ordered, That the 
applicants herein shall, pursuant to 
Section 311{a)(2) of the Communications 
Act of 1934, as amended, and § 73.3594 
of the Commission's Rules, give notice 
of the hearing (either individually or, if 
feasible and consistent with the Rules, 
jointly) within the time and in the 
manner prescribed in such Rule, and 
shall advise the Commission of the 
publication of such notice as required by 
§ 73.3594(g) of the Rules. 





Federal Communications Commission. 
W. Jan Gay, 

Mass Media Bureau. 

Appendix 


10. The Commission has not yet 
received Federal Aviation 


Administration clearance for the 
antenna tower(s) proposed by the below 
listed applicant(s). Accordingly, it is 
further ordered, That the following issue 
is specified: 

1. To determine whether there is a 
reasonable possibility that a hazard to air 
navigation would occur as a result of the 
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tower height(s) and location(s) proposed by 
Keystone. 

11. It is further ordered, That the 
Federal Aviation Administration is 
made a party to the proceeding. 

[FR Doc. 63-28202 Filed 10-14-83: 8:45 am] 
BILLING CODE 6712-01-M 


Northern Sun Corp. et al.; Applications for Consolidated Hearing 


1. The Commission has before it the following mutually exclusive applications 
for a new FM station: 


AMMO N Wp 


2. Pursuant to Section 309{e) of the 
Communications Act of 1934, as 
amended, the above applications have 
been designated for hearing in a 
consolidated proceeding upon issues 
whose headings are set forth below. The 
text of each of these issues has been 

«Standardized and is set forth in its 
entirety in a sample standardized 
Hearing Designation Order (HDO) 
which can be found at 48 FR 22428, May 
18, 1983. The issue headings shown 
below correspond to issue headings 
contained in the referenced sample 
HDO. The letter shown before each 
applicant's name, above, is used below 

' to signify whether the issue in question 
applies to that particular applicant 





Issue Heading and Applicant({s) 
1. (See Appendix), F 

2. Air Hazard, A, C, D, E, F 

3. Comparative, A, B, C, D, E, F,G 
4. Ultimate, A, B, C, D, E, F,G 


3. If there is any non-standardized 
issue(s) in this proceeding, the full text 
of the issue and the applicant(s) to 
which it applies are set forth in an 
Appendix to this Notice. A copy of the 
complete HDO in this proceeding may 
be obtained, by written or telephone 
request, from the Mass Media Bureau's 
Contact Representative, Room 242, 1919 
M Street, N.W., Washington, D.C. 20554. 
Telephone (202) 632-6334. 

W. Jan Gay, 
Assistant Chief, Audio Services Division, 
Mass Media Bureau. 


Additional Issue Paragraph 


1. If a final environmental impact 
statement is issued with respect to F 
(Stromquist) which concludes that the 
proposed facilities are likely to have an 
adverse effect on the quality of the 
environment, then the following issues 
are included: 

(a) To determine whether the proposal 
is consistent with the National 
Environmental Policy Act, as 
implemented by §§ 1.1301-1.1319 of the 
Commission's Rules; and 

(b) Whether, in light of the evidence 
adduced pursuant to 

(a) above, the applicant is qualified to 
construct and operate as proposed. 

{FR Doc. 83-28209 Filed 10-14-83; 8:45 am] 
BILLING CODE 6712-01-M 


Sunnie G. Silverman and Seth Broadcasting Corp.; Applications for 
Consolidated Hearing 


1. The Commission has before it the following mutually exclusive applications 
for a new FM station: 


2. Pursuant to Section 309(e) of the 
Communications Act of 1934, as 
amended, the above applications have 





been designated for hearing in a 
consolidated proceeding upon issues 
whose headings are set forth below. The 


text of each of these issues has been 
standardized and is set forth in its 
entirety in a sample standardized 
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Hearing Designation Order (HDO) 
which can be found at 48 FR 22428, May 


applies to that particular applicant. 
Issue Heading and Applicant{s) 

1. City Coverage Waiver, A 

2. (See Appendix), B 


3. Comparative, A, B 
4. Ultimate, A, B 


3. If there is any non-standardized 
issue(s) in this proceeding, the full text 
of the issue and the applicant(s) to 
which it applies are set forth in an 


request, from the Mass Media Bureau's 
Contact Representative, Room 242, 1919 
M Street, NW., Washington, D.C. 20554. 
Telephone (202) 632-6334. 

W. Jan Gay, 

Media Bureau. 

Appendix—Issue(s) 

2. To determine with respect to the 
following applicant(s) whether, in light 
of the evidence adduced concerning the 
deficiency set forth above in paragraph 
8,! the applicant(s) is financially 
qualified: B (Seth). 


[FR Doc. 83-28204 Piled 10-14-83; 8:45 am] 
BILLING CODE 6712-01-™ 


Winterbrook Communications, inc., et al.; Applications for Consolidated 
Hearing 


1. The Commission has before it the following mutually exclusive applications 


for a new FM station: 


2. Pursuant to Section 309(e) of the 
Communications Act of 1934, as 
amended, the above applications have 
been designated for hearing in a 
consolidated proceeding upon issues 
whose headings are set forth below. The 
text of each of these issues has been 
standardized and is set forth in its 
entirety in a sample s 
Hearing Designation Order (HDO) 
which can be found at 48 F.R. 22428, 
May 18, 1983. The issue headings shown 
below correspond to issue headings 
contained in the referenced sample 
HDO. The letter shown before each 
applicant’s name, above, is used below 
to signify whether the issue in question 
applies to that particular applicant. 


Issue Heading and Applicant{s) 
1. Air Hazard, C, E, F 


1 Paragraph 8 reads as follows: The material 
submitted by the applicant(s) below does not 
demonstrate its financial qualifications. 

Accordingly, an issue will be specified concerning 
the following deficiency: 

Applicant{(s) and Deficiency 

B (Seth): Analysis of financial data reveals that it 
will require $138,535 to construct and operate a 
station for three months. However, B (Seth) does not 


2. 307(b), A, B, C, D, E, F 
3. Contingent Comparative, A, B, C, D, E, F 


4. Ultimate, A, B, C, D, E, F 


3. If there is any non-standardized 
issue(s) in this proceeding, the full text 
of the issue and the applicant(s) to 
which it applies are set forth in an 
Appendix to this Notice. A copy of the 
complete HDO in this proceeding may 
be obtained, by written or telephone 
request, from the Mass Media Bureau's 
Contact Representative, Room 242, 1919 
M Street, NW., Washington, D.C. 20554. 
Telephone (202) 632-6334. 

W. jan Gay, 

Assistant Chief, Audio Services Division, 
Mass Media Bureau. 

[FR Doc. 83-28207 Filed 10-14-83; 8:45 am] 

BILLING CODE 6712-01-M 


demonstrate sufficient current assets to meet these 





‘Mark L. Wodlinger et al; Applications for Consolidated Hearing 
1. The Commission has before it the following mutually exclusive applications 


text of each of these issues has been 
standardized and is set forth in its 
entirety in a sample standardized 
Hearing Order (HDO) 
which can be found at 48 FR 22428, May 


applies to that particular applicant. 
Issue Heading and Applicant{s) 

1. See Appendix, A, B, D, G 

2. Air Hazard, F, B, D 

3. See Appendix, B 


4. 307(b), all applicants 
5. Contingent Comparative, all applicants 
6. Ultimate, all applicants 

3. If there is any non-standardized 
issue(s) in this proceeding, the full text 
of the issue and the applicant(s) to 
which it applies are set forth in an 
Appendix to this Notice. A copy of the 


request, from the Mass Media Bureau's 
Contact Representative, Room 242, 1919 
M Street, N.W., Washington, D.C. 20554. 
Telephone (202) 632-6334. 

W. Jan Gay, 

Assistant Chief, Audio Services Division, 
Mass Media Bureau. 


Appendix—issue(s) 

1. To determine with respect to the 
following applicant(s) whether, in light 
of the evidence adduced concerning the 
deficiency set forth above in paragraph 
8," the applicant(s) is financially 
"Paragraph 8 reads as follows: The material 
aaiadotees, 
demonstrate its financial 


Accordingly. as inoue willbe sfipcified concerning 
the following deficiency: 


qualified: A, B, D, G (Wodlinger, Gerry, 
WCBS, Inc., JBU). 

3. If a final environmental impact 
statement is issued with respect to B 
(Gerry), which concludes that the 
proposed facilities are likely to have an 
adverse effect on the quality of the 
environment: 

(a) To determine whether the proposal 
is consistent with the National 
Environmental Policy Act, as 
implemented by Sections 1.1301-1319 of 
the Commission's Rules; and 

(b) Whether, in light of the evidence 
adduced pursuant to (a) above, the 
applicant is qualified to construct and 
operate as proposed. 

[FR Doc. 83-28199 Filed 10-14-83; 8:45 am| 
BILLING CODE 6712-01-M 


Gaamadat dmesauaee nets 
Largest; Correction 


August 30, 1983. 

The Public Notice dated August 19, 
1983, Mimeo 6031 (48 FR 38897; August 
26, 1983), is corrected as follows: 

(1) On LIST A, Page 1 of 2, right-hand 
column, “Florence, SC” should include 
only Florence County. Colbert end 
Lauderdale Counties are in the Florence, 
AL SMSA. 

(2) The following two SMSAs were 
inadvertently omitted from LIST D and 
should be included: 

Newport News-Hampton, VA (merged into 
eo Beach-Newport News, 

— James City and York Counties, 

and Hampton, Newport News, Poquoson 
and Williamsburg Cities 


~pamtnd cntinedilbinie 

C (Wodlinger), balance sheet submitted undated 

B (Gerry). bank letter states that “it is not a 
commitment, but a letter of indication of willingness 
to enter into an agreement” 

D (WCBS, Inc.}. balance sheet submitted is 
outdated 


G (JBU)., bank letter submitted is outdated 
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Petersburg-Colonial Heights-Hopewell, VA 
(merged into Richmond-Petersburg, VA) 
Dinwiddie and Prince George Counties, 
and Colonial Heights, Hopewell and 
Petersburg Cities 
(3) Add to LIST A, Page 2 of 2, the 
following SMSA: Victoria, TX (Victoria 
County). 
William J. Tricarico, 
Secretary, Federal Communications 
- aa 


{FR Doc. 63-28212 Filed 10-14-83; 8:45 am} 
BILLING CODE 6712-01-™ 


Cellular Application Filing Procedures; 
Changes in Markets Below the 90 
Largest; Correction 


September 30, 1983. 

The Public Notice dated August 19, 
1983, Mimeo 6031 (48 FR 38897; August 
26, 1983), is further corrected as follows: 

Add to List E, the following MSA: 

(1) Santa Rosa—Petaluma, CA 

(Santa Rosa, CA) 


Add to List B, the following MSA: 
(2) Columbus, GA-AL 
Chattahoochee, Russell and Muscogee 
Counties (COLUMBUS Consolidated 
Gov.) which is located in 
County is no longer listed separately. 
Please Note—All MSA's are considered 
central or primary except those that were 
previously listed as secondary. See Public 
Notice, Cellular Application Filing 
Procedures, Mimeo 2973, March 24, 1982. 
William J. Tricarico, 
Secretary, Federal Communications 
Commission. 
{FR Doc. 83-28213 Filed 10-14-83: 8:45 am] 
BILLING CODE 6712-01-M 


Advisory Committee for the 1985 ITU 
World Administrative Radio 
Conference on the Use of the 


Chairman: Stephen E. Doyle (916) 355- 
6941. 

Time: 9:30 a.m.—12 noon and 1:30 p.m.- 
4:30 p.m., October 28, 1983. 

Location: Federal Communications 
Commission, 1200 19th Street, NW., 
Room 330, Washington, D.C. 20554. 

Agenda: 

(1) Consideration of Minutes of 

September 15, 1983 Meeting 
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(2) Consideration of available portions 
of Draft Report. 

William J. Tricarico, 

Secretary, Federal Communications 

Commission. 

[FR Doc. 83-28214 Filed 10-14-83; 8:45 am| 


Pursuant to Section 10({a)(2) of the 
Federal Advisory Committee Act (Pub. 
L. 92-463), notice is hereby given of a 
meeting of the Telecommunications 
Industry Advisory Group (TIAG) 
Separations and Costing Subcommittee 
scheduled for Thursday, October 27, 
1983 and Friday, October 28, 1983. The 
meeting will begin at 10:00 a.m. and will 
be held at One Western Union 
Internation Plaza (Behind 17 Battery 
Place), New York, New York, 10004. The 
meetings will be open to the public. The 
agenda is as follows: 

I. Review of Minutes of Previous 
Meeting. 

IL. General Administrative Matters. 

Ill. Proposed Revision of Section Two of 
the Separations Manual to Conform It 
to the New USOA. 

IV. Other Business. 

V. Presentation of Oral Statements 

VIL. Adjournment. 


With prior approval of Subcommittee 
Chairman Eric Leighton, oral statements, 
while not favored or encouraged, may 
be allowed if time permits and if the 
Chairman determines that an oral 
presentation is conducive to the 
effective attainment of Subcommittee 
objectives. Anyone not a member of the 
Subcommittee and wishing to make an 
oral presentation should contact Mr. 
Leighton (518/462-2030) at least five 
days prior to the meeting date. 

Mr. Gyles Norwood will be presiding 
at this meeting of the Separations and 
Costing Subcommittee. His phone 
number is (703) 486-4168. 

William J. Tricarico, 

Secretary, Federal Communications 
Commission. 

[FR Doc. 83-28215 Filed 10-14-83; 8:45 am] 
BILLING CODE 6712-01-M 


[Report No. 17714; Gen Docket No. 80-741] 


FCC Issues Third Inquiry Notice in 
Preparation for 1985 Space WARC 
October 7, 1983. 

The Commission has adopted its first 
public statements about the direction 
United States policy is taking in 
preparation for the 1985 first session of 


the Space WARC, generally referred to 
as ORB-85. This is an important 
international conference at which nearly 
all nations will assemble under the 
auspices of the International 
Telecommunication Union (ITU). ORB- 
85 will amend in some fashion the 
arrangements by which governments 
coordinate their use of communication 
satellites in the geostationary-satellite 
orbit (GSO). ’ 

The Conference is being held because 
many nations, principally developing 
ones, perceive that they may be denied 
access to the orbit which some view as 
a limited resource. They have developed 
the concept of equitable access which 
some believe can be achieved through 
the use of relatively rigid multilateral 
planning agreements. The United States 
and other developed countries, on the 
other hand, point out that the existing 
arrangements do provide equitable 
access and that rigid planning 
agreements tend to significantly impair 
technological and operational 
innovation. The central problem facing 
the Conference, therefore, is to find a 
basis for common agreement both on the 
extent of the difficulties associated with 
the current arrangements and on 
appropriate mechanisms that give 
participating nations some assurance 
their needs will be satisfactorily met as 
they arise. 

The Commission noted that although 
ORB-85 will not convene until August 
1985, the time for submitting proposals is 
now less than a year away, and several 
preparatory meetings even closer. With 
the formal adoption of a Conference 
agenda this past June, the Commission 
indicated the importance of now 
establishing a few basic positions to 
guide not only United States preparatory 
work, but hopefully that of the 
international community as well. 
Towards this end, the Commission was 
now issuing this Third Notice that 
focussed on the three major ORB-85 
agenda items and make a definitive 
statement concerning each. 

The Commission’s first statement 
attempted to provide a common 
understand on the nature of the 
prevailing situation for use of 
communication satellites in the GSO. It 
suggested the importance of considering 
a wide range of subjects encompassed 
within six major factors: communication 
satellite implementation, user demand 
for services, technological 
developments, the evolution of 
telecommunication networks, 
international institutional arrangements, 
and perhaps most significantly, the 
efficacy of existing ITU arrangements. 

The Commission's second statement 
addressed ORB-85's targeting of 


particular satellite services and 
frequency bands for some kind of new 
ITU arrangements. It pointed out that 
services other than fixed and 
broadcasting satellite are not amenable 
to any alternative approaches and the 
goal of “equitable access in practice” 
seemed to be amply met by the existing 
ITU arrangements. Similarly, an upper 
limit around 15 GHz was set on the 
frequency bands under consideration. 
The Commission noted that 
experimentation now being conducted 
above 15 GHz could produce new types 
of advanced, high-capacity 
communication satellite systems only 
with the most flexible kind of 
international arrangements. 

The Commission's third important 
ORB-85 statement focused on the actual 
fashioning of new arrangements for 
targeted bands and services. The only 
definitive statement it made at this time 
concerns an approach that lies at the . 
extreme end of a range of options. Any 
approach involving a detailed a priori 
assignment plan contained in a treaty 
instrument for any communication 
satellite service, other than the existing 
broadcasting-satellite plan, was found 
unacceptable. 

The Commission noted that such a 
planning approach utilizes the most 
inflexible possible legal device, a 
multilateral treaty, accepts the demands 
for allotments without any scrutiny or 
controls, explicitly or implicitly freezes 
dozens of technical and operational 
characteristics of every communication 
satellite facility at some low common 
denominator, impairs the ability to later 
share a common facility, and suggests 
the conveyance of protection normally 
afforded an actual station. To embrace 
such a method, the FCC said, would 
severly constrain for all nations the 
future development and implementation 
of communication satellites and 
telecommunication networks and defer 
the promise they hold for many kinds of 
innovative, low-cost, universal 
information services in the future. 

The Commission noted that the 
existing advance publication, 
coordination, and notification 
arrangement was indeed a kind of short- 
term planning approach that while not 
perfect has in practice caused few 
difficulties in over ten years of use. No 
statement was made with respect to the 
many other options, although the 
possibility of innovative non-treaty 
approaches was raised and comment 
sought. Further discussion and comment 
were encouraged. 

Action by the Commission October 6, 
1983, by Third Notice of Inquiry (FCC 





83-452). Commissioners Fowler 


public 
Rm. 239, and the FCC Library, Rm. 639, both 
located at 1919 M St., NW., Washington, D.C. 


(FR Doc. 83-28216 Filed 10-14-83; 8:46 am] 


Management Agnecy, 
Washington, D.C. 20472 (202) 287-0501. 
Notice: The notice of a major disaster 
for the State of Arizona dated October 5, 


(Catalog of Federal Domestic Assistance No. 
83.516, Disaster Assistance) 


[PR Doc. 63-28110 Filed 10-14-83; 645 am] 
BILLING CODE 6718-02-™ 


Notice of major disaster for the State of 


Arizona (FEMA-691-DR), dated October 
5, 1983, and related determinations. 
DATED: October 6, 1983. 

FOR FURTHER INFORMATION CONTACT: 
Sewall H. E. Johnson, Disaster 
Assistance Programs, Federal 
Emergency Management Agency, 
Washington, D.C. 20472 (202) 287-0501. 
NOTICE: The notice of a major disaster 
for the State of Arizona dated October 5, 
1983, is hereby amended to include the 
following area among those areas 
determined to have been adversely 
affected by the catastrophe declared a 
major disaster by the President in his 
declaration of October 5, 1983. 

Gila and Yavapai Counties for 
Individual Assistance and Public 
Assistance. 

(Catalog of Federal Domestic Assistance No. 
83-516, Disaster Assistance) 

Dave McLoughlin, 

Deputy Associate Director, State and Local 
Programs and Support, Federal Emergency 
Management Agency. 

[FR Doc. 83-28109 Filed 10-14-83; 8:45 am] 

BILLING CODE 6718-02-M 


(FEMA-691-DR] 
Arizona; Major Disaster and Reiated 
Determinations 


AGENCY: Federal Emergency 
Management Agency. 
ACTION: Notice. 


SUMMARY: This is a notice of the 
Presidential declaration of a major 
disaster for the State of Arizona 
(FEMA-691-DR), dated October 5, 1983, 
and related determinations. 

DATED: October 5, 1983. 

FOR FURTHER INFORMATION CONTACT: 
Sewall H. E. Johnson, Disaster 
Assistance Programs, Federal 


; Management Agency, 
Washington, D.C. 20472 (202) 287-0501. 

Notice: Notice is hereby given that, in 
a letter of October 5, 1983, the President 
declared a major disaster under the 
authority of the Disaster Relief Act of 
1974, as amended, (42 U.S.C. 5121 et 
seq., Pub. L. 93-288) as follows: - 

I have determined that the damage in 
certain areas of the State of Arizona, 
resulting from severe storms and 
flooding, beginning on or about 
September 23, 1883, is of sufficient 
severity and magnitude to warrant a 
major-disaster declaration under Pub. L. 
93-288. I therefore declare that such a 
major disaster exists in the State of 
Arizona. 

In order to provide Federal assistance, 
you are hereby authorized to allocate, 
from funds available for these purposes, 
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such amounts as you find necessary for 


Federal disaster assistance and 


administrative expenses. Consistent 
with the requirement that Federal 
assistance be supplemental, any Federal 
funds provided under Pub. L. 93-288 for 
Public Assistance will be limited to 75 
percent of total eligible costs in the 
designated area. 

Pursuant to Section 408(b) of Pub. L. 
93-288, you are authorized to advance 
the State its 25 percent share of the 
Individual and Family Grant program, to 
be repaid to the United States by the 
State when it is able to do so. 

The time period prescribed for the 
implementation of Section 313(a), 
priority to certain applications for public 
facility and public housing assistance, 
shall be for a period not to exceed six 
months after the date of this declaration. 

Notice is hereby given that pursuant 
to the authority vested in the Director of 
the Federal Emergency Management 
Agency under Executive Order 12148, 
and redelegated to me, I hereby appoint 
Mr. John D. Swanson of the Federal 
Emergency Management Agency to act 
as the Federal Coordinating officer for 
this declared disaster. 

I do hereby determine the following 
areas of the State of Arizona to have 
been affected adversely by this declared 
major disaster: 

The Counties of Graham, Greenlee, 
Pima, Pinal, and Santa Cruz for 
Individual Assistance and Public 
Assistance. 

(Catalog of Federal Domestic Assistance No. 
83.516, Disaster Assistance) 

Dave McLoughlin, 

Deputy Associate Director, State and Local 
Programs and Support, Federal Emergency 
Management Agency. 


” [FR Doc. 83-2808 Filed 10-14-63; 6:45 am] 


BILLING CODE 6718-02-M 


[FEMA-689-DR] 


Texas; Amendment to Major-Disaster 
Declaration 


AGENCY: Federal Emergency 
Management Agency. 
ACTION: Notice. 


summary: This notice amends the 
Notice of a major disaster for the State 
of Texas (FEMA-689-DR), dated August 
19, 1983, and related determinations. 
DATED: October 7, 1983. 

FOR FURTHER INFORMATION CONTACT: 
Sewal H. E. Johnson, Disaster 
Assistance Programs, Federal 


Emergency Management Agency, 
Was on, D.C. 20472 (202) 287-0501. 
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Notice: The notice of a major disaster 
for the State of Texas dated August 19, 
1983, is hereby amended to include the 
following area among those areas 
determined to have been adversely 
affected by the catastrophe declared a 
major disaster by the President in his 
declaration of August 19, 1983. 

In the designated counties: Public 
Assistance to State Agencies for 
Permanent Restoration Work only. 
(Catalog of Federal Domestic Assistance No. 
83.516, Disaster Assistance) 

Joe. D. Winkle, 

Acting Deputy Associate Director, State and 
Local Programs and Support, Federal 
Emergency Management Agency. 

{FR Doc. 83-28107 Filed 10-14-83; 8:45 am] 

BILLING CODE 6718-02-M 


FEDERAL RESERVE SYSTEM 


Acquisition of Bank Shares by a Bank 
ee 


The company listed in this notice has 
applied for the Board’s approval under 
section 3(a)(3) of the Bank Holding 
Company Act (12 U.S.C. 1842(a)(3)) to 
acquire voting shares or assets of a 
bank. The factors that are considered in 
acting on the application are set forth in 
section 3({c) of the Act (12 U.S.C. 
1842{c)). 

The application may be inspected at 
the offices of the Board of Governors, or 
at the Federal Reserve Bank indicated. 
With respect to the application, 
interested persons may express their 
views in writing to the address 
indicated. Any comment on the 
application that requests a hearing must 
include a statement of why a written 
presentation would not suffice in lieu of 
a hearing, identifying specifically any 
questions of fact that are in dispute and 
summarizing the evidence that would be 
presented at a hearing. 

A. Federal Reserve Bank of Dallas 
(Anthony J. Montelaro, Vice President), 
400 South Akard Street, Dallas, Texas 
75222: 

1. Allied Bancshares, Inc., Houston, 
Texas; to acquire 100 percent of the 
voting shares or assets of NBC 
Bancshares, Inc., Austin, Texas and 
indirectly, National Bank of Commerce- 
South, Austin, Texas. Comments on this 
application must be received not later 
than October 31, 1983. 

Board of Governors of the Federal Reserve 
System, October 11, 1983. 

James McAfee, 

Associate Secretary of the Board. 
[FR Doc. 83-28128 Filed 10-14-83; 8:45 am} 
BILLING CODE 6210-01-M 


Bank Holding Companies; Proposed 
de Novo Nonbank Activities; Citicorp, 
et al. 

The organizations identified in this 
notice have applied, pursuant to section 
4(c)(8) of the Bank Holding Company 
Act (12 U.S.C. 1843(c)(8)) and 
§ 225.4(b)(1) of the Board’s Regulation Y 
(12 CFR 225.4(b)(1)), for permission to 
engage de novo (or continue to engage in 
an activity earlier commenced de novo), 
directly or indirectly, solely in the 
activities indicated, which have been 
determined by the Board of Governors 
to be closely related to banking. 

With respect to these applications, 
interested persons may express their 
views on the question whether 
consummation of the proposal can 
“reasonably be expected to produce 
benefits to the public, such as greater 
convenience, increased competition, or 
gains in efficiency, that outweigh 
possible adverse effects, such as undue 
concentration of resources, decreased or 
unfair competition, conflicts of interests, 
or unsound banking practices.” Any 
comment that requests a hearing must 
include a statement of the reasons a 
written presentation would not suffice in 
lieu of a hearing, identifying specifically 


- any questions of fact that are in dispute, 


summarizing the evidence that would be 
persented at a hearing, and indicating 
how the party commenting would be 
aggrieved by approval of that eee 

The applications may be i 
the offices of the Board of Governors - 
at the Federal Reserve Bank indicated. 
Comments and requests for hearing 
should identify clearly the specific 
application to which they relate, and 
should be submitted in writing and 
received by the appropriate Federal 
Reserve Bank not later than the date 
indicated. 

A. Federal Reserve Bank of New York 
(A. Marshall Puckett, Vice President), 33 
Liberty Street, New York, New York 
10045: 

1. Citicorp, New York, New York 
(finance company activities; 
Connecticut): To expand the service 
area of an existing office of Citicorp 
Acceptance Company, Inc., located in 
Braintree, Massachusetts. The proposed 
expanded service area will comprise the 
entire state of Connecticut, in addition 
to the office's previously approved 
service area of Massachusetts, Maine, 
New Hampshire, Vermont and Rhode 
Island, for all of Citicrop Acceptance 
Company, Inc.’s previously approved 
activities, specifically: making or 
acquiring of loans and other extensions 
of credit, secured or unsecured, for 
consumer and other purposes; the 
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purchasing and servicing for ifs own 
account of sales finance contracts; the 
extension of loans to dealers for the 
financing of inventory (floor yenning) 
and working capital purposes; and 

ig eee 
other extensions of credit. Comments on 
this application must be received not 
later than November 10, 1983. 

2. Ramapo Financial Corporation, 
Wayne, New Jersey (discount securities 
brokerage; New York and New Jersey): 
To engage, through its’ subsidiary, RFC 
Brokerage Corporation, in providing 
discount securities brokerage services 
and related securities credit activities. 
These activities would include the 
offering of custodial services, individual 
retirement accounts, and cash 
management services. The securities 
brokerage services would be limited to 
buying and selling securities, solely for 
the account of customers and would not 
include dealing in or underwriting 
securities or providing investment 
advice or research. These activities 
would be conducted from an office 
located in Wayne, New Jersey, serving 
the New York City Metropolitan area, 
primarily northern New Jersey. 
Comments on this application must be 
received not later than November 10, 
1983. 

B. Federl Reserve Bank of San 
Francisco (Harry W. Green, Vice 
President), 101 Market Street, San 
Francisco, California 94105: 

1. BankAmerica Corporation, San 
Francisco, California (discount 
securities brokerage and incidental 
activities; de novo offices; all fifty (50) 
states and the District of Columbia): To 
engage, through its indirect subsidiary, 
Charles Schwab & Co., Inc., in the 
activities of discount securities 
brokerage, consisting principally of 
buying and selling securities solely upon 
the order and for the account of 
customers, and of extending margin 
credit in conformity with Regulation T. 
These activities will be conducted from 
two de novo offices located in Beverly 
Hills and Los Angeles, California; each 
office serving all fifty (50) states and the 
District of Columbia. Comments on this 
application must be received not later 
than November 10, 1983. 


Board of Governors of the Federal Reserve 
System, October 11, 1983. 
James McAfee, 
Associate Secretary of the Board. 
[FR Doc. 83-28131 Filed 10-14-83; 8:45 am] 
BILLING CODE 6210-01-M 
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Act (12 U.S.C. 1843({c)(8)) and 
§ 225.4(b)(1) of the Board’s Regulation Y 
(12 CFR 225.4{b)(1)), for permission to 


include a statement of the reasons a 
written presentation would not suffice in 


the office of the Board of Governors or 
at the Federal Reserve Bank indicated. 
Comments and requests for hearing 
should identify clearly the specific 
application to which they relate, and 
should be submitted in writing and 
received by the appropriate Federal 
Reserve Bank not later than the date 
indicated. 

A. Federal Reserve Bank of New York 
(A. Marshall Puckett, Vice President), 33 
Liberty Street, New York, New York 
10045: 

1. Citicorp, New York, New York 
(finance company and credit-related 
insurance activities; Colorado): To 
relacate 5 wholly-owned subsidiary of 


Englewood, Colorado, to Littleton, 
Colorado. From this new location 
Citicorp Person-to-Person Englewood 
Industrial Bank will continue to engage 
in operating as an industrial loan 
company in the manner authorized by 
Colorado law, including the following 
previously approved activities: the 
making or acquiring of loans and other 
extensions of credit, secured or 
unsecured, for consumer and other 
purposes; the purchasing and servicing 


for its own account of sales finance 
contracts; the sale of credit related life 
and accident and health insurance by 
licensed agents or brokers, as required; 
the issuing of thrift certificates and thrift 
passbook certificates; the extension of 
loans to dealers for the financing of 
inventory) floor planning) and working 
capital purposes; the sale of consumer 
oriented financial management courses; 
the servicing, for any person, of loans 
and other extensions of credit; the 
making, acquiring, and servicing, for its 
own account and for the account of 
others, of extensions of credit to 
individuals secured by liens on 
residential or non-residential real estate; 
and the sale of mortgage life and 
mortgage disability insurance directly 
related to extensions of mortgage loans. 
The service area for all the 
aforementioned previously approved 
activities shall continue to be the entire 
State of Colorado. 

2. Citicorp, New York, New York 
(finance company, servicing, and credit- 
related insurance activities; North 
Carolina and Tennessee): To expand the 
service area of an existing office of 
Citicorp Acceptance Company, Inc. 
located in Columbia, South Carolina. 
The expanded service area 
shall include the entire states of North 
Carolina and Tennessee for a portion of 
the previously approved activities of 
Citicorp Acceptance Company, Inc., 
specifically: the making or acquiring of 
loans and other extensions of credit, 
secured or unsecured, for consumer and 
other purposes; the extension of loans to 
dealers for the financing of inventory 
(floor planning) any working capital 
purposes; the purchasing and servicing 
for its own account of sales finance 
contracts; the sale of credit related life 
and accident and health insurance by 
licensed agents or brokers, as required; 
the making of loans to individuals and 
businesses secured by a lien on mobile 
homes, modular units or related 
manufactured housing, together with the 
real property to which such housing is or 
will be permanently affixed, such 
property being used as security for the 
loans; and the servicing, for any person, 
of loans and other extensions of credit. 
Comments on this application must be 
received not later than November 7, 
1983. 


Board of Governors of the Federal Reserve 
System, October 11, 1983. 
James McAfee, 
Associate Secretary of the Board. 


[FR Doc. 83-28133 Filed 10-14-83; 8:45 am] 
BILLING CODE 6210-01-™ 


First Pacific investments Limited; 
Proposal To Engage de Novo in 
Lending Loan Servicing and the Sale 
of Credit-Reiated insurance 


First Pacific Investments Limited, 
Hong Kong, has applied, pursuant to 
section 4(c)(8) of the Bank Holding 
Company Act (12 U.S.C. 1843(c)(8)) and 
§ 225.4({b)(2) of the Board’s Regulation Y 
(12 CFR 225.4{b)(2)), for permission to 
engage, through its subsidiary, Pacific 
First Mortgage Corporation, Pleasanton, 
California, in the activities of making, 
acquiring, selling and servicing loans 
and other extensions of credit secured 
by mortgages or deeds of trust on real 
property, and acquiring, arranging for 
sale and trading GNMA, FNMA, and 
FHLML-backed securities, and selling 
credit-related life, accident and health, 
and credit-related unemployment 
insurance, such insurance activities 
being permissible pursuant to section 
601(A) of the Garn-St Germain Act of 
1983. These activities would be 
performed from offices of Applicant's 
subsidiary in Pleasanton, California, and 
the geographic areas to be served are 
the states of California, Texas, 
Colorado, and Arizona. Such activities 
have been specified by the Board in 
§ 225.4(a) of Regulation Y as permissible 
for bank holding companies, subject to 
Board approval of individual proposals 
in accordance with the procedures of 
§ 225.4{b). 

Interested persons may express their 
views on the question whether 
consummation of the proposal can 
“reasonably be expected to produce 
benefits to the public, such as greater 
convenience, increased competition, or 
gains in efficiency, that outweigh 
possible adverse effects, such as undue 
concentration of resources, decreased or 
unfair competition, conflicts of interests, 
or unsound banking practices.” Any 
request for a hearing on this question 
must be accompanied by a statement of 
the reasons a written presentation 
would not suffice in lieu of a hearing, 
identifying specifically any questions of 
fact that are in dispute, summarizing the 
evidence that would be presented at a 
hearing, and indicating how the party 
commenting would be aggrieved by 
approval of the proposal. 

The application may be inspected at 
the offices of the Board of Governors or 
at the Federal Reserve Bank of San 
Francisco. 

Any views or requests for hearing 
should be submitted in writing and 
received by William W. Wiles, 
Secretary, Board of Governors of the 
Federal Reserve System, Washington, 
D.C., not later than November 10, 1983. 
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Board of Governors of the Federal Reserve 
System, October 11, 1983. 
James McAfee, 
Associate Secretary of the Board. 
[FR Doc. 83-28129 Filed 10-14-83; 6:45 am] 


The companies listed in this notice 
have. applied for the Board’s approval 
under section 3(a)(1) of the Bank 
Holding Company Act (12 U.S.C. 1842(a) 
(1)) to become bank holding companies 
by acquiring voting shares or assets of a 
bank. The factors that are considered in 
acting on the applications are set forth 
in section 3(c) of the Act (12U.S.C. 
1842(c)). 

Each application may be inspected at 
the offices of the Board of Governors, or 
at the Federal Reserve Bank indicated 
for that application. With respect to 
each application, interested persons 
may express their views in writing to the 
adress indicated for that application. 
Any comment on an application that 
requests a hearing must include a 
statement of why a written presentation 
would not suffice in lieu of a hearing, 
identifying spcifically any questions of 
fact that are in dispute and s izi 
the evidence that would be presented at 
a hearing. 

A. Federal Reserve Bank of Atlanta 
(Robert E. Heck, Vice President), 104 
Marietta Street, N.W., Atlanta, Georgia 
30303: 

1. First Citizens Corporation, 
Oneonta, Alabama; to become a bank 
holding company by acquiring 100 
percent of the voting shares of the 
Citizens Bank, Oneonta, Alabama. 
Comments on this application must be 
received not later than November 7, 
1983. 

B. Federal Reserve Bank of Chicago 
(Franklin D. Dreyer, Vice President), 230 
South LaSalle Street, Chicago, Illinois 
60690: 

1. Columbia National Bancorp, Inc., 
Chicago, Illinois; to become a bank 
holding company by acquiring 100 
percent of the voting shares of the 
successor by merger to Columbia 
National Bank of Chicago, Chicago, 
Illinois. Comments on this application 
must be received not later than 
November 7, 1983. 

Board of Governors of the Federal Reserve 
System, October 11, 1983. 

James McAfee, 

Associate Secretary of the Board. 
[FR Doc. 83-28132 Filed 10-14-83; 8:45 am] 
BILLING CODE 6210-01-M 


The companies listed in this notice 
have applied for the Board's approval 
under section 3(a)(1) of the Bank 
Holding Company Act (12 U.S.C. 
1842(a)(1)) to become bank holding 
companies by acquiring voting shares or 
assets of a bank. The factors that are 
considered in acting on the application 
are set forth in section 3{c) of the Act (12 
U.S.C. 1842{c)). 

Each applicatiion may be inspected at 
the offices of the Board of Governors, or 
at the Federal Reserve Bank indicated 
for that application. With respect to 
each application, interested persons 
may express their views in writing to the 
address indicated for that application. 
Any comment on an application that 
requests a hearing must include a 
statement of why a written presentation 
would not suffice in lieu of a hearing, 
identifying specifically any questions of 
fact that are in dispute and summarizing 
the evidence that would be presented at 
a hearing. 


A. Federal Reserve Bank of St. Louis 
(Delmer P. Wesz, Vice President), 411 
Locust Street, St. Louis, Missouri 63166: 


1. State National Bancorp of 
Frankfort, Inc., Frankfort, Kentucky; to 
become a bank holding company by 
acquiring 100 percent of the voting 
shares of The State National Bank of 
Frankfort, Frankfort, Kentucky. 
Comments on this application must be 
received not later than November 8, 
1983. 


B. Federal Reserve Bank of Dallas 
(Anhony J. Montelaro, Vice President), 
400 South Akard Street, Dallas, Texas 
75222: 


1. Western Commerce Bancshares of 
Carlsbad, Inc., Carlsbad, New Mexico; 
to become a bank holding company by 
acquiring at least 80 percent of the 
voting shares of Western Commerce 
Bank, Carlsbad, New Mexico. 
Comments on this application must be 
received not later than November 8, 
1983. 


Board of Governors of the Federal Reserve 
System, October 11, 1983. 
James McAfee, 
Associate Secretary of theBoard. 


[FR Doc. 83-28130 Filed 10-14-83; 8:45 am] 
BILLING CODE 6210-01-M 
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DEPARTMENT OF HEALTH AND 
HUMAN SERVICES 


Food and Drug Administration 
(Docket No. 83F-0320) 

Quaker Chemical Corp.; Filing of Food 
Additive Petition 


AGENCY: Food and Drug Administration. 
ACTION: Notice. 


SUMMARY: Food and Drug 
Administration (FDA) is announcing 
that Quaker Chemical Corp. has filed a 
petition proposing that the food additive 
regulations be amended to provide for 
the safe use of polyethyleneamino-fatty 
(Cie—Cis) amide ethyl sulfate as a 
softener and debonder of pulp in paper 
and paperboard in contact with food. 
FOR FURTHER INFORMATION CONTACT: 
James H. Maryanski, Bureau of Foods 
(HFF-334), Food and Drug 
Administration, 200 C St. SW., 
Washington, DC 20204, 202-472-5740. 
SUPPLEMENTARY INFORMATION: Under 
the Federal Food, Drug, and Cosmetic 
Act (sec. 409(b)(5), 72 Stat. 1786 (21 
U.S.C. 348(b)(5))), notice is given that a 
petition (FAP 3B3722) has been filed by 
Quaker Chemical Corp., Conshohocken, 
PA 19428, proposing that § 176.170 
Components of paper and paperboard in 
contact with aqueous and fatty foods (21 
CFR 176.170) and § 176.180 Components 
of paper and paperboard in contact with 
dry food (21 CFR 176.180) be amended to 
provide for the safe use of 
polyethyleneamino-fatty (Cic—Cis) amide 
ethyl sulfate as a softener and debonder 
of pulp in paper and paperboard in 
contact with food. 

The potential environmental impact of 
this action is being reviewed. If the 
agency finds that an environmental 
impact statement is not required and 
this petition results in a regulation, the 
notice of availability of the agency's 
finding of no significant impact and the 
evidence supporting that finding will be 
published with the regulation in the 
Federal Register in accordance with 21 
CFR 25.40{c) {proposed December 11, 
1979; 44 FR 71742). 

Dated: October 5, 1983. 

Richard J. Ronk, 

Acting Director, Bureau of Foods. 
[FR Doc. 83-28098 Filed 10-14-83: 8:45 am] 
BILLING CODE 4160-01-m 


[Docket No. 83F-0313] 


Sandoz Colors and Chemicals; Filing 
of Food Additive Petition 


AGENCY: Food and Drug Administration. 
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resins intended for use in contact with 
food. 


FOR FURTHER INFORMATION CONTACT: 
Vir Anand, Bureau of Foods (HFF-334), 
Food and Drug Administration, 200 C St. 
SW., Washington, D.C. 20204, 202-472- 
5690. 


Act (sec. 409(b)(5), 72 Stat. 1786 (21 
U.S.C. 348(b)(5))). notice is given that a 
petition (FAP 3B3748) has been filed by 
Sandoz Colors and Chemicals, Fairlawn 
Ave. and Third St., Fairlawn, N.J. 07410, 
Proposing that the food additive 


intended for use in contact with food. 
The potential environmental impact of 
this action is being reviewed. If the 
agency finds that an environmental 
impact statement is not required and 
this petition results in a regulation, the 


(FR Doc. 83-2099 Filed 10-14-83: 8:45 am] 
GILLING CODE 4160-01-M 


DEPARTMENT OF THE INTERIOR 


In FR Doc. 83-26388 begining on page 
44272 in the issue of Wednesday, 
September 28, 1983, make the following 
corrections: 


1. On page 44273, middle column, 
twenty second line, “SS33°"should have 
read “S33°". 

2. Same column, twenty eighth line, 
“355” should have read “335”. 

3. Same column, twelve lines from the 
bottom, “50.00 feet” should have read 
“500.00 feet”. 

4. On page 44274, first column, first 
line, “L.” should have read “E.”. 

5. Same column, sixth line, “L.” should 
have read “E.”. 

6. Same column, eighth line, “Thence 
170” should have read “Thence N. 17°”. 

7. Same column, under Granite Creek 
Diversion, Siphon and Granite Adit on 
the North Side Collection System, 
second paragraph, fourth line, “21+65” 
should have read “—1+65”. Also, in the 
third paragraph, second line, “1+65” 
should have read “—1+65”. 

8. Second column of the same page, 
under South Cunningham Creek 
Diversion and Conduit on the North 
Side Collection System, third paragraph, 
third line, “S71° 5126E” should have 
read “S71°51'26” E”. 

BILLING CODE 1505-01-™ 


{1-20103] 


Realty Action, Exchange, Public Lands 
in Cassia County, idaho 


In FR Doc. 83-25849, appearing on 
page 43229 in the issue of Thursday, 
September 22, 1983, the date in the third 
line of the paragraph designated “1.” in 
column two should read, “August 30, 
1890.” 


BILLING CODE 1505-01-™ 


Vale District Advisory Board; Meeting 


Notice is hereby given in accordance 
with Pub. L. 92-463 that a meeting of the 
Vale District Advisory Council will be 
held November 3 and 4, 1983. 

The meeting will consist of a tour of 
the district to examine range projects, 
wilderness study areas, areas of mineral 
potential and areas of recreation use. 

The public is invited to accompany 
the council tour, but persons who attend 
must provide their own transportation 
and lodging. Anyone wishing to join the 
tour should contact the Vale district 
manager prior to the meeting. 

Dated: October 5, 1983. 


Thomas A. Moore, 
Acting District Manager. 


[PR Doc. 63-2817 Filed 10-14-83; 8:45 am] 
BILLING CODE 4310-84-m 


Vale District Advisory Board; Meeting 


Notice is hereby given in accordance 
with Pub. L. 92-463 that a meeting of the 
Vale District Grazing Advisory Board 
will be held November 29, 1983. 

The meeting will begin at 9:00 a.m. in 
the conference room of the Vale district 
office, 100 East Oregon Street, Vale, 
Oregon, 97918. 

The advisory board wil elect officers, 
review the draft Rangeland Program 
Summary for the Southern Malheur EIS 
area, and will consider a policy for 
shifting livestock use from allotments 
having deficit of capacity to meet 
preference to allotments that have a 
surplus of capacity. 

The board will also be briefed on the 
Souther Malheur Final Grazing 
Management Environmental Impact 
Statement, on fire rehabilitation 
progress and on fiscal year 1984 land 
sales. 

The meeting is open to the public. 
Interested persons may make oral 
statements to the board or may file 
written statements for the board's 
consideration. Anyone wishing to make 
oral statements may do so at 1:00 p.m. 
the day of the meeting. 

Summary minutes of the board 
meeting will be maintained in the 
district office and be available during 
regular business hours for public 
inspection, for the cost of duplication, 
within 30 days following the meeting. 

Dated: October 5, 1983. 

Thomas A. Moore, 

Acting District Manager. 

[FR Doc. 83-28178 Filed 10-14-83; 8:45 am] 
BILLING CODE 4310-84-M 


[W-80250] 


Sale of Public Lands in Uinta County, 
Wyoming; Realty Action 


The following described lands have 
been determined to be suitable for sale 
pursuant to Section 203 of the Federal 
Land Policy and Management Act of 
1976, 43 U.S.C. 1713, at no less than fair 
market value: 


Parcel No. 1—Sixth Principal Meridian, 
Wyoming 
T. 22 N., R. 116 W.., 

Tract 62: Lot 21 

Tract 57: Lots 4, 9 and 20 

Total acreage is 4.05, the fair market value 
for Parcel No. 1 is $1,000.00. 


Parcel No. 2—Sixth Principal Meridian, 
Wyoming . 
T. 22.N., R. 116 W., 

Tract 62: Lots 7, 10 and 15 

Total acreage is 3.96, the fair market value 
for Parcel No. 2 is $1,000.00. 
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os aniline ~ Seaens 
competitive 

The fonds were identified for disposal 
by sale for the following reasons: 

(1) The two parcels comprise 
land a mile and a half long and 43 feet 
wide. Private land adjoins the property 
on either side. There is no public access 
to these lands. 

(2) These lands are not suitable for 
transfer to other government agency nor 
do they serve any public interest that 
would require continued federal 
ownership. 

The existing public benefit values of 
the tract are minimal. The nominal 
values which do exist are: (1) One (1) 
AUM (Animal Unit Month—the number 
of acres necessary to feed one cow or 
cow and calf or five sheep for one 
month), this AUM was part of a 
allotment, this portion of which the 
permittees have be rm meat relinquished 
because this AUM has not been 
available for use due to the location of 
the land; (2) antelope habitat in the 
summer; (3) big game winter range; (4) a 
cultural inventory identified one 
prehistoric site that was recorded but 
was ineligible for the National Register 
of Historic Properties; (5) all minerals in 
the land will be reserved to the United 
States, the mineral report prepared for 
this tract recommended the proposed 
conveyance of the surface ee 

The actual environmental impa 
dsinpeadhtenaelamenanth 
land depend on the subsequent use and 
development. Two of the three adjacent 
landowners use the adjacent land for 
grazing, the third landowner has 
developed homesites or “ranchettes” 
and the subject land would be suitable 
for addition to the ranchettes. Possible 
adverse impacts would be loss of forage 
for wildlife, increased erosion and 
possible development of a semi-natural 
area. 

The adjacent landowners have 
expressed an interest in acquiring the 
subject land. As there is no public 
access to the subject strip of land 
because of the narrow width of the strip, 
it is suitable only for sale to an adjacent 
landowner. 

The terms and conditions applicable 
to the sale are: 

(1) A right-of-way for ditches and 
canals will be reserved to the United 
States (43 U.S.C. 945). 

(2) All minerals in the land will be 
reserved to the United States (43 U.S.C. 
1719). 

(3) The sale of both parcels 1 and 2 
will be subject to the surface rights of - 
the lessee for oil and gas lease (W- 
34049). 


a strip of 


(4) The land will be sold subject to 
valid existing rights of record on the 
date of conveyance. 

(a) W-28528—170' powerline right-of- 


“(b) W-0509—400" powerline right-of- 


way. 
The Federal Land Policy and 
t Act requires that bidders 


ted bidders. Only the designated 
bidders for the parcel will be allowed to 
bid on said parcel. The designated 
bidders are: 

Parcel No. 1—Designated bidders— 
John and Jeanette Kovach, and William 
P. Mau. 

Parcel No. ted bidders— 
William P. Mau, and Pomeroy Basin 
Ranchettes. 

The sale of parcels 1 and 2 will be 
conducted by sealed bids. Sealed 
written bids may be mailed or delivered 
in person to: Bureau of Land 
Management, Kemmerer Resource Area 
Office, P.O. Box 632, Kemmerer, 
Wyoming 83101. 

Such bids will be considered only if 
received by the Bureau of Land 
Management prior to 4:30 p.m., 
December 16, 1983. Each written sealed 
bid must be accompanied by a certified 
check, postal money order, or bank draft 
or cashier’s check made payable to the 
Bureau of Land Management for the full 
bid price and for not less than the fair 
market value. The sealed envelope must 
be marked in the lower left hand corner 
“Public Sale Bid Parcel No. ——, sale 
held December 19, 1983.” Bids must 
ee 

The written sealed bids be 
opened December 19, 1983. The apparent 
high qualifying bidder shall be notified. 
All bids will be either returned, 
accepted, or rejected within thirty (30) 
days of the sale date. 

If there is a tie for high bidder on 
either or both parcels, the bidders will 
be notified and oral bids will be 
accepted on December 22, 1983, at 10:00 
a.m. at the Kemmerer Resource Area, 
415 U.S. Highway North, Diamondville, 
Wyoming. The full sale price shall be 
submitted. 

Detailed alomeiations concerning the 
sale, including the land report and 
environmental assessment is available 


for review at the Kemmerer Resource 
Area. 

ee 
from the date of this Notice, interested 
parties may submit comments to the 
District Manager, Rock Springs District 


Any adverse comments received as a 
result of this Notice, or notification to 
the committees or - 
delegations to Pub. L. 97-394 
will be evaluated by the District 

, who may vacate or modify 
this realty action and issue a final 
determination. In the absence of any 
action by the District Manager, this 


[PR Doc. 83-28176 Filed 10-14-83; &:45 am] 
BILLING CODE 4310-64-44 


Minerais Management Service 


Region of the Beaufort Sea 


In accordance with 30 CFR 256.26{b), 
public hearings will be held in order to 
receive comments and suggestions 
relating to the draft environmental 
impact statement (EIS) prepared for a 
proposed June 1984 Outer Continental 
Shelf (OCS) oil and gas lease offering in 
the Diapir Field area off the northern 
coast of Alaska. The hearings will be 
held on the following dates at the 
locations and times indicated. 
October 24, 1983—North Slope Borough, 

Assembly Chambers, Barrow, Alaska, 


Historical 
and Fine Arts Museum, 121 West 7th 
Avenue, Anchorage, Alaska, (1:00 
p.m.) 

The hearings will provide the 
Secretary of the Interior with 
information from government agencies 
and the public which will help in the 
evaluation of the potential effects of the 
proposed lease offering. 

The draft EIS the proposed 
OCS lease offering in the Diapir Field 
area was made available to the public 
on September 16, 1983. Copies of this 
statement can be obtained from the 
Office of the Alaska OCS Region, 
Leasing and Environment Office, 
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Ces Pee ane aes. March 22, 
1983 (NTSB/RAR-83/07) 


Aircraft Accident Report—Coin Acceptors, 
Inc., Cessna Model 551, Citation Il, N2CA, 
Mountain View, Missouri, November 18, 1982. 
ee 

Marine Accident Report—Breaka 
River, December 4, 1982 


eeedibertnaatietaetieeae 
Explosion and Fire, Hudson, lowa, November 
4. toes (NTSB/PAR-23/02} (NTIS Onder No 


and to take positive action when rules 
violations occur. 
Note.—Single copies of these 
recommendation letters are available on 
written request to: Public Inquiries Section, 


charge supplies 
that must be photocopied will be billed at a 
cost of 20 cent per page ($2 minimum charge). 
Recommendation Responses From 
Institute for Highway 
Safety: Sep. 28: H-81-62: Does not draft or 
support the promulgation of model legislation 
prohibiting passengers from riding in open 
cargo areas of vehicles that are not being 
used for work-related purposes, although 
some of its research findings entirely support 
the recommendation. 
Aviation—Federal Aviation 
Administration: Sep. 28: A-82-62: On Jan. 13, 


that all action items required for a successful 
takeoff are included on the appropriate 
checklist, and (2) give special consideration 


checklist as a result and corrective action 
was recommended to 10 Part 91 operators. 
Pipeline—Kansas Public Service Co., Inc.: 
Sept. 29: P-78-25 through -32: Has 17 
emergency call vehicles that have both 
systemwide maps indicating line locations 
and the books containing the location of 
every emergency shutoff valve. 
Railroad—Research 


long-term threat to local environments. It 
would be improper to contravene long- 


Response, 
Liability Act of 1980 (CERCLA) to MTB 
regulations before EPA has completed its 
process of determining the appropriate 
quantities at which these substances pose a 
sufficient risk to warrant being subject to the 
reporting requirements of CERCLA. 

Federal Railroad Administration: Sep. 27: 
R-83-76: In accordance with a Congressional 
directive under the Federal Railroad Safety 
Authorization Act of 1982, FRA is actively 
considering the railroad passenger car safety 
issue 


National Railroad Passenger Corporation 
(Amtrak): Sep. 21: R-83-62: When Amtrak 
has a high confidence level in the foolproof 
aspects of a centralized fire alarm system, it 
will install a system in prototype cars for 
testing. R-&3-63: An override feature for the 
intercom system must be tied into the alarm 
system. R-83-64: When new generation 
sleeping cars are built, Amtrak will provide 
emergency windows in all sleeping 
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compartments at the time of construction. R- 
83-65: Has completed the relocation of the 


Expects to provide low-mounted emergency 
lights in any new generation sleeping car 
designs. R-83-67: Procedures require that the 
four emergency windows be checked 
periodically to determine whether they can 
be readily removed. R-83-68: Has improved 
the visibility of markings on emergency 
escape window exits and has conspicuously 
marked the outside of the Superliner 

passenger cars to identify the emergency 
window exits. In addition, instructions for the 
removal of all windows from the outside are 
being placed on the cars at four locations. R- 
83-69: Has designed and is installing fireproof 
containers in the Superliner sleepers and is 
searching for suitable fireproof trash 
containers for its other passenger cars. R-83- 
70: Believes that its end doors and vestibule 
doors do not require operating instructions, 
since they are not unique in design or 
operation. R-83-71: Will update emergency 
procedures and evacuation methods to more 
clearly specify what actions are required of 
employees in emergency situations, including 
pictures of key elements of firefighting and 
the evacuation process. R-83-72: A refresher 
training program for all employees who work 
on board the train is planned and will 
reinforce material presented in the 1982 
Emergency and Evacuation Program and 
provide additional points on handling 
paassengers in emergencies. R-83-73: Will 
include as an integral part of a spot check 
program the simulated exercises in removing 
emergency windows and operating fire 
extinguishers that are included in Amtrak’s 
emergency program. R-83-74: All Amtrak 
passenger cars built expressly for Amtrak 
met all flammability, smoke emission, and 
toxicity guidelines in existence at the time of 
construction wherever the then state-of-the- 
art of manufacture was available to meet 
those guidelines. R-83-75: Has developed and 
is installing briefing cards in its Superliner 
bedrooms. Is developing briefing cards for the 
balance of the car fleet. 

Marine—Chevron Shipping Company: Sep. 
16: M-80-97: Has adopted more stringent 
standards for flame arresters and replaced all 
those that did not meet those standards. M- 
80-98: Most existing terminals are incapable 
of accepting a gangway from the 
accommodations locations. 


Note.—Single copies of these response 
letters are available on written request to: 
Public Inquiries Section, National 
Transportation Safety Board, Washington, 
D.C. 20594. Please include respondent's name, 
date of letter, and recommendation number(s) 
in your request. The photocopies will be 
billed at a cost of 20 cents per page ($2 
minimum charge). 

H. Ray Smith, Jr., 


Federal Register Liaison Officer. 
October 12, 1983. 


[FR Doc. 83-28127 Filed 10-14-83; 8:45am] 
BILLING CODE 4910-58-™ 


NUCLEAR REGULATORY 
COMMISSION 


[Docket Nos. 50-424A and 50-425A] 


Georgia Power Company, Oglethorpe 
Power Corporation, Municipal Electric 


Authority of Georgia, City of Dalton, 
Georgia; Receipt of Antitrust 
information 


The Georgia Power Company, 
Oglethorpe Power Corporation, 
Municipal Electric Authority of Georgia, 
and City of Dalton, Georgia, have 
submitted antitrust information 
accompanying their application for 
operating licenses for two pressurized 
water nuclear reactors known as Vogtle 
Electric Generating Plant, Units 1 and 2, 
located in Burke County, Georgia. The 
data submitted contain antitrust 
information for review pursuant to NRC 
Regualtory Guide 9.3 necessary to 
determine whether there have been any 
significant changes since the completion 
of the antitrust review at the 
construction permit stage. 

On completin of the staff's antitrust 
review, the Director of Nuclear Reactor 
Regulation will issue an initial finding as 
to whether there have been “significant 
changes” under Section 105c(2) of the 
Atomic Energy Act. A copy of this 
finding will be published in the Federal 
Register and will be sent to the 
Washington, DC, and local public 
document rooms and to those persons 
providing comments or information in 
response to this notice. If the intiial 
finding concludes that there have not 
been any significant changes, request for 
reevaluation may be submitted for a 
period of 30 days after the date of the 
Federal Register notice. The results of 
any reevaluation that is requested will 
also be published in the Federal Register 
and copies sent to the Washington, DC, 
and local public document rooms. 

A copy of the general information 
portion of the application for an 
operating license and the antitrust 
information submitted is available for 
public examination and copying for a 
fee at the Commission's Public 
Document Room, 1717 H Street, NW., 
Washington, DC 20555, and at the local 
public document room at the Burke 
County Library, 4th Street, Waynesboro, 
Georgia 30830. 

Any person who desires additional 
information regarding the matter 
covered by this notice or who wishes to 
have his views considered with respect 
to significant changes related to 
antitrust matters which have occurred in 
the applicants’ activities since the 
construction permit antitrust review 
should submit such requests for 
information or views to the U.S. Nuclear 
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Regulatory Commission, Washington, 
DC 20555, Attention: Section Leader, 
Antitrust and Economic Analysis 
Section, Site Analysis Branch, Office of 
Nuclear Reactor Regulation, on or 
before 

Dated at Bethesda, Maryland this 7th day 
of October 1983. 
For the Nuclear Regulatory Commission. 
Elinor G. Adensam, 
Chief, Licensing Branch No. 4, Division of 
Licensing. 
[FR Doc. 83-28193 Filed 10-14-83: &45 am] 
BILLING CODE 7590-01-81 


[Docket No. 50-275] 


The U.S. Nuclear Regulatory 
Commission (the Commission) is 
considering issuance of an amendment 
to Facility Operating License No. DPR- 
76, issued to Pacific Gas and Electric 
Company (the licensee) for operation of 
the Diablo Canyon Nuclear Power Plant, 
Unit 1 located in San Luis Obispo, 
California. 

The amendment would add a new 
requirement into the Technical 
Specifications to provide limiting 
conditions for operation should the inlet 
ocean water temperature exceed 64°F 
and require surveillence requirements to 
ensure operability of the ultimate heat 
sink in accordance with the licensee’s 
application for amendment dated July 1, 
1983. 

Before issuance of the proposed 
license amendment, the Commission 
will have made findings required by the 
Atomic Energy Act of 1954, as amended 
(the Act) and the Commission's 
regulations. 

The Commission has made a proposed 
determination that the amendment 
request involves no significant hazards 
consideration. Under the Commission’s 
regulations in 10 CFR 50.92, this means 
that operation of the facility in 
accordance with the proposed 
amendment would not (1) involve a 
significant increase in the probability or 
consequences of an accident previously 
evaluated; or (2) create the possibility of 
a new or different kind of accident from 
any accident aes evaluated; ¢ or (3) 
involve a a eae ina 
margin of safety. 

The Commission has 
guidance for the somites of the 
criteria in 10 CFR 50.92 by providing 





examples of amendments that are 
considered not likely to involve a 
hazards consideration (48 FR 


proposed 

Sesuiiieant to to oh onedittensl 
limitation in the event that the ocean 
water inlet temperature exceeds 64°F. 
There presently is no ocean water inlet 
temperature limitation in the facility's 
Technical tions. Inclusion of 
the proposed 64°F timitation follows 
from a reanalysis of component cooling 
water performance for heat removal. 
Based on this consideration and the 
three criteria given above, we have 
made a proposed determination that this 

eee eee 


within 30 days after the date of 
publication of this notice will be 
considered in making any final 
determination. The Commission will not 
normally make a final determination 
unless it receives a request for a 


hearing. 
Comments should be addressed to the 
ee Oe 
Nuclear Regulatory Commission, 


iby Mietiadbar 9A, tnt, the cenese 
may file a request for a hearing with 
respect to issuance of the amendment to 
the subject facility operating license and 

any person whose interest may be 

ciledinh tay Wile peacéeding ont who 
wishes to participate as a party in the 
proceeding must file a written petition 
for leave to intervene. Request for a 
hearing and petitions for leave to 
intervene shall be filed in accordance 
with the Commission's “Rules of 
Practice for Domestic Licensing 
Proceedings” in 10 CFR Part 2. If a 
request for a hearing or petition for 
leave to intervene is filed by the above 
date, the Commission or an Atomic 


Licensing 
by the Commission or by the Chairman 
of the Atomic Safety and Licensing 
Board Panel, will rule on the request 
and/or petition and the Secretary or the 
ne ae ee 
Board will issue a notice of hearing or 


wy intervention should be permitted 
reference to the 
ae factors: (1) The nature of the 
petitioner's right under the Act to be 
made a party to the proceeding; (2) the 
nature and extent of the petitioner's 
property, financial, or other interest in 
the proceeding; and (3) the — 
effect of any order which may be 
entered in the proceeding on the 
petitioner's interest. The petition should 
also identify the specific aspect(s) of the 
subject matter of the ing as to 
which petitioner wishes to intervene. 
Any person who has filed a petition for 
leave to intervene or who has been 
admitted as a party may amend the 
petition without requesting leave of the 
Board up to fifteen (15) days prior to the 
first prehearing conference scheduled in 
the proceeding, but such an amended 
petition must satisfy the specificity 
requirements described above. 

Not later than fifteen (15) days prior to 
the first prehearing conference 
scheduled in the proceeding, a petitioner 
shall file a supplement to the petition to 
intervene which must include a list of 
the contentions which are sought to be 
litigated in the matter, and the bases for 
each contention set forth with 
reasonable specificity. Contentions shall 
be limited to matters within the scope of 


- the amendment under consideration. A 


petitioner who fails to file such a 
supplement which satisfies these 
requirements with respect to at least one 
contention will not be permitted to 
— as a party. 

Those permitted to intervene become 
parties to the proceeding, subject to any 
limitations in the order granting leave to 
intervene, and have the opportunity to 
participate fully in the conduct of the 
hearing, including the opportunity to 
present evidence and cross-examine 
witnesses. 

If a hearing is requested, the 
Commission will make a final 
determination on the issue of a no 
significant hazards consideration. The 
final determination will serve to decide 
when the hearing is held. 

If the final determination is that the 
amendment request involves no 
significant hazards consideration, the 
Commission may issue the amendment 
and make it effective, notwithstanding 
the request for a hearing. Any hearing 
held would take place after issuance of 
the amendment. 

If the final determination is that the 
amendment involves a significant 
hazards consideration, any hearing held 
would take place before the issuance of 
any amendment. 

Normally, the Commission will not 
issue the amendment until the 
expiration of the 30-day notice period. 
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However, should circumstances change 
during the notice period such that failure 
to act in a timely way would result, for 
example, in derating or shutdown of-the 
facility, the Commission may issue the 
license amendment before the 
expiration of the 30-day notice period, 
provided that its final determination is 
that the amendment involves no 
significant hazards consideration. The 
final determination will consider all 
public and State comments received. 
Should the Commission take this action, 
it will publish a notice of issuance and 
provide for opportunity for a hearing 
after issuance. The Commission expects 
that the need to take this action will 
occur very infrequently. 

A request for a hearing or a petition 
for leave to intervene must be filed with 
the Secretary of the Commission, U.S. 
Nuclear Regulatory Commission, 
Washington, D.C. 20555, Attention: 
Docketing and Service Branch, or may 
be delivered to the Commission's Public 
Document Room, 1717 H Street, NW., 
Washington, D.C., by the above date. 
Where petitions are filed during the last 
10 (10) days of the notice period, it is 
requested that the petitioner promptly so 
inform the Commission by a toll-free 
telephone call to Western Union at (800) 
325-6000 (in Missouri (800) 342-6700). 
The Western Union operator should be 
given Datagram Identification Number 
3737 and the following message 
addressed to Mr. George W. Knighton, 
(301) 492-7161: date petition was mailed; 
plant name; and publication date and 
page number of this Federal Register 
notice. A copy of the petition should 
also be sent to the Executive Legal 
Director, U.S. Nuclear Regulatory 
Commission, Washington, D.C. 20555, 
and to Philip A. Crane, Jr., Esq. Pacific 
Gas & Electric Company, 77 Beale 
Street, San Francisco, California 94106 
and Norton, Burke, Berry & French P.C., 
Attn: Bruce Norton, Esq., 2002 East 
Osborn Road, Phoenix, Arizona 85016, 
attorneys for the licensee. 

Nontimely filings of petitions for leave 
to intervene, amended petitions, 
supplemental petitions and/or requests 
for hearing will not be entertained 
absent a determination by the 
Commission, the presiding officer or the 
Atomic Safety and Licensing Board 
designated to rule on the petition and/or 
request, that the petitioner has made a 
substantial showing of good cause for 
the granting of a late petition and/or 
request. That determination will be 
based upon a balancing of the factors 
specific in 10 CFR 2.714(a)(1){i)-{v) and 
2.714{(d). 

For further details with respect to this 
action, see the application for 
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amendment which is available for public 
inspection at the Commission's Public 
Document Room, 1717 H Street, NW., 
Washington, D.C., and at the California 
Polytechnic State University Library, 


Dated at Bethesda, Maryland, this 11th day 
of October, 1983, 

For ffie Nuclear Regulatory Commission. 
George W. Knighton, 
Chief, Licensing Branch No. 3, Division of 
Licensing. 
[FR Doc. 83-28194 Filed 10-14-83; 8:45 am] 
BILLING CODE 7590-01-M 


Abnormal Occurrence; Unavailability 
of the Auxiliary Feedwater System 
Section 208 of the Energy 
Reorganization Act of 1974, as amended, 
requires the NRC to disseminate 
information on abnormal occurences 
(i.e., unscheduled incidents or events 
which the Commission determines are 
significant from the standpoint of public 
health and safety). The following 
incident was determined to be an 
abnormal occurrence using the criteria 
published in the Federal Register on 
February 24, 1977 (42 FR 10950). One of 
the general criteria notes that major 
degradation of essential safety-related 
equipment can be considered an 


abnormal occurrence. The following 
description of the incident also contains 
information on the remedial actions 
planned and taken. 

Date and Place—On April 19, 1983, 
Florida Power and Light . 
licensee for Turkey Point Units 3 and 4, 
reported that the auxiliary feedwater 
(AFW) system on Unit 3 had been 
inoperable for five days while the plants 
was operating at 100% power. Turkey 
Point Units 3 and 4 are W: 
designed pressurized water reactors 
located in Dade County, Florida. 

Nature and Probable Consequences— 
The AFW system is a safety-related 
system that supplies the secondary side 
of the steam generators with a source of 
feedwater when the main feedwater 
system is not in service or only small 
feedwater flows are needed. The AFW 
system is required to be operable during 
plant startup, shutdown, hot standby, 
and emergency conditions. It is an 
engineered safety system and if it is 
inoperable, the plant’s technical 
specifications require that the reactor be 
shut down. 

At Turkey Point, the AFW system is 
shared between Units 3 and 4 (see 
Figure 1). Unlike most pressurized water 
reactors, Turkey Point does not have 
electrical motor-driven pumps for the 
AFW system. Instead, there are three 
turbine-driven AFW (A, B, and C), 


’ 


which are common to both units. There 
is a pair of operated steam 
isolated valves in each of the six steam 
lines as shown in Figure 1. These six 
lines are served from steam headers 
emanating from the Unit 3 and Unit 4 
steam generators such that either unit's 
steam generators can supply steam to 
any or all of the three turbine-driven 
pumps. At the time of the event, Unit 3 
was operating at 100% power, Unit 4 
was shut down for refueling and steam 
generator repair, and the “A” AFW 
pump was out of service for 
modifications. Under these conditions, 
only the isolution valves (3-084A, 3- 
084B, 3-086A, and 3-086B) from the Unit 
3 steam line to the “B” and “C” AFW 
pumps were required to be open. 

In addition, during the time of the 
event, modifications were being made 
on the AFW system which consisted of 
adding alternative steam supply lines to 
each AFW pump turbine. As shown in 
Figure 1, each alternate line has two 
manually-operated steam isolation 
valves in series. Since the alternate 
system was not yet in operation, all six 
of the isolation valves (001A, 002A, 
001B, 002B, 001C, and 002C) would 
normally be closed. However, 
operational testing of the new alternate 
steam supply lines required extensive 
tagging and manipulation of these 
valves. 
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At approximately 6:05 a.m., on April 
19, 1983, a Nuclear Turbine Operator 
(NTO) reported to the Nuclear Plant 
Supervisor (NPS) that he had discovered 
valves 3-084A and 3-086B closed, 
rendering the entire AFW system 
inoperable for automatic operation had 
it been required. A Nuclear Watch 
Engineer (NWE) and the NTO were 
displaced from the control room to 
investigate the status of the AFW 


inoperable. 

NWE the two manually-operated valves 
were opened, system alignment was 
verified and by 7:35 a.m. the licensee 
had successfully completed an 
operability test of the AFW pumps. 

Concurrent with this test, the licensee 
notified the NRC Region II Resident 
Inspector of the incident at 6:30 a.m. and 
the NRC Emergency Operations Center 
at 7:00 a.m. 

Detailed investigations were 
conducted by both the NRC and the 
licensee to determine the circumstances 
associated with the event. Neither 


investigation could totally disprove the 


UNIT 4 


Figure 1. Turkey Point Units 3 and 4 
Steam Supply to Auxiliary Feedwater 


possibility that the unsatisfactory 
condition was created by a willful or 
inadvertent act prior to the discovery of 
the condition. The preponderant 
evidence, however, indicated that the 
event was the result of personnel error 
and that the unsatisfactory safety 
condition existed for a period of five 
days. The following is based on the 
conclusions reached by both the NRC's 
and licensee's investigations. 
Investigation showed that on March 
26, 1983, a clearance order was issued to 
close valves 001B, 002B, 001C, and 002C 
in connection with the ongoing 
modifications. On April 11, a temporary 
lift of the clearance tags placed on 
March 26 was issued to open 001B and 
001C to perform a hydrostactic test on 
the new alternate lines. On the morning 
of April 14, a NTO was given the two 
clearance tags lifted on April 11 and 
was instructed to close and retag valves 
001B and 001C. The clearance tags 
referred to valves 001B and 001C; 
however, the tags also referred to the 
main steam isolation valves to the “B” 
and “C” AFW pumps. Since valves 3- 
084A and 3-086B are also known as 


Pump Turbines 


main steam isolation valves this could 
have lead to confusion. On April 19 the 
NTO reported the apparent valve 
misalignment. Valve 001B was found 
with clearance tag removed. This tag 
was found on valve 3-084A which was 
closed. Valve 001C was found open with 
its tag hung on valve 3-086B which was 
found closed. 

The NTO who discovered the 
misalignment on the morning of April 19 
was the same NTO who had been 
instructed to close the valves 001B and 
001C on the morning of April 14. The 
independent verification of the retagging 
was required but was never conducted 
and so there is no way of verifying the 
actions of the NTO on the morning of 
April 14. 

Between the mornings of April 14 and 
April 19, 1983, there were a total of five 
NTOs who made six tours per day. The 
NTOs were required to take pressure 
and temperature readings and also 
verify the alignment of the AFW steam 
supply lines. Apparently, the NTOs, in 
performing these checks, failed to 
properly identify the improperly closed 
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valves because the checks were not 
adequately detailed in instructions. 

The event was considered significant 
since the auxiliary feedwater flow is 
expected to initiate automatically upon 
loss of normal feedwater flow. If nomral 
feedwater flow were interrupted without 
initiation of auxiliary feedwater flow, 
proper operator actions become crucial 
to ensure that the core is not damaged. 

Westinghouse has performed generic 
analyses (WCAP-9600, “Report on 
Small Break Accidents for 
Westinghouse NSSS Systems” and 
WCAP-9744, “Loss of Feedwater 
Induced Loss of Coolant Accident 
Analysis Report”) which examines the 
loss of both the main and AFW systems. 
They conclude that timely operator 
actions at most plants (i.e., 
depressurising the primary system 
through PORV operation and supplying 
makeup water via the safety injection 
system) could prevent core uncovery by 
expanding the time available to restore 
feedwater cooling flow. 

Cause or Causes— Both the NRC and 
the licensee concluded from 
independent investigations that 
personnel error appeared to be the 
probable cause. In rehanging the tags 
intended for valves 001B and 001C, the 
NTO misunderstood where they were 
supposed to be hung and placed them on 
values 3-084A and 3-086B after 
unlocking and closing the values. 
Independent verification of the 
rehanging of the tags, which may have 
detected the operator error, was not 
performed because the requirement was 
not completely understood by the 
personnel. The twice per shift NTO 
AFW system checks failed to identify 
the improperly closed valves because 
the checks were not properly detailed in 
instructions. 

Actions Taken to Prevent Recurrence 


Licensee—The licensee verified all 
accessible Unit 3 safety-related flow 
paths, instrumentation, and main 
electrical alignments. The “B” and “C” 
AFW pumps are being tested daily until 
all major construction work on the AFW 
pumps and piping is completed. Written 
instructions have been issued to 
operators emphasizing the need for 
independent verification, the importance 
of auxiliary feedwater operations 
activities, and the importance of 
performing assigned jobs with accuracy 
and completeness. The NTO logsheets 
have been revised to improve detail and 
clarity. Identification tags were 
immediately hung on all valves that 
were previously unlabeled. 

Monthly walkdowns of all accessible 
safety system flowpaths will be 

performed. The licensee will formalize 


this requirement in their Technical 


Spcifications. Revisions will be made to 
procedures to emphasize the 
requirement for independent verification 
of rehanging of tags that were 
temporarily lifted. 

NRC—The NRC performed an 
inspection on April 19-28, 1983, at the 
plant of the circumstances pertaining to 
this event. The corrective actions taken 
by the licensee will continue to be 
monitored. An enforcement conference 
was held on April 28, 1983, between 
licensees and the NRC Region II 
personnel. 

On August 15, 1983, the NRC sent to 
the licensee a notice of violation and a 
proposed civil penalty of $100,000. 

Dated at Washington, DC this 12th day of 
October 1983. 

Samuel J. Chilk, 

Secretary of the Commission. 
[FR Doc. 83-28195 Filed 10-14-83; 8:45 am] 
BILLING CODE 7590-01-M 


OFFICE OF MANAGEMENT AND 
BUDGET 


Office of Federal Procurement Policy 


Correction 


In FR Doc. 83-14567, beginning on 
page 24492 in the issue of Wednesday, 
June 1, 1983, the last word in paragraph 
4 of the policy letter on page 24493 
should read “contractors”. 


SECURITIES AND EXCHANGE 
COMMISSION 


[Release No. 20255; (SR-CBOE-83-27)] 


Chicago Board Options Exchange, 
inc.; Order Approving Proposed Rule 


October 4, 1983. 

The Chicago Board Options Exchange, 
Incorporated (“CBOE”) LaSalle at 
Jackson, Chicago, IL 60604, submitted on 
August 17, 1983, copies of proposed rule 
change pursuant to Section 19(b) (1) of 
the Securities Exchange Act of 1934 (the 
“Act”) and Rule 19b-4 thereunder, to 
eliminate CBOE’s financial requirements 
establishing minimum net liquid assets 
for market makers. 

Notice of the proposed rule change, 
together with the terms of substance of 
the proposed rule change, was given by 
the issuance of a Commission Release 
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(Securities Exchange Act Release No. 
20120, August 26, 1983) and by 
publication in the Federal Register (48 
FR 39545, August 31, 1983). No 
comments were received with respect to 
the proposed rule filing. 

The Commission finds that the 
proposed rule change is consistent with ~ 
the requirements of the Act and the 
rules and regulations thereunder 
applicable to a national securities 
exchange and, in particular, the 
requirements of Section 6, and the rules 
and regulations thereunder. 

It is therefore ordered, pursuant to 
Section 19(b)(2) of the Act, that the 
above-mentioned proposed rule change 
be, and hereby is, approved. 

For the Commission, by the Division of 
Market Regulation pursuant to delegated 
authority. 

George A. Fitzsimmons, 
Secretary. 

[FR Doc. 83-28139 Filed 10-14-83; 6:45 am] 
BILLING CODE 8010-01-M 


[Release No. 20262; (SR-NYSE-83-48)] 


Pursuant to Section 19{b)(1) of the 
Securities Exchange Act of 1934 (the 
“Act”), 15 U.S.C. 78s(b)(1), notice is 
hereby given that on September 30, 1983, 
the New York Stock Exchange, Inc. 
(“NYSE”), 11 Wall Street, New York, 
New York 10005, filed with the 
Securities and Exchange Commission 
the proposed rule change as described 
herein. The Commission is publishing 
this notice to solicit comments on the 
proposed rule change from interested 


persons. 
The NYSE’s proposed rule change 
would amend paragraph .40 of the 
NYSE’s Rule 103A, the “sunset” 
provision, to extend the rule’s 
effectiveness from September 30, 1983 to 
December 31, 1983." Rule 103A provides 
for the evaluation of specialist 
performance and establishes a non- 
disciplinary procedure for the 
reallocation of stocks due to 
substandard specialist performance. 


* Rule 103A was approved by the Commission as 


(May 15, 1979), 44 FR 100 (May 22, 1979). The rule's 
effectiveness has been extended a number of times 
since then. Most recently, on July 1, 1983, the 

an amendment to Rule 103A 


30, 1983. Exchange Act 
Release No. 19941, July 1, 1983; 48 FR 31948, July 12, 
1983. 





, 


exchange and, in particular, the 
requirements of Section 6 and the rules 
thereunder. 


The Commission finds good cause for 
approving the proposed rule change 
prior to the thirtieth day after the date of 
publication of notice of filing thereof, in 
that the pilot program under Rule 103A 
expires on September 30, 1983, unless 
extended. The Commission believes it is 
appropriate to continue the program on 
a pilot basis for an additional calendar 
quarter to permit the NYSE to file with 
the Commission amendments to 
es 


Section 19(0}(2) of the Act, that the 
proposed rule change referenced above 
be, and hereby is, approved. 

For the Commission, by the Division of 
Market Regulation pursuant to delegated 
authority. 

George A. Fitzsimmons, 
Secretary. 

[FR Doc. 83-2814 Filed 10-14-83; &45 am] 
BILLING CODE 8010-01-™ 


[Release No. 20260; (SR-PSE-83-11)] 


Pacific Stock Exchange, inc., Order 
Approving Proposed Rule Change 


October 5, 1983. 

The Pacific Stock Exchange, Inc. 
(“PSE”), 616 South Spring Street, Los 
Angeles, CA 90014, submitted on July 1, 
1983, copies of a proposed rule change 
pursuant to Section 19({b)(1) of the 
Securities Exchange Act of 1934 (the 
“Act”) and Rule 19b-4 thereunder, to 
modify its listing fee schedule for the 
listing of additional shares or warrants 
by: (i) Reducing its fee schedule from 
Ye¢ per share to %¢ per share; (ii) 
increasing the maximum fee per 
application from $5,000 to $7,500; and 
(iii) adding an annual maximum fee of 
$15,000 per issue. The PSE states in its 
filing that the proposed change is 
intended to make these fees more 
competitive with fees charged by other 


exchanges. 

Notice of the proposed rule change 
together with the terms of substance of 
the proposed rule change was given by 
the issuance of a Commission Release 
(Securities Act Release No. 
19883, July 19, 1983) and by publication 
in the Federal Register (48 FR 33960, July 


26, 1983). No comments were received 


proposed rule change is consistent with 
the requirements of the Act and the 
rules and regulations thereunder 
applicable to a national securities 
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exchange and, in particular, the 
requirements of Section 6, and the rules 
and regulations thereunder. 

It is therefore, ordered, pursuant to 
Section 19({b){2) of the Act, that the 
above-mentioned proposed rule change 
be, and hereby is, approved. 

For the Commission, by the Division of 
Market Regulation pursuant to delegated 
authority. 

George A. Fitzsimmons, 
Secretary. 

{FR Doc. 83-28138 Filed 10-14-83; 8:45 am] 
BILLING CODE 8010-01-m 


[Release No. 20258, (File No. SR-SCCP-83- 


October 5, 1983. 

Pursuant to Section 19(b)(1) of the 
Securities Exchange Act of 1934 (the 
“Act”), 15 U.S.C. § 788(b)(1), notice is 
hereby given that on September 7, 1983, 
the Stock Clearing Corporation of 
Philadelphia (“SCCP”) submitted to the 
Commission a proposed rule change. 
The proposed rule change would 
conform SCCP’s rules to certain Division 
of Market Regulations Standards for the 
Registration of Clearing Agencies (the 


' “Standards”) that concern Sections 


17A(b)(3)(A)-{I) of the Act.? 

The proposed rule change would 
completely revise SCCP’s authority 
relating to its clearing fund. New SCCP 
Rule 4 would replace former Article VIII, 
Section 3, of SCCP’s Bylaws. The 
proposal would authorize SCCP: (i) To 
establish a formula for clearing fund 
contributions based upon participant 
usage of PCC’s facilities, which formula 
must be applied uniformly to 
participants, and (ii) to require 
participants to satisfy their contribution 
obligations with a minimum cash 
deposit and the balance in certain safe 
and liquid investments. Moreover, the 
proposal would authorize SCCP to 
increase or decrease the participants’ 
required clearing fund contribution 
levels in accordance with certain stated 
procedures and notice requirements. 
The proposal also sets forth how SCCP 
is to apply clearing fund assets to losses. 
After applying a defaulting participant's 
clearing fund contribution to its 
obligations, the proposal enables SCCP, 
in its discretion, to satisfy residual 
obligations by applying funds from 
SCCP’s Contingency Reserve Fund and 
unrestricted retained earnings or from a 


' See Securities Act Release No. 16900 
(June 17, 1980), 45 FR 41920 (June 23, 1980). 
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pro rata assessment of participants’ 
clearing fund contributions, such 


invest clearing fund cash only in United 
States Government obligations or any 
other investm;ents that provide safety 
and liquidity of the principal invested 
and (ii) to use that cash only in 
furtherance of SCCP’s clearance and 
settlement activities, including the 
financing of certain margin accounts, 
and to satisfy losses and liabilities. New 
SCCP Rule 4 would require SCCP to 
maintain adequate liquidity in the 
clearing fund to ensure that sufficient 
cash would be readily available to meet 
SCCP’s emergency needs. Finally, SCCP 
would be required under the proposal to 
make frequent periodic reviews of the 
level of participants’ clearing fund 
contributions in relation to the potential 
financial exposure to SCCP from SCCP’s 
services. 

New SCCP Rule 9, concerning the 
“Delivery of Philadep Non-Eligible 
Securities,” replaces current SCCP Rule 
5. The new Rule would clarify SCCP’s 
securities delivery procedures. Rule 9 
would require all SCCP participants that 
choose to settle their transactions at 
SCCP to use SCCP’s Continuous Net 
Settlement System (“CNS”). Participants 
may settle any portion of a CNS 
position, however, by delivering to or 
receiving from SCCP physical securities 
certificates. In addition, Rule 9 would 
require all securities delivered to SCCP 
to: (i) Conform to the delivery 
requirements of the Philadelphia Stock 
Exchange, Inc.; (ii) be in the name of or 
guaranteed by a member of SCCP or a 
party otherwise acceptable to SCCP; 
and (iii) be accompanied by a separate 
stock power for each certificate. 

The proposed rule change also would 
revise completely SCCP Rule 10, its 
money settlement rule. The proposal 
would arm SCCP with a number of 
important financial safeguards. SCCP 
would be authorized to request further 
assurances of a participant's ability to 
finance its commitments to SCCP; to 
reverse certain CNS book-entry 
movements between SCCP and the 


participant; to reverse the physical 
receipt or delivery of certificates 
between SCCP’s account and the 
participant if the participant fails to 
make timely payment to SCCP; and to 
require “next-day” settlement in “Fed 
Funds” under certain circumstances. In 
addition, New Rule 10 would require 
SCCP to produce for participants 
preliminary and final settlement 
statements indicating the net securities 
positions and money settlement 
obligations due to settle each settlement 
day. Rule 10 further governs the 
payment requirements of participants. 

New SCCP Rule 16, entitled 
“Discretionary Termination,” has 
incorporated part of former SCCP Rule 
19 (“Death, Suspension or Expulsion of a 
Clearing Member”). This new Rule 
would provide SCCP participants with 
greater due process, including more 
timely and specific notice of the grounds 
for termination. In addition, the 
proposed rule change would clarify that 
in all instances of termination, except 
for terminations by summary suspension 
described in Section 1 of the Rule, a 
participant would be entitled to a prior 
hearing. With respect to summary 
suspension of a participant from 
membership, which is limited to stated 
circumstances drawn directly from the 
Act, a participant would be entitled to a 
hearing subsequent to the decision to 
terminate, that hearing to be conducted 
generally in accordance with proposed 
SCCP Rule 23. 

Furthermore, the proposed rule change 
would revise completely SCCP Rule 18 
relating to SCCP’s insolvency 
procedures. The new Rule would define 
the “time of insolvency” as any one of 
several events, including the inability of 
a participant to pay its debts. In 
addition, the Rule would authorize 
SCCP, upon a participant's insolvency, 
to reverse unsettled trades up to and 
including the third day after trade date 
(if the trade is not guaranteed by SCCP). 
Amended Rule 18 also would authorize 
SCCP to buy-in and sell-out any 
unsettled, guaranteed trades of an 
insolvent participant on and after the 
fourth day after trade date. 

Finally, the proposed rule change 
would replace former SCCP Rule 24, 
relating to fines, with new SCCP Rule 24. 
The new Rule would require SCCP to 
give each participant specific notice 
about any disciplinary action being 
brought by SCCP against that 
participant for violations of, for 
example, SCCP’s By-laws, Rules, related 
interpretations, and procedures. The 
new Rule also sets forth in detail notice 


and hearing before a disinterested 
committee prior to the imposition of any 
sanction. It also sets forth the sanctions 
that SCCP can impose; those sanctions 
are drawn directly from the Act. 

SCCP believes the proposed rule 
change is consistent with the Act, 
including Section 17A(b) of the Act, 


have the capacity to compl 
of Section 17A and to enforce 


consistent with Section 17A(b)(3)(F) of 
the Act relating to the safeguarding of 
funds and securities in SCCP’s custody 
or control because the new Rule would 
restrict use of the clearing fund to safe 
and liquid investments, to satisfying 
clearance and settlement-related 
obligations, and to financing certain 
margin accounts in accordance with 
established procedures and safeguards. 

Interested persons are invited to 
submit written data, views and 
arguments concerning the foregoing. 
Persons making written submissions 
should file six copies thereof with the 
Secretary Securities and Exchange 
Commission, 450 Fifth Street, N.W. 
Washington, D.C. 20549. Copies of the 
submission, all subsequent amendments, 
all written statements with respect to 
the proposed rule change that are filed 
with the Commission, and all written 
communications relating to the proposed 
rule change between the Commission 
and any person, other than those that 
may be withheld from the public i in 
accordance with the provisions of 5 
U.S.C. 552, will be available for 
inspection and copying in the 
Commission's Public Reference Room. 

Copies of such filing also will be 
available for inspection and copying at 
the principal office of the above- 
mentioned self-regulatory organization. 
All submissions should refer to the file 
number in the caption above and should 
be submitted within 21 days after the 
date of publication in the Federal 
Register. 


During the course of the full 
registration review process this 
propesed rule change was specifically 
considered by the Commission and was 
found to be consistent with the 
provisions of the Act and the Standards. 
For the reasons discussed in the Full 
Registration Order,” the Commission 
finds that the proposed rule change is 
consistent with the Act and the rules 
thereunder and, in particular, Section 


2 See Securities Exchange Act Release No. 20221 
(September 23, 1983), 48 FR 45167 (October 3, 1983). 





17A of the Act. Moreover, the 


| with the Secretary of the Commission, 


Commission finds that good cause exists | Securities and Exchange Commission, 


to accelerate approval of the 
rule change under Section 19({b)(2) of the 
Act. The Commission believes that the 
proposal's benefits should be made 
available to SCCP and its participants 
as soon as possible. 

It is therefore ordered, pursuant to 
Section 19({b)(2) of the Act, that the 
proposed rule change be. and hereby is, 


For the Commission by the Division of 
Market Regulation, pursuant to delegated 
authority. 

George A. Fitzsimmons, 
Secretary. 

[FR Doc. 83-28141 Filed 10-14-83: &45 am| 
BILLING CODE 8010-01-m 


[Release 20268 ; File No. SR-MSTC-83-17] 


Filing and immediate Effectiveness of 


Pursuant to Section 19(b)(1) of the 
Securities Act of 1934 (the 
“Act”), 15 U.S.C. 78s{b)(1), notice is 
hereby given that on September 6, 1983, 


Depository Delivery Instruction (“DDI”) 
forms. In its filing, MSTC states that the 


increased charges reflect increased 
MSTC printing costs and that these 
charges are passed on to participants 
purchasing DDI forms from MSTC. 

The foregoing change has become 
effective, pursuant to Section 19{b)(3)(A) 
of the Act and subparagraph (e) of 
Securities Exchange Act Rule 19b-4. At 
any time within 60 days of the filing of 
such proposed rule change, the 
Commission may summarily abrogate 
such rule change if it appears to the 
Commission that such action is 

or appropriate in the public 


Interested persons are invited to 
submit written data, views and 
arguments concerning the submission 
within 21 days after the date of 
eens in the Federal Register. 

to make written 
cee should file six copies thereof 


| 450 Fifth Street, N.W., Washington, D.C. 
20549. Reference should be made to File 
No. SR-MSTC-83-17. 

Copies of the submission, all 
subsequent amendments, all written 
statements with respect to the proposed 
rule change which are filed with the 
Commission, and all written 
communications relating to the proposed 
rule change between the Commission 
and any person, other than those which 
may be withheld from the public in 
accordance with the provisions of 5 
U.S.C. 552, will be available for 
inspection and copying at the 
Commission's Public Reference Room, 
450 Fifth Street, N.W., Washington, D.C. 
Copies of the filing and of any 
subsequent amendments also will be 
available for inspection and copying at 
the principal office of the above- 
mentioned self-regulatory organization. 

For the Commission, by the Division of 
Market Regulation pursuant to delegated 
authority. 

George A. Fitzsimmons, 
Secretary. 

[FR Doc. 83-28143 Filed 10-14-83; 8:45 am] 
BILLING CODE 8010-01-M 


[Release No. 20267; File No. SR-Philadep- 
83-7] 


Filing and immediate Effectiveness of 
Proposed Rule Change by Philadelphia 
Depository Trust Company 


October 11, 1983. 

Prusuant to Section 19{b)(1) of the 
Securities Exchange Act of 1934 (the 
“Act”), 15 U.S.C. 78s(b)(1), notice is 
hereby given that on September 21, 1983, 
the Philadelphia Depository Trust 
Company (“Philadep”) filed with the 
Securities and Exchange Commission 
the proposed rule change as described 
herein. The Commission is publishing 
this notice to solicit comments on the 


- proposed rule change from interested 


persons. 

The proposed rule change amends 
Philadep’s procedures for the 
affirmation of trades in the National 
Institutional Delivery System (“NIDS”). 
Previously, participants settling NIDS 
trades between two Philadep 
participants were able to affirm trades 
up through the fourth day after the trade 
date (“T +4”) for automatic book-entry 
settlement on T+5. Philadep’s revised 
procedures require that all trades 
through NIDS must be affirmed by T+3 
7 automatic book-entry settlement or 

+5. 


Federal Register / Vol. 48, No. 201 / Monday, October 17, 1983 / Notices 


The proposed rule change also 
reduces by $0.05 the fee Philadep 
charges its participants for confirmation 
of a NIDS trade. The reduction in fees _ 
reflect the lowering of pass through fees 
charged by DTC. Paper confirms are 
being reduced from $0.25 to $0.20 for 
each confirm delivered to a broker, 
bank, investment manager or interested 
party. Magnetic tape and facsimile 
transaction confirms are similarly 
reduced to $0.35 and $0.40 respectively. 

The foregoing change has become 
effective, pursuant to Section 19{b)(3)(A) 
of the Act and subparagraph (e) of 
Securities Exchange Act Rule 19b-4. At 
any time within 60 days of the filing of 
such proposed rule change, the 
Commission may summarily abrogate 
such rule change if it appears to the 
Commission that such action is 
necessary or appropriate in the public 
interest, for the protection of investors, 
or otherwise in furtherance of the 
purposes of the Act. 

Interested persons are invited to 
submit written data, views and 
arguments concerning the submission 
within 21 days after the date of 
publication in the Federal Register. 
Persons desiring to make written 
comments should file six copies thereof 
with the Secretary of the Commission, 
Securities and Exchange Commission, 
450 Fifth Street, N.W., Washington, D.C. 
20549. Reference should be made to File 
No. SR-Philadep-83-7. 

Copies of the submission, all 
subsequent amendments, all written 
statements with respect to the proposed 
rule change which are filed with the 
Commission, and all written 
communications relating to the proposed 
rule change between the Commission 
and any person, other than those which 
may be withheld from the public in 
accordance with the provisions of 5 
U.S.C. $552, will be available for 
inspection and copying at the 
Commission's Public Reference Room, 
450 Fifth Street, N.W., Washington, D.C. 
Copies of the filing and of any 
subsequent amendments also will be 
available for inspection and copying at 
the principal office of the above- 
mentioned self-regulatory organization. 

For the Commission, by the Division of 
Market Regulation pursuant to delegated 
authority. 

George A. Fitzsimmons, 
Secretary. 

[FR Doc. 83-28142 Filed 10-14-83; 8:45 am] 
BILLING CODE 8010-01-M 
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Pursuant to Section 19({b)(1) of the 
Securities Act of 1934 (the 
“Act”), 15 U.S.C. 78s(b)(1), notice is 
hereby given that the Philadelphia 
Depository Trust Company (“Philadep”) 
submitted a proposed rule change to the 
Commission on September 7, 1983. The 
proposed rule change would amend 
certain Philadep Rules to conform them 
to certain Division of Market Regulation 
Standards for Registration of Clearing 
Agencies (the “Standards”) that concern 
Sections 17A(b)(3)(A)-{I) of the Act.* 

The pro rule change would 
amend Philadep Rule 4 in several 
significant respects. First, amended Rule 
4 would require Philadep to establish a 
formula for participants fund 
contributions based upon participant 
use of Philadep’s facilities, which 
formula must be applied uniformly to 
participants. The proposed rule change 
also would require participants to 
satisfy their contribution obligations 
with a minimum cash deposit plus 
certain safe and liquid investments as 
necessary. Moreover, the proposal 
would authorize Philadep to increase or 
decrease participants’ required 
contributions in accordance with stated 
procedures and notice requirements. 

The proposed amendment also sets 
forth how Philadep is to apply 
participants fund assest to losses. After 
Philadep uses a defaulting participant's 
contribution to the participants fund, the 
proposal would enable Philadep, in its 
discretion, to satisfy losses by applying 
funds from either Philadep’s unrestricted 
retained earnings or from Phaladep's 
participants fund. Certain other losses to 
Philadep (i.e., as a result of larceny or 
the loss or destruction of certificates), 
the the extent not covered by insurance, 
could be satisfied first with funds from 
Philadep’s unrestricted retained 
earnings and then with funds from 
Philadep’s participants fund. To satisfy 
these residual losses, Philadep would 
assess on a pro rata basis solvent 
participants’ contributions to the 
participants fund. 

The proposal also specifies the scope 
of Philadep’s use of participants fund 
assets. Philadep would be authorized to 
invest participants fund cash only in 
United States Government obligations 
or in any other investments that provide 


1 See Securities Act Release No. 16900 
{June 17, 1980), 45 FR 41920 (June 23, 1980). 


safety and liquidity of the principal 
invested. Its authority to use 
participants fund assets, however, 
would be limited to protecting Philadep 
and its participants against losses 
incurred in the performance of 
depository-related functions. In 
addition, Philadep would be required 
under the amendment to review 
periodically the level of participants’ 
required contributions to the 
participants fund in relation to the 
potential financial exposure to Philadep 
from Philadep’s services. Finally, the 
amendment would require Philadep to 
maintain liquidity in the participants 
fund to ensure that cash is available for 
appropriate emergency needs. 

The proposed rule change also would 
amend Philadep Rule 10 relating to 
Philadep’s discretionary termination of 
participants from membership. The 

proposed amendment would enhance 
= process, by requiring Philadep to 
give more timely and specific notice of 
the grounds for termination. In addition, 
the proposed rule change would clarify 
that in all instances of termination under 
Rule 10, except for summary suspension 
described in Section 1 of the Rule, a 
participant would be entitled to a prior 
hearing. With respect to summary 
suspension, which is limited to stated 
circumstances drawn directly from the 
Act, a participant would be entitled to a 
hearing subsequent to the decision to 
terminate. Any such hearing would be 
conducted in accordance with proposed 
Philadep Rule 20. 

The proposed rule change would 
completely revise Philadep Rule 20 
(previously entitled, “Fines”) to require 
Philadep to give participants specific 
notice about any disciplinary action and 
to provide participants with an 
opportunity for a hearing before a 
disinterested committee prior to 
imposing any sanction. The new Rule 
also prescribes notice and hearing 
procedures and then sets forth penalties 
authorized under Section 17A(b)(3) of 
the Act. 

Philadep believes the proposed rule 
change is consistent with the Act, 
including Section 17A(b) of the Act. The 
proposed rule change would permit 
Philadep to be organized and to have 
the capacity to comply with the 
provisions of Section 17A and to enforce 
compliance by its participants with 
Philadep’s Rules. Insofar as the 
proposed rule change amends Philadep 
Rule 4 to restrict the use of the 
participants fund to safe and liquid 
investments and to satisfying only 
depository-related obligations, Philadep 
believes the proposed rule change also 
is consistent with Section 17A(b)(3)(F) of 


the Act, by safeguarding the funds and 
securities in Philadep’s custody or 
control. 

Interested persons are invited to 
submit written data, views and 
arguments concerning the foregoing. 
Persons making written submissions 
should file six copies thereof with the 
Secretary, Securities and 
Commission, 450 Fifth Street, N.W. 
Washington, D.C. 20549. Copies of the 
submission, all subsequent amendments, 
all written statements with respect to 
the proposed rule change that are filed 
with the Commission, and all written 
communications relating to the proposed 
rule change between the Commission 
and any person, other than those that 
may be withheld from the public in 
accordance with the provisions of 5 
U.S.C. 552, will be available for 
inspection and copying in the 
Commission's Public Reference Room. 

Copies of such filing also will be 
available for inspection and copying at 
the principal office of the above- 
mentioned self-regulatory organization. 
All submissions should refer to the file ~ 
number in the caption above and should 
be submitted within 21 days after the 
date of publication in the Federal 
Register. 

During the course of the full 
registration review process this 
proposed rule change was specifically 
considered by the Commission and was 
found to be consistent with the 
provisions of the Act and the Standards. 
For the reasons discussed in the Full 
Registration Order,” the Commission 
finds that the proposed rule change is 
consistent with the Act and the rules 
thereunder applicable to registered 
clearing agencies and, in particular, 
Section 17A of the Act. Moreover, the 
Commission finds that good cause exists 
to accelerate approval of the 
rule change under Section 19(b)(2) of the 
Act. The Commission believes that the 
proposal’s benefits should be made 
available to Philadep and its 
participants as soon as possible. 

It is therefore ordered, pursuant to 
Section 19(b)(2) of the Act, that the 
proposed rule change be, and hereby is 
approved. 


For the Commission by the Division of 
Market Regulation, pursuant to delegated 
authority. 

George A. Fitzsimmons, 
Secretary. 

[FR Doc. 83-28140 Filed 10-14-83; 8:45 am] 
BILLING CODE 8010-01-M 


? See Securities Act Release No. 20222 
(September 23, 1983), 48 FR 45167 (October 3, 1983). 





[Adoption, Form 15, No. 270.279] 


Upon written request copy available 
from: Securities and Exchange 
Commission, Office of Consumer 
Affairs, Washington, D.C. 20549. 


(44 U.S.C. 3501 et seg.}, the Securities 
and Commission has 
submitted for clearance Form 15 which 
would serve both to terminate 
registration of a class of securities under 
the Securities Exchange Act of 1934, and 
as notice of suspension of the duty to 
file periodic reports under Sections 13 
and 15(d) of that Act. 

The form provides a basis for the 
- Commission to fulfill its statutory 
responsibility with respect to 


Submit comments to OMB Desk 
Officer: Mr. Robert Veeder, (202) 395- 


[FR Doc. 83-28243 Filed 10-14-83: 8:45 am) 
BILLING CODE 8910-01-M 


[Release No. 13569; 811-2827] 


Notice is hereby given that Crestline 
Investment Company, Inc. (“Applicant”), 
215 Main Street, East, Valdese, NC 

i under the Investment 


the text of the relevant provisions 
thereof. 


Applicant states that it filed its 
notification of registration on April 27, 
1978, and its registration statement on 
October 2, 1978. According to the 
application, at October 31, 1982, 
Applicant had 419,470 shares of 
beneficial interest outstanding. Those 
shares were the only class of 
Applicant's shares outstanding and had 
a $9.03 net asset value per share. The 
application indicates that, at October 31, 
1982, Applicant’s aggregate net asset 
value was $3,789,836. 

Applicant represents that on May 25, 
1982, its board of directors authorized 
liquidation of the Applicant. Applicant 
further represents that on September 14, 
1982, shareholders of the Applicant 
adopted a resolution that the 
corporation be dissolved. Applicant 
indicates that proxy material dated 
September 1, 1982, for its shareholders’ 
meeting on September 14, 1982, 
including the vote on dissolution of the 
corporation, was distributed to all of the 
shareholders of the corporation and was 
also filed with the Commission on or 
about September 1, 1982. 

Applicant states that distributions to 
security holders were made as follows: 
$4.50 per share on November 30, 1982; 
$4.25 per share on January 17, 1983; and 
$.297 per share on March 15, 1983. 
Applicant states further that it had no 
security holders at the time of the filing 
of the application. Applicant states that 
it is not a party to any litigation or 
administrative proceeding and that it 
does not intend to engage in business 
activities other than those necessary for 
the winding-up of its affairs. Applicant 
states further that it has been dissolved 
and liquidation has been completed 
pursuant to North Carolina law. 

Notice is further given that any 
interested person wishing to request a 
hearing on the application may, not later 
than November 7, 1983, at 5:30 p.m., do 
so by submitting a written request 
setting forth the nature of his interest, 
the reasons for his request, and the 
specific issues, if any, of fact or law that 
are disputed, to the Secretary, Securities 
and Exchange Commission, Washington, 
D.C. 20549. A copy of the request should 
be served personally or by mail upon 
Applicant at the address stated above. 
Proof of service (by affidavit or, in the 
case of an attorney-at-law, by 
certificate) shall be filed with the 
request. After said date, an order 
disposing of the application will be 
issued unless the Commission orders a 
hearing upon request or upon its own 
motion. 
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For the Commission, by the Division of 
Investment Management, pursuant to 
delegated authority. 

George A. Fitzsimmons, 
Secretary. 

[FR Doc. 83-28242 Filed 10-14-83; 8:45 am] 
BILLING CODE 8010-01-M 


[Release No. 13567; 812-5557] 


Kemper investors Life Insurance Co., 
et al.; Application for an Order of 
Exemption 

October 11, 1983. 

Notice is hereby given that Kemper 
Investors Life Insurance Company 
(“KILICO”), 120 South LaSalle Street, 
Chicago, Illinois, 60603, KILICO Equity 
Separate Account (registered under the 
Investment Company Act of 1940 
(“Act”) as a management investment 
company and established by KILICO in 
connection with the proposed issuance 
of certain variable annuity contracts) 
(“Account”), and Kemper Financial 
Services, Inc. (the principal underwriter 
for the contracts) (collectively, 
“Applicants”) filed an application on 
May 24, 1983 and amendments thereto 
on September 21, 1983, and September 
29, 1983, for an order pursuant to section 
6(c) of the Act granting exemptions from 
the provisions of sections 2{a)(32), 12(b), 
22(e), 27({c)(1), 27(c)(2) and 27(d) of the 
Act, and Rule 12b-1 thereunder, to the 
extent necessary to permit transactions 
described in the application. All 
interested persons are referred to the 
application and amendments on file 
with the Commission for a statement of 
the representations contained therein in 
support of the requested relief pursuant 
to Section 6{c), which are 
below, and are referred to the Act and 
Rules for a statement of the relevant 
provisions. 

Applicants request exemption from 
section 27(c)(2) to the extent necessary: 
to permit the Account to hold securities 
in securities depositories in accordance 
with Rule 17f-4; to deduet from Contract 
values the amount of any premium taxes 
imposed thereon; to impose an 
investment management fee equal on an 
annual basis to .6% of the Account’s 
average daily net assets; to impose a 
guaranteed records maintenance charge 
of $25 on December 31 of each contract 
year; and to impose an administrative 
cost charge equal on an annual basis to 
.3% of the average daily net assets of the 
Account attributable to “periodic 
payment” contracts. Applicants 
represent that these latter two charges 
have not been set at a level greater than 
expected costs. Applicants also request 
relief to the extent necessary to deduct a 
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mortality and expense risk premium 
from the Account at an effective annual 
rate of 1% of the Account’s average 
daily net assets, and represent that this 
charge is reasonable in amount as 
determined by industry practice with 
respect to comparable annuity products, 
and that the basis for this representation 
is reflected in documents on file with 
KILICO and available to the 
Commission. 

Applicants will impose in some cases 
a surrender charge upon partial and 
total contract surrenders, not to exceed 
7.25% of total payments made under the 
contract. Applicants acknowledge that 
the surrender charge may be insufficient 
to cover all costs of distributing the 
contracts, and that any shortfall would 
be absorbed by the general account of 
KILICO, which might include assets 
attributable to the risk charges imposed 
in connection with the contracts. 
Applicants request an exemption from 
Section 12(b) and Rule 12b-1 insofar as 
these facts might be deemed to involve 
the indirect use of Account assets for 
distribution. In this regard, KILICO 
represents that it has concluded that 
there is a reasonable likelihood that the 
proposed distribution financing 
arrangement will benefit the Account 
and contractowners, and the Account, 
which is presently governed by a board 
of managers with a majority of 
disinterested members, represents that it 
will have a board with a disinterested 
majority formulate and approve any 
plan under Rule 12b-1 to finance 
distribution expenses. 

« Applicants request an exemption from 
sections 2(a)(32), 22(e), 27(c)(1) and 27(d) 
to the extent necessary to permit 
issuance of contracts to participants in 
the Texas Optional Retirement Program. 

Notice is further given that any 
interested person wishing to request a 
hearing on the application may, not later 
than November 4, 1983, at 5:30 p.m., do 
so by submitting a written request 
setting forth the nature of his interest, 
the reasons for this request, and the 
specific issues, if any,.of fact or law that 
are disputed, to the Secretary, Securities 
and Exchange Commission, Washington, 
D.C. 20549. A copy of the request should 
be served personally or by mail upon 
Applicants at the address stated above. 
Proof of service (by affidavit or, in the 
case of an attorney-at-law, by 
certificate) shall be filed with the 
request. After said date an order 
disposing of the application will be 
issued unless the Commission orders a 
hearing upon request or upon its own 
motion. 


For the Commission, by the Division of 


[FR Doc. 83-28244 Filed 10-14-83; 8:45 am| 
BILLING CODE 8010-01-™ 


[Release No. 13565; 811-455] 


Madison Fund, Inc.; Application 
October 5, 1983. 

Notice is hereby given that Madison 
Fund, Inc. (“Applicant”), 885 Second 
Avenue, New York, New York, 10017, 
registered under the Investment 
Company Act of 1940 (“Act”) as a 
closed-end, nondiversified management 
investment company, filed an 
application on April 28, 1983, with 
amendments thereto on July 19 and 
August 10, 1983, pursuant to Section 
3(b)(2) of the Act for an order declaring 
that it is not an investment company 
and pursuant to Section 8(f) of the Act 
for an order terminating its registration 
under the Act. All interested persons are 
referred to the application on file with 
the Commission for a statement of the 
representations contained therein, 
which are summarized below, and to the 
Act for the text of all provisions 
pertinent to the application. 

Applicant, which has been registered 
since 1941 and has conducted itself as 
an investment company since its 
registration, asserts that it no longer 
falls within the definition of investment 
company as set forth in Section 3(a) of 
the Act, and that the change in its status 
is demonstrated by the nature of its 
assets, the nature of its income, its 
public representations, the primary 
activities of its officers and directors, 
and its historical record. Applicant. 
further asserts that since it is now 
primarily engaged in a program of 
acquiring controlling interests in oil and 
gas companies and deriving earnings 
from the conduct of those businesses, 
rather than being engaged in the 
investment company business, it 
qualifies for deregistration. Applicant 
states that while its prior holdings in 
energy companies, other than Danville 
Resources, Inc. (“Danville”) (which were 
the result of prior ownership in Sigma 
Resources) and Appalachian Company 
(“Appalachian”), were substantially 
reduced during 1981, those investments 
were made for the purpose of resale and 
were sold when market conditions were 
such that energy stocks were declining 
in value. According to the application, in 
January 1983, Applicant’s board of 
directors, prior to the election of Messrs. 
Millard, Palmer, Rawn, Reid, Sidawi and 


Wellman, all of whom are discussed 
below, determined that the energy 
business, which it viewed as a good 
business, presented a favorable 
economic opportunity owing to the low 
market value of natural resource 
companies and of oil and gas reserves 
and the strain in those companies’ cash 
flow and balance sheets; the board of 
directors viewed the state of the 
industry and the need for capital as an 
excellent opportunity to obtain control 
positions in energy companies without 
paying substantial premiums or 
encountering substantial opposition 
from incumbent management. 

According to the application, - 
approximately 60.3 percent of 
Applicant’s total assets, excluding cash 
and government securities, or 39.6 
percent of its assets including those 
items, are invested in controlled 
companies, valued at their fair market 
value as determined by its board of 
directors on June 30, 1983. These 
assertedly controlled companies consist 
of Appalachian, Danville and Conquest 
Exploration Company (“Conquest”), 
which Applicant owns through a wholly- 
owned subsidiary, Madison Resources, 
Inc. (“Resources”). Applicant states that 
it intends to retain its control positions 
for the long-term and is not acquiring 
them with the intention or for the 
purpose of resale. 

Applicant states that its current 
interest in the voting securities of 
Danville constitutes 8.77 percent thereof. 
However, Applicant states that: (1) It 
has the present right to convert certain 
convertible stock of Danville held by it 
and that, if converted, its percentage 
interest in voting securities of Danville 
would be 34.5 percent; (2) if certain 
performance goals are not met, it has the 
right to obtain without additional 
consideration additional Danville shares — 


‘which would result in ownership of 


40.69 percent of the voting securities of 
Danville; and (3) it has irrevocable 
proxies, which may terminate under 
certain circumstances, that together with 
its ownership interest gives it the right 
to vote more than 50 percent of the 
outstanding voting securities of 
Danville. In addition, George Gould, 
Applicant’s chairman, and William. 
Breed, Applicant's president, sit on the 
board of directors of Danville and the 
chairman and chief executive officer of 
Danville sits on Applicant's board. 
Applicant states that the fair value of 
Danville as determined by Applicant's 
board of directors is its cost, $50 million. 
Applicant states that it owns 10.8 
percent of the voting securities of 
Appalachian, and that Raja Sidawi, a 
director of Applicant since January 27, 





1983, owns 18 percent of the voting 
interest of i 


operations of that company, and thai no 
decision of any consequence can be 
made without the input and 
participation of Messrs. Millard, Gould 
and Sidawi. Applicant states that the 
cost of the Appalachian investment was 
approximately $6.5 million and its fair 
value as determined by Applicant's 
board at March 31, 1983, was 
approximately $5 million. 

Applicant states that Danville and 
Appalachian constitute approximately 
21 percent of Applicant's total assets. 
Another approximately 19 percent of 


than one-half of its assets, in exchange 
for two million units of interest in 

_ Conquest, each unit consisting of 2.6 
shares of Conquest common stock and a 
warrant to purchase an additional share 
of such stock. Applicant states that it 

. Now owns 25.1 percent of the common 
stock of Conquest, which is the only 
class of voting securities of Conquest, 
but that it has agreed not to acquire 
more then 30 percent of Conquest 


addition, Applicant states that 
approximately 2.7 percent of its assets 


program, 
the extent of $25 million over four years 
with an option to increase its 
commitment by an additional $25 
million. 
Applicant asserts that Conquest, 
which Applicant states explores for, 
develops and produces oil and gas, is an 
example of Applicant's new investment 


strategy and its intention to obtain long- 
term control positions in energy 
companies. According to exhibits to its 
application, Danville and Appalachian 
are also energy companies. 

According to the application, 
approximately 53 percent of Applicant's 
assets, including amounts held by 
Resources, are in cash and cash items 
consisting of bills and notes of the U.S. 
Treasury and smaller amounts of cash 
on deposit with commercial banks; 
Applicant does not own or propose to 
purchase any certificates of deposit, 
bankers’ acceptances, repurchase 
agreements or similar instruments. 
Applicant states that it intends to invest 
its cash and cash items in control 
positions in oil and gas properties so 
that a minimum of 60 percent of its total 
assets will be in such investments. 
Further, Applicant states that it is its 
intention to accomplish this objective at 
the earliest possible date but in no event 
later than two years from the date of its 
order under Sections 3({b)(2) and 8({f) of 
the Act. Applicant states that it does not 
believe it is prudent for it to give a firm 
undertaking to this effect as a one year 
limit may result in entering into 
transactions thai are not advantageous 
to Applicant’s shareholders or may 
result in pressure from parties with 
whom Applicant may then be 
negotiating in order to meet a fixed 
deadline. Additionally, Applicant states, 
there are two factors concerning the oil 
and gas industry which make such a 
commitment difficult for them to 
achieve. First, Applicant states that 
where companies it is evaluating have 
substantial reserves as well as 
undeveloped acreage, Applicant has 
used the services of, among others, 
engineers and consultants to determine 
the value of such companies’ assets, and 
that it would not want to be forced to 
shortcut its rigorous evaluation 
procedures or to overbid for properties 
merely to meet a timing deadline. 
Secondly, Applicant states that it is 
concerned about the economic 
environment in which the oil and gas 
industry is presently operating. 
Applicant states that if there is further 
downward pressure on oil prices there 
may well be better opportunities for 
Applicant in 1984 and early 1985 then 
are available at present. 

As a final representation concerning 
its assets, Applicant states that it also 
holds approximately two percent of its 
assets in investment securities and three 
percent in other assets. Thus, 
investment securities constitute a very 
small portion of Applicant’s assets. 

Applicant states that the majority of 
its income consists of interest from its 
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U.S. Treasury bills and notes. Applicant 
has emphasized that it is willing to 
acquire interests in companies such as 
Conquest and Danville that do not pay 
current dividends if the potential exists 
for increases in the value of or future 
dividends from such companies over 


\time. Indeed, Applicant states that it 


indicated in its proxy statement for its 
1982 annual meeting that it intends to 
derive earnings from the conduct of the 
business of its controlled positions. 
According to the application, earnings 
are different from cash flow, particulary 
in energy exploration companies, where 
maximizing the value of such companies 
depends on reemploying the net cash 
flow from producing properties in those 
companies. Applicant states that 
shareholders have been informed that 
investments of this type may not 
produce current yields but could provide 
opportunities for substantial capital 
appreciation over time. Applicant 
further states that on an equity 
accounting basis, earnings from 
controlled companies would be reflected 
in Applicant's financial statements but 
would not necessarily produce cash 
flow or income to Applicant, and that 
this is a reason why Applicant's prior 
cash dividends policy or paying regular 
dividends was terminated. On the other 
hand, Applicant states that it has certain 
operating expenses and it intends that 
these will be met with income from 
controlled companies and as a result, it 
is likely that its assets once fully 
deployed in the natural resources 
industry will consist of certain income 
producing properties that may take the 
form of common or preferred stocks in 
controlled companies or the purchase of 
proven reserves that are income 
producing. Finally, Applicant states that 
it may have some government securities 
or investment securities from time to 
time if income-producing securities in 
control companies are not then 
available on favorable terms. 

As more fully discussed below with 
respect to Applicant's historical record, 
Applicant states with respect to its 
public representations that since 1980, it 
has followed a practice of investing in 
control positions of particular 
companies or industries. Applicant 
further states that its change from a 
diversified to a non-diversified company 
and the subsequent approval of its 
shareholders to approve a change in the 
nature of its business to cease to be an - 
investment company are acts fully 
consistent with the pronounced 
intention of its management to acquire 
control positions in particular 
companies and industries, as evidenced 
by annual reports to shareholders, proxy 
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statements and letters to shareholders 
since 1980. In addition, Applicant states 
that it has terminated its entire staff of 


have been terminated and its 
registration cancelled. 
Applicant states that the ba 
and primary activities of its officers and 
directors indicate that it has ceased to 
be an investment company. Applicant 
states that once its old board of 
directors determined to pursue 
opportunities in the natural resource 
area, it felt that the board should be 


of 
the executive committee of Citicorp and 
Citibank N.A., Mr. Millard, senior . 
managing director of Shearson/ 


energy-related interests of Shearson/ 
American Express. Applicant states that 
each of these directors has spent 
considerable time with the management 
of Applicant and has contributed to the 
review of possible acquisitions. 
Applicant further states that five of its 
six executive officers have spent the 
vast majority of their time reviewing, 
negotiating and structuring the Conquest 
acquisition, a competitive bidding 
situation on certain producing properties 
and other acquisition opportunities 

Finally, Applicant states that virtually 


consisting primarily of government 
securities. 

Applicant concludes by asserting that 
its historical record justifies granting the 
requested relief. Applicant states that in 
April of 1980, its shareholders voted to 
approve a proposal to change 
Applicant's subclassification to that of a 
non-diversified investment company. 
According to the application, the 
shareholders were informed at the time 
of the vote that, in management's 
opinion, diversified investments would 
not yield a maximum return, but that 
opportunities for appreciation would be 
increased if Applicant's assets were 
deployed in large positions in particular 


companies. The statement with 
respect to such vote noted that it 
had been increasingly the policy of the 
Applicant to concentrate investments in 
particular industries, notably, in the then 
most recent the field. 
Applicant also stated in proxy 
statement that at such time as it 
intended to invest more than 25 percent 
of its assets in a particular industry or 
industry group, and if shareholders 
approve the proposal, the sole 
restriction would be that related to 


income 
Subchapter M of the Internal Revenue 
Code (i.e., that no more than 50 percent 
of Applicant’s total assets will be 
invested in major positions and no one 
position (or groups of positions) would 
represent over 25 percent of such total 
assets). 

Applicant states that since 1980, it has 
had an investment strategy of 

large stock positions in a few 

issuers. Applicant states that 
shareholders were informed in the proxy 
statement concerning the vote to cease 
to be an investment company (“March 
12, 1982 Proxy Statement”) that these 
positions were to be held for the long- 
term, to derive earnings from the 
conduct of the business of the concerns 
so acquired and not for the purpose of 
reselling the interests after they had 
appreciated in value. Applicant notes 
that in ten instances it acquired or 
considered acquiring controlling 
positions in issuers. Applicant further 
notes, however, that in five cases its 
investments were received with hostility 
by incumbent managements of those 
companies; Applicant states that it 
encountered difficulty establishing and 
maintaining effective working 
relationships with the management of 
those companies, apparently as a result 
of concern on the part of those 
managements that Applicant's 
purchases were a threat to their 
independent status or concern about the 
persons to whom the positions might 
ultimately be sold. Applicant further 
states that in two cases it obtained but 
later disposed of control positions, once 
because the company, AM International, 
was nearing insolvency, and once in 
anticipation of a merger, discussed 
below, of Applicant with a subsidiary of 
Warner Communications Inc. Applicant 
states that in the remaining three cases 
(the investments in Danville, 
Appalachian and Conquest) it has 
retained and intends to retain the 
positions taken as part of its overall 


e corporate structure. 


Applicant states that on April 21, 
1982, its shareholders approved, by a 


vote of 69.7 percent of the shares (22.9 
percent voted against and 7.4 percent 
abstained), a proposal to change the 


accompanying 
the March 12 Proxy Statement, attached 
as an exhibit to the application, stated, 
among other things, that as an 
investment company Applicant is 
restricted to not more than 50 
percent of its assets in major positions 
and that what was then being 
was a vote to allow Applicant to make 
such investments. The March 12 Proxy 
Statement reiterated the desire to pursue 
such a policy, although it stated that it 
could not then be assumed that 
Applicant would in fact concentrate its 
investments in a given industry or group 
of industries. t states that the 
vote was consistent with the trend 
begun by the shareholders’ vote at the 
1980 annual meeting and the subsequent 
acquisition by Applicant of large 
positions in several operating 
companies. In addition Applicant states 
that shareholders were also informed in 
1982 that Applicant intended to make a 
tender offer for shares of its common 
stock in order to accommodate 
shareholders who did not wish to 
continue to hold shares in a non- 
investment company. 

Applicant states that on June 14, 1982, 
it offered to purchase from its 
shareholders up to three million 
(Applicant reserved the right to increase 
the number to six million) shares of its 
common stock at a price equal to the 
closing price of its shares on the New 
York Stock Exchange on June 11, 1982 
(16%) plus a premium (subject to certain 
limitations) of $1.00. According to the 
application, Applicant's net asset value 
on the pricing date was $20.24 per share. 
Applicant states that in arriving at its 
offering price, it determined that a small 
premium was fair, but any greater 
premium over market price would not be 
fair to remaining shareholders. 
Applicant further states that slightly 
fewer than six million shares 
{approximately 31 percent) were 
tendered and all were purchased at the 
stated price. 

Applicant states that in October 1982, 
it announced that it had entered into an 
agreement with Warner 
Communications Inc. (“Warner”) that 
would have provided for Applicant to be 


"merged with a subsidiary of Warner, 


resulting in Applicant ceasing to be an 
investment company. In December 1982, 
however, Warner made a number of 
announcements concerning its business 
that resulted in a decline in the market 
value of its common stock and lower 





and (b) book value per share, provided 
however, that if book value per share is 
less than 80 percent of the market value 
per share, then the purchase price will 
be 80 percent of the market value per 
share. If deregistration has not occurred 
by January 31, 1986, there will be no 
obligation to purchase common stock of 
Applicant beyond any shares that have 
been purchased by that date. In any 
case, Applicant is obligated to issue up 
to but not more than 18.5 percent of its 
outstanding common stock as of the 
date of the agreement; Applicant states 
that under the rules of the New York 
Stock Exchange, 18.5 percent is the 
maximum amount of shares issuable by 
Applicant without a specific 
shareholders’ vote. Thus, no shareholder 
vote was requested, notwithstanding 
that the tender offer, described below, 
may have increased Mr. Sidawi's 
interest above 18.5 percent. The 
preferred stock is convertible at anytime 
after April 1, 1983, at the rate of 2.1834 
shares of common stock for each share 
of preferred stock. The agreement 
provides for certain registration rights at 
Applicant's expense, which will permit 
the affiliate to sell its shares of common 
guaranteed the purchase obligations 
under the agreement. The agreement 
provides that the purchase obligations 
are conditional upon no person i 
more than 20 percent of Applicant's 
outstanding common stock. According to 
Applicant, as of the date of this 
amendment, there have been no 
adjustments to the conversion price for 
Applicant's convertible preferred stock. 
Additionally, no shares of convertible 
preferred stock have been converted. 
Applicant states that on February 9, 
1983, it initiated a second tender offer 
for up to six million shares of its 
common stock. Applicant states that this 
offer followed the termination of the 
proposed with Warner's 
subsidiary and the decision of 
Applicant's board of directors to 
continue as 4n oil- and gas-oriented 
company. Applicant further states that 
the purpose of the offer was to assist 
shareholders who as a result of its new 
direction did not wish to continue to 
hold its shares. According to the 
application, 9,640,883 shares were 
tendered and so the six million shares 
were purchased on a pro rata basis. The 
price of the offer was $22.90 per share, 
the adjusted net asset value at the time. 
Applicant states that this price was 
considered appropriate as Warner had 
proposed a net asset value transaction 
and there was some expectation on the 
part of shareholders that the Warner 
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merger or a similar merger might take 
place. 

Applicant states that it has fully 
disclosed its intentions to shareholders, 
who have reviewed and approved its 
proposals. Applicant states that since 

approval, managmen 


business so that it may cease to be an 
investment company, (ii) the business 
decision by the board of directors to 
remain as an independent company 
emphasizing natural resources, 
particularly oil and gas, (iii) the issuance 
and sale of the convertible preferred 
stock to Mr. Sidawi or (iv) the filing of 
the instant application. Applicant states 
that it has no outstanding debt or other 
liabilities other than liabilities incurred 
in its ordinary course of business. 
Notice is further given that any 
interested person wishing to request a 
hearing on the application may, not later 
than October 31, 1983, at 5:30 p.m. do so 
by submitting a written request setting 
forth the nature of his/her interest, the 
reasons for his/her request, and the 


Applicant at the address stated above. 
Proof of service (by affidavit or, in the 
case of an attorney-at-law, by 
certificate) shall be filed with the 
request. Persons who request a hearing 
will receive any notices and orders 
issued in this matter. After said date, an 
order disposing of the application will 
be issued unless the Commission orders 
a hearing upon request or upon its own 
motion. 


For the Commission, by the Division of 


Investment Management, pursuant to 
delegated authority. 


George A. Fitzsimmons, 
Secretary. 

[FR Doc. 83-28135 Filed 10-14-83; 8:45 am] 
BILLING CODE 8010-01- 


[Release No. 13566; 812-5598] 
Wellington Fund, inc., et al.; 
Application 


October 5, 1983. 

Notice is hereby given that Wellington 
Fund, Inc., 1300 Morris Drive, P.O. Box 
876, Valley Forge, Pennsylvania 19482, 


* Windsor Fund, Inc., Invest Fund, Inc., 


Gemini Fund, Inc., Explorer Fund, Inc., 
W. L. Morgan Growth Fund, Inc., 
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Inc. (“VGI"), a whollyowned subsidiary 
of the Vanguard Funds (collectively 
“Applicants”, filed an application on 
July 11, 1983, pursuant to Rule 17d-1 
under the Act, requesting an order of the 


contributions of the Vanguard Funds to 
VGL All interested persons are referred 
to the application on file with the 
Commission for a statement of the 
representations contained therein, 
which are summarized below, and to the 
Act for the text of the relevant 
provisions thereof. 

According to the application, until 
May 1, 1975, the then existing Vanguard 
Funds were “externally” managed by 
Wellington Management Company, 
which served the Vanguard Funds as 
investment adviser, corporate manager 
and distributor. On May 1, 1975, the 
eleven then existing Vanguard Funds 
“internalized” their “corporate 
management and administrative 
functions” through VGI, a newly 
organized , nonprofit “service 
company”. Applicants state that this 
internalization was effected pursuant to 
the terms of a Funds’ Service Agreement 
(the “Agreement”) dated May 1, 1974, 
which provided: (1) That the Vanguard 
Funds capitalize VGI by purchasing 
shares of its common shares (or other 
securities) in proportion to the Vanguard 
Funds’ relative net assets on the last 
business day of the month preceding the 
date on which shares were to be 
purchased, and (2) that the initial 
capitalization of VGI be $300,000. On 
February 1?, 1975, the Commission 
issued an order (Investment Company 
Act Release No. 8676) permitting the 
proposed purchase of shares of VGI by 
the then existing Vanguard Funds. 
Applicants further state that on July 16, 
1976, the Funds “internalized” most 
aspects of their shareholder service 
function through VGI and increased its 
capitalization to $500,000. Applicants 
state that on October 1, 1977, the fifteen 
then existing Vanguard Funds 
internalized their distribution function 
and that the Commission issued an 


order (Investment Company Act Release 
No. 11645) on February 25, 1981, 
permitting the joint arrangement. 
Applicants state further that on May 4, 
1981, the Commission issued an order 
(Investment Company Act Release No. 
11776) — the Vanguard Funds to 
amend the Agreement to increase the 
maximum aggregate capital contribution 
of the Vanguard Funds to $2,500,000. In 
October 1982, the Board of Directors 
increased the Funds’ aggregate capital 
investments in VGI to $2,500,000. 

Applicants state that, subject to 
obtaining the order requested by the 
application, the Vanguard Funds 
propose to submit for the approval of 
each Fund’s shareholders an 
amendment to Section 1.4 of the 
Agreement increasing the authorized 
capital of VGI to $10,000,000. Applicants 
represent that, as amended, Section 1.4 
will provide that the obligation of each 
of the Vanguard Funds to contribute to 
the capital of VGI will be limited to an 
amount not to exceed 0.25% (compared 
to the current maximum of 0.15% of 
assets) of its assets at the time any 
additional capital contribution is 
required. Applicants represent that 
based upon the Funds’ assets of $6.5 
billion at May 31, 1983, if VGI’s working 
capital were increased immediately to 
the $10,000,000 which would be 
authorized, each Fund's contribution to 
VGI's capital would be approximately 
0.15% of its assets. Applicants state that 
if the requested order is granted, the 
Boards of Directors propose to cause the 
Vanguard Funds to increase their 
aggregate contribution to VGI to 
$5,000,000. 

Applicants state that VGI intends to 
contribute approximately $690,000 of 
additional capital to Vanguard Fiduciary 
Trust Company (“VFTC”), if VFTC is 
granted depository powers and becomes 
a member of the Federal Deposit 
Insurance Corporation. VFTC is a 
Pennsylvania non-depository trust 
company organized in November 1981, 
for the purpose of providing additional 
and more effective services to the 
shareholders of the Vanguard Funds and 
to other entities. Applicants state further 
that VGI is also exploring the possible 
formation of a discount brokerage 
operation which would provide discount 
brokerage services to shareholders of 
the Vanguard Funds and other entities. 
Applicants assert that, as in the case of 
VFTC, VGI's proposed discount 
brokerage operation would be an effort 
to provide services similar to those 
currently being offered by VGI's 
competitors. Applicants represent that, 
based upon an initial evaluation, VGI 
has been advised that the formation and 


operation of such a discount brokerage 
facility may involve expenses of as 
much as $500,000 during the first year. 
Applicants state that VGI is an 
affiliated person of at least Windsor 


anguard 
Wellington Fund and W.L. Morgan 
Growth Fund, which each own more 
than 5% of the voting securities of VGI. 
VGI may also be deemed to be directly 
or indirectly controlled by, or under 
common control with one or more or all 
of the Vanguard Funds (including any 
new investment companies 
vusteanel tt the hase nema 
the Vanguard Funds own all of VGI's 
voting securities, and VGI and the 
Vanguard Funds have common 
directors. Applicants represent that each 
of the Vanguard Funds (including any 


new investment 


each and all of the other Vanguard 
Funds, insofar as the Vanguard Funds 
and VGI have common boards of 
directors and the Vanguard Funds have 
entered into an agreement with 

to the voting shares of VGI to be owned 
by the Vanguard Funds, and therefore 
may be deemed to be under “common 
control.” 

By virtue of the affiliations described 
above, one or more or all of the 
Vanguard Funds and VGI may be 
deemed to be engaged in a joint 
transaction and prohibited by Section 
17(d) of the Act from participation in the 
proposed transaction unless the 
Commission issues an order allowing 
implementation of the proposal. 

Applicants assert that as business 
organizations, the Vanguard Funds must 
have the financial resources available to 
bear current expenses (including 
employee compensation, rent and office - 
equipment leasing costs) to acquire the 
office space, furnishings and equipment 
necessary to conduct their business 
activities, and to make financial 
commitments which the Funds’ Board of 
Directors determine are necessary or 
appropriate to serve the interests of the 
Funds’ shareholders, either directly or 
indirectly, by maintaining or enhancing 
a viable, dynamic and competitive Fund 
complex. It is stated that the Boards of 
Directors of the Vanguard Funds, 
including the eight of ten directors who 
are neither “interested persons” nor 
“affiliated persons” of the Funds or VGI 
except as directors, have determined 
that VGI's present working capital of 
$2,500,000 is inadequate in view of the 
substantial growth of the Vanguard 
Funds over the past eight years, its 
current level of operating expenses, and 





the need to undertake additional 
commitments if the Vanguard Funds are 
to continue to serve their present and 
future shareholders. 
Applicants state that the Boards of 
Directors have determined that it is in 


Applicants state further that the 
requested capital authorization is 
reasonable in light of the present size of 
the Vanguard Funds and VGI's current 
working capital requirements and 
potential capital commitments. The 
Boards of Directors have concluded that 
it is in the best interests of the Vanguard 
Funds’ shareholders to have availabie 
through VGI adequate resources to 
acquire assets or undertake other 
financial commitments when 
opportunities exist. The Boards of 
Directors have found through actual 
experience that it is not feasible to seek 
a Commission order and shareholder 
approval each time a need for an 
additional expenditure of capital arises. 
Applicants state further that the 
requested authorized capital represents 
a small portion of each Fund's assets in 
light of the services which each Fund 
obtains through VGI and the benefits 
each Fund derives by being a member of 
a strong Fund group. Applicants assert 
that, in light of the anticipated possible 
uses of the increased amount of capital, 
the allocation of capital contributions 
based upon the Vanguard Funds’ 
relative net assets, periodically 
adjusted, results in each Fund's 
paticipation in the arrangement on an 
equal basis. Applicants further state that 
the proposed amendment to the 
Agreement will be submitted for 
ae of each 


Notice is further given that any 
interested person wishing to request a 
hearing on the application may, not later 
than October 31, 1983, at 5:30 p.m., do so 
by submitting a written request setting 
forth the nature of his/her interest, the 
reasons for the request, and the specific 
issues of fact or law that are disputed, to 
the Secretary, Securities and Exchange 
Commission, Washington, D.C. 20549. A 
copy of the request should be served 
personally or by mail upon Applicants 
at the address stated above. Proof of 
service (by affidavit or, in the case of an 
attroney-at-law, by certificate) shall be 
filed with the request. After said date, 
ee application 
will be issued unless the Commission 
orders a hearing upon request or upon 
its own motion. 


For the Commission, by the Division of 
Investment Management, pursuant to 
delegated authority. 

George A. Fitzsimmons, 
Secretary. 
(PR Doc. 83-28136 Filed 10-14-83; 6:45 am] 


The above named national securities 
exchange has filed an application with 
the Securities and Exchange 
Commission pursuant to Section 
12(f){2}(B) of the Securities Exchange 
Act of 1934 and Rule 12f-1 thereunder, 
for unlisted trading privileges in the 
common stock of: 
Beker Industries Corp. 

Common Stock, $.33% Par Value (File No. 

7-7151) 

This security is listed and registered on 
one or more other national securities 
exchange and is reported on the 
consolidated transaction reporting 
system. 

Interested persons are invited to 
submit on or before October 31, 1983, 
written data, views and arguments 
concerning the above-referenced 
application. Persons desiring to make 
written comments should file three 
copies thereof with the Secretary of the 
Securities and Exchange Commission, 
Washington, D.C. 20549. Following this 
opportunity for hearing, the Commission 
will approve the application if it finds, 
based upon all the information available 
to it, that the extension of unlisted 
trading ptivileges pursuant to such 
application is consistent with the 
maintenance of fair and orderly markets 
and the protection of investors. 

For the Commission, by the Division of 
Market Regulation, pursuant to delegated 
authority. 

George A. Fitzsimmons, 
Secretary. 

(FR Doc. 83-28137 Filed 10-14-83; 8:45 am] 
BILLING CODE 8010-01-M 


DEPARTMENT OF STATE 
Office of the Secretary 


The Department of State will hold a 
meeting of the Advisory Committee on 
International Investment, Technology, 
and Development on Friday, November 
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4 from 9:00 a.m. to 1:00 p.m. The meeting 
will be held in the Loy Henderson 
Conference Room of the State 
Department, 2201 C Street NW., 
Washington, D.C. 

Among the issues to be discussed at 
the meeting are recent trends in 
international investment, transborder 
data flows, energy and development, 
negotiations on the Transfer of 
Technology Code, update on bilateral 
investment treaty program, review of 
recent developments at the UN and 
OECD on investment, and consumer 
affairs issues relevant to investment. 

Members of the public wishing to 
attend the meeting must contact Mr. 
Lincoln's office (202-632-2728) in order 
to arrange admittance to the State 
Department. Please use the “C” Street 
entrance. 

The Chairman of the Committee will, 
as time permits, entertain oral comments 
from members of the public attending 
the meeting. 

Dated: October 4, 1983. 

Philip T. Lincoln, Jr. 

Executive Secretary. 

{FR Doc. 83-28167 Filed 10-14-83; 8:45 am] 
BILLING CODE 4710-07-M 


DEPARTHENT OF TRANSPORTATION 
Federal Aviation Administration 

Air Traffic Control Procedures and 
Special Use Airspace; Meeting 


AGENCY: Federal Aviation 
Administration (FAA), DOT. 


ACTION: Notice of cancellation of 
meeting. 


summary: The Air Traffic Control 
Procedures and Special Use Airspace 
Meeting planned for October 18 and 19, 
1983, 10:00 a.m. until 4:00 p.m. at the 
Washington Air Route Traffic Control 
Center, Intersection of Routes 7 and 645, 
Leesburg, VA 22075; and announced in 


the Federal Register on September 27, 
1983 (48 FR 44139), is cancelled. 

FOR FURTHER INFORMATION CONTACT: 
Mr. Glen Bales, Manager, Airspace and 
Procedures Branch, Eastern Region 
Headquarters, JFK International Airport, 
Federal Building, Jamaica, NY 11430, 
telephone (212) 917-1230. 


Issued in Washington, D.C., on October 12, 
1983. 


Harold W. Becker, 


Manager, Airspace and Air Traffic Rules 
Branch. 


[FR Doc. 83-28245 Filed 10-14-83; 8:45 am] 
BILLING CODE 4910-13-M 
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Notice is hereby given that Lykes 
Bros. Steamship Co., Inc. has filed an 
application dated October 5, 1983, to 


451, so as to delete the restriction on the 
use of containerships on Trade Route 29 
and Trade Route 17 (Pacific). 

The restrictive language which Lykes 
desires to have deleted from its subsidy 
contract reads: 


Lykes shall not enter containerships in’ 
service on TR 29 or TR 17 (Pacific), sai 


means a ship devoted to carriage of 
containers, i.e., one which has more than 125 
TEU cellular container spaces 

and, except for the MAINE class RO/RO 
vessels, carries more than 500 TEUs on any 
sailing irrespective of the number of cellular 
container spaces underdeck. The exception 
for the MAINE class RO/RO vessels shall 
remain in effect only if the vessels are not 
midbodied with cellular container slots. 


Any person, firm, or coporation 
having any interest in such application 
and desiring to offer views and 
comments thereon for consideration by 
the Maritime Subsidy Board should 
submit them in writing, in triplicate, to 
the Secretary, Maritime Subsidy Board, 
Washington, D.C. 20590 by close of 
business on October 31,1983. 

The Maritime Subsidy Board will 

consider these views and comments and 
take such action with respect thereto as 
may be deemed appropriate. 
(Catalog of Federal Domestic Assistance 
Program No. 20.804 Operating-Differential 
Subsidies (ODS)) 

By Order of the Maritime Subsidy Board. 

Date: October 12, 1983. 

Georgia P. Stamas, 
Secretary. 
[FR Doc. 83-2820 Filed 10-14-83; 6:45 am] 


Notice is hereby given that the 
Maritime Administration (MarAd) is 
proposing guidelines for considering the 
applications of subsidized operators for 
operating-differential subsidy (ODS) 
contract amendments or terminations. 


Agreements to discontinue ODS can 
take one of several forms. One form 
would be an agreement by the operator 
to terminate its long-term ODS contract 
at a significantly earlier date based on 
changes in the type of services provided 
and the time period for which they are 
provided. This type of agreement is 
referred to in the guidelines below as an 
ODS contract amendment. 

Another form would be an agreement 
where, in exchange for terminating its 
long-term ODS contract, the operator 
would receive increased payments (but 
significantly less than it would be 
entitled over the entire contract period), 
so long as the operator promised to 
continue providing certain levels of 
service, cargo carriage capacity, and 


- U.S.-flag vessel replacement. This type 


of agreement is referred to in the 
guidelines below as an ODS termination 
agreement. 

The Government would benefit by 
reducing its long-range ODS exposure 
and the operator would benefit by being 
released from many of the terms and 
conditions of its ODS agreement. The 
guidelines set forth general conditions 
under which ODS contract amendments 
and terminations would be considered. 
There does, however, exist a question 
regarding the Department's statutory 
authority to enter into ODS termination 
agreements, which could involve 
payment of sums in settlement of any 
further government expenditures under 
those agreements. Therefore, comments 
are specifically requested on the 
Department's authority tc enter into 
ODS termination agreements. 

On May 16 and September 8, 1983, 
Sea-Land Services, Inc. and the Council 
of American-Flag Ship Operators 
(CASO) requested that MarAd 
promulgate guidelines concerning early 
termination of ODS contracts. The 
public is invited to submit comments on 
all aspects of the proposed guidelines 
set forth below as well as those 
proposed by Sea-Land and CASO. 
Copies of the Sea-Land and CASO 
requests for guidelines may be obtained 
by writing to or inspected by visiting the 
Office of the Secretary, Maritime 
Subsidy Board, Maritime Administration 
(Secretary), Room 7300, 400 Seventh 
Street, SW.; Washington, D.C. 20590. 
Comments are to be filed with the 
Secretary on or before close of business 
November 4, 1983. 

The text of the proposed guidelines is 
as follows: 


Proposed Guidelines for ODS Contract 
Amendments /Terminations 


Definitions 
The terms below have the following 


1. ODS Contract Amendment—An 
amendment that provides for a 
significantly earlier termination than 
provided in the existing agreement with 
ODS payments for services actually 
performed or such lesser amounts as 
may be agreed. 

2. ODS Termination Agreement—An 
agreement to terminate an existing ODS 
contract in return for certain settlement 
payments by the Government and for 
certain agreed obligations to be 
rendered by the contractor. 

Guidelines 


1. All ODS contract amendments and/ 
or ODS termination agreements shall 
further the following: 

a. Foster the development and 
encourage the maintenance of a viable 
U.S. merchant marine sufficient to carry 
a substantial portion of the water-borne 
export and import foreign commerce of 
the United States, to provide shipping 
service essential for maintaining the 
flow of such foreign water-borne 
commerce at all times, and to be 
capable of serving as naval and military 
auxiliary in time of war or national 


emergency. 

b. Provide merchant marine vessels 
owned and operated under the U.S.-flag 
by citizens of the United States. 

c. Provide a U.S. merchant marine 
composed of the best equipped, safest 
and most competitive and efficient types 
of vessels, whose manning reflects 
modern ship technology, and manned 
with trained and efficient U.S. citizen 
personnel as provided by law. 

d. Provide flexibility for carriers to 
operate within the competitive market 
consistent with statutory requirements. 

2. The payments negotiated under any 
ODS termination t shall be 
substantially less than the present value 
of future payments under the existing 
ODS contract, and shall take into 
consideration the level of subsidy paid 
to the contractor under the existing ODS 
contract during the two preceding years. 

3. The terms negotiated under any 
ODS termination agreement shall 
provide for vessel replacement, 
maintenance of certain cargo carriage 
capacity and provision of service by 
taking into account the existing 
replacement obligations, cargo capacity 
and service requirements provided for 
under the existing ODS contract. 

4. ODS contract amendments or 
termination agreements shall provide 





that all vessels for which ODS is paid, 


not be entitled to termination payments. 
6. Payments under ODS contract 
amendments or ODS termination 
agreements shall not result in costs to 
the Government that exceed the 
aggregate level of the MarAd budget for 
the ODS program in the current and four 


i agreement 
shall provide that the operator give the 
United States a first option to acquire 
replaced vessels. 

8. The ODS termination agreement 
Sabeciguaunalindatas 


By Order of the Maritime Subsidy Board/ 
Dated: October 12, 1983. 
Georgia P. Stamas, 
Secretary. 
[FR Doc. 83-28219 Filed 10-14-83; &45 am] 
BILLING CODE 4910-61-™ 
_—_—_—_—_——— 


DEPARTMENT OF THE TREASURY 


Office of the Secretary 


List of Countries Requiring 
Cooperation With an international 
Boycott 


In order to comply with the mandate 
of section 999(a)(3) of the Internal 


participation in, or cooperation with, an 
international boycott [within the 
meaning of section 999(b)(3) of the 
Internal Revenue Code of 1954]. The list 


is the same as the prior quarterly list 
published in the Federal Register. 

On the basis of the best information 
currently available to the Department of 
the Treasury, the following countries 
may require participation in, or 
cooperation with, an international 
boycott [within the meaning of section 
999({b)(3) of the Internal Revenue Code 
of 1954]. 

Bahrain 

Iraq 

Jordan 
Kuwait 
Lebanon 
Libya 

Oman 

Qatar 

Saudi Arabia 


Syria 

United Arab Emirates 

Yemen, Arab Republic 

Yemen, Peoples Democratic Republic of 
John E. Chapoton, 

Assistant Secretary for Tax Policy. 

[FR Doc. 83-28166 Filed 10-14-83: 8:45 am} 

BILLING CODE 4810-25-M 


Public information Collection 
Requirements Submitted to OMB for 
Review 


On October 11, 1983 the Department 
of Treasury submitted the following 
public information collection 
requirement(s) to OMB (listed by 
submitting bureaus), for review and 
clearance under the Paperwork 
Reduction Act of 1980, Pub. L. 96-511. 
Copies of these submissions may be 
obtained from the Treasury Department 
Clearance Officer, by calling (202) 634- 
2179. Comments regarding these 
information collections should be 
addressed to the OMB reviewer listed at 
the end of each bureau's listing and to 
the Treasury Department Clearance 
Officer, Room 309, 1625 “IT” Street NW., 
Washington, D.C. 20220. 


Internal Revenue Service 


OMB Number: 1545-0126. 

Form Number: 1120-F. 

Type of Review: Revision. 

Title: U.S. Income Tax Return of a 
Foreign Corporation. 

OMB Reviewer: Norman Frumkin 
(202) 395-6880, Office of Management 
and Budget, Room 3208, New Executive 
Office Building, Washington, D.C. 20503. 

Dated: October 11, 1983. 

Rita A. DeNagy, 

Departmental Reports, Management Office. 
{PR Doc. 83-28172 Filed 10-14-83; 8:45 am] 

BILLING CODE 4810-25-M 
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Fiscal Service 
[Dept. Circ. 570, 1983 Rev., Supp. No. 6] 


Surety Companies Acceptable on 
Federal Bonds; Fairmont insurance 
Co. 


A certificate of authority as an 
acceptable surety on Federal bonds is 
hereby issued to the following company 
under Sections 9304 to 9308 Title 31 of 
the United States Code. An underwriting 
limitation of $966,000 has been 
established for the company. 

Name of Company: Fairmont 
Insurance Company. 

Business Address: 4111 West 
Alameda Avenue, Burbank, CA 91505. 

State of Incorporation: California. 

Certificates of authority expire on 
June 30 each year, unless renewed prior 
to that date or sooner revoked. The 
certificates are subject to subsequent 
annual renewal so long as the 
companies remain qualified (31 CFR 
Part 223). A list of qualified companies 
is published annually as of July 1 in 
Department Circular 570, with details as 
to underwriting limitations, areas in 
“which licensed to transact surety 
business and other information. Federal 
bond-approving officers should annotate 
their reference copies of the Treasury 
Circular 570, 1983 Revision, at page 
30532 to reflect this addition. Copies of 
the circular, when issued, may be 
obtained from the Operations Staff, 
Banking and Cash Management, 
Department of the Treasury, 
Washington, D.C. 20226. 

Dated: September 27, 1983. 

W. E. Douglas, 

Commissioner. 

[FR Doc. 63-28150 Filed 10-14-83; 8:45 am| 
BILLING CODE 4810-35-M 


[Dept. Circ. 570, 1963 Rev., Supp. No.5] 


Surety Companies Acceptable on 
Federal Bonds; Westfield National 
insurance Co. 

A certificate of authority as an 
acceptable surety on Federal Bonds is 
hereby issued to the following company 
under Sections 9304 to 9308 Title 31 of 
the United States Code. An underwriting 
limitation of $1,590,000 has been 
established for the company. 

Name of Company: Westfield 
National Insurance Company. 

Business Address: Westfield Center, 
OH 44251. 

State of Incorporation: Ohio. 

Certificates of authority expire on 
June 30 each year, unless renewed prior 
to that date or sooner revoked. The 
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certificates are subject to subsequent 
annual renewal so long as the 
companies remain qualified (31 CFR 
Part 223). A List of qualified companies 
is published annually as of July 1 in 
Department Circular 570, with details as 
to underwriting limitations, areas in 
which licensed to transact surety 
business and other information. Federal 


bond-approving officers should annotate _ 


their reference copies of the Treasury 
Circular 570, 1983 Revision, at page 
30542 to reflect this addition. Copies of 
the circular, when issued, may be 
obtained from the Operations Staff, 
Banking and Cash Management, 
Department of the Treasury, 
Washington, D.C. 20226. 

Dated: September 27, 1983. 
W. E. Douglas, 
Commissioner. 
[FR Doc. 83-28149 Filed 10-14-83; 8:45 am| 


The Veterans administration gives 
notice under the provisions of Public 
Law 92-463 that a meeting of the Career 


Development Committee, authorized by 
38 U.S.C. 4101, will be held in the 
Caucus Room of the Georgetown Hotel, 
2121 P Street N.W., Was DC 
20037, October 27 and 28 1983 at 8:30 
a.m. The meeting will be for the purpose 
of scientific review of applications for 
appointment to the Career Development 

in the Veterans Administration. 
The committee advises the Director, 
Medical Research Service on selection 
and appointment of Associate 
Investigators, Research Associates, 
Clinical Investigators, Medical 
Investigators, Senior Medical 
Investigators and William S. Middleton 
Award Nominees. 

The meeting will be open to the public 
up to the seating capacity of the room 
from 8:30 a.m. to 9 a.m. to discuss the 
general status of the program. Because 
of the limited seating capacity of the 
room, those who plan to attend should 
contact Mr. David D. Thomas, Executive 
Secretary of the Career Development 
Committee (151J), Veterans 
Administration Central Office, 
Washington, DC 20420 (Phone 202-389- 
2317) prior to October 24, 1983. 

The meeting will be closed from 9 a.m. 
to 5 p.m. on October 27 and 28 for 
consideration of individual applications 
for positions in the Career Development 


Program. This necessarily requires 
examination of personnel files and 
discussion and evalution of the 
qualifications, competence, and 
potential of the several candidates, 
disclosure of whiclr would constitute a 
clearly unwarranted invasion of 
personal privacy. Accordingly, closure 
of this portion of the meeting is 

permitted by section 10(d) of the Federal 
Advisory Committee Act, Pub. L. 92-463 
as amended, in accordance with 
subsection (c)(6), 5 U.S.C. 552b. 

Minutes of the meeting and rosters of 
the committee members may be 
obtained from Mr. David D. Thomas, 
Chief, Career Development Program, 
Medical Research Service (151]), 
Veterans Adminstration, Washington, 
DC 20420 (Phone 202-389-2317). 

The appearance of this notice at least 
15 days in advance of the meeting has 
been hindered due to delays in 
administrative processing. 

Dated: October 11, 1983. 

By direction of the Administrator. 

Rosa Maria Fontanez, 
Committee Management Officer. 
[FR Doc. 83-25391 Filed 10-14-83; 8:45 am] 
BILLING CODE 8320-01-M 





Sunshine Act Meetings 


TIME AND DATE: 10 a.m., October 12, 
1983. 


PLACE: Room 1012, 1825 Connecticut 
Avenue NW., Washington, D.C. 
SUBJECT: 

2. German Negotiations. (BIA) 
status: Closed. 


PERSON TO CONTACT FOR MORE 
INFORMATION: Phyllis T. Kaylor, the 
Secretary (202) 673-5068. 


Craig Lindsay, q 


[S-1464-€3 Filed 10-13-83; 8:57 am] 


eliminating the requirement for the filing of 
a petition for Rule Making usually 
associated with an experimental/ 

tal authorization. 

Private Radio—1—Title: Memorandum 
Opinion and Order in the Matter of 
Application for Review by Specialized 
Mobile Radio System licensee Texas Two- 
Way, Inc. regarding action by the Chief, 
Private Radio Bureau, denying a change of 
election request for construction of 800 
MHz system in accordance with 90.366(d) 
of the Commission's Rules. Summary: The 
Commission will consider Texas Two- 
Way, Inc’s. Application for Review of the 


Federal Register 
Vol. 48, No. 201 


Monday, October 17, 1983 


the Matter of Use of Recording Devices in 
Connection with Telephone Service. 
Summary: The Commission will consider 
whether to clarify and reconsider its Order 
in Docket 20840 which revised its 
prescribed tariff provision concerning the 
recording of telephone conversations. In 
addition, the Commission will consider 
whether to eliminate the prescribed tariff 
requirement. ; 

Common Carrier—4—Title: Competitive 
Carrier Rulemaking: CC Docket No. 79-252. 
Summary: Rulemaking on allowing 
streamlined regulation of forbearance for 
classes of carriers. 


Private Radio Bureau's denial of its eo * Common Carrier—5—Title: Elimination of the 


for Reconsideration concerning a 
change of election in the method of 
constructing its 800 MHz system. 

Private Radio—2—Title: Petition for 
Reconsideration filed by Malcolm C. 
Mallette, seeking reversal of Commission 
action granting an exclusive subband 
(14150-14175 KHz) for Amateur Extra Class 
operators. Summary: The Commission will 
consider whether to grant or deny the 
Petition for Reconsideration filed by 
Malcolm C. Mallette. 

Private Radio—3—Title: Amendment of Part 
90 of the Commission's Rules to release 
spectrum in the 806-821 and 851-866 MHz 
bands and to adopt rules and regulations 
which govern their use. Summary: The 
Commission will consider whether to adopt 
a Memorandum Opinion and Order which 
modifies certain rules as a result of 
requested reconsideration. 

Private Radio—4—Title: Implement the first 
set of amendments to the 1974 Safety of 
Life at Sea Convention and conform 
Commission rules in other treaty matters. 
Summary: The Commission will consider 
proposed rules to implement provisions of 
the first set of amendments to the 1974 
Safety of Life at Sea Convention. 

Common Carrier—i—Title: Revision and 
Update of Part 22 of the Rules (Public 
Mobile Radio Services). CC Docket 80-57. 
Summary: The Commission will consider a 

and Order concerning revised rules 
for the Public Mobile Services (Part 22). 

Common Carrier—2—Title: Final Decision in 

Phase I of CC Docket No. 78-97 — 


Judge in Phase I of Docket No. 78-97, filed 
by The Western Union Telegraph Company 
(Western Union) and the International 
Record Carriers, the lawfulness 
of Western Union's 1978-1981 Telex and 
TWX rates. 

Common Carrier—3—Title: (1) Petitions for 

tion of the 


Pediat tentn SSAC nd tee tree ak 
Further Notice of Proposed Rulemaking in 


Separate Frequency Allocation Structure in 
the Public Land Mobile Service (Rules 
Section 22.501). Summary: Before the 
Commission is a Notice of Proposed 
Rulemaking which discusses revisions of 
Section 22.501 in the Public Land Mobile 
Service, to allow all common carriers to 
apply for the frequencies which are 
presently allocated separately for radio 
common carriers and wireline common 
carriers. Changes to rules in the Rural 
Radio Service are discussed also. The 
Notice of Proposed Rulemaking is a 
companion item to the Report and Order in 
CC Docket 80-57. 

Common Carrier—6—Title: AT&T Long-Run 
Regulation Notice of Inquiry. Summary: 
Inquiry into options for regulation of 
AT&T's basic domestic interstate services. 

Audio—i—Title: License Renewal 
Applications of Pacifica Foundation for 
Station WPFW(FM), Washington, D.C. 
Summary: The Commission considers a 
petition to deny filed by the American 
Legal Foundation. 

Video—i1—Title: Petition for Expedited 
Special Relief and Declaratory Ruling 
(CSR-2347) filed on May 18, 1983, by Earth 
Satellite Communications, Inc. (ESC). 
Summary: ESC, operator of a Satellite 
Master Antenna Television (SMATV) 
System requests the Commission to 
preempt state and local regulation of 
SMATV systems. 

Policy—1—Title: Notice of Proposed Rule 
Making and Memorandum Opinion and 
Order in Docket No. 79-265, Nighttime 
power limitations and antenna systems for 
Class IV AM Broadcast Stations. 

The Commission will consider whether to 
initiate rule making on proposals 
previously reviewed in the Inquiry 
proceeding under Docket No. 79-265 to 
increase the nighttime power of Class IV 
stations and to increase their permitted . 


antenna heights. 
Policy—2—Title: Modification of FM and 


to amend its rules to provide for FM and 
television modification of licenses to 
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Title: Inquiry into the Future Role 
of Low Power Television Broading and 
Television Translators in the National 


73.1201(b) of the Rules 


additional city identification by broadcast - 


licensees. 
Enforcement—1—Title: Application for 


to reverse the Bureau's ruling with respect 
to a broadcast licensee's obligations under 
the Fairness Doctrine and personal attack 

rule. 


This meeting may be continued the 
following work day to allow the 
Commission to complete appropriate 
action. 

Additional information concerning 
this meeting may be obtained from 
Maureen Peratino, FCC Public Affairs 
Office. Telephone number (202) 254— 
7674. 

Issued: October 12, 1983. 

William J. Tricarico, 

Secretary, Federal Communications 
Commission. 

{S-1466-83 Filed 10-13-83; 3:40 pm] 

BILLING CODE 6712-01-m 


FEDERAL COMMUNICATIONS COMMISSION 
October 12, 1983. 

The Federal Communications 
Commission will hold a Closed Meeting 
on the subjects listed below on 
Wednesday, October 19, 1983 following 
the Open Meeting, which is scheduled to 
commence at 9:30 a.m. in Room 856, at 
1919 M Street, N.W., Washington, D.C. 


Agenda, Item No., and Subject 


"ling Bel leptons Company DPMS 


meee Soonteen acelin (OC 
Docket Nos. 78-314 and 315). 
tion for Review in the 
CJL Broadcasting, Inc., Menominee, 
Michigan, FM new application comparative 
proceeding (BC Docket Nos. 80-323, 80- 


324). 
General—1—Administrative Federal Tort 
Claim of the estate of Conrad B. Lahser, IIL 


Hearing Items 1 and 2 are closed to 
the public because they concern 
Adjudicatory Matters (See 47 CFR 0.603 
(i). 

General Item 1 is closed to the public 
because it concerns Premature 
Disclosure and Adjudicatory Matters 
(See 47 CFR 0.603 (i) and {j)). 

The fo persons are 
attend this meeting: 


Chief, Office of Public Affairs and members 
of his staff 
Action by the Commission: 

Hearing Item 1, September 28, 1983. 
Commissioners Fowler, Chairman; Quello, 
Dawson and Rivera voting to consider this 
item in Closed Session. 

Hearing Item 2, October 11, 1983. 
Commissioners Fowler, Chairman; Quello, 
Dawson and Rivera voting to consider this 
item in Closed Session. 

General Item 1, October 11, 1983. 
Commissioners Fowler, Chairman; Quello, 
Dawson and Rivera | voting to consider this 
item in Closed Session. 

This meeting may be continued the following 
work day to allow the Commission to 
complete appropriate action. 

Additional information concerning 
this meeting may be obtained from 
Maureen Peratino, FCC Public Affairs 
Office, telephone number (202) 254-7674. 

Issued: October 12, 1983. e 
William J. Tricarico, 

Secretary, Federal Communications 

Commission. 

[(S-1467-63 Filed 10-13-83; 3:40 pm] 

BILLING CODE 6712-01-M 


4 
LEGAL SERVICES CORPORATION 
Provision for the Delivery of Legal Services 
Committee Meeting 
TIME AND DATE: 10:00 a.m. to 1:00 p.m., 
Wednesday, October 26, 1983. 
pLace: GSA Central Office Auditorium, 
18th and “F” Streets, NW., Washington, 
D.C. 
STATUS OF MEETING: Open. 
MATTERS TO BE CONSIDERED: 

1. Approval of Agenda. 

2. Reginal Heber Smith Community 
Lawyers Fellowship Program. 


3. Legal Clinics—Pane! Discussion. 
CONTACT PERSON FOR MORE 
INFORMATION: LeaAnne Bernstein, Office 
of the President, (202) 272-4040. 

Dated issued: October 13, 1983. 

Alan Swendiman, 
General Counsel 
{S-1408-£3 Filed 10-13-83: 5.08 pmj 
BILLING CODE 6820-25-M 


Legal Services Corporation—Provision 
Delivery of Legal Services Committee 
Meeting 


for the 


PREVIOUSLY ISSUED: October 12, 1983. 


PREVIOUSLY ANNOUNCED TIME AND DATE 

OF MEETING: 10:00 a.m. to 1:00 p.m., 

Thursday, October 20, 1983. 

CHANGE IN THE NOTICE: Meeting has 

been Postponed. The new date is 

October 26, 1983. 

CONTACT PERSON FOR MORE 

INFORMATION: LeaAnne Bernstein, 

Office of the President, (202) 272-4040. 
Date issued: October 13, 1983. 

Alan Swendiman, 

General Counsel. 

[S-1469-83 Filed 10-13-83; 506 pm] 

BILLING CODE 6820-35-M 


TIME AND DATE: 9:30 a.m., Wednesday, 
19 October 1983. 

PLACE: Board Conference Room, sixth 
floor, 1717 Pennsylvania Avenue NW. 


Status: Closed to public observation 
pursuant to 5 U.S.C. Section 552b{c)(2) 
{internal personnel rules and practices) 
and (c)(6) (personal information where 
disclosure would constitute a clearly 
unwarranted invasion of personal 
privacy). 

MATTERS TO BE CONSIDERED: 

Selection of Regional Directors for Region 8, 
Cleveland, Ohio, and Region 18, 
Minneapolis, Minnesota 

CONTACT PERSON FOR MORE 

INFORMATION: John C. Truesdale, 

Executive Secretary, Washington, D.C. 

20570, telephone: (202) 254-9430. 

Dated, Washington, D.C., October 13, 1984. 
By direction of the Board. 

John C. Truesdale, 

Executive Secretary, National Labor 

Relations Board. 

[S-1465-83 Filed 10-13-83; 2:56 pm] 

BILLING CODE 7545-01-M 
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Regulatory 
information Service 
Center 


Introduction to the Unified Agenda of 
Federal Regulations 
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REGULATORY INFORMATION TABLE OF CONTENTS—Continued 
SERVICE CENTER 

Unified Agenda of Federal Regulations — pepartiment of Commerce -.eecncennnn fiat 
a one. ! a 
ACTION: Introduction to the Unified Department ee 


Agenda of Federal Regulations. . 47340 


Department of Howing and Uban 


(Federal Regulation) and the Regulatory 
Flexibility Act (5 USC 605) require that 
semiannual 


in specific types 
each entry, and that all agendas be 
published together as a Unified Agenda 
Regulations. The Bulletin 
states that agencies may publish their 
agendas either in a uniform format or a 
format of the agency's choosing. 


Parts irf this issue of the 


October 1983 edition of the semiannual 
Unified Agenda of Federal Regulations. “an Aen Development peo 
Development 


ADDRESS: Regulatory Information 
Service Center, Room 5216, New 
Executive Office Building, 726 Jackson 
Place, N.W., Washington, D.C. 20503. 
FOR FURTHER INFORMATION 
CONTACT: For further information 


about specific regulatory projects, 


for each entry. To provide comment on 

or to obtain further information about 

the Unified Agenda of Federal 
Regulations, contact: 

Mark G. Schoenberg, Executive Director, _ 
Regulatory Information Service Center, 
Room 5216, New Executive Office - 
Building, 726 Jackson Place, N.W.. 
Washington, D.C. 20503, (202) 395-6993. 


SUPPLEMENTARY INFORMATION: 


TABLE OF CONTENTS 


About the Unified Agenda 


Regulatory Information Service Center 
undertaken for the Office of Information 
and Regulatory Affairs, Office of 
Management and Budget. The Center 
provides information about federal 
regulatory activity to the President and 
his Executive Office, the Co , 
agency managers, and the public. The 
Office of Information and Regulatory 
Affairs is responsible for overseeing the 
federal government's regulatory and 
information-management activities and 
implementing President Reagan's 
Executive Order 12291. 


This edition of the Unified Agenda 
includes 49 federal departments, 
agencies, and commissions. Agencies of 
the United States Congress are not 
included. The Unified Agenda provides 
uniform reporting of data on regulatory 
activities under development throughout 
the federal government. 


Forty-three of the agencies included in 
this edition produced their agendas 
through a computer system designed by 
the Center with the advice and 
assistance of the Government Printing 
Office. The system was designed to save 
agencies time and money by automating 
the preparation and printing of their 
agendas. It was also designed to make 
the agenda easier to use--all agendas 
produced in this manner appear in a 
uniform format to help readers locate 
essential information quickly. In the 
future, the system may provide 
computer-generated indices and 
appendices of the information in the 
agendas. As a first step, the Center 
provided for those agencies that 
requested it, a computer-produced Table 
of Contents that appears after the 
preamble of the agency's agenda and 
includes Agenda Sequence Numbers. 


“These numbers also appear before the 


title of the regulation in the agenda. 
Therefore, readers have a new finding 
aid to help them locate quickly those 
entries that may be of most interest to 
them. 


The other six agencies included in this 
edition used their own formats rather 
than the standard format. Regardless of 
format, however, all agendas contain 
uniform data elements--regulation title, 
agency contact, small business effects, 
CFR citation, legal authority, abstract, 
and timetable--which should be readily 
identifiable in each agenda. Agencies 
also included any additional information 
they considered important. If any of 
these elements is not included, the 
agency either did not report the 
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information, or may provide an 
explanation in its individual preamble. 
For further information, please contact 
the individual agency. 


The Unified Agenda of Federal 
Regulations is published in April and 
October of each year. We welcome 
comments on this edition and 
suggestions for improving future ones. 
We are especially interested in 
comments on the usefulness of the 
uniform format and the individual 
agency tables of contents. 


DATED: October 1, 1983. 
Mark G. Schoenberg, 


Executive Director. 


How to Use the Unified Agenda 


Each agency agenda appears as a 
separate Part in this edition of the 
Federal Register. The Parts are 
organized alphabetically in three groups: 
first, by cabinet departments; second, by 
other executive agencies; and third, by 
independent agencies. Departments are 
divided into agencies, which may in turn 
be divided into subagencies, in 
alphabetical order. 


Each ageney begins its agenda with a 
preamble providing information specific 
to its agenda. Each agency was asked to 
list its rules in three groups: 


1. Current and Projected 
Rulemakings--those regulations the 
agency is currently developing or plans 
to develop during the next 12 months; 


2. Reviews of Existing Regulations— 
those existing regulations the agency is 
reviewing to determine whether to 
propose modifications through 
rulemaking; and 


3. Completed Actions--those actions 
or reviews the agency completed or 
withdrew since it published its last 
agenda. This section also includes items 
that were begun and completed between 
issues of the Unified Agenda. 


An agency may use a subheading to 
identify regulations that it has grouped 
according to a particular topic. When 
these subheadings are used, they appear 
before the title of the first regulation in 


the group. 

A dot (@) preceding an entry indicates 
that the entry appears in its present 
section of the agenda for the first time. 


A number preceding an entry 
indicates that the agency chose to 
provide a Table of Contents at the 
beginning of its agenda. The numbers in 
the Table. of Contents correspond to the 


numbers preceding the entries. These 
numbers should help readers easily 
locate items of most interest to them. 

The regulatory activities included in 
the agency agendas are those currently 
planned for the next 12 months. The 
agendas do not include regulations 
excluded from review under EO 12291 
(such as military regulations and 
adjudicatory decisions), routine 
regulations, and regulations related to 
internal agency management. 

OMB Bulletin 83-15 states that entries 
describing regulations under 
development and review should contain, 
at a minimum, the following information: 
¢ Title of the Regulation. 
¢ Priority -- an indication of the priority 

status of the entry. Priority entries 

include: 

a. Any regulations designated for 
priority development or review by 
the agency; 

b. All reguiations designated as 
“major” under section 1{b) of 
Executive Order 12291; and 

c. All regulations that were 
designated for review by the 
Presidential Task Force on 
Regulatory Relief. 


Each entry for a priority action 
indicates which of the above criteria 
were used in determining its priority 
status. The priority heading only 
appears if the agency has designated the 
entry as a priority action. 
Under EO 12291, a major rule is any 
regulation that is likely to result in: 
¢ An annual effect on the economy of 
$100 million or more; 
¢ A major increase in costs or prices for 
consumers, individual industries, 
federal, state, or local government 
agencies, or geographic regions; or 

° Significant adverse effects on 
competition, employment, investment, 
productivity, innovation, or on the 
ability of United States-based 
enterprises to compete with foreign- 
based enterprises in domestic or 
export markets. 

© Legal Authority -- the section(s) of the 

United States Code or Public Law or 

the Executive Order that authorize({s) 

the regulatory action (agencies may 
have used common name references 
to laws in addition to USC or PL 
references). 

¢ CFR Citation -- the section(s) of the 

Code of Federal Regulations which 

affect or will be affected by the 

action. 

¢ Abstract -- a description of the 
problem the regulation will address, 
the alternatives that the agency is _ 


considering, and the potential costs 
and benefits of the action. 

¢ Timetable -- the dates and citations {if 
available} for all past and at least the 
next future stage of rulemaking. If a 
date appears in this section as 
00/00/00, it means the date of the 
action is presently undetermined. 
Similarly, 10/00/83 means the day of 
the month the action will take place is 
undetermined, but it will take place 
sometime in October 1983. 

° Effects on Small Businesses and Other 
Entities -- an indication of whether the 
rule is expected to have a significant 
economic impact on a substantial 
number of “small entities” as defined 
by the Regulatory Flexibility Act (5 
USC 601{6)). 

¢ Agency Contact -- the name, title. 
address, and phone number of a 
person in the agency who is 
knowledgeable about the regulation. 


Some agencies have provided other 
optional information at their discretion. 


Data Limitations 


Agencies prepared entries for this 
edition of the Unified Agenda to give the 
public notice of their plans to review. 
propose, and issue regulations. They 
have tried to predict their activities over 
the next 12 months as accurately as 
possible, but dates and schedules are 
subject to change. Agencies may 
withdraw some of the regulations now 
under development, and they may issue 
or propose other regulations not 
included in their agendas. Agency 
actions in the rulemaking process may 
occur before or after the dates they have 
listed. The Agenda does not create a 
legal obligation on agencies to adhere to 
schedules within it or to confine their 
regulatory activities to those regulations 
that appear. The information in this 
edition is accurate as of August 26, 1983, 
in the judgment of the submitting 
agencies, except as otherwise noted in 
individual agency preambles. 


List of Abbreviations 


The following abbreviations appear 
throughout this edition of the Agenda: 


ANPRM -- An Advance Notice of 
Proposed Rulemaking is a preliminary 
notice that an agency is considering a 
regulatory action. The agency issues an 
ANPRM before it develops a detailed 
proposed rule, describing the general 
area that may be subject to regulation 
and asking for public comment on the 
issues and options being discussed. An 
ANPRM is issued only when an agency 
believes it needs to gather more 
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information before proceeding to a 
formal regulatory proposal. 


CFR -- The Code of Federal 
Regulations is an annual codification of 
the general and permanent regulations 
published in the Federal Register by the 
departments and agencies of the federal 
government. The Code is divided into 50 
titles, each title covering a broad area of 
federal regulatory law. The CFR is 
keyed to, and kept up-to-date by, the 
daily issues of the Federal Register. 


EO - An Executive Order is a 
directive from the President to executive 
agencies, issued under Constitutional or 
statutory authority. Executive Orders 
are published in the Federal Register 
and in Title 3 of the Code of Federal 
Regulations. 


FR -- The Federal Register is a daily 
federal government publication that 
provides a uniform system for 
publishing Presidential documents, all 
proposed and final regulations. notices 
of meetings, and other official 
documents required by statute to be 
published. 


FY — Fiscal year is a budgetary term. 
The federal fiscal year runs from 
October 1 to September 30. 


NPRM -- A Notice of Proposed 
Rulemaking is the document an agency 
issues and publishes in the Federal 
Register that describes and solicits 
public comments on a proposed 
regulatory action. Under the 
Administrative Procedure Act. an NPRM 


must include, at a minimum: 


* A statement of the time, place, and 
nature of the public rulemaking 
proceeding; 

¢ A reference to the legal authority 
under which the rule is proposed; and 

¢ Either the terms or substance of the 
proposed rule or a description of the 
subjects and issues involved. 


PL -- A Public Law is a law passed by 
Congress and signed by the President or 
enacted over his veto. It has general 
applicability, as opposed to a private 
law that applies only to those persons or 
entities specifically designated. Public 
laws are numbered in sequence 
throughout the two-year life of each 
Congress; for example, PL 97-17 would 
be the seventeenth law of the 97th 
Congress. 


RFA -- A Regulatory Flexibility 
Analysis is required by the Regulatory 
Flexibility Act (5 USC 601) to describe 
the impact of a proposed rule on small 
entities. An RFA describes why the 
agency is considering the action, the 
objectives of and legal basis for the 
proposed rule, an estimate of the 
number of small entities that could be 
affected and the compliance 
requirements they would have to fulfill, 
any other duplicative, overlapping or 
conflicting federal rules, and 
alternatives to the proposed action. 
When required, an initial RFA 
accompanies an NPRM and a final RFA 
accompanies a final rule. 

RIA -- A Regulatory Impact Analysis 
is required by EO 12291 for all major 
rules and other regulations designated 
by the Office of Management and 
Budget. An RIA is prepared to determine 


whether a proposed regulatory action 

meets the requirements of section 2 of 

EO 12291, namely that regulatory 

actions: 

¢ Be based on adequate information 
concerning the need for and 
consequences of the action; 

¢ Not be undertaken unless the potential 
benefits outweigh the potential costs 
to society; 


- © Maximize net benefits to society; 


* Entail the least net cost to society of 
the alternatives considered; and 

* Take into account the condition of 
particular affected industries, the 
national economy, and contemplated 
future regulatory actions. 


RIN -- The Regulatory Information 
Service Center assigns a Regulatory 
Information Number to identify an 
individual action in the agenda of an 
agency that uses the Center's automated 
agenda production system. 

USC -- The United States Code is a 
consolidation and codification of all 
general and permanent laws of the 
United States. The USC is divided into 
50 titles, each title covering a broad area 
of federal law. 4 
Information About Additional Copies 

Additional copies of this edition of the 
Federal Register are available from: 
Superintendent of Documents, U.S. 
Government Printing Office, 
Washington, D.C. 20402, (202) 783-3238. 

Copies of individual agency agendas 
may be available directly from the 
agency. Please contact the particular 
agency for further information. 

{FR Doc. 83-28026 Filed 10-14-83; 6:45 am| 
BILLING CODE 3194-01-T 





Part Ill 


Department of 
Agriculture 
Office of the Secretary 


Semi-Annual Regulatory Agenda: 
Fall 1983 





DEPARTMENT OF AGRICULTURE 
Office of the Secretary 


7 CFR, Subtitie A, Chs. I-Vil, IX-Xil, 
XIV-XVIN, XX1, XXIV-XXIX 


9 CFR Chs. -iV 
36 CFR Ch. ll 
41 CFR Ch. 4 


Semiannual Regulatory Agenda: Fall 
1983 


AGENCY: Office of the Secretary. 
Agriculture. 
ACTION: Semiannual Regulatory 


SUMMARY: This Agenda provides 
summary descriptions of major 
regulations being developed imagencies: 
of the U.S. Department of Agriculture itr 
conformance with Executive Order 
12291, Federal Regulation. The Agenda 
also describes regulations affecting 
small entities as required by Sestion 602 
of the Regulatory Flexibility Act,.Pub:.L. 
96-354. In addition, descriptionsof a 
number of non-major regulations that 
appeared in prior agendas have beem 
included. 


In this Agenda, we have attempted to 
list all major actions and regulatory 
reviews pending at the time-of 
publication, but some may have been: 
inadvertently missed. There is no legal 
significance to the omissi@n of an item 
from this listing. Also, thedates shown 
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for the steps of each action are 
estimated and are not commitments to 
act on or by the date shown. 


FOR FURTHER INFORMATION 
CONTACT: For further information on 
any specific entry shown in this agenda, 
please-contact the person listed for that 
action 


Requests for copies of the Agenda 
should include a self-addressed, 
stamped envelope and be directed to: 
Regulatory Agenda, OBPA, Office of the 
Secretary, Room 147-E, U.S. Department 
of Agriculture, Washington, D.C. 20250, 
(202}-382-1270. 

DATED: September 20, 1983. 
Richard E. Lyng, 


Acting Secretary. 


Agricultural Marketing Service—Existing Regulations Under Review 


| Comue Resnarch and Poometion 


0581-AA02 
0581-AA03 
0581-AA04 
| 0581-AA05 
0581-AA06 
0581-AA07 
U581-AA08 


Agricultural Marketing Service—Completed Actions 


Title 


ene ae 
| 


ae Stabilization and Conservation Service—Current.and Pe nan 


*1983 Sugar Beet and Sugarcane Loan Program 


“Determination of 1984-Crop Upiand Cotion Loan Rate, Target Price, Production Adjustment, and Related Program | 
Provisions 
*Determination of 1984-Crop Rice Program to include Establishment of Loan Rate, Established “Target” Price, and | 


yi aealm ns tama temmmpncae camara sas 


“indicates priority regulation. 


| 0560-AA07 
0560-AA11 


| 0560-AA13 
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Agricultural Stabilization and Conservation Service—Completed Actions 


of and Purchase Rate; ; Established “Target” Prices, Acreage Adjustment: and Farmer-Owned 
"“Wakeors Praga Pescstonn tat Gas 4007 Gap af Otiaed 








Rinderpest, Foot-and-Mouth Disease, nem Newcastie Disease (Avian Pneumoencephaiitis), 
African Swine Fever, and Hog Cholera: Prohibited and ET! 


Farmers Home Administration—Current and Projected Rulemakings 





" *Indicates priority regulation. 
Federal Grain Inspection Service—Existing Regulations Under Review 





are Federal. Register { Voli 48, No. 20 /' Monday;. October 17, 1988 / Unified’ Agendi 


! 


Food and Nutrition Service—Current and a eee 


38 _ | ent te ogra Radon Sate 


“indicates priority.regulation. 


Food’ and Nutrition Service—Existing Regulations Under Review 


Title 
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Title 


Land Disposal; Sale of Lands Pursuant to Section 10 of the Act approved March 11, 1911 
ae 


ee _ a — 





ee er 








Office of Finance and Management—Completed Actions 





Title 


iio 2 12> SAR ana cama ln cen aca CS 


—_——$$ $e 
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Electric Transmission 


Title 


and Drawings, 100 kV and Above. 


Specifications 
Specifications and Drawings for 12.5/7.2 kV Line Construction 
and Drawings for 34.5/7.2 KV Lime Comstructionn nanan ccna ceeneenenenenennecensnscennsessnnccnsnenensersnsnanansnseseeta 
ere 


ee ee 


DEPARTMENT OF AGRICULTURE (USDA) 
Agricultural Marketing Service (AMS) 


1. COTTON CLASSIFICATION UNDER 
FUTURES LEGISLATION 

CFR Citation: 7 CFR 27 

Abstract: This regulation includes 
procedures for classification. inspection 
determinations in accordance with the 
United States Cotton Futures Act. 
Procedures for issuance of certificates. 
designation of spot markets, and 
issuance of quotations or value of grade 
are included. 

Timetabie: 

Action 


Begin Review 03/00/83 48 FR 20715 
End Review 00/00/60 


Smaii Entity: No 


Washington, DC 20250, 202 447-2147 
RIN: 0581-AA02 


2. TOBACCO INSPECTION POLICY 
STATEMENT 


CFR Citation: 7 CFR 29-A;.7 CFR 29.1, 


(excludes parts 29.2 to .3) 


Abstract: Review of the policy 
statement and regulations governing the 
extension of tobacco inspection and 
price support services to new markets 
and to additional sales on designated 
markets. (Definitions) 

Timetabie: 


Action 
Begin Review 
End Review 





12/00/83 
00/00/00 


" Small Entity: No 


Additional information: CFR citation 
excludes parts 29.2 to .3 

Agency Contact: Mary C. Duncan, 
Department of Agriculture, Agricultural 
Marketing Service, Room 502, Annex, 
Washington, DC 20250, 262 447-5836 


RIN: 0581-AA03 


Existing Regulations Under Review 


3. TOBACCO INSPECTION 
REGULATIONS 


CFR Citation: 7 CFR 29-B; 7 CFR 29.12 to 
29.133 


Abstract: Review the procedures for 
permissive and mandatory inspection, 
appeals, licensing of tobacco inspectors, 
and samplers and weighers. 


Timetable: 


Action 


Begin Review 
End Review 


Small Entity: No 


Additional information: CFR citation 
excludes 7 CFR 29.75a, 123, 125, 127, 
and 129. 

Agency Contact: Mary C. Duncan, 
Department of Agriculture, Agricultural 
Marketing Service, Room 502, Annex, 
Washington, DC 20250, 202 447-5836 


RIN: 0581-AA04 


12/00/83 
00/00/00 
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excludes 29.2251 to 29.2481 and 29.3501 
to 29.3681. 


Agency Contact: Mary C. Duncan, 
Department of Agriculture, Agricultural 
Marketing Service, Room 502, Annex, 


Abstract: Combine grade standards for 
mohair and mohair top into one 
standard. Also includes methods for 
obtaining representative samples of 
official grade. standards for grease 
mohair. 


Date 
03/00/83 


FR Cite 
Begin Review 
NPRM 01/00/84 
End Review * 00/00/00 


Smait Entity: No 

Agency Contact: Michael L. May, 

Chief, Department of Agriculture, 
ing Service, 

Branch, Room 2-M Cotton Annex 


Building, Washington, DC 20250, 202 
447-4486 


RIN: 0581-AA06 


6. SLAUGHTER LAMBS, YEARLINGS, 
AND SHEEP GRADES AND 
STANDARDS 


CFR Citation: 7 CFR 53 


Abstract: Regulation to make the 
slaughter lamb standards conform to 
the revised lamb carcass standards as 
published in the Federal Register 
September 13, 1982. 

Timetable: 
Action Date 
Begin Review 02/00/83 
NPRM 12/00/83 
End Review 00/00/00 


Small Entity: No 


FR Cite 


DEPARTMENT OF AGRICULTURE (USDA) 
Agricultural Marketing Service (AMS) 


COMPLETED REVIEWS 


8. EGG RESEARCH AND PROMOTION 
- RULES AND REGULATIONS 


CFR Citation: 7 CFR 1250.500 to 1250.552 


Completed: 
Reason 


End Review 08/00/83 
Smail Entity: No 


DEPARTMENT OF AGRICULTURE (USDA) 
Agricultural Stabilization and Conservation Service (ASCS) 


Legal Authority: 7 USC 1446; Agricultural 
Act of 1949, Section 201, as amended 


CFR Citation: 7 CFR 1435 

Abstract: To support domestically 
grown sugarcane and sugar beets as 
required by the Agricultural Act of 
1949, as amended, through nonrecourse 


loans. The minimum level of support for 
raw cane sugar is 17.5 for the 1983 crop. 
The level of price support for the 1983 
crop of refined beet sugar is to be 
established at such level which is 
determined to be fair and reasonable in 
relation to the level of loans for 
sugarcane. 


Building, Washington, DC 20250, 202 
(347-4466 

RIN: 0561-AA07 

7. COTTON RESEARCH AND 
PROMOTION 


CFR Citation: 7 CFR 1205 


Includes procedures for the cotton 
research and promotion order and the 
Cotton Board rules and regulations. 
Timetable: 
Action 

Begin Review 

End Review 
Small Entity: No 
Agency Contact: Naomi Hacker, 
Department of Agriculture, Agricultural 
Marketing Service, Room 309, Annex, 
Washington, DC 20250, 202 447-2259 


RIN: 0581-AA08 


03/00/83 
00/00/00 


Completed Actions 


Agency Contact: Janice L. Lockard 202 
382-8132 


RIN: 0581-AAG9 
BILLING CODE 3410-01-T 


Current and Projected Rulemakings 


Timetable: 

Action 

Price Support 
Announcement 

interim Final Rule 10/01/83 

Final Action 01/03/84 

Smail Entity: No 

Additional information: REGULATORY 

AGENDA NUMBER: ASCS 023-10 


08/31/83 
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Agency Contact: Tom Fink. 

Department of Agriculture, Agricultural 
Stabilization and Conservation Service, 
P. O. Box 2415, Washington, D.C. 20013, 


CFR Citation: 7 CFR 713; 7 CFR 770; 7 
CFR 1427 


Abstract: The Agricultural Act of 1949. 


as amended, requires USDA to provide 
for minimum and i income support 


ion adjus 
(2) Implement a production adjustment 
program. An acreage reduction program 
either alone or in combination with 
either a cash land diversion and/or a 
payment-in-kind program could be 
used. 


Date FR Cite : 


08/05/83 48 FR 35678 


Final Action 11/00/83 


Smaii Entity: No 


Additional information: REGULATORY 
AGENDA NUMBER: ASCS 023-5 


Agency Contact: Charles V. 
Cunningham, Department of 
Agriculture, Agricultural Stabilization 
and Conservation Service, Room 3741-S, 
Washington, D.C. 20250, 202 447-7954 


RIN: 0560-AA11 


ACREAGE REDUCTION AND/OR PAID 
DIVERSION PROGRAMS, IF ANY 
Priority: Major 

Legai = 7 USC 1441 Agricultural 
Act of 1949, Section 101()); oa meat 
modity Credit Corporation Charter 

CFR Citation: 7 CFR 713; 7 CFR 770; 7 
CFR 1421 


Abstract: The Agricultural Act of 1949, 
as amended, requires USDA to provide 
for minimum levels of price support and 
to establish, if necessary, a production 
adjustment program as authorized by 
the legislation. The following 
alternatives are under study: (1) No 
product adjustment program. Total 
supply for 1984 could reach a record 
level under normal weather conditions. 
Domestic use is forecast to increase by 
about 4 percent and export use is 
expected to rise by an estimated 5 
percent from the 1983 level. In spite of 


DEPARTMENT OF AGRICULTURE (USDA) 
Agricultural Stabilization and Conservation Service (ASCS) 


CFR Citation: 7 CFR 713; 7 CFR 770; 7 
CFR 1421 


Date  FRCite 
04/22/83 48 FR 17362 
Small Entity: No 


Completed: 
ee 
Final Action 


Agency Contact: Orville lL Overboe 202 
447-4417 


RIN: 0560-AA01 


13. DETERMINATION OF 1983 CROP 
WHEAT LOAN AND PURCHASE RATE; 
ESTABLISHED “TARGET” PRICES, 
ACREAGE REDUCTION AND/OR PAID 
DIVERSION PROGRAM & FARMER- 
OWNED RESERVE PROGRAM 
PROVISIONS 


Priority: Major 
CFR Citation: 7 CFR 713; 7 CFR 770; 7 


CFR 1421 


Current and Projected Rulemakings 


increased utilization, ending stocks 
would increase to a record level. Farm 
prices and net farm income could be 
expected to decline. (2) Implement an 
acreage reduction program. An acreage 
reduction program of 15 to 30 percent” 
would insure that planted acreage 
would not increase to excessively high 
levels which could result in excessive 
stocks, low prices, and low farm 
income. Under an acreage reduction 
program, program expenditures would 
be reduced significantly. Net farm 
income under such an option would be 
higher than under no production 
adjustment programs. A payment-in- 
kind program could (cont) 


Timetable: 


Action 


NPRM 

Final Action 
Small Entity: No 
Additional information: REGULATORY 
AGENDA NUMBER: ASCS 023-15. 
ABSTRACT CONT: also be 
implemented to meet the production 
adjustment objectives. 


Agency Contact: H. Schaefer, 
Department of Agriculture, Agricultural 
Stabilization and Conservation Service, 
Room 3742-S, Washington, D.C. 20250, 
202 447-4634 


RIN: 0560-AA13 


01/31/84 


FR Cite 
Final Action 05/11/83 48 FR 21170 
Smail Entity: No 
Contact: Bruce R. Weber 202 





Agency 
447-4146 
RIN: 0560-AA02 


14. DETERMINATION OF 1983 CROP 


REDUCTION AND/OR PAID DIVE ETC 
Priority: Major 


CFR Citation: 7 CFR 713; 7 CFR 770; 7 
CFR 1421 
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USDA—ASCS 


Date ‘FR Cite 
06/21/83 48 FR 28305 


BASES, AND ESTIMATED ETC 


Priority: Major 
CFR Citation: 7 CFR 770; 7 CFR 1427; 7 
CFR 713 


Completed: 
Reason 





Date  FRCite 
Final Action 04/21/83 48 FR 17122 
Small Entity: No 


Agency Contact: Charles V. 
Cunningham 202 447-7954 


RIN: 0560-AA04 





16. CCC GRAIN PRICE SUPPORT 
REGULATIONS GOVERNING THE 
GRAIN RESERVE PROGRAM FOR 
1982 AND SUBSEQUENT CROPS AND 
ALTERNATIVE PROGRAM FOR 1981 
AND PRIOR CROPS 
Priority: Major 
CFR Citation: 7 CFR 1421 

ed: 


Final Action 09/00/83 
Smail Entity: No 


Agency Contact: Steve Gill 202 447- 
8480 


RIN: 0560-AA05 


17. DETERMINATION OF PROGRAM 
PROVISIONS FOR THE 1984 CROP OF 
FEED GRAINS 


Priority: Major 


CFR Citation: 7 CFR 713; 7 CFR 770; 7 
CFR 1421 





11/15/83 


Small Entity: No 
Agency Contact: Orville 1. Overboe 202 
447-4417 


RIN: 0560-AA06 


18. CCC GRAIN PRICE SUPPORT 
REGULATIONS GOVERNING THE 
GRAIN RESERVE PROGRAM FOR 
1982 AND SUBSEQUENT CROPS AND 
ALTERNATIVE PROGRAM FOR 1982 
AND PRIOR CROPS 
Priority: Major 
CFR Citation: 7 CFR 1421 
Completed:- a or 
Reason Date 
Combined with 06/00/83 
RIN 0560-AA06 
Small Entity: No 


Agency Contact: Steve Gill 202 447- 
8480 


RIN: 0560-AA08 


FR Cite — 





19. PRICE SUPPORT LEVEL FOR 
MILK, 1982-83 MARKETING YEAR -— 
ADDITIONAL DEDUCTIONS AND 
REFUND PROGRAM 


Priority: Major 


DEPARTMENT OF AGRICULTURE (USDA) 
Animal and Plant Health Inspection Service (APHIS) 


22. RINDERPEST, FOOT-AND-MOUTH 


AFRICAN SWINE FEVER, AND HOG 
CHOLERA: PROHIBITED AND ETC 
Legal = 19 USC 1306; 21 USC 
111; 21 USC 134a; 21 USC 134b; 21 USC 
134¢; 21 USC 134f 


CFR Citation: 9 CFR 94 


Abstract: This regulation designates 
countries where rinderpest, foot-and- 
mouth disease, fowl pest, Newcastle 
disease, African swine fever and hog 
cholera exist and either prohibits or 
restricts the importation of animals, 
animal products, and materials from 
such countries. 
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Completed Actions 


CFR Citation: 7 CFR 1430, (Proposed rule 
only) 
Completed: o 
Reason Date FR Cite 
Final Action 08/02/83 48 FR 34933 
Small Entity: No 

Agency Contact: Charles N. Shaw 202 
447-7601 


RIN: 0560-AA09 


20. PRICE SUPPORT LEVEL FOR 
MILK, 1983-84 MARKETING YEAR -— 
(BEGINNING OCTOBER 1, 1983) 


Priority: Major 

CFR Citation: 7 CFR 1430 

Completed: 

Reason Date FR Cite 
Final Action 08/02/83 48 FR 34933 
Small Entity: No 


Agency Contact: Charles N. Shaw 202 
447-7601 


RIN: 0560-AA10 





21. DETERMINATION OF LOAN AND 
PURCHASE RATE; ESTABLISHED 
“TARGET” PRICES, ACREAGE 
ADJUSTMENT; AND FARMER-OWNED 
RESERVE PROGRAM PROVISIONS 
FOR THE 1984 CROP OF WHEAT 
Priority: Major 
CFR Citation: 
CFR 1421 
Completed: 
Reason Date 


Final Action 09/15/83 
Small Entity: No 


Agency Contact: Bruce R. Weber 202 
447-4146 


RIN: 0560-AA12 
BILLING CODE 3410-01-T 


7 CFR 713; 7 CFR 770; 7 





FR Cite 


Existing Regulations Under Review 


Timetable: 
Action 

End Review 
Small Entity: No 
Analysis: -Draft RFA 00/00/00 


Date 
10/00/84 


FR Cite 





closely related plants subject to certain 
niet ii 


Abstract: Designates certain plants as 
“noxious weeds” the 


Agency Contact: T. Lanier, Department 
of Agriculture, Animal and Plant Health 
Inspection Service, Room 643, Federal 
Building, Hyattsville, MD 20782, 301 
436-8247 


RIN: 0579-AA04 
Nae AREAS RNR SRR NT 


26. FOOT-AND-MOUTH DISEASE, 
PLEUROPNEUMONIA, RINDERPEST 
AND CERTAIN OTHER 
COMMUNICABLE DISEASES OF 
LIVESTOCK 

CFR Citation: 9 CFR 53 

Abstract: Regulation provides for the 
determination of the existence of exotic 
or foreign animal and poultry diseases 
and for agreements to cooperate with 
States; for payments to owners, at 
specified rates, for animals and 
materials destroyed because of specific 
exotic diseases; procedures and 
requirements under which payments to 
owners for animals or materials 
destroyed may be made; for 
disinfection or destruction of materials: 
and disinfection of premises and 
conveyance. 
Timetable: 
Action = Date 
End Review 10/00/84 
Smaii Entity: No 

Agency Contact: K. A. Hand, 
Department of Agriculture, Animal and 
Plant Health Inspection Service, Room 
743, Federal Building, Hyattsville, MD 
20782, 301 436-8065 


RIN: 0579-AA05 


“FR Cite 





27. SWINE DESTROYED BECAUSE OF 
HOG CHOLERA 

CFR Citation: 9 CFR 56 

Abstract: Regulation provides for 
cooperation with States in eradicating 
hog cholera, a contagious, infectious 
and communicable disease of swine; for 
payment to owners, at specified rates, 
for swine destroyed; and procedures 
and requirements under which such 
payment may be made. 

Timetable: 


Action 
End Review 
Small Entity: No 


Date 
04/00/84 
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Existing Regulations Under Review 


Agency Contact: L. Schnurrenberger, 
Department of Agriculture, Animal and 
Plant Health Inspection Service, Room 
822, Federal Building, Hyattsville, MD 
20782, 301 436-8487 


RIN: 0579-AA06 


28. HOG CHOLERA AND OTHER 
COMMUNICABLE SWINE DISEASES 


CFR Citation: 9 CFR 76 


Abstract: Regulation provides for 
cooperation with States in eradicating 
hog cholera and other communicable 
diseases of swine; for quarantine of 
affected areas; for requirements for 
interstate movement of swine and 
swine products from quarantined areas; 
for approval of livestock markets; and 
for cleaning and disinfection of means 
of conveyance, markets and facilities. 





Department of Agriculture, Animal and 
Plant Health Inspection Service, Room 
622, Federal Building, Hyattsville, MD 
20782, 301 436-8487 


RIN: 0579-AA07 


29. SUSPENSION OF BIOLOGICS 
LICENSES OR PERMITS 


CFR Citation: 9 CFR 105 


Abstract: Conditions and procedures 
are sét forth concerning the suspension 
of U.S. Veterinary Biological and U.S. 
Veterinary Biologics Establishment 


bk re 


End Review 01/00/68 
Small Entity: No 

Agency Contact: D. A. Espeseth, 
Department of Agriculture, Animal and 
Plant Health Inspection Service, Room 


829, Federal Building, Hyattsville, MD 
20782, 301 436-8245 


RIN: 0579-AA08 


30. INSPECTIONS OF 
ESTABLISHMENTS AND BIOLOGICAL 
PRODUCTS 


CFR Citation: 9 CFR 115 
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Abstract: Authority for the inspection 
of licensed establishments and products 
is provided by this regulation. 


Date FR Cite 


End Review 0100/84 2t—“‘it*é 


Small Entity: No 
Contact: D. A. Espeseth, 


Agency 7 : 
Department of Agriculture, Animal and 
Plant Health Inspection Service, Room 


829, Federal Building, Hyattsville, MD 
20782, 301 436-8245 


RIN: 0579-AA09 


1. BLACK STEM RUST 
CFR Citation: 7 CFR 301.38 


Abstract: This regulation limits the 
interstate movement of certain plants 
susceptible to black stem rust, a 
dangerous plant disease of small grains. 


DEPARTMENT OF AGRICULTURE (USDA) 
Farmers Home Administration (FmHA) 


32. MOBILE HOME LOAN PROCEDURE 
Priority: Major 


Legal Authority: 42 USC 1480(j) Section 
510(j) of the Housing Act of 1949; 42 USC 
1490(g) Section 527 of the Housing Act of 
1949 

CFR Citation: 7 CFR 1944, Subpart M 


Abstract: Invite public input for draft 
regulations for mobile home loans to 


implement Section 527 of Title V of the 
Housing Act of 1949, as amended. 


Timetable: _ 
Action 
ANPRM 
NPRM 
Final Action 
Small Entity: No 


Date FR Cite 
10/21/80 45 FR 69469 
12/00/83 
12/00/84 





DEPARTMENT OF AGRICULTURE (USDA) 
Federal Grain inspection Service (FGIS) 


33. FEES FOR OFFICIAL SERVICES 
PERFORMED BY OFFICIAL AGENCIES 


CFR Citation: 7 CFR 800.70 


Abstract: FGIS will conduct a review of 
Procedures. for Official Agencies 
establishing fees to assure that the 
procedures are necessary, not in 
conflict with current laws or Agency 


06/00/83 
06/00/84 


atin denies 
End Review 
Smail Entity: No 


Agency Contact: E. R. Bergeron, 
Department of Agriculture, Federal 
Grain Inspection Service, Room 1642-S, 
Washington, DC 20250, 202 382-0231 


RIN: 0580-AA01 


Abstract: FGIS will conduct a review of 
the kinds of official inspection and 
weighing services and the prohibited 
and restricted services under the 
regulations under the U.S. Grain 
Standards Act to ensure that the 
services adequately meet the needs of 
the U.S. grain marketing system and 
maintain the integrity of the inspection 
and weighing system. 


Timetable: 
Action 

End Review 
Small Entity: No 
Additional information: ADDITIONAL 
AGENCY CONTACT: J. T. Abshier, 


Room 2405 Auditors, Washington, DC 
20250, 202 447-8262 

Agency Contact: J. W. Marshall, 
Department of Agriculture, Federal 
Grain Inspection Service, Room 1641-S, 
Washington, DC 20250, 202 382-0228 


RIN: 0580-AA02 


“Date FR Cite 


01/00/84 


Existing Regulations Under Review 
Timetable: 
Action 

End Review 
Smail Entity: No 


Date 
10/00/84 


Inspection Service, Room 643, Federal 
Building, Hyattsville, MD 20782, 301 
436-8247 

RIN: 0579-AA10 

BILLING CODE 3410-01-T 


Current and Projected Rulemakings 


Additional information: REGULATORY 
AGENDA NUMBER: FmHA 080-47 
Agency Contact: James A. Weibel, 
Loan Specialist (Realty), Department of 
Agriculture, Farmers Home 
Administration, Room 5351-S, 
Washington, DC 20250, 202 382-1485 
RIN: 0575-AA00 

BILLING CODE 3410-01-T 


Existing Regulations Under Review 


the appeal inspection services under 
the regulations under the U.S. Grain 
Standards Act to ensure that the ~ 
service is cost effective and meets the 
needs of the U.S. grain industry. 


Timetable: 


Action 

End Review 
Small Entity: No 
Additional information: ADDITIONAL 
AGENCY CONTACT: J. T. Abshier, 
Room 2405 Auditors, Washington, DC 
20250, 202 447-8262 

Agency Contact: J. W. Marshall, 
Department of ps the Federal 
Grain Inspection Service, Room 1641-S, 
Washington, DC 20250, 202 382-0228 


RIN: 0580-AA03 


Date 
01/00/84 


FR Cite 
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36. OFFICIAL CERTIFICATES 
CFR Citation: 7 CFR 800.160 to 900.166 
Abstract: FGIS will conduct a review of 


the regulations under the U.S. Grain 
Standards Act to ensure that the 


Legal Authority: PL 97-253. Sec 180 96 


Stat. 799, September 6, 1962 

Abstract: Section 180 of the 1982 Food 
Stamp Admendments established an 
Error Reduction System for States that 
is desinged to encourage States to 
reduce errors made in the amount of © 


procedures are cost effective and meet 
the needs of the U.S. grain market. 


04/22/83 48 FR 17330 
Small Entity: No 


third and two-third reduction from their 
October 1980 - March 1981 error rate 
during Fiscal Years 1983 and 1984 
respectively; 3) five percent reductions 
of a States’ Federal share of 
administrative costs for every 
percentage point by which its error rate 
exceeds its tolerance with a ten percent 
reduction for every percentage point 
above three percentage points; 4) 
incentive payments to States with error 
rates below five percent in the form of 
an increase in Federal administrative 
funding; 5) determination of error rates 
on a fiscal year basis. 

As a result of Item 5 above, this (cont) 
Timetable: 

Action Date FR Cite 
interim Final Rule 05/27/83 48 FR 23797 
Final Action 01/01/84 





determine if programs can be made 
more flexible and less proscriptive and 
burdensome and development of 
proposed regulations reflecting changes 
after public comment, promulgation of 
final rules. 


Existing Regulations Under Review 


Agency Contact: J. W. Marshall, 
Department of paeuaon Federal 
Grain Inspection Service, Room 1641-5, 
Washington, DC 20250, 202 382-0228 


RIN: 0580-AA04 


Completed 


Agency Contact: J. T. Abshier 202 447- 


RIN: 0580-AA00 
BILLING CODE 3410-01-T 


Current and Projected Rulemakings 


Small Entity: No 

Additional Information: ABSTRACT 
CONT: rule provides for an annual 
sample of cases in each State to 
determine error rates instead of six 
month samples. This rule also allows 
for modification to States’ error rate 
reporting requirements. These 
provisions are designed to reduce 
States’ costs and improve the timeliness 
of the data upon which reductions or 
increases in Federal funding are based. 


gency Contact: Susan McAndrew, 
Branch Chief, Department of 
Agriculture, Food and Nutrition Service, 
3101 Park Center Drive, Room 708, 
Alexandria, Virginia 22302, 703 756-3425 


RIN: 0584-AA12 * 


07/08/83 48 FR 31502 
Date of CSFP 12/00/85 


Proposal 
Small Entity: No 
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Agency Contact: Phil Cohen. 

of Agriculture, Food and 
Nutrition Service, Room 416, Park 
Office Center, 3101 Park Center Drive. 
Alexandria, VA 22302, 703 756-3738 


RIN: 05864-AA01 
_ SRE GaP aNRRBNOURNRIT Er ne 


40. APPLICATION PROCESSING 
CFR Citation: 7 CFR 273.2 


Abstract: These rules describe the 
procedures for processing food stamp 
applications and determining eligibility 


01/00/84 


Department of Agriculture, Food and 
Nutrition Service, Room 708, Park 
Office Center, 3101 Park Center Drive. 
Alexandria, VA 22302, 703 756-3425 


RIN: 0584-AA02 


41. WORK REGISTRATION 

CFR Citation: 7 CFR 273.7 

Abstract: These rules establish the 
work registration and job finding 
responsibilities of food stamp 
participants. They also establish how 
the en gues are to be 


10/00/83 


Agency ’ 
Department of Agriculture, Food and 
Nutrition Service, Room 708, Park 
Office Center, 3101 Park Center Drive, 
Alexandria, VA 22302, 703 756-3425 


RIN: 0584-AA03 


42. RECERTIFICATION 


CFR Citation: 7 CFR 273.10, (7 CFR 272- 
273 for Proposal) 

Abstract: These rules contain 
procedures to be followed in 
recertifying current food stamp 
participants for continued participation 
in the Food Stamp Program. 


11/30/82 47 FR 53878 
01/00/84 


Smaii Entity: No 
Additional information: 7 CFR 272 to 
273 for Proposal only. 


Agency Contact: Thomas O’Connor, 
Department of Agriculture, Food and 
Nutrition Service, Room 708, Park 
Office Center, 3101 Park Center Drive. 
Alexandria, VA 22302, 703 756-3425 


RIN: 0584-AA04 


43. ISSUANCE LOSS LIABILITY 
CFR Citation: 7 CFR 274; 7 CFR 276 


Abstract: These rules govern the 
issuance of food stamps to Food Stamp 
Program participants. They also 
establish the system for acceunting for 
the food stamps and establish liabilities 
for losses during the issuance process. 


Timetable: 


Action Date FR Cite 


interim Final | Rule 10/29/82 47 FR 49010 
End Review 01/00/84 


Smail Entity: No 
Additional information: CFR 
CITATION: 7 CFR 272, 274 for Interim. 


Agency Contact: Susan McAndrew, 
Department of Agriculture, Food and 
Nutrition Service, Room 708, Park 
Office Center, 3101 Park Center Drive. 
Alexandria, VA 22302, 703 756-3425 


RIN: 0584-AA05 





44. FOOD DISTRIBUTION PROGRAM 
CFR Citation: 7 CFR 250 


Abstract: This rule outlines the 
responsibilities of the Food and 
Nutrition Service and State agencies 
concerning the distribution of USDA- 
donated foods acquired under various 
legislative authorities. The rule 
prescribes the terms and conditions 
under which donated foods may be 
obtained through State distributing 
agencies for use in schools, child care 
institutions, nonprofit summer camps 
for children, charitable institutions, 
nutrition programs for the elderly, and 
otherwise in the assistance of needy 


47247 
Existing Regulations Under Review 


Contact: Don McCreary, 
of Agriculture, Food and 
Nutrition Service, Room 506, Park 
Office Center, 3101 Park Center Drive, 
Alexandra, VA 22302, 703 756-3660 


RIN: 0584-AA07 - 
a a 


45. FOOD DISTRIBUTION PROGRAM 
ON INDIAN RESERVATIONS 


CFR Citation: 7 CFR 253 


Abstract: This rule describes the terms 
and conditions under which (1) USDA- 
denated foods {available under 7 CFR 
250) may be distributed to households 
on or near Indian reservations; (2) the 
program may be administered by 
capable Indian tribal organizations; and 
(3) funds may be obtained from USDA 
for the costs incurred in administering 
the program. The rule also provides for 
the concurrent operation of the Food 
Distribution Program and the Food 
Stamp Program on Indian reservations 
when such concurrent operation is 
requested by an Indian tribal 
organization. 

Timetable: 


Action — 24 

End Review 
Small Entity: No 
Agency Contact: Bob Beard, 
Department of Agriculture, Food and 
Nutrition Service, Room 506, Park 


Office Center, 3101 Park Center Drive, 
Alexandria, VA 22302, 703 756-3660 


RIN: 0584-AA09 





10/00/83 


46. EXPEDITED SERVICE 
CFR Citation: 7 CFR 273.2 


Abstract: This rule establishes 
procedures for issuing benefits on an 
expedited basis to households in 
immediate need for assistance. 


Timetable: 


Action 


NPRM 

End Review 
Small Entity: No 
Additional information: CFR 
CITATION: 7 CFR 271, 272, 273, 275 i 
Interim 

Agency Contact: Thomas O’Connor, 
Department of Agriculture, Food and 
Nutrition Service, Room 708, Park 
Office Center, 3101 Park Center Drive, 
Alexandria, VA 22302, 703 756-3425 


RIN: 0584-AA10 


11/30/82 47 FR 53828 
11/00/83 
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records and reports required to be 
maintained by official meat and poultry 
establishments. The purpose of the 
review will be to determine whether 


Washington, DC 20250, 202 447-6525 
RIN: 0583-AA00 


Abstract: Sets forth administrative 
requirements for applying for - 
inspection, granting, refusing, 
inaugurating, and withdrawing 
inspection; detaining. seizing, and 
condemning meat and poultry products; 
assigning program employees. Would 
also determine adequacy of current 
regulations as they relate to petitioning 
the Agency for regulatory change and 
informing interested persons of Agency 
procedures for appeal in the event of 
adverse determinations. 


Timetabie: 
Action 

Begin Review 
End Review 
Small Entity: No 

Agency Contact: Judith Segal, Act. Dir., 
Policy & Program Planning Staff, 
Department of Agriculture, Food Safety 


and Inspection Service, Room 327-E, 
Washington, DC 20250, 202 447-6525 


RIN: 0583-AA02 


FR Cite 


01/00/83 
09/00/86 


07/01/83 
Small Entity: No 
Agency Contact: Don McCreary 703 
756-3660 


RIN: 0584-AA08 
BILLING CODE 3410-01-T 


Existing Regulations Under Review 


52. RED MEAT SLAUGHTER 
REGULATIONS 

Priority: Major 

Legal Authority: 21 USC 601 et seq 
CFR Citation: 9 CFR 309; 9 CFR 310 
Abstract: The Agency plans to identify 
and estimate the costs of current FSIS 
Ante-Mortem and post-mortem meat 


inspection regulations that may be 
causing unnecessary burdens. 


‘Date —sFRR Cite 
01/00/83 
09/00/84 


Seg Reon 
End Review 
Smail Entity: No 
Agency Contact: Judith Segal, Act. Dir., 
Policy & Program Planning Staff, 
Department of Agriculture, Food Safety 
and Inspection Service, Room 327-E, 
Washington, DC 20250, 202 447-6525 


RIN: 0583-AA03 


53. ENFORCEMENT PROCEDURAL 
REGULATIONS 


CFR Citation: 9 CFR 329; 9 CFR 335; 9 
CFR 381, Subpart U; 9 CFR 381, Subpart W 


Abstract: Sets forth procedural 
requirements for detaining, seizing, and 
condemning meat and poultry products. 
Review has been postponed until Fiscal 
Year 1984. 





Federal Register / Vol. 48, No. 201 / Monday, October 17, 1983 / Unified Agenda 47249 


Agency Contact: Judith Segal, Act. Dir. 
Policy & Program Planning Staff, 
Department of Agriculture, Food Safety 
and Inspection Service, Room 327-E, 
Washington, DC 20250, 202 447-6525 


RIN: 0583-AA04 


54. @LABEL APPROVAL 
REGULATIONS 


Priority: Major, Task Force 


Legal Authority: 21 USC 451 et seq; 21 
USC 601 et seq 

CFR Citation: 9 CFR 317; 9 CFR 381, Sub- 
part N 


Abstract: The Agency will review Parts 
317 and 381, Subpart N, of Title 9 of the 
Code of Federal Regulations relating to 
requirements for labeling of meat, meat 
products, poultry, and poultry products. 


The purpose of the review is to assess 
the impact of the Agency's label 
approval regulations in order to make 
recommendations, as appropriate, to 
reduce any unnecessary burdens. 


Agency Contact: Judith Segal, Acting 
Director, Department of Agriculture, 
Food Safety and Inspection Service. 
Policy and Program Planning Staff, 
Room 327-E, Washington, DC 20250, 202 
447-6525 


RIN: 0583-AA05 


55. @LABELING FOR MEAT AND 
POULTRY PRODUCTS WITH CHEESE 
SUBSTITUTES; REVISED PIZZA 
STANDARD 


Legal Authority: 21 USC 451 et seq; 21 
USC 601 et seq; 34 Stat. 1260 


DEPARTMENT OF AGRICULTURE (USDA) 


Foreign Agricultural Service (FAS) 


COMPLETED REVIEWS 
56. PUBLIC LAW 480 
CFR Citation: 7 CFR 17.8 


Withdrawn 02/00/83 
Small Entity: No 


DEPARTMENT OF AGRICULTURE (USDA) 


Forest Service (FS) 


57. ADMINISTRATION OF THE 
FOREST DEVELOPMENT 
TRANSPORTATION SYSTEM 

CFR Citation: 36 CFR 212 

Abstract: Describes the plan for the 
system of access roads, trails, and 
airfields needed for protection, 
administration and use of the National 
Forest System. 


hecesteci tek is 
Begin Review 02/00/83 
End Review 12/00/84 
Small Entity: No 


Contact: Sotero Muniz, 
Department of Agriculture, Forest 
Service, P. O. Box 2417, Washington, 
DC 20013, 703 235-8035 


RIN: 0596-AA00 
| eat A a SRE RIS 1 SRR a 


58. LOCATABLE MINERALS 
CFR Citation: 36 CFR 228, Subpart A 
Abstract: Rules and procedures for the 


use of the surface of National Forest 
Systems lands for locatable minerals. 


Timetable: 


Action 


B in R Se 
Projected NPRM 
End Review 


Small Entity: No 


03/00/83 
03/00/84 
10/00/84 


FR Cite 








Existing Regulations Under Review 


CFR Citation: 9 CFR 317. 9 CFR 319; 9 
CFR 381 


Abstract: Establishes more informative 
labeling requirements for cheese 
substitutes in meat and 

products, and amends the standard of 
pizza to specify both a minimum cheese 
content of 6 percent of the total 
products and a minimum of 12 percent 
cheese and cheese substitute content. 


Action = Date FR Cite 
NPRM 08/05/83 48 FR 35654 
NPRM Comment 04/01/84 

Period End 
Final Action 08/00/84 
Smaii Entity: Yes 
Agency Contact: Judith Segal, Acting 
Director, Department of Agriculture, 
Food Safety and Inspection Service, 
Policy and Program Planning Staff, 
Room 327-E, Washington, DC 20250, 202 
447-6525 


RIN: 0583-AA07 
BILLING CODE 3410-01-T 


Completed Actions . 


Agency Contact: Leo Wallace 202 447- 
6211 


RIN: 0551-AA00 
BILLING CODE 3410-01-T 


Existing Regulations Under Review 


Agency Contact: Howard Banta, 
Department of Agriculture, Forest 
Service, P. O. Box 2417, Washington, 
DC 20013, 703 235-8105 


RIN: 0596-AA01 


59. NATIONAL FOREST TOWNSITES 
CFR Citation: 36 CFR 254, Subpart B 


Abstract: Sets forth circumstances and 
procedures for conveying National 
Forest System lands in Alaska and 
Western States to communities. 
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USDA—FS Existing Regulations Under Review 


Agency Contact: Richard D. Hull. Abstract: Sets forth the process for 
Department of Agriculture, Forest F ie ~ developing management plans for use 
Service, P. O. Box 2417, Washington, icnlantiinieetons —— of off-road vehicles on National Forest 
DC 20013, 703 235-8212 " i lands. 
RIN: 0596-AA03 : Timetable: See 
Departm f Agricul F = ain 
ent o iculture, Forest ee ee eee - a 
Service, P. O. Box 2417, Washington, Begin Review 10/00/83 
ACT APPROVED MARCH 11, 1911 DC 20013, 703 235-8212 Smail Entity: No 
CFR Citation: 36 CFR 281 RIN: 0596-AA04 Agency Contact: Roy Feuchter, 
a Department of Agriculture, Forest 
Abstract: Describes procedures for : - 
disposing of National Forest lands 61. USE OF MOTOR VEHICLES OFF ge P. O. = 2417, Washington. 
incipally in the eastern U.S. and FOREST DEVELOPMENT ROADS 20013, 282 447-3786 
conditions under which these lands CFR Citation: 36 CFR 295 RIN: 0596-AA05 
may be sold. 








DEPARTMENT OF AGRICULTURE (USDA) Completed Actions 
Forest Service (FS) 


COMPLETED RULEMAKINGS SRO a tah Agency Contact: Howard Banta 703 
62. MINING IN CUSTER STATE PARK . Ci 235-8105 

GAME SANCTUARY : : 07/12/83 48 FR 31853 RIN: 0596-AA02 

CFR Citation: 36 CFR 251.10 BILLING CODE 3410-01-T 


_DEPARTMENT OF AGRICULTURE (USDA) . Completed Actions 
Office of Finance and Management (OFM) 


COMPLETED RULEMAKINGS Re Sb tier Agency Contact: Lyn Zimmerman 202 
63. INTERGOVERNMENTAL REVIEW FR Cite 382-1553 

OF DEPARTMENT OF AGRICULTURE : ——————_ RIN: 0505-AA00 

PROGRAMS AND ACTIVITIES OS/EK/8S 48-FR 20100 ss cone 3010067 

Priority: Maj Smaii Entity: No 

CFR Citation: 7 CFR 3015 





DEPARTMENT OF AGRICULTURE (USDA) - Existing Regulations Under Review 
Packers and Stockyards Administration (P&SA) 


64. ACCOUNTS AND RECORDS, requirements for livestock and live Timetable: as : , 
PAYMENT AND ACCOUNTING FOR poultry and for the accounting and Action Date FR Cite 
maintenance of records. The trade acs 
practice regulations prchibit certain NPRM 09/24/82 47 FR 42114 
business practices of stockyard owners, End Review 00/00/00 
market agencies, dealers and packers. Small Entity: No 
The policy statements relate to te 
disposition of records by packers and Agency Contact: Kenneth Stricklin, 


market agencies paying expenses of Department of Agriculture, Packers and 
buyers. , ene Stockyards Administration, Room 3422- 


S, Washington, DC 20250, 202 447-7363 
RIN: 0590-AA00 
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‘ Wi Spe 





Date 
09/00/83 
Small Entity: No 
Agency Contact: Archie Cain 202 382- 
9082 

RIN: 0572-AA01 


FR Cite 


68. SPECIFICATIONS AND DRAWINGS 
FOR 34.5/7.2 KV LINE 
CONSTRUCTION 


CFR Citation: 7 CFR 1701 
Completed: 


Withdrawn 09/00/83 


Smali Entity: No 








DEPARTMENT OF AGRICULTURE (USDA) 


survey activities of USDA. Soil surveys 
on non-federal lands are carried out 
cooperatively with State agricultural 
experiment stations and other State 
agencies. Cooperative arrangements 
exist between SCS and other Federal 
agencies for soil surveys on Federal 
lands. Soil surveys include information 
about each kind of soil in sufficient 
detail to meet reasonable needs of 
landusers, groups, organizations, and 
units of government. Soil surveys are 
published when soil survey field work 
is completed on a designated area. 


Timetable: 
Action 

End Review 
Small Entity: No 


Agency Contact: Ralph J. McCracken, 
Department of Agriculture, Soil 
Conservation Service, Room 5204-S, P. 
O. Box 2890, Washington, DC 20013, 202 
447-3905 

RIN: 0578-AA00 

ee A ATO ARR E RE Ry Nt A RRL ODY EDO EEL Se NES PLIES TEE 
71. SNOW SURVEYS AND WATER 
SUPPLY FORECASTS 


CFR Citation: 7 CFR 612 
Abstract: SCS administers a 





Date 
11/00/83 


Completed 


Agency Contact: Archie Cain 202 382- 
9082 
RIN: 0572-AA02 


69. PAYMENT OF LEGAL FEES FROM 
LOAN AND EQUITY FUNDS 


CFR Citation: 7 CFR 1701 
Completed: ia 
Reason 
Withdrawn 


Date 
09/00/83 


Small Entity: No 
Agency Contact: John N. Rose 202 382- 
8532 


RIN: 0572-AA03 
BILLING CODE 3410-01-T 


Existing Regulations Under Review 


= 


cooperative snow survey and water 
supply forecast program in 12 western 
States. The program provides 
agricultural water users and other 
water management groups in these 
western States with water supply 
forecasts. SCS establishes, maintains, 
and operates manual and automated 
snow courses. Water supply outlook 
reports are prepared and issued 
monthly in the 12 western States for 
months of January through June. 


Timetable: 
Action 

End Review 
Small Entity: No 


Date 
11/00/83 





73. GREAT PLAINS CONSERVATION 
PROGRAM 

CFR Citation: 7 CFR 631 

Abstract: This is a long-range program 
to assist farmers and ranchers to plan 
and apply land use development and 
treatment measures in approved States. 
SCS enters into contracts with 
producers based upon approved plans 
to provide cost-sharing where 
appropriate and when in the public 
interest. 
Tametente: 
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Existing Regulations Under Review 


74. COOPERATIVE RELATIONSHIPS 
AND ARRANGEMENTS 

CFR Citation: 7 CFR 660 

Abstract: Cooperative relationships and 
arrangements initiated by SCS are 
written in memorandums of 
understanding, cooperative agreements, 
and trust fund agreements. The 
instrument evidences the intent of SCS 
and the cooperating parties to carry out 
an undertaking which will result in 
mutual benefit to each. 

Timetable: 





Date 
11/00/83 


Action 
End Review 
Smail Entity: No 


Agency Contact: Cletus J. Gillman. 
Department of Agriculture, Soil 
Conservation Service, Room 5002-S, P. 
O. Box 2890, Washington, DC 20013, 202 
447-7145 


RIN: 0578-AA04 


FR Cite 


Action 
End Review 


Small Entity: No 

Agency Contact: Robert G. Halstead. 
Department of Agriculture, Soil 
Conservation Service, Room 5114-S, P. 
O. Box 2890, Washington, DC 20013, 202 
447-6297 


RIN: 0578-AA06 


Date 
11/00/83 





Completed Actions 


Agency Contact: Paul M. Howard 202 
447-4630 
RIN: 0578-AA02 


[FR Doc. 83-28027 Filed 10-14-83: 8:45 am] 
BILLING CODE 3410-01-T 





Part IV 


Department of 
Commerce 
Office of the Secretary 


Semiannual Agenda of Regulations 





DEPARTMENT OF COMMERCE 
13 CFR Ch. iff 


15 CFR Subtitle A; Subtitie B, Chs. |, it, 
it, Subchs. A, B, C, Chs. IV, Vill, IX; 
Subtitle D, Ch. XXilt 


37 CFR Ch. |, Subchs. A, B 
41 CFR Subtitle A, Ch. Xill 
50 CFR Che. ll, ill, IV, V 


Semiannuai Agenda of Department of 
Commerce Regulations 


AGENCY: Commerce Department. 


ACTION: Semiannua!l Agenda of 
Department of Commerce Regulations. 


SUMMARY: In compliance with 
Executive Order (EO) 12291, entitled 


(DOC) in October and April of each year 
publishes in the Federal Register an 
agenda of the regulations that the 
Department expects to propose or to 
issue over the next 12 months. In 
addition, the agenda lists all existing 


public on all regulations currently under 
review, being proposed, or issued by the 
Department. The agenda is intended to 
facilitate comments and views by 
interested members of the public. 


DOC's October 1983 regulatory 
agenda includes all regulatory activities 
that are expected to be conducted 
during the period October 1, 1983, 
through September 30, 1984. Regulatory 
developments ing after August 26, 
1983 for agenda items will be reported in 
the next agenda. 

FOR FURTHER INFORMATION 
CONTACT: For additional information 
about a specific regulatory action listed 
in the agenda, contact the individual 


Legislation and Regulation, U.S. 


Department of Commerce, Washington, 
D.C. 20230, Telephone: (202) 377-1328. 


For information on this edition of the - 


- agenda contact: Robert B. Ellert, 


Assistant General Counsel for Economic 
Affairs and Regulation, U.S. Department 
of Commerce, Washington, D.C.-20230, 
Telephone: (202) 377-5394. 


SUPPLEMENTARY INFORMATION: 
On February 17, 1981, President Reagan 
signed EO 12291. That EO requires all 
executive agencies to publish 
semiannually an agenda of those 
regulations that are under consideration. 
Office of Management and Budget 
(OMB) Bulletin No. 83-15, issued June 28, 
1983, establishes guidelines and 
procedures for the preparation and 
publication of the October 1983 
Regulatory agendas for all Federal 
departments and agencies. The EO and 
the OMB Bulletin require that each 
agenda report the following information 
on all regulatory activities being 
conducted or planned to be conducted 
by the agency during the twelve month 
period succeeding publication: the title 
of the regulation; the name, title, address 
and phone number of an agency person 
who is knowledgeable about the 
regulation; whether the regulation has or 
is expected to have a significant 
economic impact on a substantial 
number of small entities; the section(s) 
of the Code of Federal Regulations 
(CFR) which affects or will be affected 
by the action; the séction of the United 
States Code (USC), Public Law (PL), or 
Executive Order (EO) that authorizes 
the action; an abstract describing the 
problem the regulation addresses, 
alternatives to the regulation being 
considered, and potential costs and 
benefits of the action; and a timetable of 
dates and, if available, Federal Register 
citations for past and future stages of 
the action. 


The Regulatory Flexibility Act 
requires agencies to prepare a 
regulatory flexibility analysis (RFA) 
where there is a positive finding that a 
rule will have a significant impact on a 
substantial number of small entities. The 
EO requires agencies to prepare a 
regulatory impact analysis (RIA) for any 
regulation considered to be a “major 
rule” as defined in the EO. 


The OMB Bulletin also requires that 
regulations designated for priority 
development or review by the agency 
head or the President's Task Force on 
Regulatory Relief, and regulations which 
are “major rules” within the meaning of 
the EO be designated in the agenda as 
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“priority.” The Department also 
designates all rules required to be 
reviewed, revised or issued by a Court 
Order; those rules or revisions whose 
issuance is needed to protect the public 
or the environment; and those revisions 
whose issuance furthers the regulatory 
reform and relief goals of the 
Administration as “priority.” The OMB 
Bulletin also requires that all regulations 
issued or withdrawn, and all reviews 
completed since publication of the 
preceding agenda, be listed with the 
following information: the title of the 
regulation; the name and phone number 
of the agency contact person; the 
Federal citation of the final 
action, if available; and the final action 
taken including the reason therefore. 


Explanation of Information Contained in 
the Agenda 

Within the Department, the Office of 
the Secretary and various operating 
units may issue regulations. Operating 
units such as the National Oceanic and 
Atmospheric Administration (NOAA), 
the International Trade Administration 
(ITA), and the Patent and Trademark 
Office (PTO) issue the greatest share of 
the Department's regulations, while 
other operating units such as the 
Minority Business Development Agency 
(MBDA) currently have no regulations in 
effect. 


The abbreviations and names of the 
organizational units and subunits 
reporting regulatory activities in this 
agenda are as follows: 

Office of the Secretary (OS) 
Assistant Secretary for 
Administration (ADM) 
Bureau of Economic Analysis (BEA) 
Bureau of the Census (CENSUS) 
Economic Development Administration 

(EDA) 

International Trade Administration 

(ITA) 

National Bureau of Standards (NBS) 
National Oceanic and Atmospheric 
Administration (NOAA) 
Office of the Administrator (OA) 
National Marine Fisheries Service 
(NMFS) 
‘National Ocean Service (NOS) 
Office of Minerals and Energy 
(OME) 
Office of Ocean and Coastal 
Resource Management 


National Telecommunications and 
Information Administration (NTIA) 

Office of Productivity, Technology and 
Innovation (OPTT) 

Patent and Trademark Office (PTO) 
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boc 


Under the subheading “TIMETABLE”, 
“ANPRM"” stands for Advance Notice of 
Proposed Rulemaking, and “NPRM” 
stands for Notice of Proposed 
Rulemaking. Under the subheading 
“ADDITIONAL INFORMATION” is 
indicated whether a RIA and/or a RFA 
is required, whether such documents are 
available, and the availability of other 
documents such as Environmental 
Assessments or Environmentak Impact 
_ Statements. Under the subheading 
“ANALYSIS” this information is also 
indicated. 

The Department's.agenda lists 134 
regulatory actions. Of these, 61 are 
priority current and projected 
rulemakings of which four have been 
determined to be “major rules” for the 
purpose of EO 12291 and which 
therefore require preparation of a 
Regulatory Impact Analysis (RIA). 
Thirty-seven regulatory actions are non- 
priority current and projected 
rulemakings. The Department is 
reviewing four existing regulations; two 
are priority and two are non-priority. 
Finally, there were 32 “completed 
actions” of which 15 were priority and 
17 non-priority. Nineteen regulations 
potentially will have a “significant 
economic impact on a substantial 
number of small entities” within the 
meaning of the Regulatory Flexibility 
Act and therefore require the 
preparation of a’ Regulatory Flexibility 
Analysis (RFA). 

In addition, Department units have or 
will undertake economic analyses and 
initial RFAs of 12 regulations listed in 
the agenda even though these are not 


“major rules” with the meaning of EDO 
12291 or rules, which on their face, have 
a “significant economic impact on a 
substantial number of'small entities.” In 
these instances, the agency involved, in 
conjunction with the Office of the 
General Counsel, has determined that 
such an analysis will contribute. to.the 
development of cost effective rules. 

A large number of the regulations 
presented in the agenda deal with 
fishery management programs of 
NOAA's National Marine Fisheries 
Service (NMFS). To avoid repetition of 
programs and definitions, as well as to 
provide some understanding of the 
technical and institutional elements of 
the NMFS programs, a section on 
“Explanation of Information Contained 
in.NMFS Regulatory Entries” is provided 
below. 

Explanation of Information Contained in 
NMFS Regulatory Entries 

The Magnuson Fishery Conservation 
and Management Act of 1976 (16 USC 
1801. et seq.{Act) requires that a 
preliminary fishery management plan 
(PMP) be prepared for all fisheries 
within a fishery conservation zone 
(FCZ) fished in by foreign fishing 
nations. The FCZ refers to those waters 
from the outer edge of the United States 
territorial sea to a distance of 200 miles. 
Fishery management plans (FMPs) are 
to be prepared if those fisheries require 
conservation and management’ - 
measures. Although PMPs apply only to 
foreign fishing, the FMPs regulate both 
foreign and domestic fishing. When 
promulgated, the FMPs supersede the 
PMPs. Under the Act, eight Regional 


Fishery Management Councils 
(Councils) prepare FMPs for fisheries 
within their respective areas. In the 
development of such plans and their 
implementing regulations, the Councils 
are required by law to conduct public 
hearings on the draft plans and to 
consider the use of alternative means of 
regulating. 

The Council process for developing 
FMPs makes it difficult for NMFS to 
determine the significance of some 
regulatory actions under consideration 
at the time the semiannual regulatory 
agenda is published. Frequently, NMFS 
does net have specific plan objectives or 
alternatives for management since the 
Councils may not have-approved or 
submitted plans to the Secretary of 
Commerce for réview, adoption, and 
implementation. 

Another large number of regulatory 
actions reported in the agenda are 
proposed or fina! Federal Information 

ing Standards (FIPS), issued by 
the National Bureau of Standards under 
Pub. L. 89-306. FIPS consist of standards 
and guidelines to improve Federal 
Government use and management of 
computers and information technology. 
The standards, while often of great use 
to industry and the public, apply only to 
the Federal Government. In developing 
the standards and guidelines, and in 
providing technical guidance and 
coordination to Federal agencies, NBS 
works closely with private industry 
standard-setting organizations. 
Malcolm Baldrige, 
Secretary of Commerce. 


Office of the Secretary—Current and Projected Rulemakings 


Title 


*Age Discrimination Act of 1975: implementation 


Office of the Secretary—Existing Regulations Under Review 
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Bureau of the Census—Current and ee Rulemakings 


= Re Me oe Pd 


Lilies atintamcanitissishainn tus Rnem dln tenes Pons iad Reis dandccontinanictao beet achniphentEe cease eapend | 
pe a as Ps oy FO 


Economic Development Administration—Current and Projected Rulemakings 











ene anne ae eee Sones Paes Marine Sow ———— 0610-AA03 


0610-AA05 
0610-AA07 
0610-AA10 
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International. Trade Administration—Current and Projected Rulemakings—Continued 


Title 


<Techeiaas Data; Part. 379 of the Export Administration Seman: aia gel M tastes 
*Export Licensing General Policy, Part 370 of the Export Administration Regulations. nies ctanincthienihiliiagidnetglite eat 
Effect. of- imported. Articles. on. the: National: SeCurity..........------..cecccecnsccnssmnesseensenseeneseveeessnssteesnneeseuneeneesnestneraneneeenaneestonssssenents 

ae *Special Nuclear ey Part 378 of the nsteamtras Administration ception 


International Trade a ee Actions 


Title 


| FIPS. for identification. of Hydrologic Units in United States and the Caribbean Outlying Areas... 


| FIPS for Computer Data integrity 
BO UI I istnesisesnpsennennscnv echinacea nhac ig ie Ne ace gas ai 
| Revision to FIPS 21-1, COBOL 
FIPS for Storage Module Interfaces 

| FIPS for Transport. Protocol 
FIPS for Pascal Programming : 

| FIPS for Alphanumeric Computer Se Ere 
| Revision to FIPS 10-3, Countries, Dependencies, Areas of Special. Sovereignty and Their Principal AdministrativeDivi- 
| SHOMS ....-.-eseeeececseeeceneetennnecenscenennnenseneneeevnmenssnentesssnnenseeseneseemnstisnnnnnnnnnsannesensensnmnttnnnstnansaneesstenanaesestnntansstsensecenanssetemnmtnentenesetee 
| FIPS for Local Networks Baseband Carrier Sense Multiple Access with Collision Detection; Physical Layer Specifica- 
| tions and. Link Layer Protocol 

Revisions to. FIPS 1-1 and 2; Code for information Interchange, its Representations, Subsets, and Extensions and 
| Perforated Tape Code for information interchange 

FIPS for Session Protoce! Standard 
Revision to FIPS 70, Representation of Geographic Point Locations for information interchange 
\F FIPS for — Transfer Protocol 


National Bureau of ar Actions 


Title 


FIPS 98, Message Format for Computer Based Message Systems..... 

Pavdsion 0: FPG. OSE: 1/0) Comal Wiaiaraiiiisa ctsbitipieincsesntinsctiecnciniinisaneniicnteest tarssthanticintiigttsn cape tihimitipdidasppcaiccabenidistillital ‘d 

Revision to FIPS 63, Operational Specifications for Variable Block Rotating Mass Storage 

Joint Fed. Telecommunication Std. & FIPS 100, Interface Between Data Terminal Equip. & Data Circuit-Terminating 
Equip. for Operation With Packet-Switched Data: Communications Networks ..........-....---.-.---ces-se:ssesnsnsnerssensneneneennenesenes 3 
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National Oceanic and Atmospheric Administration—Current and Projected Rulemakings 


“Amendment No. 3 to the Mackerel, Squid & Butterfish Fishery Management Pian: Implementing Regulations 
*Precious Coral Fisheries of the Western Pacific Region Fishery Management Plan: Implementing 
“Ocean Salmon Fisheries off the Coasts of Washington, Oregon, and California Management Plan: implementing 


King Crab (Bering Sea/Aleutian Islands) Fishery Management Plan: Eecniaonine feenaaians 
‘Coral & Coral Reefs in the Gulf of Mexico & the South Atlantic Fishery Management Pian: implementing Regulations .. 


Designated Critical Habitat: Designation of Critical Habitat for the Hawaiian Monk Seal 
Guidelines for Fishery ishery Management Plans (FMPs); Contents of FMPs: Format for FMP; Procedures for Development, 
and Management Plans. 


Preemption of State Authority under Section 306(b) of the Magnuson Fishery Conservation & Management Act 
interagency Coordination for Endangered Species 
Pransases Futiery Paeducte, Processed Products Theseol & Cortein Other Processed Food Products: U.S. Standards 


ishery Products, Processed Products Thereof 4 Certain Other Processed Food Products: U.S. Standards 
for Grades of Frozen Fish Blocks & Products Made Therefrom ETC 
Processed Fishery Products, Processed Products Thereof & Certain Other Processed Food Products: Standards for | 


Regulations Governing the Taking & importing of Marine Mammals: Taking by State & Local Government Officials 
Marking Requirements for the importation, Exportation, & interstate Transportation of Fish or Wildlife 


Plan (FMP) - Regulatory Amendment to Change Pot Storage Areas 


Amendment No. 3 to the High Seas Saimon Fishery Management Pian: implementing Regulations 

Bluefish Fishery of the Northwestern Atiantic Ocean Management Plan: implementing Regulations 

Amendment No. 11 for the Groundfish of the Gulf of Alaska Fishery Management Pian: Implementing Regulations 
Amendment No. 1 to the Bering Sea Groundfish Fishery Management Plan: implementing Regulations 

Amendment No. 2 to the Stone Crab Fishery of the Gulf of Mexico Management Plan: Implementing Regulations 
Amendment No. 2 to the Spiny Lobster Fishery Management Pian: Implementing Regulations 

Amendment No. 5 for the Northern Anchovy Fishery Management Pian: Implementing Regulations 

aking of Marine Mammals Incidental to Space Shuttle Launches 

ee ee rae implementing Regulations Prescribing 1984 and 1985 Prohibited 


* * *@ 
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ER Shnaele GRE RRS ee 
Oe ara, ee a iT tad 9 yt 9 ii, ities EROS elke 


Reguiations Governing the Taking & Importing of Marine Mammals: Notice & Heering on Section 109 Regutations 
‘oahabte ar beak Teoman Ghaug Ganeican Meee eae bale 
: | ii t < it rl lati . P,P eo 


National Oceanic and Atmospheric ere ee Actions 
Beate Ss cue hare ve de eat Ol Be a) 


Title 


Regulations 

*Amendment No. 4 to the Bering Sea Groundfish Fishery i j 
*Amendment No. 5 to the Bering Sea Groundfish Fishery Management Pian: implementing Regulations 
*1983 Foreign Fishing Fees. 

American Lobster Fishery implementing 

“Amendment No. 7 to On Toons Ooch Pain tease ten 


Regulations ..... 
the Taking & importing of Marine Mammais: Special Exceptions 
Regulations Governing the Taking & importing of Marine Mammals: Transfer of Management Authority o Stas 
“Emergency Authority 


Sanctuary Program 
* Cocntnatien. oi Rasuar@-padaite- teamed ieaaeee Projects 
Paley and Procedures Reparang isos of ntrmation and NOAA Employes Testimony Ligation nat woh 


Se ee ee sl 
; Public information, Public ‘Accessibility to NOAA information Under the Administrative Procedure | 
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Washington, DC 20230, 202 377-4993 
RIN: 0690-AA00 


2. DOC IMPLEMENTING 
REGULATIONS TO FEDERAL 
ACQUISITION REGULATION 


Priority: Agency Determination 
Legal Authority: 41 USC 251; EO 12352 
CFR Citation: 48 CFR 1 to 53 


Abstract: The General Services 
Administration and the Department of 
Defense are jointly issuing a Federal 
Acquisition Regulation (FAR) which 
will establish uniform policies and 
procedures for the acquisition of 
supplies and services by all executive 
agencies. The FAR will replace the 
Federal Procurement Regulation (FPR) 
and the Defense Acquisition Regulation 
(DAR) and is intended to be a 
simplified, more understandable and 
unified version of the FPR and the 
DAR. The FAR is expected to be 
published in final form by October 1, 
1983. Executive agencies are expected 
to implement the FAR by April 1, 1984. 
Even though agencies are advised to 
control and limit issuance of 
supplemental implementing regulations 
and not repeat, paraphrase or restate 
FAR material, substantial agency 


1983 / Unified Agenda 


Patent and Trademark Office—Current and Projected Rulemakings—Continued 


Current and Projected Rulemakings 


regulations are still anticipated to 
supplement the FAR which is projected 
to consist of about 2,000 pages. The 
extent of specific FAR parts requiring 
supplemental agency regulations cannot 
be readily determined at this time. 


Timetable: — 
Action 


Final Action _ 
Final Action 
Effect 

Small Entity: Undetermined 
Additional information: A RIA is not 
required and will not be prepared. At 
this time it is not known whether a 
RFA is required. 


Affected Sectors: Aili 


Agency Contact: John H. Danmeyer, 
Chief, Procurement Policy Division, 
Department of Commerce, Office of the 
Secretary, Office of Procurement 
Services, 14th & Constitution Ave., 
N.W., Washington, DC 20230, 202 377- 
4248 


RIN: 0690-AA05 


Date FR Cite 


04/01/84 
04/01/84 


3. C@ENFORCEMENT OF 
NONDISCRIMINATION ON THE BASIS 
OF HANDICAP IN DEPARTMENT OF 
COMMERCE PROGRAMS 

Priority: Agency Determination 

Legal Authority: 29 USC 794; EO 12250 
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CFR Citation: 15 CFR 8c 

Abstract: Regulations will be proposed 
providing for the enforcement of 
Section 504 of the Rehabilitation Act of 
1973, as amended. These regulations 
will ensure programatic and physical 
accessibility for handicapped 
individuals in Department of Commerce 
activities. 


Timetable: 
Action Date 


NPRM 12/30/83 

NPRM Comment 12/30/83 
Period Begin 

NPRM Comment 03/01/84 
Period End 

Final Action 

Final Action 
Effective 


05/00/84 
06/00/64 


DEPARTMENT OF COMMERCE (DOC) 


Office of the Secretary (OS) 


4. PUBLIC INFORMATION, FREEDOM 
OF INFORMATION (FEES) 


Legal Authority: 5 USC 552 
CFR Citation: 15 CFR 4 


propose revisions to the regulations. 


Timetabie: 
Action + 
Begin Review 
End Review 
Small Entity: No 
Additional information: Neither an RIA 
nor an RFA would be required or 
prepared if it is decided to propose 
revisions to these regulations. 


Affected Sectors: Ali 


Date 


07/00/84 
08/00/84 


DEPARTMENT OF COMMERCE (DOC) 


Office of the Secretary (OS) 


COMPLETED RULEMAKINGS 
5. INTERGOVERNMENTAL REVIEW OF 
FEDERAL PROGRAMS 


Legal Authority: EO 12372 
CFR Citation: 15 CFR 13, (New) 


Abstract: EO 12372 establishes new 
procedures to provide State and local 


Authority: 22 USC 3101 to 3108 


CFR Citation: 15 CFR 806.15(h); 15 CFR 
806.15() 


requirements of the Order and will 
provide for more effective participation 
by State and local governments. 


Timetable: , 
Action Date FR Cite 


NPRM 01/24/83 48 FR 03096 
NPRM Comment 01/24/83 48 FR 17101 
Period Begin 
NPRM Comment 05/19/83 
Period End 
Final Action 
Final Action 
Effective 


Small Entity: Not Applicable 





06/24/83 
09/30/83 


FR 29126 
FR 29126 


Abstract: Raise the exemption level for 
the quarterly and annual surveys of 
foreign direct investment in the U.S. in 
order to reduce the number of reports 
required to be filed by the public. 


Current and Projected Rulemakings 


Smaii Entity: No 

Affected Sectors: None 
Government Levels Affected: Federai 
Agency Contact: Howard Grimmett, 
Chief, EEO Division, Department of 
Commerce, Office of the Secretary, 
Office of Civil Rights, 14th and 
Constitution Avenue, N.W., 
Washington, D.C. 20230, 202 377-5691 


RIN: 0690-AA06 


Existing Regulations Under Review 


Comeppene leangiy AONE ane. 


Agency Contact: Geraldine P. LeBoo, 
Department of Commerce, Office of th 
Secretary, Information Management 
Division, 14th & Constitution Avenue, 
N.W., Washington, D.C. 20230, 262 377- 
3271 


RIN: 0690-AA04 


Completed 


Additional information: Neither an RIA 
nor an RFA is required or will be 
prepared. 


Affected Sectors: None 
Government Levels Affected: Locai, 
State 


Associate General Counsel, Department 
of Commerce, Office of the Secretary, 
Legislation and Regulations, 
Washington, DC 20230, 202 377-1328 
RIN: 0690-AA02 

BILLING CODE 3510-BW-T 


Current and Projected Rulemakings 


Timetabie: 


Action Date 


NPRM 10/15/83 
NPRM Comment 10/15/83 
Period Beai 


FR Cite 
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DOC—BEA 


Date 
41/15/83 


‘Comment 
End 


12/29/83 
01/01/84 


Legal = 5 USC 192; 15 USC 
189a; 13 USC 8 


CFR Citation: 15 CFR 50.1; 15 CFR 50.15; 
15 CFR 50.20; 15 CFR 50.25; 15 CFR 50.30; 


services and studies will be proposed. 
Section 50.1 needs to be revised to 

- delete references to unpublished data 
from the 1960 Census of Population and 
Housing, enumeration district maps, 


are no viable alternatives to the 


regulations. 


Smaii Entity: No 
Affected Sectors: Ail 
Government Levels Affected: Federal 


and housing data from the 1960 Census 
of Housing. Section 50.30, the fee 
structure for Foreign Trade Shipping 
Statistics will be revised to reflect the 
new fee structure. The elimination of 15 
CFR 50.15, 50.20, 50.25, and 50.35 will be 


NPRM 05/06/83 48 FR 20432 
NPRM Comment 05/06/83 - 

Period Begin 
NPRM Comment 06/06/83 

Period End 
Final Action 


09/15/83 


“FR Cite 
47 FR 19962 
47 FR 19982 





05/10/82 


07/10/82 47 FR 19962 


12/00/83 


Final Action 12/00/83 


Effective 
Small Entity: No 
Additional information: Neither an RIA 
nor an RFA is required or will be 
prepared. 
Analysis: See “Additional information” 
Contact: James F. Marten, 


Agency 
Deputy Chief Counsel, Department of 
Commerce, Economic Development 


Current and Projected Rulemakings 


Contact: George R. Kruer, 
Chief, International Investment 
Division, Department of Commerce, 
Bureau of Economic Analysis, 1401 H 
Street, N.W., Room 608 Tower Building, 
Washington, D.C. 20230, 202 523-0657 


RIN: 0691-AA01 
BILLING CODE 3510-BW-T 


Current and Projected Rulemakings 


2 09/15/83 Ps 


Final Action 
Efiect 

Smali Entity: No 

Additional information: Neither an RIA 

nor an RFA is required or will be 

prepared. 

Affected Sectors: Multiple 

Agency Contact: Sherry Courtland, 

Chief, Program & Policy Development 

Ofc., Department of Commerce, Bureau 


of the Census, Rm. 2419, FB 3, 
Washington, DC 20233, 301 763-2758 


RIN: 0607-AA00 
BILLING CODE 3510-BW-T 


Current and Projected Rulemakings 


Administration, Operations and 
Administration, Washington, DC 20230, 
202 377-5441 


RIN: 0610-AA03 


9. GENERAL REQUIREMENTS FOR 
FINANCIAL ASSISTANCE - DESIGN, 
CONSTRUCTION OF BUILDINGS TO 
ACCOMMODATE THE PHYSICALLY 
HANDICAPPED 


Legal Authority: 42 USC 4151 to 4156; 
42 USC 3211; EO 12185; DOC izati 
Order 10-4, as amended 


CFR Citation: 13 CFR 309.14 


Abstract: The existing regulation will 
be amended to reflect the most recent 
(1980) standards of the American 
National Standards Institute (ANSI) for 
handicap accessibility as well as the 
“Minimum Guidelines and 
Requirements for Accessible Design™ 
published by the Architectural and 





crument Per02/15/84 
im Final 


Final Action 03/00/84 
Final Action 03/00/84 
Effective 


nor an RFA is required or will be 
prepared. 


Affected Sectors: Multiple 
Government Levels Affected: Local, 
State 


Commerce, Economic Development 
Administration, Operations and 
Administration, 14th & Constitution 


Authority: 40 USC 3211; EO 12185; 
DOC Organization Order 10-4, as amended 


CFR Citation: 13 CFR 314 


STANDARDS: REAL PROPERTY 
Legal Authority: 42 USC 3211; EO 12185, 
0-4 amended 


need not contemplated when the 


x 


acquired ees with Federal 
funds will be revised to clarify EDA 
policy regarding the authorized use and 
disposition of grant property (real 
property) and in particular requirements 
regarding the lease and/or sale of such 
property. In addition, revisions will 
clarify present requirements for 
determining the appropriate amount of 
compensation due the Federal 
Government upon the sale of real 
property acquired or improved with 
grant funds. 

Timetable: 


Action 


Beg Comment 
Period on 
Interim Final 

interim Final Rule 12/00/83 

End Comment 02/00/84 
Period on 
interim Final 

Final Action 

Final Action 
Effective 


Small Entity: No 

Additional information: Neither an RIA 
nor an RFA is required or will be 
prepared. 


Affected Sectors: Multiple 


Government Levels Affected: Local, 
State 


Agency Contact: James F. Marten, 
Deputy Chief Counsel, Department of 
Commerce, Economic Development 
Administration, Operations and 
Administration, 14th & Constitution 
Ave., N.W., Room 7009 Washington, 
D.C. 20230, 202 377-5441 


RIN: 0610-AA07 


Date 
12/00/62 


03/00/64 
03/00/84 


regulation was originally drafted. This 
proposed amendment would permit the 
Assistant Secretary for Economic 
Development to waive the prohibition 
against placing a mortgage on property 
which has already been financed by an 
EDA public works grant, if certain 
conditions are met. The conditions for 
waiver are the same as those which 
must be met by EDA applicants who 


Legal Authority: 42 USC 3211; EO 12185; 
DOC Organization Order 10-4, as amended 
CFR Citation: 13 CFR 3027; 13 CFR 
305.5 


Abstract: These amendments in concert 
with each other promote the purpose of 
the Emergency Jobs Act by ensuring a 
fairer distribution of the limited funds 
available to EDA under that Act and by 
ensuring that projects located in areas 
of relatively greater economic distress, 
as indicated by unemployment rates, 
receive a proportionately greater share 
of Federal funding. 

Timetable: 

Action Date FR Cite 


interim Final Rule 05/23/83 48 FR 23154 
Final Action 11/00/83 
Final Action 12/00/83 

Effective 


Smaii Entity: No 

Additional information: A RIA is 
required and is being prepared. A RFA 
is not required and will not be 
prepared. Because the interim rule was 
issued to respond to an emergency, 
only a final RIA will be prepared. 


Affected Sectors: Multiple 
Government Levels Affected: Locai, 


Analysis: Final RIA 12/00/83 

Agency Contact: James F. Marten, 
Deputy Chief Counsel, Department of 
Commerce, Economic Development 
Administration, 14th and Constitution 
Avenue, N.W., Room 7009, Washington, 
DC 20230, 202 377-5441 


RIN: 0610-AA10 


Completed Actions 


seek to-place a mortgage on the : 
property which is to be financed by an 
EDA public works grant. The benefits 
are that grantees will have the ability 

to raise needed funds from the private 
sector. The costs are a very slight risk 
that a public facility may lose its public 
character. The alternative of not 
amending this regulation was 

considered and rejected. 
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James 
Deputy Chief Counsel, Department of 
Commerce, Economic Development 
Administration, Operations and 
Administration, Washington, DC 20230, 


13. CIVIL RIGHTS REQUIREMENTS 
FOR EDA ASSISTED PROJECTS 


Legal Authority: 29 USC 794 Rehabilita- 
tion Act of 1973 as amended; EO 12250 


CFR Citation: 13 CFR 311.1; 13 CFR 
311.3(d) 

Abstract: This regulation needs to be 
amended in order to incorporate - 
pertinent portions of a recent DOC 
regulation (15 CFR 8(b))which 
establishes procedures and policies to 
assure nondiscrimination based on 
handicap in programs and activities 
receiving Federal financial assistance 
from DOC. The DOC regulation already 
applies to EDA financial recipients and 
this amendment is being undertaken so 
that EDA financial recipients will not 
have to refer to non-EDA issued 
regulations to be aware of or 
understand their responsibilities. 
Consequently, these regulations impose 
no additional costs or provide any 
additional benefits other than to 
provide an administrative aid to 
recipients. 


international Trade Administration (ITA) 


14. EXPORT ADMINISTRATION 
REGULATIONS 


Priority: ‘Major, Task Force 
Legal Authority: 50 USC App. 2401 et 


seq Export Admin. Act of 1979; EO 12002; 
EO 12214 


CFR Citation: 15 CFR 368; 15 CFR 370 to 
376; 15 CFR 378; 15 CFR 379; 15 CFR 385; 
15 CFR 386; 15 CFR 390; 15 CFR 399 


Abstract: The existing regulations 
provide procedures for the 
administrative programs required to 
carry out the Department's 
responsibilities for regulating exports of 
U.S. goods and technology for purposes 
of national security, foreign policy, and 
short supply. Review of these 
regulations to remove artificial barriers 
to small business exports was initiated 
by the President's Task Force on 
Regulatory Relief. Revisions to the 
regulations will be proposed to improve 
organization, indexing, simplify 
language, eliminate unnecessary 
administrative requirements and 


obsolete provisions, reduce 
documentation requirements, review 
certain policy issues, and lessen the 
compliance burden. Economic impacts 
will be reviewed and addressed. A 
more readable and understandable set 
of regulations with reduced 
administrative and documentation 
requirements will result from these 
revisions. This should considerably aid 
small business in making exports. 


Timetable: 


"FR Cite 
47 FR 18613 


Date 
04/30/82 





ANPRM on Policy 10/12/82 47 FR 44747 
Review 


Interim Final Rule 12/29/82 47 FR 58122 

Beg. Comment 12/29/82 
Per. for interim 
Rule 

End Comment 
Per. for interim 
Rule 


02/28/83 


Completed Actions 


Timetable: 
Action 


interim Final Rule 11/24/82 
11/24/82 


Date FR Cite 


47 FR 52976 
47 FR 52976 


01/24/83 47 FR 52976 


07/25/83 48 
07/25/63 48 


FR 33698 
FR 33698 


Additional information: Since this 
regulation just repeats in a different 
section of CFR responsibilities already 
imposed, neither an RIA nor an RFA is 
required or will be prepared. 


Affected Sectors: Multiple 


Government Levels Affected: Local, 
State 


Analysis: See Additional information 
Agency Contact: James F. Marten, 
Deputy Chief Counsel, Department of 
Commerce, Economic Development 
Administration, Operations and 
Administration, Washington, DC 20230, 
202 377-5441 


RIN: 0610-AA02 
BILLING CODE 3510-BW-T 


Current and Projected Rulemakings 


FR Cite 


Multiple NPRMs 05/00/84 
March 83 - May 
84 

Final Action 09/00/84 


Small Entity: Yes 


Additional Information: An RIA and an 
RFA are required. The RFA will be 
included in the RIA which is being 


_ prepared. Section 13({a) of the Export 


Administration Act of 1979 exempts 
these regulations from the public 
participation in rulemaking procedures 
of the Administrative Procedure Act (5 
USC 553). 


Affected Sectors: Multiple 

Analysis: See Additional Information 
Agency Contact: John K. Boidock, 
Department of Commerce, International 
Trade Administration, Office of Export 


Administration, Washington, DC 20230, 
202 377-2118 


RIN: 0625-AA00 
CSRS TO ap em 01 2 eR RNR RN 
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DOC—ITA 


15. ENERGY REGULATION 1, 


relating to contracts and orders needed 
to maximize domestic energy supplies 
were first proposed in August 1977 as a 
separate part to the CFR {42 FR 43038). 
These regulations will now be included 
in the new Defense Priorities and 
Allocations System regulations now in 
proposed form as 15 CFR 350. 


Date FR Cite 
06/02/81 46 FR 29662 


nor an RFA is required or will be 
prepared. The regulations would impose 
only a minimal recordkeeping and 
administrative burden on any 
individual entity subject to them. 
Section 709 of the Defense Production 
Act exempts the promulgation of these 
rules and regulations from the 
rulemaking procedures of the 
Administrative Procedure Act (5 USC 
553). 


Affected Sectors: Multiple 

Agency Contact: Iain S. Baird, 
Director, Department of Commerce, 
International Trade Administration, 


Priorities & Allocations Div., Ofc. of 
Industrial Resource Admin., 


Legal Authority: 50 USC App. 2061 et 
seq Defense Production Act of 1950; EO 
10480 


CFR Citation: 15 CFR 330 to 322; 15 CFR 
340 to 343; 15 CFR 350 to 354 

Abstract: To implement those priorities 
and allocation authorities of Title I of 
the Defense Production Act of 1950, as 
amended, that are assigned to the 
Office of Industrial Resource 
Administration, a new regulatory 
system was proposed that: 1) 
consolidates the existing regulations 
and eliminates duplication; 2) is clearly 
written, organized and presented; and 
3) provides for an efficient and effective 
priorities and allocations system 
designed to meet likely future 
challenges and demands. Public 
comments received were 
overwhelmingly in favor of the 
proposed regulations. The benefit of 
these regulations will be a regulatory 
system that will be easy to understand 
and use, without any increase in cost or 
burden to the public. 

Timetable: 

Action Date FR Cite 


NPRM 06/02/81 46 FR 29662 
NPRM Comment 06/02/81 46 FR 29662 
Period Begin 
NPRM Comment 08/31/81 
Period End 
Final Action 
Final Action 
Effective 
Small Entity: No 
Additional information: Neither an RIA 
nor an RFA is required or will be 
prepared. The regulations will impose 
only minimal recordkeeping burdens. 
Section 709 of the Defense Production 
Act exempts the promulgation of rules 
and regulations from the rulemaking 
procedures of the Administrative 
Procedure Act [5 USC 553). 
Affected Sectors: Muttipie 
Analysis: See Additional information 
Agency Contact: iain S. Baird, 
Director, Department of Commerce, 
International Trade Administration, 
Priorities & Allocations Div., Ofc. of 


Indusirial Resource Admin., 
Washington, DC 20230, 202 377-3695 


RIN: 0625-AA03 


12/30/83 
12/30/83 


17. GENERAL REGULATIONS 
GOVERNING FOREIGN TRADE ZONES 
IN THE UNITED STATES, WITH RULES 
OF PROCEDURES 


Legal = 19 USC 81a et seq For- 
eign-Trade Zones Act of 1934 


Current and Projected Rulemakings 


CFR Citation: 15 CFR 400 

Abstract: Revision of the regulation is 
needed to administer the Foreign-Trade 
Zones Act of 1934, as amended, *= 
provide for the establishment, 


entry of the 
United States. At the time the ANPRM 
was published the emphasis was on 
changing the rules to provide improved 
guidance to the public on procedures 
and criteria followed in making 
lecisi : ial 
subzones and operations detrimental to 
the public interest. Since that time, it 
has been decided to propose revisions 
to the entire 15 CFR 400 in order to 
update-the language and conform it to 
current CFR format. 
Timetable: 
Action Date FR Cite 


ANPRM 10/14/80 45 FR 67681 
ANPRM Comment 10/14/80 

Period Begin 
ANPRM Comment 12/15/80 

Period End . 
NPRM 02/18/83 
NPRM Comment 02/18/83 

Period Begin 
NPRM Comment 04/19/83 

Period End 
Final Action 
Final Action 

Effective 
Smaii Entity: No 
Additional information: These rules 
apply to approximately 75 zones and 
subzones throughout the United States. 
Of the 1500 companies using these 
zones, 900 do so on a full time basis. 
This level of activity is not sufficient to 
classify these rules as major under 
Executive Order 12291. Accordingly, no 
RIA is required or will be prepared. No 
RFA is required or will be prepared. 


Affected Sectors: Mullipie 


Government Levels Affected: Local, 
State 

Analysis: See Additional information 
Agency Contact: John L. Evans, Deputy 
to the, Department of Commerce, 
International Trade Administration, 
Deputy Asst. Sec. for import Admin., 
Washington, DC 20230, 262 377-1788 


RIN: 0625-AA04 
ASO ARES EN ATE NS TE 


18. ADJUSTMENT ASSISTANCE FOR 
FIRMS AND INDUSTRIES 


Legal Authority: 19 USC 2341 et seq 
CFR Citation: 15 CFR 320 


09/00/83 
10/00/83 
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Legal Authority: 19 USC 1202; PL &89- 


08/01/83 

Comment 09/01/83 
iod Begin 

Comment 10/15/83 
End 


11/01/83 
11/01/83 
ffective 


Small Entity: No 
Additional information: Neither an RIA 
nor an RFA is required or will be 

The regulations affect fewer 
than 10 entities and will not increase 
the information collection burden on 
the public. 


Legal Authority: 19 USC 1303; 19 USC 
1671 et seq 


CFR Citation: 19 CFR 353; 19 CFR 355 
Abstract: Certain unfair trade practices 


by foreign governments that could be 
as dumping or subsidization 


escape detection by petitioners and the 
Department. While certain constraints 
are imposed by the statutes, the 
relevant Codes, and the effects on U.S. 


care of as much of the problem as 
possible through the regulatory process. 


09/00/83 
09/00/83 


Comment 
iod Begin 
Comment. 11/00/83 
Period End 
Final Action 
Final Action 
Effective 


Smail Entity: Yes 


01/00/84 
02/00/84 


Current and Projected Rulemakings 


Additional information: An RIA and an 
RFA are required. The RFA will be 
included in the RIA which is being 
prepared. 

Affected Sectors: Multiple 

Analysis: See “Additional information” 
Agency Contact: C. Christopher Parlin, 
Acting Director, Department of 
Commerce, International Trade 
Administration, Import Administration, 
Office of Policy, Washington, D.C. 
20230, 202 377-4412 


RIN: 0625-AA08 


21. GUIDELINES FOR THE ISSUANCE 
OF EXPORT TRADE CERTIFICATES 
OF REVIEW 

Legal Authority: 15 USC 4017 
Abstract: Section 307 of PL 97-290 (15 
USC 4017) authorizes the Secretary of 
Commerce to issue, with the 
concurrence of the Attorney General, 
guidelines for the issuance of 
certificates of review setting forth the 
standards and analytical approach 
which will be applied in determining 
whether to certify an applicant's 
proposed export trade, export trade 
activities and methods of operation. 


Timetable: 

Action Date FR Cite 
First Notice of 04/13/83 48 FR 15937 
Guideli 


Second Notice of 05/00/84 
Guidelines 


Small Entity: Not Applicable 

Additional information: Neither an RIA 
nor an RFA is required or will be 
prepared. PL 97-290 (15 USC 4017) 
exempts the issuance of guidelines 
under Section 307 from the provisions 
of Section 553 of Title 5 of the United 
States Code. 


Affected Sectors: Muitipie 
Analysis: See “Additional information” 


Agency Contact: Eleanor Roberts 
Lewis, AGC for Export Trading 
Companies, Department of Commerce, 
International Trade Administration, 
Washington, D.C. 20230, 202 377-0937 


RIN: 0625-AA10 


22. EXPORT TRADE CERTIFICATES 
OF REVIEW 


Legal Authority: 15 USC 4011 et seq 
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DOCHTA 


CFR Citation: 15 CFR 325 


Abstract: The regulations set forth the 
procedures by which a person can 
obtain an export trade certificate of 
review. Title Ill of PL 97-290 (15 USC 
4011-4021} authorizes the Secretary of 
Commerce to issue, with the 
concurrence of the Attorney 
General,such certificates. A person to 
whom a certificate of review is issued 
is protected from the trebling of 
damages for any injury resulting from, 
and criminal liability for, export trade, 
export trade activities and methods of 
operation specified in the certificate. 


Date FR Cite 


12/21/82 47 FR 56972 
12/21/82 


Action 

NPRM 

NPRM Comment 
Period Begin 

NPRM Comment 01/20/83 
Period End 

Interim Final Rule 03/11/83 


05/00/83 


12/00/83 


nor an RFA nor an EIS is required or 
will be prepared. 


Affected Sectors: Muitipie 

Analysis: See Additional information 
Agency Contact: Eleanor Roberts 
Lewis, AGC for Export Trading 
Companies, Department of Commerce, 
International Trade Administration, 
Washington, D.C. 20230, 202 377-0937 


RIN: 0625-AA11 


23. @GENERAL LICENSES, PART 371 
EXPORT ADMINISTR 


OF THE ATION 


REGULATIONS 


Priority: Task Force 

Legal Authority: 50 USC App. 2401 et 
seq Export Administration Act of 1979; EO 
12002; EO 12214 


CFR Citation: 15 CFR 371 


Abstract: Part 371 of the Export 
Administration Regulations, General 
Licenses, will be revised to reduce 
required documentation and otherwise 
simplify the regulatory language 
governing the validated licensing 
program. The regulations governing 


general licenses will be revised to place 
related subjects together, reduce 
footnotes, improve readability and help 
the public locate information. 


Interim Final Rule 00/00/00 
Smaii Entity: Undetermined 
Additional information: This Regulation 


was split off from the action described 
in RIN 0625-AA00. 

Affected Sectors: Multiple 
Government Levels Affected: Federal 
Agency Contact: John K Boidock, 
Director, Office of Export 
Administration, Department of 
Commerce, International Trade 
Administration, Washington, D-C 20230, 
202 377-2118 


RIN: 0625-AA12 


24. @TECHNICAL DATA, PART 379 OF 
THE EXPORT ADMINISTRATION 
REGULATIONS 


Priority: Task Force 
Legal Authority: 50 USC App. 2401 et 


seq Export Administration Act of 1979; EO 
12002; EO 12214 


CFR Citation: 15 CFR 379 


Abstract: Existing Part 379 “Technical 
Data” of the Export Administration 
Regulations is being revised to put it in 
a simpler style and to include more 
specific definitions of various types of 
technical data: publicly available data, 
scientific and educational data, critical 
data, etc. When these revisions are 
published exporters should be able to 
determine more easily if and how their 
particular technical data is controlled. 
The revised regulation will be easier to 
read and use, and should result in 
fewer export license applications 
returned to exporters for lack of proper 
information, speedier license approvals, 
and less paperwork for Office of Export 
Administration. 


Timetable: 
Action Date 


NPRM 09/00/83 

NPRM Comment 09/00/83 
Period Begin 

NPRM Gomment 11/00/83 ~- 
Period End 


FR Cite 


Current and Projected Rulemakings 


Action Date 
interim Final Rule 00/00/00 
Smali Entity: Undetermined 
Additional information: The proposed 
text of the revision will not be 
published in the Federal Register. 
Rather, a notice will be published 
explaining the nature of the proposed 
changes and how to obtain a copy of 
the text for review and comment. 


This Regulation was split off from the 
action described in RIN 0625-AAD0 
Affected Sectors: Multiple 
Government Levels Affected: Federal 


Agency Contact: John K. Boideck, 
Director, Office of Export 
Administration, Department of 
Commerce, International Trade 
Administration, Washington, D.C. 
20230, 202 377-2118 


RIN: 0625-AA13 


25. @EXPORT LICENSING GENERAL 
POLICY, PART 370 OF THE EXPORT 
ADMINISTRATION REGULATIONS 


Priority: Task Force 
Legal Authority: 50 USC App. 2401 et 


seq Export Administration Act of 1979; EO 
12002; EO 12214 


CFR Citation: 15 CFR 370 


Abstract: Part 370 of the Export 
Administration Regulations, Export 
Licensing General Policy, is being 
revised to simplify its style and 
organization. This revision will 
consolidate much general information 
presently scattered throughout various 
parts of the regulations. An expanded 
Glossary of Terms will be included as a 
supplement to this Part, with concise 
definitions of many terms exporters feel 
are ambiguous. A simpler style and 
more logical organization of this 
regulation will provide the public with 
a clearer introduction to the Office of 
Export Administration and its export 
control program. 

Timetable: 


Action Date 


NPRM 02/00/84 

NPRM Comment 02/00/84 
Period Begin 

NPRM Comment 04/00/84 
Period End 

Interim Final Rule 00/00/00 

Small Entity: Undetermined 


FR Cite 
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Additional Information: This Regulation 
was spiit off from the action described 


Administration, Washington, DC 20230, 
282 377-2118 


RIN: 0625-AA14 


26. @EFFECT OF IMPORTED 

ARTICLES ON THE NATIONAL 

SECURITY 

Legal Authority: 19 USC 1862 Trade Ex- 

it cdtidnen aaron 2 dr abe 5 USC 
— 3 of 1979; EO 

121 


a 15 CFR 359 


Abstract: Section 359.10{a) of the 
existing regulation requires that a 
report of an investigation be organized 
into serveral sections containing 
classified and unclassified information. 
Paragraph (c) of that section requires 
that the report (excluding confidential 
material) be published in the Federal 
Register. Paragraph (a) will be amended 
to delete the report organization 
requirement and paragraph (b) will be 
amended to make it optional to publish 


either the full report or a summary 
thereof. It is impractical, time 
consuming, and not cost effective the 
organize the report, and publish the full 
report, as now required by the - 
regulation. Section 359.10{c) will also be 
amended to provide that a copy of the 
report will be available to the public 
fromthe Publications Distribution 
Office of the Department rather then at 
ITA’s Freedom of Information Records 
Inspection Facility. 
Timetable: 

Action 

Final Action 12/01/83 

Affected Sectors: None 

Agency Contact: Richard V. Meyers, 
Compliance Officer, Department of 
Commerce, International Trade 
Administration, Office of Industrial 
Resource Administration, Priorities and 


Allocations Division, Washington, D.C. 
20230, 202 377-3634 


RIN: 0625-AA15 


27. @SPECIAL NUCLEAR CONTROLS, 
PART 378 OF THE EXPORT 
ADMINISTRATION REGULATIONS 


Priority: Task Force 


DEPARTMENT OF COMMERCE (DOC) 
international Trade Administration (ITA) 


COMPLETED RULEMAKINGS 
26. WATCHES AND WATCH 
MOVEMENTS 


Legal Authority: 19 USC 1202: PL 89- 
805; PL 97-446 


CFR Citation: 15 CFR 303 


Abstract: The existing regulations 
governing watch quotas will be 
amended to incorporate the annual 
rules as an appendix and to conform to 
PL 97-446, signed into law on 01/12/83. 
PL 97-446 removes the foreign content 
limitation on insular watches and 
watch movements, establishes a new 
incentive to stimulate watch assembly 
activity in the insular possessions, and 
puts limits on the calendar year 1983 
quota allocations. A NPRM was 
published on 01/04/83 proposing annual 


rules for calendar year 1983 quota 
allocations. A revised NPRM was 
published on 02/18/83 proposing quota 
allocations rules for calendar year 1983 
in conformance with PL 97-446. 


Date FR Cite 


01/04/83 48 FR 00263 
01/04/83 


02/03/83 
02/18/83 


02/18/83 
03/21/83 


48 FR 07186 


04/25/83 48 FR 17579 


Current and Projected Rulemakings 


Legal Authority: 50 USC App. 2401 et 
seq Export Administration Act of 1979; EO 
12002; EO 12214 


CFR Citation: 15 CFR 378 


Abstract: Part 378 of the Export 
Administration Regulations, Special 
Nuclear Controls, was revised in 1980 
following a policy review, and we do 
not anticipate further significant policy 
changes. However, Part 378 will be 
further revised to make it clearer, 
reduce redundancy, and improve 
organization and readability. 
Action Date 
NPRM 08/00/84 
NPRM Comment 08/00/84 

Period Begin 
NPRM Comment 10/00/84 

Period End 
interim Final Rule 00/00/00 
Small Entity: Undetermined 
Additional Information: This Regulation 
was split off from the action described 
in RIN 0625-AA00. 
Affected Sectors: Multiple 
Government Levels Affected: Federal 
Agency Contact: John K. Boidock, 
Director, Office of Export 
Administration, Department of 
Commerce, International Trade 
Administration, Washington, D.C. 
20230, 202 377-2118 


RIN: 0625-AA16 





Completed Actions 


Action 
Final Action 
Effective 


Smaii Entity: No 

Additional information: Neither an RIA 
nor an RFA is required or will be 
prepared. The regulations affect fewer 
than 10 entities and will not increase 
the information collection burden on 
the public. 


Affected Sectors: 387 Watches, Clocks, 
Clockwork Operated Devices, and Parts 


Analysis: See “Additional information” 


Date ‘FR Cite 
04/25/83 48 FR 17579 
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Agency Contact: Frank Creel, 
Department of Commerce, International 
Trade Administration, Statutory Import 
Programs Staff, Washington, D.C. 20230, 
202 377-1660 


RIN: 0625-AA07 
BILLING CODE 3510-BW-T 


DEPARTMENT OF COMMERCE (DOC) 
National Bureau of Standards (NBS) 


40 USC 759(f); EO 


CFR Citation: 15 CFR6 


Abstract: This standard adopts the set 
of codes for Federal Government 
agencies to use in identifying hydrologic 
units. These codes identify a hydrologic 
system that divides the United States 
and Caribbean outlying areas into 21 
major regions which are further 
subdivided. The codes provide a 
standardized base for use by Federal 
water-resources organizations in the 
storage, retrieval, and exchange of 
hydrologic data; the indexing and 
inventorying of hydrologic data and 
information; the cataloging of water- 
data acquisition activities; and other 
applications. 





FR Cite 
47 FR 57745 
47 FR 57745 


Date 
12/28/82 
12/28/82 





03/28/83 
Period End 
Final Action 


Small Entity: No 


Affected Sectors: 357 Office, Computing, 
and Accounting Machines 


Government Levels Affected: Federal 
Agency Contact: Shirley Radack, 
Program Analyst, Department of 
Commerce, National Bureau of 
Standards, A209 Administration, 
Washington, D.C. 20234, 301 921-2731 


RIN: 0693-AA01 


12/00/83 


320. @FIPS FOR COMPUTER DATA 
INTEGRITY 


Legal Authority: 
11717 


40 USC 759 (ff; EO 


Abstract: This standard specifies a 
process that Federal Government 
agencies may use to detect 
unauthorized modifications, both 
intention and accidental, of data that is 
transmitted or stored in either plain 
text or cipher text form. The standard 
will enable managers of Federal data 
systems to protect data and computer 
systems through the use of 
cryptographic authentication and to 
detect intentional modifications of data. 


Timetable: 
Action Date 


NPRM 08/10/82 
NPRM Comment 08/10/82 
Period Begin 
NPRM Comment 11/08/82 
Period End 
Final Action 
Small Entity: No 
Affected Sectors: 357 Office, Computing, 
and Accounting Machines 
Government Levels Affected: Federal 
Agency Contact: Shirley Radack, 
Program Analyst, Department of 
Commerce, National Bureau of 


Standards, A209 Administration, 
Washington, D.C. 20234, 301 921-2731 


RIN: 0693-AA02 





FR Cite 


47 FR 34613 
47 FR 34613 


06/00/84 


31. @FIPS FOR PASSWORD USAGE 


Legal Authority: 40 USC 759 (f); EO 
11717 


Abstract: This standard will specify the 
factors to be considered in the design, 
implementation and use of Federal 
Government computer systems. It will 
specify certain procedures to be used in 
the generation, distribution, use, 
storage, protection, and replacement of 
passwords to enable Federal agencies 
to protect data stored and transmitted 
by computer systems. 


Completed 


NPRM 07/28/61 
NPRM Comment 07/28/81 
Period Begin 
NPRM Comment 09/30/81 

Period End 
Final Action 
Smaii Entity: No 
Affected Sectors: 357 Office, Computing, 
and Accounting Machines 
Government Levels Affected: Federal 


Agency Contact: Shirley Radack, 
Program Analyst, Department of 
Commerce, National Bureau of 
Standards, A209 Administration, 
Washington, D.C. 20234, 301 921-2731 


RIN: 0693-AA03 


06/00/84 


32. @REVISION TO FIPS 21-1, COBOL 


Abstract: This standard will adopt the 
revised American National Standard 
Programming Language COBOL for 
Federal Government use. The standard 
will promote the portability of COBOL 
programs for use on a variety of data 
processing systems and will enable 
Federal agencies and departments to 
exercise more effective control over the 
production, management, and use of 
Federal Government information 
resources. 


Timetable: 

Action Date 
NPRM 06/00/84 
Smaii Entity: No 


FR Cite 


Government Levels Affected: Federal 
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Washington, D.C. 20234, 301 921-2731 
RIN: 0693-AA04 


33. @FIPS FOR STORAGE MODULE 
INTERFACES 


Legal : 40 USC 759(f; EO 
11717 


Abstract: This standard will provide to 
mechanical, 


for the storage module class of interface 
between disk drives and their 
respective control units. It will establish 
a minimum set of requirements for 
Federal agencies to enable 
compatibility and interchangeability of 
disk drives connected to computer 


Washington, D.C. 20234, 301 921-2731 
RIN: 0693-AA05 


34. @FIPS FOR TRANSPORT 
PROTOCOL 


Legal : 40 USC 759; EO 
11717 


Abstract: This standard provides for 
reliable, transparent transfer of data 
between two heterogeneous or 
homogeneous computer systems. The 
standard is based on an international 
consensus and is compatible with the 
International Organization for 
Standardization (ISO) document 
ISO/TC97/SC 16 N 1169, class 2 and 
class 4. This is one of a family of 
computer network protocol standards 
which will make computer-to- 
computer communication of Federal 
ADP systems. It will enable Federal 
agencies to select equipment based on 
cost and performance considerations 


and to interconnect equipment of 
different manufacturers. 


Timetable: 
Action Date 


ANPRM 03/03/81 

ANPRM Comment 03/03/81 
Period Begin 

ANPRM Comment 05/03/81 
Period End 

NPRM 05/20/83 48 

NPRM Comment 05/20/83 48 
Period Begin 

NPRM Comment 06/18/83 
Period End 

Final Action 

Small Entity: No 

Affected Sectors: 357 Office, Computing. 

and Accounting Machines 

Government Levels Affected: Federai 


Agency Contact: Shirley Radack, 
Program Analyst, Department of 
Commerce, National Bureau of 
Standards, A209 Administration, 
Washington, D.C. 20234, 301 921-2731 


RIN: 0693-AA06 


FR Cite 


46 FR 14913 
46 FR 14913 


FR 22 
FR 22 


01/00/84 


35. @FIPS FOR PASCAL 
PROGRAMMING LANGUAGE 


Legal 40 USC 759(); EO 
11717 


Abstract: This standard will adopt the 
American National Standard 
Programming Language Pascal for 
Federal Government use. The standard 
will promote the portability of Pascal 
programs for use on a variety of data 
processing systems and will enable 
Federal agencies and departments to 
exercise more effective control over the 
production, management, and use of 
Government information resources. 


Timetable: 
Action Date 


NPRM 11/00/83 

NPRM Comment 11/00/83 
Period Begin 

NPRM Comment 02/00/84 
Period End 

Smaiil Entity: No 

Affected Sectors: 357 Office, Computing, 

and Accounting Machines 

Government Leveis Affected: Federal 

Agency Contact: Shirley Radack, 

Program Analyst, Department of 

Commerce, National Bureau of 

Standards, A209 Administration, 

Washington, D.C. 20234, 301 921-2731 


RIN: 0693-AA07 
ORE A A EERO RETEROE A I 


FR Cite _ 


Legal Authority: 40 USC 759(f); EO 
11717 

Abstract: This standard will adopt for 
Federal Government use a National 
Micrographics Association Standard 
(renamed Association for Information 
and Image Management). The standard 
is recommended for the acquisition of 
test form slides by Federal Government 
agencies. The slides are used to verify 
and maintain the quality of microforms 
generated by Federal alphanumeric 
computer output microform devices. 
Timetabie: 
Action 


Date FR Cite 


NPRM 06/29/83 48 FR 29935 
NPRM Comment 06/29/83 48 FR 29935 
Period Begin 
NPRM Comment 09/27/83 
Period End 
Final Action 
Effective 
Small Entity: No 
Affected Sectors: 357 Office, Computing, 
and Accounting Machines 
Government Levels Affected: Federal 


Agency Contact: Shirley Radack, 
Program Analyst, Department of 
Commerce, National Bureau of 
Standards, A209 Administration, 
Washington, D.C. 20234, 301 921-2731 


RIN: 0693-AA08 


04/00/84 


37. @REVISION TO FIPS 10-3, 
COUNTRIES, DEPENDENCIES, AREAS 
OF SPECIAL SOVEREIGNTY AND 
THEIR PRINCIPAL 
ADMINISTRATIVEDIVISIONS 


Legai Authority: 40 USC 759(f); EO 
11717 
Abstract: This standard will bring up to 
date the existing codes for 
representating data on geographical- 
political entities throughout the world. 
The codes are used by Federal agencies 
in processing and analyzing data 
dealing with countries of the world. 
Timetable: 
Action Date 
NPRM 02/00/84 
NPRM Comment 02/00/84 
Period Begin 
NPRM Comment 05/00/84 
Period End 
Small Entity: No 


FR Cite 
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Affected Sectors: 357 Office, Computing, 
and Accounting Machines 
Government Levels Affected: Federal 


Agency Contact: Shirley Radack, 
Program Analyst, Department of 
Commerce, National Bureau of 
Standards, A209 Administration, 
Washington, DC 20234, 301 921-2731 


RIN: 0693-AA09 


38. @FIPS FOR LOCAL NETWORKS 
BASEBAND CARRIER SENSE 
MULTIPLE ACCESS WITH COLLISION 
DETECTION; PHYSICAL LAYER 
SPECIFICATIONS AND LINK LAYER 
PROTOCOL 


Legal Authority: 40 USC 759(f); EO 
11717 

Abstract: This standard will adopt for 
Federal Government use and IEEE 
standard for the mechanical, electronic, 
functional, and procedural 
specifications and link protocol 
required to interconnect computer 
equipment to local area computer 
networks. This standard is one in a 
family of local area network standards 
to make possible computer-to-computer 
and terminal-to-computer 


communications of Federal computer 
systems. It is consistent with 
international consensus and the 
reference model for network 
architecture adopted by the 
International Organization for 
Standardization. 


Date FR Cite 


11/00/83 
NPRM Comment 11/00/83 
Period Begin 
NPRM Comment 02/00/84 
Period End 


Small Entity: No 


Affected Sectors: 357 Office, Computing, 
and Accounting Machines 


Government Levels Affected: Federal 
Agency Contact: Shirley Radack, 
Program Analyst, Department of 
Commerce, National Bureau of 
Standards, A209 Administration, 
Washington, DC 20234, 301 921-2731 
RIN: 0693-AA10 


39. @REVISIONS TO FIPS 1-1 AND 2; 


CODE FOR INFORMATION 
INTERCHANGE, ITS 
REPRESENTATIONS, SUBSETS, AND 
EXTENSIONS AND PERFORATED 
TAPE CODE FOR INFORMATION 
INTERCHANGE 


Legal Authority: 40 USC 759(f); EO 
11717 


Abstract: The revision to FIPS 1-1 
consolidates and supersedes five 
existing FIPS dealing with the 
implementation of the Code for 
Information Interchange by Federal 
Government agencies. No substantive 
changes are made. The revision to FIPS 
2 clarifies the existing standard. These 
revisions will result in easier 
administration of the existing FIPS. 


Timetable: 

Action 

Final Action 

Final Action 
Effective 

Small Entity: No 

Affected Sectors: 357 Office, Computing, 

and Accounting Machines 

Government Levels Affected: Federal 

Agency Contact: Shirley Radack, 

Program Analyst, Department of 

Commerce, National Bureau of 


Standards, A209 Administration, 
Washington, D.C. 20234, 301 921-2731 


RIN: 0693-AA11 


Date 


01/00/84 
01/00/84 


FR Cite 


40. @FIPS FOR SESSION PROTOCOL 
STANDARD 


Legal Authority: 40 USC 759(f); EO 
11717 


Abstract: This standard will provide for 
reliable connections between users on a 
computer network. It is one of a family 
of computer network protocol standards 
which will make possible computer-to- 
computer communication of Federal 
ADP systems. It will enable Federal 
Government agencies to select 
equipment based on cost and 
performance considerations and to 
interconnect equipment of different 
manufacturers. 


Timetable: 
Action Date 


NPRM 03/00/84 

NPRM Comment 03/00/84 
Period Begin 

NPRM Comment 06/00/84 
Period End 


Small Entity: No 


FR Cite 


Current and Projected Rulemakings 


Affected Sectors: 357 Office, Computing, 
and Accounting Machines 

Government Levels Affected: Federal 
Agency Contact: Shirley Radack, 
Program Analyst, Department of 
Commerce, National Bureau of 
Standards, A209 Administration, 
Washington, D.C. 20234, 301 921-2731 


RIN: 0693-AA12 


41. @REVISION TO FIPS 70, 
REPRESENTATION OF GEOGRAPHIC 
POINT LOCATIONS FOR 
INFORMATION INTERCHANGE 


Legal Authority: 40 USC 759(f); EO 
11717 

Abstract: This revision will extend the 
current FIPS which establishes uniform 
formats for geographic point location 
data that is collected, processed and 
analyzed by Federal Government 
agencies. The extensions will provide 
for more complete and accurate 
representation of data. 


Timetable: 
Action Date 


NPRM 11/00/83 

NPRM Comment 11/00/83 
Period : 

NPRM Comment 02/00/84 
Period End 

Small Entity: No 


Affected Sectors: 357 Office, Computing, 
and Accounting Machines 
Government Levels Affected: Federal 


Agency Contact: Shirley Radack, 
Program Analyst, Department of 
Commerce, National Bureau of 
Standards, A209 Administration, 
Washington, D.C. 20234, 301 921-2731 


RIN: 0693-AA13 


42. @FIPS FOR MESSAGE TRANSFER 
PROTOCOL 


Legal Authority: 40 USC 759(f); EO 
11717 

Abstract: This standard will provide for 
reliable exchange of messages through 
Federal Government computer 
networks. It is one of a family of 
computer network protocol standards 
which will make possible computer-to- 
computer communication of Federal 
ADP systems. It will enable Federal 
agencies to select equipment based on 
cost and performance considerations 
and to interconnect equipment of 
different manufacturers. 
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Affected Sectors: 357 Office, Computing. 
and Accounting Machines 
Government Levels Affected: Federal 


DEPARTMENT OF COMMERCE (DOC) 
National Bureau of Standards (NBS) 


ACTIONS THAT STARTED AND 
ENDED BETWEEN ISSUES OF THE 
UNIFIED AGENDA 


43. @FIPS 98, MESSAGE FORMAT FOR 
COMPUTER BASED MESSAGE 
SYSTEMS 


Legal = 40 USC 759(); EO 
11717 

Abstract: This standard provides a 
format for electronic mail messages to 
enable messages to be exchanged 
between Federal Government electronic 
mail systems. The standard separates 
information so that Federal computer 


developed using equipment of different 
manufacturers. 


03/01/83 48 FR 08526 
03/01/85 48 FR 08526 


Final Action 
Final Action 
Effective 
Small Entity: No 
Affected Sectors: a ak Sap, 
and Accounting Machines 


standard to enable Federal users to 


purchase newer and more efficient 
computer peripheral tape and disk 
requipment. These systems are attached 
to large and medium scale computer 
systems. 
Timetable: 
Action 
Final Action 


Smaii Entity: No 

Affected Sectors: 357 Office, Computing, 
and Accounting Machines 

Government Levels Affected: Federal 

Agency Contact: Shirley Radack, 

Program Analyst, Department of 

Commerce, National Bureau of 

Standards, A209 Administration, 

Washington, D.C. 20234, 301 921-2731 


RIN: 0693-AA15 


— 


Date FR Cite 
07/29/83 48 FR 34495 


45. @REVISION TO FIPS 63, 
OPERATIONAL SPECIFICATIONS FOR 
VARIABLE BLOCK ROTATING MASS 
STORAGE SUBSYSTEMS 


Legal Authority: 40 USC 759(f); EO 
11717 

Abstract: This standard defines the 
peripheral device dependent 
operational interface specifications for 
connecting variable block rotating mass 
storage equipment as part of Federal 
automatic data processing systems. It is 
to be used together with FIPS 60, I/O 
Channel Interface, and FIPS 61, 
Channel Level Power Control Interface, 
to provide for plug-to-plug 
interchangeability of rotating mass 
storage equipment as part of Federal 
ADP systems. - 
Timetable: 
Action Date FR Cite 


04/14/83 48 FR 16099 


Final Action 04/14/83 48 FR 16099 


Current and Projected Rulemakings 


Agency Contact: Shirley Radack, 
Program Analyst, Department of 
Commerce, National Bureau of 
Standards, A209 Administration, 
Washington, D.C. 20234, 301 921-2731 


RIN: 0693-AA17 


Compieted Actions 


Small Entity: No 

Affected Sectors: 357 Office, Computing, 
and Accounting Machines 

Government Levels Affected: Federal 


Agency Contact: Shirley Radack, 
Program Analyst, Department of 
Commerce, National Bureau of 
Standards, A209 Administration, 
Washington, D.C. 20234, 301 921-2731 


RIN: 0693-AA16 


46. @JOINT FED. 
TELECOMMUNICATION STD. & FIPS 
100, INTERFACE BETWEEN DATA 
TERMINAL EQUIP. & DATA CIRCUIT- 
TERMINATING EQUIP. FOR 
OPERATION WITH PACKET- 
SWITCHED DATA COMMUNICATIONS 
NETWORKS 
Legal Authority: 40 USC 759(f); EO 
11717 
Abstract: This standard specifies the 
interface and protocols for 
interconnecting Federal automated data 
processing equipment, services and 
telecommunication equipment to public 
packet-switched data communications 
networks. 
Timetable: 
Action 
Final Action 
Final Action 
Effective 
Smail Entity: No 
Affected Sectors: 357 Office, Computing, 
and Accounting Machines 
Government Levels Affected: Fedéral 
Agency Contact: Shirley Radack, 
Program Analyst, Department of 
Commerce, National Bureau of 


Standards, A209 Administration, 
Washington, D.C. 20234, 301 921-2731 


RIN: 0693-AA18 
BILLING CODE 3510-BW-T 


Date FR Cite 


07/06/83 48 FR 31162 
08/06/83 48 FR 31162 
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Abstract: The amendment and 
implementing regulations are needed to 
prevent overfishing, regulate foreign 
fishing and provide an environment for 
expansion of the U.S. mackerel, squid, 
and butterfish fisheries. The objectives 
are to merge the current mackerel, 
squid, and butterfish fishery 
management plans (FMPs), and to 
develop a 3-year FMP to minimize the 
need for annual amendments. Because 
the proposed amendment does not 
impose additional restrictions on 
domestic fisheries, there is no impact of 
this amendment on small entities. 
Timetable: 
Action 


Date FR Cite 


interim Rule 04/01/83 


Comment Period 


FR 14554 
FR 29703 


Begins 
Interim Final Rule 04/04/83 
1 06/28/83 


48 
48 


09/28/83 
09/28/83 


Additional information: An RIA is not 
required and will not be prepared. An 
RIR and Initial RFA are available. 
Affected Sectors: 091 Commercial Fish- 
ing e 
Government Levels Affected: State, 
Federal 


Analysis: Reg impact Review/initial RFA 
04/04/83 (48 FR 14554) 


Director, Northeast Region, Department 
of Commerce, National Oceanic and 
Atmospheric Administration, National 
Marine Fisheries Service, 14 Elm St., 
Gloucester, MA 01930, 617 281-3600 


RIN: 0648-AA01 


48. PRECIOUS CORAL FISHERIES OF 


Legal Acthority: 16 USC 1801 et seq 
Magnuson Fishery Conser & Management Act 


CFR Citation: 50 CFR 611; 50 CFR 688 


Abstract: The regulations propose 
quotas, gear restrictions, and closed 
areas for the harvest of precious corals. 


Timetable: 
Action Date FR Cite 


NPRM 09/15/80 45 FR 60957 
NPRM Comment 09/15/80 

Period Begin 
NPRM Comment 11/15/80. 

Period End 
Final Action 
Final Action 

Effective 
Smaii Entity: No 
Additional Information: Neither an RIA 
nor an RFA is required or will be 
prepared. A Regulatory Impact Review, 
Environmental Impact Statement, and 
the Fishery Management Plan are 
available. 


Affected Sectors: 091 Commercial Fish- 
ing 

Government Levels Affected: State, 
Federal ~ 
Analysis: 
06/30/83 
Agency Contact: Floyd Anders, Jr., 
Acting Director, Southwest Region, 
Department of Commerce, National 
Oceanic and Atmospheric 
Administration, National Marine 
Fisheries Service, 300 S. Ferry Street, 
Terminal Island, CA 90731, 213 548-2575 


RIN: 0648-AA02 
SE SREDROR SRY ESE SGN Le NR PE 


12/00/83 
01/00/84 


Reg impact Review/Initial RFA 


Legal Authority: 16 USC 1601 et seq 
Magnuson Fishery Conser & Management Act 
CFR Citation: 50 CFR 661 

Abstract: These regulations implement 
the fishery management plan for the 
Commercial and Recreational Salmon 
Fisheries off the Coasts of Washington, 
Oregon, and California developed by 
the Pacific Fishery Management 
Council. This plan was first 
implemented in 1977 and has undergone 
several amendments. These regulations 
establish fishing areas, fishing seasons, 
allowable fishing gear, and allowable 
harvest. The intended effect is to 
prevent overfishing, allocate the harvest 
equitably among the groups of 
fishermen, allow adequate numbers of 
salmon to reach inshore and internal 
waters fisheries, and achieve spawning 
escapement goals. 
Timetable: 

Action Date 


Public Hearing 02/15/83 
interim Final Rule 05/11/83 
NPRM 07/11/83 
NPRM Comment 07/11/83 
Period Begin 
NPRM Comment 
Period End 
Final Action 
Final Action 
Effective 
Public Hearing 10/00/83 


Small Entity: Yes 

Additional information: An RIA is not 
required and will not be prepared; 
however, a Regulatory Impact 
Review/Initial RFA has been prepared 
and is available on request from the 
Agency Contact. 

Affected Sectors: 091 Commercial Fish- 
ing 

Government Levels Affected: State, 
Federal 


FR Cite 


48 FR 4010 

48 FR 21135 
48 FR 31677 
48 FR 31677 


08/19/83 


09/26/83 
10/25/83 


Draft Supplemental EIS 02/04/83 
(48 FR 5308); Draft RFA 07/11/83 (48 FR 
31677); Reg impact Review/initial RFA 
07/11/83 





47274 Federal Register / Vol. 48, No. 201 / Monday, 


09/00/83 

NPRM Comment 09/00/83 
Period Begin 

NPRM Comment 11/15/83 


01/00/84 


nor an RFA is required or will be 
prepared. A Regulatory Impact Review 
is being prepared. 

Affected Sectors: None 

Government Levels Affected: Federal 


Analysis: Reg. impact Review/Initial RFA 
09/00/83 


Agency Contact: Ken Beal, Department 
of Commerce, National Oceanic and 
Atmospheric Administration, Northeast 
Region, Nat. Marine Fisheries Ser., 14 
Elm St., Gloucester, MA 01930, 617 281- 


Abstract: Biological data indicate a 
substantial decline in reef fish stocks in 
the Gulf of Mexico. Overfishing 
contributes to this decline in many 
nearshore areas by recreational & 
commercial users. In addition, there is 
expanding competition between 
recreational & commercial users for 
limited resource. Objectives are: rebuild 
declining reef fish stocks; establish 
fishery reporting system; increase reef 
fish habitats in approp. areas; provide 
protection for juveniles while protecting 
existing & new habitats; and minimize 
conflicts between user groups. Benefits 
from implementation of the plan over a 
5-year period could reach discounted 
maximum of $8 million for commercial 
fishermen & $23.2 million for 
recreational fishermen. Annual costs for 
development & implementation of plan 
over a 5-year period are estimated at 
$393,315. The adopted measures would 
minimize burden on public & address 
the problems in the fishery in a cost- 
effective manner. The regulations will 
require some small entities to relocate 
their fishery areas. Net benefits will 
occur to the fishery because of the 
rebuilding of the resources. 


Timetable: 
Action Date FR Cite 


NPRM 08/24/83 48 FR 38511 
NPRM Comment 08/24/83 48 FR 36511 
Period Begin 
NPRM Comment 10/11/83 
Period End 
Final Action 
Final Action 
Effect 
Small Entity: Yes 
Additional Information: An RIA is not 
required and will not be prepared. A 
Regulatory Impact Review/Initial 
Regulatory Flexibility Analysis is 
available. A Fishery Management Plan 
is available. 


Affected Sectors: 091 Commercial Fish- 
ing 

Government Levels Affected: State, 
Federal 


11/01/83 
12/01/83 


Analysis: See Additional information 


Agency Contact: Jack T. Brawner, 
Director, Southeast Region, Department 
of Commerce, National Oceanic and 
Atmospheric Administration, National 
Marine Fisheries Service, 9450 Koger 
Boulevard, St. Petersburg, FL 33702, 813 
893-3141 


RIN: 0648-AA10 


October 17, 1983 / Unified Agenda 


Legal Authority: 16 USC 1801 et seq 
Magnuson Fishery Conservation & Mgmt. Act 


CFR Citation: 50 CFR 645 


Abstract: A fishery management plan 
(FMP) and implementing regulations are 
needed to manage the spiny lobster 
resources of the Caribbean. 
Management measures will protect 
long-term yields, prevent depletion of 
the stocks, increase yields from the 
fishery, and acquire information 
necessary to better manage the fishery 
The primary objective is to achieve 
optimum yields from a presently 
healthy fishery stock without 
encountering the problems of economic 
or biologic overfishing that have been 
known to occur in some other fisheries. 
The FMP imposes a minimum size limit 
which will cause an estimated loss in 
income during the first year of $228 per 
fisherman, and $117 per fisherman in 
the second year. Size limits in 
subsequent years are expected to 
improve landings in the third and 
subsequent years, resulting in $118 per 
fisherman increase in income. The 
prohibition of taking lobsters in certain 
areas may have minor supply and 
income effects on commercial and 
recreational harvesters which may be 
offset by aesthetic benefits to divers 
and research benefits to scientists. 
Additional reporting burdens will be 
placed on some fishermen. 


Timetable: 
Action Date FR Cite 


NPRM 01/01/84 47 FR 38948 
NPRM Comment 02/01/84 
Period End 
Final Action 
Final Action 
Effective 
Small Entity: Yes 


Additional information: An RIA is not 
required and will not be prepared. An 
RFA, a Regulatory Impact Review, an 

Environmental Impact Statement, and 

the FMP are available. 


Affected Sectors: 091 Commercial Fish- 
ing 

Government Levels Affected: State, 
Federal 


06/01/84 
07/01/84 


EIS 06/20/80 (45 FR 37275); 
Draft RFA 09/03/82 (47 FR 38948); Reg. 
impact Review/RFA 09/03/82 (47 FR 38948) 





DOC—NOAA 


Agency Contact: Jack T. Brawner, 
Director, Southeast Region, Department 
of Commerce, National Oceanic and 
Atmospheric Administration, National 
Marine Fisheries Service, 9450 Koger 
Boulevard, St. Petersburg, FL 33702, 813 


53. SNAPPER-GROUPER COMPLEX 
OF THE SOUTH ATLANTIC REGION 
FISHERY MANAGEMENT PLAN: 
IMPLEMENTING REGULATIONS 


Priority: Agency Determination 

Legal Authority: 16 USC 1801 et seq 
Magnuson Fishery Conservation & Mgmt. Act 
CFR Citation: 50 CFR 646 


Abstract: A fishery management plan 
(FMP) is needed to prevent overfishing 
of snappers and groupers and to obtain 
information required for improved 
management of the fishery. The main 
objective is to prevent overfishing for 
all species in the complex. The FMP 
and implementing regulations will be 
designed to eliminate the growth of 
overfishing by prohibiting the use of 
fish traps shoreward of the 100 fathom 
line. Other measures include prohibiting 
the use of certain gear and prohibiting 
the use of poison and explosives. 


Date 


08/31/82 
09/09/82 
06/10/83 
06/10/83 


FR Cite 


47 FR 36001 
47 FR 36001 
48 FR 26843 
48 FR 26843 


07/25/83 


12/19/83 
01/19/84 


Small Entity: Yes 


Additional information: An RIA is not 
requifed and will not be prepared. An 
RFA is required and is being prepared. 
A draft RIR is available. The FMP is 
available. 

Affected Sectors: 091 Commercial Fish- 
ing 

Government Levels Affected: State, 
Federal 


Analysis: DEIS 08/20/82 (47 FR 36468); 
Reg. Impact Review/Iinitial RFA 06/10/83 (48 
FR 26843) 


Agency Contact: Jack Brawner, 
Director, Southeast Region, Department 
of Commerce, National Oceanic and 
Atmospheric Administration, National 
Marine Fisheries Service, 9450 Koger 
Boulevard, St. Petersburg, FL 33702, 813 
893-3141 


RIN: 0648-AA13 


54. AMENDMENT NO. 8 TO THE 
TANNER CRAB FISHERY 
MANAGEMENT PLAN: IMPLEMENTING 
REGULATIONS 


Legal Authority: 16 USC 1801 et seq 
Magnuson Fishery Conservation & Mgmt. Act 
CFR Citation: 50 CFR 671 


Abstract: Amendment No. 8 to the 
Tanner Crab Fishery Management Plan 
(FMP) would establish a minimum 
harvest size of 3.1 inches for C. opilio 
(the standard industry practice is to 
take 4.0 inch crab); remove permanently 
the FMP’s provision for storing pots on 
fishing grounds 72 hrs. before the 
fishing season opens ( a minor adverse 
economic impact offset by more 
effective enforcement); rescind the pot 
limit in Cook Inlet and establish pot 
limits in Kodiak District and all of 
Registration Area E (Prince William 
Sound); prohibit the use of side loading 
pots in the Yakutat District; and revise 
fishing season dates for the South 
Peninsula, Chignik, Western Aleutians, 
Southeast, and Yakuiat Districts. The 
amendment represents a technical 
adjustment necessary to update the 
FMP and more accurately reflect 
current management practices by the 
State of Alaska. No new economic 
burdens would be imposed on U.S. 
fishermen. Any impacts will be minor 
and potential benefits significantly 
outweigh adverse impacts. 


Timetable: 
Action Date FR Cite 


NPRM 06/17/83 48 FR 27807 
NPRM Comment 06/17/83 
Period Begin 
NPRM Comment 07/29/83 
Period End 
Final Action 
Final Action 
Effective 
Smail Entity: No 


Additional Information: Neither an RIA 
nor an RFA is required or will be 
prepared. 

Affected Sectors: 091 Commercial Fish- 
ing 


09/05/83 
10/05/83 


Analysis: Reg. impact Review/Initial RFA 
06/17/83 (48 FR 27807) 


Agency Contact: Robert W. McVey, 
Director, Alaska Region, Department of 
Commerce, National Oceanic and 
Atmospheric Administration, National 
Marine Fisheries Service, P.O. Box 1668, 
Juneau, AK 99802, 907 586-7221 


RIN: 0648-AA19 


Abstract: This fishery management 
plan (FMP) and implementing 
regulations seek to ensure effective 
conservation and management of King 
Crab stocks in the Bering Sea and 
Aleutian Islands area while providing 
continued active participation of the 
State of Alaska in management of these 
fisheries. Non-resident Alaskan 
fishermen will have more effective 
input to fishery management. There is a 
need for enforcement of sex and 
minimum size limits to prevent 
overharvesting the King Crab optimum 
yield, and to prevent harvesting of 
females and under-sized crab. The 
regulation protects smaller vessels that 
compete with larger vessels in their 
ability to move between fishing areas. 
Regulatory measures also seek to 
ensure equitable representation of all 
components of the harvesting sector. 
Alternative measures under the FMP 
could have a significant impact on 
small entities. This is a framework 
FMP. 


Timetable: 
Action Date 


NPRM 12/00/83 

NPRM Comment 12/00/83 
Period : 

NPRM Comment 
Period End 

Final Action 

Final Action 
Effective 


Smail Entity: Yes 


Additional information: An RIA is not 
required and will not be prepared. A 
Regulatory Impact Review/Initial 


FR Cite 


02/15/84 


05/00/84 
06/00/84 
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DOC—NOAA 
Regulatory Flexibility Analysis is 
available. 


Affected Sectors: 091 Commercial Fish- 
ing 
Government Levels Affected: State, 
Federal 


Analysis: DEIS 01/22/82 (47 FR 3203) 


Agency Contact: Robert W. McVey, 
Director, Alaska Region, Department of 
Commerce, National Oceanic and 
Atmospheric Administration, National 
Marine Fisheries Service, P.O. Box 1668, 
Juneau, AK 99802, 907 586-7221 


RIN: 0648-AA22 


56. CORAL & CORAL REEFS IN THE 


Legal Authority: 16 USC 1801 Magnuson 
Fishery Conservation & Management Act 
CFR Citation: 50 CFR 638 

Abstract: Regulation is needed to 
control the potential harvest of coral in 
the Gulf of Mexico and the South 
Atlantic Ocean. Although the present 
harvest is at a very low level, rapid 
increases in effort could lead to 
extensive destruction of the corals. The 
objective is to develop more and better 
data and to optimize benefits generated 
from the coral resource while 
conserving the coral and coral reefs. 
Certain types of gear will be prohibited 
and fishing will be restricted in certain 
areas, with a consequent adverse 
economic impact on small entities. 
Benefits will accrue through the 
conservation of the coral and coral 
reefs which are important habitats 
sustaining spiny lobsters, snappers, 
groupers and other fishes. 


09/15/83 
NPRM Comment 09/15/83 
Period Begin 
NPRM Comment 10/31/83 
Period End 
Final Action 
Final Action 
Effective 
Small Entity: Yes 


Additional information: An RIA is not 
required and will not be prepared. An 
RFA is required. A Regulatory Impact 
Review/Initial RFA is available. A 
Draft Environmental Impact Statement 
and a Fishery Management Plan for 


FR Cite 


11/15/83 
12/15/83 


Coral end Coral Reefs in the Gulf of 
Mexico and the South Atlantic are 
available. 

Affected Sectors: 091 Commercial Fish- 
ing 

Government Levels Affected: State, 
Federal 


Analysis: Draft RFA 04/00/82; Reg Impact 
Review/initial RFA 04/00/82; DEIS 04/00/82 


Agency Contact: Jack T. Brawner, 
Director, Southeast Region, Department 
of Commerce, National Oceanic and 
Atmospheric Administration, National 
Marine Fisheries Service, 9450 Koger 
Boulevard, St. Petersburg, FL 33702, 813 
983-3141 


RIN: 0648-AA24 


57. @HALIBUT MANAGEMENT 

Legal Authority: 16 USC 773 et seq 
Northern Pacific Halibut Act of 1982 

CFR Citation: 50 CFR 301 

Abstract: The halibut fishery is in need 
of management to prevent speculation 
entry. The NPFMC will be meeting in 
September 1983 to determine a suitable 


course of action and submit proposed 
regulations to the Secretary. 


Timetabie: 
Action Date 


NPRM 04/01/84 

NPRM Comment 04/01/84 
Period Begin 

NPRM Comment 05/01/84 
Period End 

Small Entity: Yes 


Additionai information: A RIA is not 
required and will not be prepared. A 
final RFA will be available. 

Affected Sectors: 091 Commercial Fish- 
ing 

Government Levels Affected: State, 
Federal 


FR Cite 


Agency Contact: Robert W. McVey, 
Director, Alaska Region, Department of 
Commerce, National Oceanic and 
Atmospheric Administration, National 
Marine Fisheries Service, P.O. Box 1668, 
Juneau, AK 99802, 907 586-7721 


RIN: 0648-AA25 


58. CIVIL PROCEDURES 

Legal Authority: 15 USC 1801 et seq 
Fishery Conservation & Mgmt. Act; 

16 USC 773 et seq Northern Pacific Halibut 

Act of 1982 


Current and Projected Rulemakings 


CFR Citation: 15 CFR 904 


Abstract: The existing regulations (15 
CFR 904) provide uniform procedures 
for enforcement and civil proceedings 
under the various fishery and marine 
resource statutes administered by 
NOAA. The regulations are being 
revised to consolidate all aspects of 
NOAA's civil process which can be 
uniformly treated. The revised 
regulations will provide uniform permit 
processing procedures and sanction 
procedures; means of addressing the 
respondent's ability to pay in civil 
penalty proceedings; procedures for 
issuance and appeal of written 
warnings, summary forfeitures, and for 
selling seized perishable fish. The 
revisions will clarify for the public the 
procedures which NOAA follows in 
carrying out its enforcement 
responsibilities. The amendments thus 
are beneficial rather than burdensome 
to the public. These procedural 
regulations will not increase costs to 
the public or local governments. Nor 
will they have a significant adverse 
effect on competition, employment or 
industry. The alternative of not further 
consolidating the procedures was 
considered and rejected. There is no 
alternative to making the updating and 
housekeeping portions of the 
amendments. 


Timetable: 
Action Date FR Cite 


interim Final Rule 12/18/81 46 FR 61643 

NPRM Revising 04/01/84 
Interim Final 
Rule 

Beg. Comment 
Period on 
NPRM 

End Comment 
Period on 
NPRM 

Final Action 

Final Action 
Effective 

Small Entity: No 

Additional information: Neither an RIA 

nor an RFA is required or will be 

prepared. 


Affected Sectors: 091 Commercial Fish- 
ing; 209 Miscellaneous Food Preparations and 
Kindred Products 


Government Levels Affected: State, 
Federal © 


Analysis: See Additional Information 


04/01/84 


06/01/84 


06/01/84 
07/01/84 
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Agency Contact: Margaret H. Frailey, 
Asst. General Counsel, Department of 
Commerce, National Oceanic and 
Atmospheric Administration, 
Enforcement & Litigation, 2001 
Wisconsin Avenue, NW, Washington, 
DC 20235, 202 254-8350 


RIN: 0648-AA26 


59. DESIGNATED CRITICAL HABITAT: 
DESIGNATION OF CRITICAL HABITAT 
FOR THE HAWAIIAN MONK SEAL 


Legal Authority: 16 USC 1531 et seq En- 
dangered Species Act of 1973 


CFR Citation: 50 CFR 226.11 


Abstract: Designation of Critical 
Habitat is conducted pursuant to the 
Endangered Species Act of 1973, as 
amended. Critical Habitat is that area 
within (or outside) the geographic range 
of the animal wherein are found those 
physical and/or biological features 
essential for the conservation of the 
species and which may require special 
management considerations. The 
objective is to protect the Hawaiian 
Monk Seal. 
Timetable: 
Action Date 
NPRM 03/31/84 
NPRM Comment 03/31/84 
Period Begin 
NPRM Comment 05/31/84 
Period End 
Final Action 
Final Action 
Effective 


Small Entity: Undetermined 


Additional information: A draft 
Environmental Impact Statement is 
available for public review. A Final 
Recovery Plan discussing and 
recommending areas to be designated 
as the Critical Habitat is available for 
review. Required determinations under 
Executive Order 12291 and the 
Regulatory Fiexibility Act will be made 
if critical habitat is proposed. 

Affected Sectors: 091 Commercial Fish- 
ing 

Government Levels Affected: Local, 
State, Federal 


Analysis: See Additiona nformation 


FR Cite 


07/00/84 
08/00/84 


Agency Contact: Floyd Anders, Acting 
Director, Southwest Region, Department 
of Commerce, National Oceanic and 
Atmospheric Administration, National 
Marine Fisheries Service, 300 S. Ferry 
Street, Terminal Island, CA 90731, 213 
548-2575 


RIN: 0648-AA27 


Legal Authority: 16 USC 1801 Magnuson 
Fishery Management & Conservation Act 
CFR Citation: 50 CFR 6023; 50 CFR 
602.4; 50 CFR 602.5 


Abstract: Revised guidelines for 
development and review of fishery 
management plans are needed to 
conform with new legislation and 
administration regulatory policy with 
regard to standards, procedures, _ - 
content, and format. These guidelines 
will not have a direct regulatory impact 
on the fishing industry or entities 
participating in the industry. 
Timetable: 

Action Date 


NPRM 06/00/84 

NPRM Comment 06/00/84 
Period Begin 

NPRM Comment 08/00/84 
Period End 

Final Action 

Final Action 
Effective 


Small Entity: No 


Additional Information: Neither an RIA 
nor an RFA is required or will be 
prepared. 

Affected Sectors: None 

Government Leveis Affected: State, 
Federai 


FR Cite 


10/00/84 
11/00/84 


Analysis: See Additional information 
Agency Contact: Daphne White, 
Regulations Development Analyst, 
Department of Commerce, National 
Oceanic and Atmospheric 
Administration, National Marine 
Fisheries Service, Washington, DC 
20235, 202 634-7218 


RIN: 0648-AA37 


Abstract: The regulations provide 
internal procedures to protect statistics 
collected from the public under the 
Magnuson Fishery Conservation and 
Management Act from disclosure. 


Timetable: 
Action Date FR Cite 


NPRM 01/09/78 43 FR 1460 
Interim Final Rule 12/07/79 44 FR 237 
Final Action 12/00/83 
Final Action 01/00/84 

Efféctive 


Small Entity: Not Applicable 

Additional information: Neither an RIA 

nor an RFA is required or will be 

prepared. The Regulatory Flexibility 

Act does not apply because the 

regulations affect only internal 

operations of an agency. 

Affected Sectors: 091 Commercial Fish- 

ing . 

Government Levels Affected: Local, 

State, Federal 

Analysis: See Additional information 

Agency Contact: B. G. 

Acting Chief, Fisheries Statistics 
Department of Commerce, 

National Oceanic and Atmospheric 

Administration, Office of Data & 

Information Management,NMFS, 

Washington, DC 20235, 202 634-7366 


RIN: 0648-AA38 


62. TREATMENT OF PROHIBITED 
SPECIES 


\ 
Legal Authority: 16 USC 1801 et 
Magnuson Fishery Conservation & Mgmt. 


CFR Citation: 50 CFR 611 


Abstract: Foreign and domestic 
fishermen are presently required to 
discard all prohibited species caught 
incidentally with permitted fish. This 
includes fish caught by U.S. fishermen 
and delivered to foreign processors at 
sea (“joint ventures”). Fish that are 
frequently already dead must be 
discarded. Obviously, this is wasteful. 
Alternative ways of minimizing the 
bycatch of prohibited species are being 
considered. If dead prohibited species 
are allowed to be kept, fishing vessels 
will experience a substantial increase 
in revenues. 


seq 
Act 
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Marine Fisheries Service, 3300 
Whitehaven Street, NW, Washington, 
DC 20235, 202 634-7514 


CFR Citation: 50 CFR 611.1 to 611.50 


Abstract: The regulations which govern 
foreign fishing in the U.S. fishery 
conservation zone wil! be simplified 
and some reporting requirements will 


be standardized on a nation-wide basis. 


Revised regulations should be easier to 
understand and enforce. 





Date FR Cite 





NPRM Comment 03/15/84 
Period End 

Final Action 

Final Action 
Effective 

Small Entity: No 

Additional information: Neither an RIA 

nor an RFA is required or will be 

prepared. 

Affected Sectors: None 

Government Levels Affected: Federal 


Analysis: See Additional! information 


06/00/84 
07/00/84 


Agency Contact: Lt. William Chappell, 
Coast Guard Liaison, Department of 
Commerce, National Oceanic and 
Atmospheric Administration, Feese, 
Permits, & Regulations Division, NMFS, 
3300 Whitehaven Street, NW, 
Washington, D.C. 20235, 202 634-7432 


RIN: 0648-AA40 


CONSERVATION & MANAGEMENT 
ACT 


Legal Authority: 16 USC 1856 Sec 306, 
Magnuson Fishery Conservation & Mgmt. Act 


CFR Citation: 50 CFR 619 


Abstract: The regulations interpret 
certain statutory terms applicable to, 
and establish procedures governing, 
formal adjudicatory hearings to be held 
before the Secretary of Commerce can 
apply Federal fishery regulations to 
certain waters within State boundaries. 
Section 306{b) of the Magnuson Fishery 
Conservation and Management Act 
authorizes the Secretary of Commerce 
to regulate a fishery within State 
boundaries in certain circumstances. 
Before the Secretary is authorized to do 
so, he must make certain findings after 
providing an opportunity for a formal 
adjudicatory hearing. The regulations 
apprise affected parties of the 
procedures to be followed at such a 
hearing and also of the types of 
information to be scrutinized that is 
relevant to the findings to be made. 


Timetable: 


Action zak Date . 

Interim Final Rule 03/22/82 

Final Action 02/01/84 

Final Action 03/01/84 
Effective 

Small Entity: No 

Additional Information: Neither an RIA 

nor an RFA is required or will be 

prepared. 

Affected Sectors: 091 Commercial Fish- 

ing 

Government Levels Affected: Local, 

State, Federal 


Analysis: See Additional information 


FR Cite 
47 FR 12181 





Current and Projected Rulemakings 


Agency Contact: David A. Fitch. 
Attorney, Department of Commerce, 
National Oceanic and Atmospheric 
Administration, 3300 Whitehaven St., 
NW, Page Bldg. 2, Room 404, 
Washington, DC 20235, 202 634-4224 


RIN: 0648-AA41 


65. INTERAGENCY COORDINATION 
FOR ENDANGERED SPECIES 


Legal Authority: 16 USC 1531 et seq En- 
dangered Species Act of 1973 i 


CFR Citation: 50 CFR 402 


Abstract: The regulations will update 
existing regulations pursuant to the 
1978, 1979 and 1982 amendments to the 
Endangered Species Act. The revisions 
will explain, organize, and simplify the 
consultation process required by 
Section 7 of the Act, and will be 
published jointly with the U.S. Fish and 
Wildlife Service. 


Timetable: 
Action Date FR Cite 


NPRM 06/29/83 48 FR 29990 

NPRM Comment 06/29/83 48 FR 29990 
Period Begin 

NPRM Comment 08/29/83 
Period End 

Final Action 

Final Action 
Effective 

Small Entity: No 


Additional Information: The 
Department of the Interior, as lead 
agency in the development of the 
regulations, has prepared a draft 
environmental assessment. A 
determination will be made at the time 
6f the final rule as to whether this is a 
major Federal action within the 
meaning of Section 102(2)(C) of the 
National Environmental Policy Act of 
1969. It has been détermined that the 
regulations will not constitute a major 
rule under EO 12291 and will not have 
a significant economic impact on a 
substantial number of small entities 
under the terms of the Regulatory 
Flexibility Act. 


Affected Sectors: None 
Government Levels Affected: Federal 
Analysis: See Additional Information 


03/31/84 
04/30/84 
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Legal Authority: 7 = 1621 to 1630 Ag- 

ricuftural Marketing Act of 

CFR Citation: 50 CFR 262A 

Abstract: The interim rule would 

estabi sh a voluntary standards system 

to classify fish steaks by quality into 

four categories - U.S. Grade A, B, C, 

and Substandard. The objective is to 

facilitate trade in fish steaks classified 

by quality thereby benefiting the 

consumer and the industry. The 

standards would be used in a voluntary 

program of fishery products inspection 

and certification by NMFS. The total 

value of the industry product in 1981 

was $19 million. Industry has expressed 

a high level of interest in and support 

for the voluntary standards. 

Timetable: 

Action Date 

Public Comments -01/30/83 
on interim Rule 

NPRM 01/00/84 

NPRM Comment 61/00/84 
Period Begin 

interim Final Rule 01/00/84 

NPRM Comment 03/00/84 
Period End 

Final Action 

Final Action 
Effective 

Small Entity: No 


Additional information: Neither an RIA 
nor an RFA is required or will be 
prepared. 

Affected Sectors: 091 Commercial Fish- 
ing; 209 Miscelianeous Food Preparations and 
Kindred Products 


FR Cite 





08/00/84 
08/00/84 


Analysis: See Additional information 


National Oceanic and Atmospheric 

Administration, Office of Utilization 
Research, NMFS, Washington, D.C. 

20235, 202 634-7458 


RIN: 0648-AA44 
67. PROCESSED FISHERY PRODUCTS, 
PRODUCTS THEREOF 


PROCESSED 
CERTAIN OTHER PROCESSED - 
PRODUCTS: U.S. STANDARDS FOR 
GRADES OF FISH FILLETS 


Legal Authority: 7 USC 1621 to 1630 Ag- 
ricultural Marketing Act of 1946 

CFR Citation: 50 CFR 263A; 50 CFR 2638: 
50 CFR 263C; 50 CFR 263D; 50 CFR 263£ 


Abstract: This revision would amend 50 
CFR Subpart 263A and delete 50 CFR 
Subparts 263A,B,C & D. The revision 
will simplify the voluntary standards 
for the inspection/grading of fish fillets 
by industry and Government inspection 
personnel by incorporating general 
criteria for the standards. 
Timetable: 

Action Date 


NPRM 10/00/84 

NPRM Comment 10/00/84 
Period i 

Interim Final Rule 10/00/84 

NPRM Comment 12/00/84 
Period End 

Final Action 

Final Action 
Effective 

Small Entity: No 


Additional Information: Neither an RIA 
nor an RFA is required or will be 
prepared. 


Affected Sectors: 091 Commercial Fish- 
ing, 209 Miscellaneous Food Preparations and 
Kindred Products 

Government Levels Affected: State. 
Federal 


Analysis: See Additional information. 
Agency Contact: James R. Brooker, 
Acting National Fishery Products Prog 
Leader, Department of Commerce, 
National Oceanic and Atmospheric 
Administration, Office of Utilization 
Research, NMFS, Washingten, DC 
20235, 202 634-7458 


RIN: 0648-AA45 
PE ME UIC ORT AS TACT ARLES ESET 


FR Cite 


04/00/85 
04/00/85 


- 


sien 
caueede toate areas 
to include new products made from fish 
blocks. The standards will take into 


voluntary program of fishery products 
inspection and certification by the 
NMFS. Industry has shown a high level 
of interest and support for the revisions. 


Timetable: 
Action Date 


NPRM 02/00/84 

NPRM Comment 02/00/84 
Period Begin 

Interim Final Rule 02/00/84 

Final Action 02/00/84 

NPRM Comment 04/00/84 
Period End 

Final Action 
Effective 

Smafi Entity: No 


Additional information: Neither an RIA 
nor an RFA is required or will be 
prepared. 


FR Cite 


08/00/84 


Government Levels Affected: State. 
Federal 


Analysis: See Additional Information 


Agency Contact: James R. Brooker, 
Acting National Fishery Products Prog 
Leader, Department of Commerce, 
National Oceanic and Atmospheric 
Administration, Office of Utilization 
Research, NMFS, Washington, DC 
20235, 202 634-7458 


CERTAIN OTHER PROCESSED FOOD 
PRODUCTS: STANDARDS FOR 
GRADES OF CRUSTACEAN 
SHELLFISH PRODUCTS 
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will be able to select shrimp on the 
basis of identified quality. Industry has 
shown great interest in and support for 


05/20/82 47 FR 21840 

Comment 05/20/82 47 FR 21840 
Period Begin 

Interim Final Rule 05/20/82 47 FR 21840 


12/00/83 
07/00/84 


Agency Contact: James R. Brooker, 
Acting National Fishery Products Prog 
Leader, Department of Commerce, 
National Oceanic and Atmospheric 
Administration, Office of Utilization 
Research, NMFS, Washington, DC 
20235, 202 634-7458 


RIN: 0648-AA47 

EA LN ROCCE A TROR ILE PIAS A ET 
70. REGULATIONS GOVERNING THE 
TAKING & IMPORTING OF MARINE 
MAMMALS: TAKING BY STATE & 
LOCAL GOVERNMENT OFFICIALS 


Legal Authority: 16 USC 1361 ef seq 
Marine Protection Act of 1972 


CFR Citation: 50 CFR 216.22 

Abstract: The regulations are being 
revised to clarify responsibilities with 
regard to beached and stranded marine 
mammals, and provide authority to 


NMFS Regional Directors to develop 
programs to manage these animals in 
cooperation with State and local 
government officials. 


12/31/83 
12/31/83 


FR Cite 


Comment 
‘od Bec 
Comment 01/31/84 
iod End 
Action 
Final Action 
Effective 
Small Entity: No 
Additional information: Neither an RIA 
nor an RFA is required or will be 
prepared. 


03/31/84 
03/31/84 


Acting Chief, Protected Species 
Division, Department of Commerce, 
National Oceanic and Atmospheric 
Administration, Office of Protected 
Species, and Habitat Conservation, 
NMFS, Washington, DC 20235, 202 634- 
7529 


RIN: 0648-AA50 


71. MARKING REQUIREMENTS FOR 
THE IMPORTATION, EXPORTATION, & 
INTERSTATE TRANSPORTATION OF 
FISH OR WILDLIFE 


Legal Authority: 16 USC 3371 to 3375 
Lacey Act Amendments of 1981 


CFR Citation: 50 CFR 14.81 to 14.83 


Abstract: These regulations will enable 
NOAA to monitor interstate and foreign 
commerce in fish and fishery products, 
for the purpose of detecting violations 
of Federal, state and foreign laws. The 
regulations will conform to current 
industry practices. 


Timetable: 
Action Date 


NPRM 09/15/83 

NPRM Comment 09/15/83 
Period Begin 

NPRM Comment 12/15/83 
Petiod End 

Final Action 

Final Action 
Effective 


Small Entity: No 


FR Cite 


01/00/84 
02/00/84 


Current and Projected Rulemakings 


Additional information: The regulations 
will be issued jointly with the 
Department of the Interior. Neither an 
RIA nor an RFA is required. 

Affected Sectors: 091 Commercial Fish- 
ing; 209 Miscellaneous Food Preparations and 
Kindred Products 


Government Levels Affected: Local, 
State, Federal 


Analysis: See Additional information 


Agency Contact: Alan F. Mager, 
Special Agent, Department of 
Commerce, National Oceanic and 
Atmospheric Administration, 
Enforcement Div., NMFS, Washington, 
DC 20235, 202 634-7265 


RIN: 0648-AA53 


72. 1984 FOREIGN FISHING FEES 
Legal Authority: 16 USC 1801 et seq 
Magnuson Fishery Conservation & Mgmt. Act 
CFR Citation: 50 CFR 611.22 


Abstract: New fees will be set for 1984 
to recover at least the foreign share of 
the costs of administering the 
Magnuson Act during fiscal year 1983. 


Action Date 


NPRM 09/15/83 

NPRM Comment 09/15/83 
Period Begin 

NPRM Comment 10/15/83 
Period End 

Final Action 

Final Action 
Effective 

Small Entity: No 


Additional Information: Neither an RIA 
nor an RFA is required or will be 
prepared. A Regulatory Impact Review 
will be available. 

Affected Sectors: None 


Government Levels Affected: Federal 


12/01/83 
01/01/84 


Analysis: Reg impact Review/Initial RFA 
09/15/83 


Agency Contact: John D. Kelly, Fishery 
Management Specialist, Department of 
Commerce, National Oceanic and 
Atmospheric Administration, Fees, 
Permits, & Regulations Division, NMFS, 
3300 Whitehaven Street, NW, 
Washington, D.C. 20235, 202 634-2432 


RIN: 0648-AA62 
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Legal Authority: 16 USC 1824(b) Section 
204b of the Magnuson Fishery C & M Act; PL 
97-453 

CFR Citation: 50 CFR 640 

Abstract: Regulations will be proposed 
to set out agency policy idi 
discretion to Regional Councilsin_ 
reviewing foreign fishing permit 
applications, and establish guidance to 
Regional! Councils, the affected public, 
and foreign fishing nations on when the 
Secretary would approve or disapprove 
the applications. 








NPRM 42/01/83 

NPRM Comment 12/01/83 
Period Begin 

NPRM Comment 01/01/84 
Period End 

Final Action 

Final Action 
Effective 

Smaii Entity: No 


Additional Information: Neither an RIA 
nor an RFA is required or will be 
prepared. 


Affected Sectors: 091 Commercial Fish- 
ing 
Government Levels Affected: State, 


03/01/84 
04/01/84 


Agency Contact: Alfred J. Bilik, Branch 
Chief, Fees and Permits Branch, 
Department of Commerce, National 
Oceanic and Atmospheric 
Administration, Fees, Permits & 
Regulations Division, NMFS, 3300 
Whitehaven Street, NW, Washington, 
D.C. 20235, 202 634-7432 


RIN: 0648-AA63 


74. SUPPLEMENTAL OBSERVER 
PROGRAM 


Priority: “Agency Determination 


Legal Authority: 16 USC 1821{)) The 
Magnuson Fishery Consers. and Management 
Act 


CFR Citation: 50 CFR 611.8 


Abstract: PL 97-453 requires the 
Secretary of Commerce to establish a 
supplementary U.S. observer program if 
full observer coverage of foreign fishing 
vessels cannot be achieved using 
Federal or contract employees that rely 
on Congressional appropriations as the 


Current and Projected Rulemakings 


source of funding. Under such 
circumstances, foreign fishing vessel 
owners would pay observer fees 
directly to supplementary U.S. 
observers or their agents. The Secretary 
of Commerce must certify observers 
and procedures for monitoring 
performance. No cost will be incurred 
by the U.S. to implement or operate this 
program as costs are charged to foreign 
fishermen. No alternative is envisioned 
because of the law's specificity. 


Timetable: 
Action Date 


NPRM 10/01/83 

NPRM Comment 10/01/83 

NPRM Comment 
Period End 

Final Action 

Final Action 
Effective 

Smail Entity: No 


Additionat Information: Neither an RIA 
nor an RPA is required or will be 


prepared. 

Affected Sectors: 091 Commercial Fish- 
ing 

Government Levels Affected: Federal 
Analysis: See Additional information 
Agency Contact: Gary A. Wood, 
Special Agent, Department of 
Commerce, National Oceanic and 
Atmospheric Administration, 
Washington, D.C. 20235, 282 634-7265 


RIN: 0648-AA65 
SMALE SRL OO TRC IIE PE EEE ES 


75. FOREIGN RECREATIONAL 
FISHING 


Priority: Agency Determination 


Legal Authority: 16 USC 1821§) The 
Magnuson Fishery Conser. and Management 
Act 

CFR Citation: 50 CFR 64.0, (New) 


Abstract: PL 97-453 amends the 
Magnuson Fishery Conservation and 
Management Act to permit certain 
foreign fishing vessels to engage in 
recreational fishing within the fishery 
conservation zone and in State waters 
without the customary foreign fishing 
permit. The Secretary of Commerce and 
the Governor of a coastal State may 
impose reasonable fees and conditions 
and restrictions on such recreational 
fishing. The proposed regulations will: 
(1) specify the vessel types and 
activities which qualify for fishing 
without a permit, {2) require no fees or 
special conditions for vessels which 


FR Cite 


10/30/83 


01/01/84 
01/01/84 


qualify for recreational fishing without 
a permit, and (3) provide the 
mechanism for a Governor to propose 
either fees or conditions and 
restrictions to such fishing in the fishery 
conservation zone adjacent to his State. 
This action has no cost of 
implementation. No alternatives are 
currently being Considered. 


Timetabie: 
Action Date 


NPRM 06/01/84 

NPRM Comment 06/01/84 
Period Begin 

NPRM Comment 06/30/84 
Period End 

Final Action 

Final Action 
Effective 


Small Entity: No 

Additional information: Neither an RIA 
nor an RFA is required or will be 
prepared. 

Affected Sectors: 091 Commercial Fish- 


FR Cite 


08/01/84 
09/01/84 


Agency 
Fish. Officer, Department of Commerce, 
National Oceanic and Atmospheric 
Administration, Washington, D.C. 
20235, 202 634-7436 


RIN: 0648-AA66 


76. AMENDMENT NO. 1 FOR SPINY 
LOBSTER FISHERIES OF THE 
WESTERN PACIFIC REGION 


Priority: Agency Determination 


Abstract: This draft amendment and 
implementing regulations will establish 
conservation and management 
measures for spiny lobster fisheries in 
the fishery conservation zone around 
the main islands of Hawaii, east of 161 
W. longitude. 


Timetable: 
Action Date 


NPRM 08/30/83 

NPRM Comment 08/30/83 
Period Begin 

NPRM Comment 10/14/83 
Period End 

Final Action 

Final Action 
Effective 





FR Cite 


11/21/83 
42/20/83 





47282 
DOC—NOAA 


Smaii Entity: No 
Additional information: Neither an RIA 


prepared. 

amendment/environmental assessment 
is available. 

Affected Sectors: 091 Commercial Fish- 
ing . 

Government Levels Affected: State, 
Federal 


Analysis: Amendment 1 to FMP 08/04/83 
(48 FR 35475) 


Agency Contact: Floyd Anders, Jr.. 
Acig. Director, Southwest Region, 
Department of Commerce. National 


Fisheries Service, 300 S. Ferry St., 
Terminal Island, CA 90731, 213 548-2575 


eae 16 USC 1801 et seq 
Magnuson Fishery Conservation & Mgmt Act 


CFR Citation: 50 CFR 611.53 


Abstract: Housekeeping amendments to 
the foreign fishing regulations covering 
the Preliminary Fishery Management 
Pian of the Hake Fisheries of the 
Northwestern Atlantic (PMP) will be 
proposed to simplify the procedures for 
handling joint venture applications 
{joint ventures involve transfer at sea of 
U.S. harvested hake to foreign 
processing vessels). The proposed 
revision would: (1) provide a 15-day 
public comment period in the procedure 
the NMFS Northeast Regional Director 
would follow in making new estimates 
of domestic annual processing capacity 
(DAP) upon receiving a joint venture 
permit application, and (2) require the 
DAP reassessment procedure to be 
applied only if a foreign fishing 
application is received for a joint 
venture and if the amount of U.S. 
harvested hake requested by the 
applicant exceeds the amount of JVP 
{joint venture processing) that can be 
made available to the applicant. 


Date 
09/15/83 
| Commert 09/15/83 
Begin 


FR Cite 


Action Date 


NPRM Comment 10/15/83 
Period End 
Final Action 
Final Action 
Effective 
Smaii Entity: No 
Additional information: Proposed 
revision of 50 CFR 611.53 represents 
procedural changes designed to (1) 
reduce the frequency of determinations 
of DAP and {2) provide for public 
comment in this procedure. These are 
housekeeping adjustments and will 
have no economic impacts. Regulatory 
changes are within scope of the 
approved PMP. Neither an RIA nor an 
RFA is required or will be prepared. 
Affected Sectors: 091 Commercial Fish- 
ing 
Government Leveis Affected: State, 
Federal 


FR Cite 


11/01/83 
12/01/83 


Analysis: See Additional information 


Agency Contact: Allen E. Peterson, Jr., 
Director, Northeast Region, Department 
of Commerce, National Oceanic and 
Atmospheric Administration, National 
Marine Fisheries Service, 14 Elm Street, 
Gloucester, MA 01930, 617 281-3600 


RIM: 0648-AA68 
NR PLATA IERIE Ec ERR Er 


78. TANNER CRAB FISHERY 
MANAGEMENT PLAN (FMP) - 
REGULATORY AMENDMENT TO 
CHANGE POT STORAGE AREAS 


Priority: Agency Determination 

eee 16 USC 1801 et seq 
ishery Conservation & Mgmt. Act 

caning 50 CFR 671 


Abstract: This regulatory amendment 
would establish new and delete current 
crab pot storage areas in the Eastern 
Bering Sea and Gulf of Alaska. These 
changes are needed to establish new 
shallow water areas to store domestic 
Tanner crab pots during closed seasons, 
to prevent preemption of productive 
fishing grounds for other species, to 
eliminate gear conflicts between foreign 
fishing vessels and U.S.-owned stored 
crab pots, and to reduce transportation 
time and fuel costs expended by U.S. 
fishermen during the storage and 
retrieval of these crab pots. 

Timetable: 


Action Date 


NPRM 09/00/83 
NPRM Comment 09/00/83 
Period Begin 


FR Cite 
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Current and Projected Rulemakings 


Action Date FR Cite 
NPRM Comment 11/00/83 
Period End 
Final Action 
Final Action 
Effective 


Smail Entity: Yes 

Additional information: An RIA is not 
required and will not be prepared. A 
Regulatory Impact Review/Initial RFA 
is available. 

Affected Sectors: 091 Commercial Fish- 
ing 

Government Levels Affected: Siate, 
Federal 


12/00/83 
01/00/84 


Analysis: 


Agency Contact: Mr. Robert W. 
McVey, Director, Alaska Region, 
Department of Commerce, National 
Oceanic and Atmospheric 
Administration, National Marine 
Fisheries Service, P.O. Box 1668, 
Juneau, AK 99802, 907 586-7221 


RIN: 0648-AA71 


Reg. Impact Review/Initial RFA 


79. U.S. STANDARDS FOR GRADES 
OF FRESH OR FROZEN NORTH 
AMERICAN FRESHWATER CATFISH 
AND PRODUCTS MADE THEREFROM 


Priority: Agency Determination 


Legal Authority: 7 USC 1621 to 1630 Ag- 
ricultural Marketing Act of 1946 


CFR Citation: 50 CFR 267, (New) 


Abstract: This proposed standard will 
establish a voluntary standards system 
to identify various products made from 
North American Freshwater Catfish and 
to grade these products A,B,C and 
substandard. The objective of the 
standard is to facilitate trade in these 
products thereby benefiting the 
consumer. The standard will be used by 
NMFS in the voluntary program of 
fishery products inspection and 
certification. Industry has expressed 
strong support for these voluntary 
standards. 


Timetabie: 
Action 


NPRM 
NPRM Comment 
Period Begin 
interim Final Rule 12/00/83 
NPRM Comment 02/00/84 

Period End 
Final Action 
Final Action 

Effective 


Smaii Entity: No 





12/00/83 
12/00/83 


05/00/84 
05/00/84 
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Additional information: Neither an RIA 
nor an RFA is required or will be 
red. 


Agency Contact: Mr. James R. Brooker, 
National Fishery Products Program 
Leader, Department of Commerce, 
National Oceanic and Atmospheric 
Administration, 3300 Whitehaven 
Street, N.W., Washington, D.C. 20235, 


60. AMENDMENT NO. 3 TO THE HIGH 
SEAS SALMON FISHERY 
MANAGEMENT PLAN: IMPLEMENTING 
REGULATIONS 


Priority: Agency Determination 

Legal Authority: 16 USC 1801 ef seq 
Magnuson Fishery Conservation & Mgmt Act 
CFR Citation: 50 CFR 674 


Abstract: Amendment No. 4 and 
implementing regulations to the High 
Seas Salmon Fishery Management Pian 
(FMP) may be needed to prevent 
depletion of the stocks by overfishing if 
naturally spawning stocks of southeast 
Alaska and Pacific Northwest chinook 
salmon are depressed. Reducing the 
optimum yield (OY) could contribute to 
resolution of the problem; alternatively 
reducing the harvest level within the 
current OY range may be adequate to 
address the problem. Adjustment of 
fishing season dates may also be 
appropriate. Adjustment of OY levels or 
the fishing season would impact over 
3,000 commercial salmon trollers. 
Adverse impacts could include lower 
catch/revenues or increase competition 
for available catch. It is unknown at 
this time whether a 1984 amendment 
will be necessary. 
Timetabie: 

Date FR Cite 
04/00/84 


Action 

NPRM 

NPRM Comment 04/00/84 
Period Begin 

NPRM Comment 06/15/84 
Period End 


07/15/84 
08/15/84 


Additional information: An RIA is not 
required and will not be prepared. An 
RFA is required and will be prepared. 
A Regulatory Impact Review/Initial 
RFA will be available in the spring of 
1984. 


Affected Sectors: 091 Commercial Fish- 
ing 


Government Levels Affected: State. 
Federal 


Analysis: See Additional information 


Agency Contact: Robert W. McVey, 
Director, Alaska Region, Department of 
Commerce, National Oceanic and 
Atmospheric Administration, National 
Marine Fisheries Service, P.O. Box 1668, 
Juneau, AK 99802, 907 586-7221 


RIN: 0648-AA75 


81. @BLUEFISH FISHERY OF THE 
NORTHWESTERN ATLANTIC OCEAN 
MANAGEMENT PLAN: IMPLEMENTING 
REGULATIONS 

Priority: Agency Determination 

Legal Authority: 16 USC 1801 ef seq 
Magnuson Fishery Conser & Mgt Act 

CFR Citation: 50 CFR 628 

Abstract: A regulation will be proposed 
to control the level of expansion of the 
commercial Bluefish Fishery of the 
Northwestern Atlantic Ocean so that 
the bluefish resource will not be 
reduced below the level necessary for 
the recreational fishery. Alternatives 
considered are: (1) no action, (2} 
postpone regulation until affected 
States develop a management system 
for State waters, (3) impose a 14 inch 
size limit, (4) restrict catches for 
recreational and commercial fishermen, 
(5) allow recreational fishermen 
unrestricted catches and restrict 
commercial landings, and (6} restrict 
use of certain commercial gears subject 
to specific waivers. 


Timetable: 
Action 


NPRM 12/05/83 

NPRM Comment 12/05/83 
Period Begin 

NPRM Comment 01/04/84 
Period End 

Small Entity: Yes 


Additional information: An RIA is not 
required and will not be prepared. An 
RPA is required and is being prepared. 
A Regulatory Impact Review/ Initial 
RFA is available. 





47283 


Current and Projected Rulemakings 


Affected Sectors: 091 Commerciat Fish- 
ing 

Government Levels Affected: State. 
Federal 


Analysis: Reg impact Review/Initial RFA 
06/16/83 


Agency Contact: Allen E. Peterson, Jr.. 
Director, Northeast Region, Department 
of Commerce, National Oceanic and 
Atmospheric Administration. National 
Marine Fisheries Service, 14 Elm Street. 
Gloucester, MA 01930, 617 281-3600 


RIN: 0648-AA76 


62. C@AMENDMENT NO. 11 FOR THE 


Legal Authority: 16 USC 1801 et seq 
Magnuson Fishery Conser & Mgt Act 


CFR Citation: 50 CFR 672 


Abstract: Amendments to the existing 
regulations have been proposed to 
implement the fishery management plan 
for the Groundfish of the Gulf of Alaska 
developed by the North Pacific Fishery 
Management Council. The plan was 
first implemented in 1978 and has been 
amended 10 times. The regulations 
govern fishing for groundfish by vessels 
of the United States within that portion 
over which the United States exercises 
exclusive fishery management 
authority. Foreign fishermen authorized 
to fish in this area for groundfish are 
governed by regulations in 50 CFR 
611.92. No. 11 would increase the 
harvest of walleye pollock, reduce the 
harvest level of sablefish, and make six 
other changes to make management 
more efficient and responsive. 


Timetabie: 
Action 


Public Hearing 10/16/81 

Public Hearing 12/31/81 

NPRM Comment 05/30/83 
Period Begin 

NPRM 07/01/83 

NPRM Comment 08/12/83 
Period End 

interim Final Rule 09/19/83 

Final Action 10/19/83 

Final Action 11/19/83 
Effective 


Small Entity: Yes 

Additional information: An RIA is not 
required and will not be prepared. A 
Regulatory Impact Review/Initial RFA 
has been prepared and is available. 





FR Cite 


46 FR 50999 
46 FR 63359 
48 FR 27238 





48 FR 30409 
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impact 
Assessment 07/01/83 (48 FR 


Agency Contact: Robert W. McVey, 
Director, Alaska Region, Department of 
Commerce, National Oceanic and 
Atmospheric Administration, National 
Marine Fisheries Service, P. O. Box 
1668, Juneau, AK 99802, 907 274-4563 


16 USC 1801 
Magnuson Fishery Conser & Mgt Act 


species by a combined 
multi-year OY for the entire Bering Sea 
and Aleutian Island area groundfish 
resource; (2) establish procedures for 
annual determination of domestic 
annual harvest (DAH); (3) establish a 
new schedule for the reapportionment 


A 09/07/83 
Comment 09/07/83 
iod Bedi 

Comment 10/21/83 
12/01/83 
01/01/84 


Government Leveis Affected: Siate, 
Federal - 

Analysis: Reg impact Review/initial RFA 
09/07/83 


Agency Contact: Robert W. McVey. 
Director, Alaska Region, Department of 
Commerce, National Oceanic and 
Atmospheric Administration, National 
Marine Fisheries Service, P.O. Box 1668, 
Juneau, AK 99802, 907 586-7221 


RIN: 0648-AA78 


84. @AMENDMENT NO. 2 TO THE 
STONE CRAB FISHERY OF THE GULF 
OF MEXICO MANAGEMENT PLAN: 
IMPLEMENTING REGULATIONS 


Legal Authority: 16 USC 1801 et seq 
Magnuson Fishery Conser & Mgt Act 
CFR Citation: 50 CFR 654 


Abstract: Amendments to the existing 
regulations will be proposed to attempt 
to resolve conflicts that have developed 
between stone crab and shrimp 
fishermen off the West Coast area of 
Florida in the fishery conservation zone 
by implementing closures to separate 
the two conflicting groups and 
providing fishing periods that are 
mutually exclusive. 
Timetable: 
Action 
NPRM 
NPRM Comment 
Period Begin 
NPRM Comment 
Period End 
Smaii Entity: No 
Additional Information: An RIA is not 
required and will not be prepared. A 
Regulatory Impact Review/Initial RFA 
is being prepared and will be available 
in March 1984. 
Affected Sectors: 091 Commercial Fish- 
ing 


Government Levels Affected: State, 
Federal 


03/26/84 
03/26/84 


FR Cite 


05/10/84 


Reg impact Review/initial RFA 
03/01/84 
Agency Contact: Jack T. Brawner, 
Director, Southeast Region, Department 
of Commerce, National Oceanic and 
Atmospheric Administration, National 
Marine Fisheries Service, 9450 Koger 
Boulevard, St. Petersburg, FL 33702, 813 
893-3141 


RIN: 0648-AA80 


Current and Projected Rulemakings 


85. @AMENDMENT NO. 2 TO THE 
SPINY LOBSTER FISHERY 
MANAGEMENT PLAN: IMPLEMENTING 
REGULATIONS 


Priority: Agency Determination 

Legal Authority: 16 USC 1801 et seq 
Magnuson Fishery Conser & Mgt Act 

CFR Citation: 50 CFR 661 


Abstract: This amendment proposes to 
amend the existing regulations to 
permit a wider range of lobster trap 
designs in the Northwestern Hawaiian 
Islands Spiny Lobster fishery, while 
minimizing the potential for entrapment 
of Hawaiian monk seals. The proposed 
change to the regulations would require 
that no spiny lobster trap opening allow 
any sphere or cylinder greater than 6.5 
inches in diameter to pass from outside 
the trap to inside the trap. 


Timetable: 


Action Date 


NPRM ~ 41/01/83 

NPRM Comment 11/01/83 
Period Begin 

NPRM Comment 12/16/83 
Period End 

Final Action 

Final Action 
Effective 

Small Entity: No 

Additional information: Neither an RIA 

nor an RFA is required or will be 

prepared. 

Affected Sectors: 091 Commercial Fish- 

ing 


Government Levels Affected: State, 
Federal 


01/25/84 
02/19/84 


Agency Contact: Floyd Anders, Jr., 
Acting Director, Southwest Region, 
Department of Commerce, National 
Oceanic and Atmospheric 
Administration, National Marine 
Fisheries Service, 300 S. Ferry Street, 
Terminal Island, CA 90731, 213 548-2575 


RIN: 0648-AA81 


86. @AMENDMENT NO. 5 FOR THE 
NORTHERN ANCHOVY FISHERY 
MANAGEMENT PLAN: IMPLEMENTING 
REGULATIONS 


Legal = 16 USC 1801 et seq 
Magnuson Fishery Conser & Mgt Act 
CFR Citation: 50 CFR 662 


Based on a review of 
biological, ecological, social and 
economic aspects of this anchovy 
fishery, an amendment to the existing 
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regulations will be proposed to 
establish a revised optimum yield (OY) 
formula, whereby US OY would be 
calculated each year based on an 
annual estimate of stock abundance. 
The new formula would reflect a new, 
more cost-effective “egg-production 
method” of estimating stock abundance 
and a lower estimated productivity of 
the anchovy stock. Several regulations 
governing harvest, allocation, fishing 
areas, and seasons, etc. as well as 
foreign and joint venture fishery 
management could be affected. 


Date 
12/23/83 


FR Cite 


NPRM Comment 02/03/84 
Period End 

Final Action 
Effective 


04/09/84 


04/14/84 


Additional information: Neither an RIA 
nor an RFA is required or will be 
prepared. ~ 

Affected Sectors: 091 Commercial Fish- 
ing 

Government Levels Affected: State, 
Federal 

Agency Contact: Floyd Anders, Jr., 
Acting Director, Southwest Region, 
Department of Commerce, National 
Oceanic and Atmospheric 
Administration, National Marine 
Fisheries Service, 300 S. Ferry Street, 
Terminal Island, CA 90731, 213 548-2575 


RIN: 0648-AA83 
ST ORER RA RESTO ALOR OR NE 


87. @TAKING OF MARINE MAMMALS 
INCIDENTAL TO SPACE SHUTTLE 
LAUNCHES 


Legal Authority: 16 USC 1361 et seq 
Marine Mammal Protection Act of 1972 

CFR Citation: 50 CFR 228.20 to 228.29 
(New) : 
Abstract: Based on request from the 

Air Force, the NMFS will propose 
regulations which would allow a small 
number of marine mammals to be 
incidentally taken as a result of sonic 
booms from space shuttle launches 
from Vandenberg Air Force Base, 
California. Section 101 ({a){5) of the 
Marine Mamma! Protection Act 
provides for allowing the taking of 
small numbers of marine mammals 
incidental to specified activities 
provided that certain findings can be 


which set forth permissible methods of 
taking, and requirements for monitoring 
and reporting. 

Timetable: 


Action Date 


ANPRM 09/30/63 
ANPRM Comment 09/30/83 

Period Begin 
ANPRM Comment 10/31/83 

Period End 
NPRM 01/31/84 
NPRM Comment 01/31/84 

Period Begin 
NPRM Comment 03/01/84 

Period End , 
Smali Entity: No 
Additional Information: Neither a RIA 
nor a RFA is required or will be 
prepared. 
Affected Sectors: None 
Government Leveis Affected: Federal 
Agency Contact: R. B. Brumsted, 
Acting Chief, Protected Species 
Division, Department of Commerce, 
National Oceanic and Atmospheric 
Administration, National Marine 
Fisheries Service, Off of Protected 
Species & Habitat Conserv., 
Washington, DC 20235, 202 634-7529 


RIN: 0648-AA84 


88. @BERING SEA GROUNDFISH 
FISHERY MANAGEMENT PLAN: 
IMPLEMENTING REGULATIONS 
PRESCRIBING 1984 AND 1985 
PROHIBITED SPECIES CATCH LIMITS 
FOR SALMON 


Legal Authority: 16 USC 1801 et seq 
Magnuson Fishery Conser & Mgt Act 
CFR Citation: 50 CFR 675 


Abstract: The rule implementing 
Amendment 3 to the Bering Sea 
Groundfish fishery management plan 
indicated salmon prohibited species 
catch (PSC) figures for 1981, 1982, and 
1983 with the objective of achieving a 
75 percent reduction from the 1981 
salmon PSC level (23,298) by 1986. A 
complete review of the salmon PSC was 
conducted in May 1983 and PSC limits 
of 38,441 fish for 1984 and 27,957 fish 
for 1985 were determined. The 1986 PSC 
level of 17,473 was to remain 
unchanged. An amendment to the 
existing regulations will be proposed to 
implement PSC limits determined for 
1984 and 1985. 


Timetabie- 
Action Date 


NPRM 09/15/83 

NPRM Comment 09/15/83 
Period Begin 

NPRM Comment 10/15/83 
Period End 

Final Action 

Final Action 
Effective 

Smaii Entity: No 


Additional information: An RIA is not 
required and will not be prepared. An 
Regulatory Impact Review/RFA was 
prepared on Amendment 3 and a 
supplement has been prepared for this 
action. The RIR/RFA is available. 


12/00/83 
01/00/84 


Affected Sectors: 091 Commercial Fish- 
ing 


Government Levels Affected: State, 
Federal 


Analysis: Reg. impact Review/RFA 
03/11/83 

Agency Contact: Robert W. McVey, 
Director, Alaska Region, Department of 
Commerce, National Oceanic and 
Atmospheric Administration, National 
Marine Fisheries Service, P.O. Box 1668, 
Juneau, AK 99802, 967 586-7221 


RIN: 0648-AA85 


89. @SCIENTIFIC RESEARCH & 
PUBLIC DISPLAY PERMIT 
REGULATIONS 


Authority: 16 USC 1151 et seq Fur 
Seal Act of 1966; 16 USC 1531 et seq Endan- 
gered Species Act of 1973; 16 USC 1361 et 
seq Marine Mammal Protection Act of 1972 
CFR Citation: 50 CFR 223, (New); 50 CFR 
220.1 to 220.47; 50 CFR 215.11 to 215.14; 50 
CFR 216.31 to 216.34 
Abstract: Regulations will be proposed 
to simplify and consolidate the existing 
regulations for the issuance of public 
display permits under the Fur Seal Act 
of 1966, public display and scientific 
research permits under the Marine 
Mammal Protection Act of 1972, and 
permits for endangered species under 
the Endangered Species Act of 1973. 
The regulations would standardize 
permit procedures under the three Acts 
and eliminate duplicative regulations. 


Timetable: 
Action Date 


NPRM 03/31/84 

NPRM Comment 03/31/84 
Period Begin 

NPRM Comment 05/31/84 
Period End 


FR Cite 
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07/31/84 
07/31/84 


= 16 USC 1801 et seq 
Magnuson Fishery Conser & Mgt Act 
CFR Citation: 50 CFR 675 


Abstract: An amendment to the 
existing fishery management plan and 
regulations, has been prepared to create 
a fishery development zone (FDZ) north 
of Unimak Pass in the Bering Sea for 
exclusive use by domestic fishermen. 
All foreign fishing will be excluded 
from the FDZ. Foreign processing of fish 
delivered by U.S. fishermen (joint 
venture) would continue to be allowed. 


Date 
09/28/83 


Period Begin 
NPRM Comment 11/11/83 
Period End 
Action 12/16/83 
Action 01/18/84 


Final 
Final 
Effective 


Small Entity: Undetermined 


Additional information: An RIA is not 
required and will not be prepared. A 
Regulatory Impact Review/Initial RFA 


is being prepared and will be available 
in October 1983. 

Affected Sectors: 091 Commercial Fish- 
ing 


Government Leveis Affected: State, 
Federal 


Analysis: Reg impact Review/initial RFA 
10/01/83 


Agency Contact: Robert W. McVey, 
Director, Alaska Region, Department of 
Commerce, National Oceanic and 
Atmospheric Administration, National 
Marine Fisheries Service, P.O. Box 1668, 
Juneau, AK 99802, 907 586-7221 


RIN: 0648-AA87 


NATIONAL OCEAN SURVEY/OFFICE 
OF COASTAL RESOURCES 
MANAGEMENT 


91. GENERAL REGULATIONS FOR 
THE NATIONAL ESTUARINE 
SANCTUARY PROGRAM 


Legal Authority: 16 USC 1456 Coastal 
Zone Management Act of 1972 


CFR Citation: 15 CFR 921 


Abstract: The proposed regulations 
revise existing procedures for selecting 
potential estuarine sanctuaries. Site 
identification and selection is to be 
based on a revised biogeographic 
classification scheme and typology of 
estuarine areas. The regulations place a 
greater emphasis on management 
planning early in the process of 
evaluating a potential site. The 
regulations reflect a progression from 
the initial identification of a site, 
through the designation process, and 
continued implementation. 
Timetable: 
Action 
Final Action 

Effective 
NPRM 08/03/83 48 FR 35120 
NPRM Comment 08/03/83 48 FR 35120 

Period Begin 
NPRM Comment 10/03/83 

Period End 
Final Action 
Small Entity: No 


Additional information: Neither an RIA 
nor an RFA is required or will be 
prepared. The Regulatory Flexibility 
Act does not apply because the 
regulations affect only Federal agency 
actions. 


Affected Sectors: Muiltipie 


Date 
01/00/83 


12/00/83 


Current and Projected Rulemakings 


Government Leveis Affected: State, 
Federal 


Analysis: See Additional information 


Agency Contact: Dr. Nancy Foster, 
Acting Chief, Department of Commerce, 
National Oceanic and Atmospheric 
Administration, Sanctuary Programs 
Division, OCRM, 3300 Whitehaven 
Street, NW, Washington, DC 20235, 202 
634-4236 


RIN: 0648-AA30 


92. REGULATIONS FOR PROPOSED 
LA PARGUERA, PUERTO RICO 
NATIONAL MARINE SANCTUARY 


Legal Authority: 16 USC 1431 to 1434 
Mar. Prot, Research & Sanct Act 


CFR Citation: 15 CFR 939 


Abstract: These regulations will protect 
the ecological, recreational, and esthetic 
resources of the waters off La Parguera, 
Puerto Rico if this area is designated as 
a national marine sanctuary. _ 


Timetable: 


Action Date FR Cite 
NPRM 03/04/83 48 FR 09286 
NPRM Comment 03/04/83 48 FR 09286 
Period Begin 
NPRM Comment 05/04/83 
Period End 
Final Action 
Final Action 
Effective 
Small Entity: No 





10/00/83 
11/00/83 


_Additional information: Neither an RIA 


nor an RFA is required or will be 
prepared. 


Affected Sectors: Multiple 


Government Leveis Affected: State, 
Federal 


Analysis: See Additional information 


Agency Contact: Dr. Nancy Foster. 
Acting Chief, Department of Commerce, 
National Oceanic and Atmospheric 
Administration, Sanctuary Programs 
Division, OCRM, 3300 Whitehaven 
Street, NW, Washington, DC 20235, 202 
634-4236 


RIN: 0648-AA32 


93. REGULATIONS FOR THE KEY 
LARGO CORAL REEF NATIONAL 
MARINE SANCTUARY 


Legal Authority: 16 USC 1431 to 1434 
Mar. Prot., Research & Sanc. Act 
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CFR Citation: 15 CFR 929 


Abstract: The regulations replace and 
update interim regulations to protect 
ecological, recreational, and aesthetic 
resources of the Key Largo Coral Reef 
National Marine Sanctuary. 





interim Final Rule 01/16/76 47 FR 2379 
12/17/82 47 FR 56506 
12/17/82 47 FR 56506 


NPRM Comment 02/14/83 
Period End 

Final Action 

Final Action 
Effective 

Small Entity: No 


Additional Information: Neither an RIA 
nor an RFA is required or was 
prepared. 


Affected Sectors: Multiple 


Government Levels Affected: State, 
Federal 


Analysis: See Additional information 


Agency Contact: Dr. Nancy Foster, 
Acting Chief, Department of Commerce, 
National Oceanic and Atmospheric 
Administration, Sanctuary Programs 
Division, OCRM, 3300 Whitehaven 
Street, NW, Washington, DC 20235, 202 
834-4236 


RIN: 0648-AA33 


94. FEDERAL CONSISTENCY WITH 
APPROVED COASTAL ZONE 
MANAGEMENT PROGRAMS: 
DEFINITION OF THE TERM: 
“DIRECTLY AFFECTING” IN SECTION 
307(C)(1) OF THE COASTAL ZONE 
MANAGEMENT ACT 


Priority: Agency Determination 


Legal Authority: 16 USC 1456 Coastal 
Zone Management Act of 1972 


CFR Citation: 15 CFR 930 


Abstract: Section 307(c)(1) of the 
Coastal Zone Management Act (CZMA) 
provides that Federal activities 
“directly affecting the coastal zone” of 
a State with a Federally-approved 
coastal zone management program must 
be consistent with that program to the 
maximum extent practicable. The 
definition of “directly affecting” has 
been the subject of long-standing 
controversy both among Federal 
agencies and between the Federal 
agencies and the coastal states. The 
coastal states’ interpretation has 


10/00/83 
11/00/83 


generally been broader than that of the 
Federal agencies, although, until 1981, 
the Department of Commerce supported 
the states’ position. A final rule, issued 
July 8, 1981 (46 FR 35253), defined a 
Federal activity narrowly as “directly 
affecting the coastal zone” if the 
Federal agency finds that the conduct 
of the activity itself produces a 
measurable physical alteration in the 
coastal zone or if the activity initiates a 
chain of events reasonably certain to 
result in such alteration, without further 
required agency approval. “Direct 
effects” did not include effects 
identified by the Federal agency as 
uncertain, speculative or remote. In 
May 1981, California filed a (cont) 


Action 

NPRM 

Final Action 

Final Action 
Effective 

Small Entity: No 


Additional Information: Neither an RIA 
nor an RFA is probably required. The 
Regulatory Flexibility Act does not 
apply to these regulations because they 
affect only Federal agency actions. 
ABSTRACT CONT: lawsuit seeking to 
enjoin the Department of the Interior 
from leasing certain tracts offshore 
California on the grounds among others 
that the activity directly affected the 
California coastal zone and consistency 
determination was required. The 
District Court's opinion issued in 
August 1981, held that the lease sale 
directly affected the coastal zone and in 
other respects adopted California’s 
interpretation of the CZMA. NOAA’s 
narrow definition of the term in the 
rules issued in July 1981 was 
subsequently withdrawn. NPRM to 
withdraw rule published October 16, 
1981 (46 FR 50937). Final Rule 
withdrawn January 29, 1982 (46 FR 
4231); notice confirming effective date 
of withdrawal published May 11, 1982 
(49 FR 2011). The broad definition of 
“directly affecting” was affirmed by the 
Ninth Circuit August 12, 1982. On May 
16, 1983, the U.S Supreme Court 
accepted the petitions of the Federal 
government and the State of California 
to review the Ninth Circuit's decision. 
New regulations will be proposed ETC 


Affected Sectors: Multiple 


Government Levels Affected: State, 
Federal 


Date 
00/00/00 
00/00/00 
00/00/00 


FR Cite 


47287 


Current and Projected Rulemakings 


Agency Contact: JoAnn Chandler, 
Chief, Policy Coordination Division, 
Department of Commerce, National 
Oceanic and Atmospheric 
Administration, Office of Ocean and 
Coastal Resource Mangmnt, 3300 
Whitehaven Street, NW, Washington, 
DC 20235, 202 634-4245 


RIN: 0648-AA34 


95. PROPOSED REGULATIONS FOR 
THE PROPOSED HAWAIIAN 
HUMPBACK WHALE NATIONAL 
MARINE SANCTUARY 


Legal Authority: 16 USC 1431 10 1434 
CFR Citation: 15 CFR 941 


Abstract: Regulations will be proposed 
in conjunction with the designation of 
the Hawaiian Humpback Whale 
National Marine Sanctuary to 
complement existing Federal law aimed 
at eliminating or reducing harassment 
of the seasonal humpback whale 
population in Hawaii. The regulations 
will also define the limits of the 
Sanctuary within which increased 
State-Federal coordination will occur-- 
particularly in the issuance of research 
permits, enforcement, public education, 
and research effort. The present 
regulatory regime has proven to be an 
inadequate means for ensuring the long- 
term protection of the endangered 
humpback whale and its habitat. 


Timetable: 
Action 


NPRM 

NPRM Comment 
Period Begin 

NPRM Comment 
Period End 

Final Action. 

Final Action 
Effective 

Smaili Entity: No 


Additional information: Neither an RIA 
nor an RFA is requiréd or will be 
prepared. 


Affected Sectors: 091 Commercial Fish- 
ing; 799 Miscellaneous Amusement and Rec- 
reation Services 


Government Levels Affected: State 
Analysis: See Additional information 


Date FR Cite 


10/00/83 aes 
10/00/83 


12/00/83 


03/00/84 
04/00/84 
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and development of an environmental 
ethic; and ecological succession studies. 
This project will serve as a prototype 


Additional information: Neither an RIA 
nor an RFA is required or will be 
prepared. 


Affected Sectors: 091 Commercial Fish- 
ing 

Government Levels Affected: State 
Analysis: See Additional information 
Agency Contact: Dr. Nancy Foster, 
Acting Chief, Sanctuary Programs Div., 
Department of Commerce, National 
Oceanic and Atmospheric 
Administration, Office of Ocean & 
Coastal Resource Mgmt., 3300 
Whitehaven Street, N.W., Washington, 
D.C. 20235, 202 634-4236 


RIN: 0648-AA74 


NATIONAL OCEAN SURVEY/OFFICE 
OF MINERAL ENERGY 


97. DEEP SEABED MINING 
REGULATIONS FOR COMMERCIAL 
RECOVERY 


Priority: Major 


Legal Authority: 30 USC 1401 et seq 
Deep Seabed Hard Mineral Resources Act 


CFR Citation: 15 CFR 971 


Abstract: Under 15 CFR 970, 
prospective deep seabed miners may 
apply to NOAA for the exploration 
license needed to explore the deep 
seabed for manganese nodules. Under 
the new regulations, prospective miners 
will be able to apply to NOAA for a 
permit to commercially recover and 
process nodules to obtain strategic 
metals (nickel, copper, cobalt, 
manganese). These permits would 
provide security of tenure for applicants 
with respect to other U.S. citizens and 
other nations’ permittees in accordance 
with applicable international 
agreements. Fees for securing and 
maintaining a permit will be based on 
the Government's processing costs. 
These fees would be an inconsequential 
portion of the cost of a commercial 
recovery operation. The cost of a 


Current and Projected Rulemakings 


commercial recovery operation is 
expected to exceed one billion dollars. 
Alternatives to the regulation would 
require amending the Deep Seabed 
Hard Mineral Resources Act, which 
would be considered in the context of 
the U.S. law of the sea policy. 


Timetable: 
Action 


ANPRM 

Public 

NPRM 

NPRM Comment 
Period Begin 

NPRM Comment 
Period End 

Final Action 

Final Action 
Effective 

Smaii Entity: No 


Additional Information: The RIA and 
RFA prepared for the exploration 
license regulations will be reviewed 
and reaffirmed or supplemented as 
needed to cover new issues raised by 
the commercial recovery permit 
regulations. It is expected that small 
entities will not be permittees. Rather 
some’small entities are expected to be 
contractors or subcontractors to 
permittees. The RIA and RFA are 
available, as are the programmatic 
Environmental Impact Statement and 
supporting guidance document on 
seabed mining using currently 
foreseeable technology. 


Affected Sectors: 10 METAL MINING 


Government Levels Affected: Local, 
State, Federal 


Agency Contact: Laurence J. Aurbach, 
Department of Commerce, National 
Oceanic and Atmospheric 
Administration, Office of Ocean 
Minerals and Energy, 2001 Wisconsin 
Avenue, NW, Washington, DC 20235, 
202 653-8257 


RIN: 0648-AA36 


12/28/82 47 FR 57903 
02/00/83 
12/00/83 
12/00/83 


06/00/84 


09/00/84 
10/00/84 
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DEPARTMENT OF COMMERCE (DOC) 
National Oceanic and Atmospheric Administration (NOAA) 


NATIONAL MARINE FISHERIES 
SERVICE . 


98. REGULATIONS GOVERNING THE 
TAKING & IMPORTING OF MARINE 
MAMMALS: NOTICE & HEARING ON 
SECTION 103 REGULATIONS 


Legal Authority: 16 USC 1361 et seq 
Marine Mammal Protection Act of 1972 


CFR Citation: 50 CFR 216.70 to 216.90 


Abstract: The existing regulations 
establish procedures for promulgating 
regulations involving: (1) the taking of 
marine mammals incidental to 
commercial fishing operations, (2) 
waivers of the moratorium, and (3) the 
taking of depleted marine mammals by 
Indians, Aleuts, or Eskimos. The 
regulations establish the rules of 
practice and procedures for all hearings 
conducted pursuant to Section 103(d) of 
the Marine Mammal Protection Act of 
1972. 
Timetable: 
Action Date 


01/00/83 
12/31/83 


Beain Revi 
End Review 
Small Entity: No 
Affected Sectors: 091 Commercial Fish- 
ing; 097 Hunting and Trapping, and Game 
Propagation 

Government Levels Affected: Local, 
State, Federal 

Analysis: See Additional information 
Agency Contact: Richard B. Roe. 
Acting Director, Department of 
Commerce, National Oceanic and 
Atmospheric Administration, Office of 
Protected Species, and Habitat 
Conservation, NMFS, Washington, DC 
20235, 202 634-7461 


RIN: 0648-AA55 


99. @THREATENED MARINE 
REPTILES 


Priority: Agency Determination 


Legal : 16 USC 1531 et seq En- 
dangered Species Act of 1973 
CFR Citation: 50 CFR 227.71 to 227.72 


Abstract: Based on requests. from the 
residents and Governments of Guam 
and Hawaii, the NMFS is reviewing 
these regulations which prohibit the 
taking of sea turtles for subsistence 
purposes, except for the taking of green 
sea turtles by residents of the Trust 
Territory of the Pacific Islands. The 
review is to determine whether the 
subsistence regulations for the Trust 
territory should be modified and 
whether the taking of sea turtles for 
subsistence purposes should be allowed 
in other areas of the Central and 
Western Pacific Ocean. 


Timetable: 
Action 

Begin Review 
End Review 
Small Entity: No 


Additional information: Neither an RIA 
nor an RFA is required or prepared for 
a review of an existing regulation. 


Affected Sectors: None 
Government Levels Affected: Federal 


Agency Contact: Floyd Anders, Acting 
Director, Southwest Region, Department 
of Commerce, National Oceanic and 
Atmospheric Administration, National 
Marine Fisheries Service, 300 S. Ferry 
Street, Terminal Island, CA 90731, 213 
548-2575 


RIN: 0648-AA79 

SRR EN ERROR ETRE RENNES NS RCE 
NATIONAL OCEAN SURVEY/OFFICE 
OF MINERAL ENERGY 


100. LICENSING OF OCEAN THERMAL 
ENERGY CONVERSION FACILITIES 
AND PLANTSHIPS 


Priority: Major 


Legal Authority: 42 USC 9101 et seq 
Ocean Thermal Energy Conversion Act 


Date FR Cite 


04/20/83 48 FR 16925 
03/31/84 


Existing Regulations Under Review 


CFR Citation: 15 CFR 981 et seq 


Abstract: These regulations (15 CFR 
981) established a stable legal system 
and a streamlined licensing process to 
facilitate commercial development of 
ocean thermal energy conversion 
(OTEC) facilities and plantships. These 
regulations are being reviewed to 
determine if they should be revised. 
The details of the simplified licensing 
system for ownership, construction, 
location, and operation of OTEC 
facilities and plantships which are 
associated with the United States or 
U.S. Citizens, are being examined to 
gauge the effect on the developing 
OTEC industry. Section 117 of the 
Ocean Thermal Energy Conversion Act 
of 1980 requires NOAA to review these 
regulations periodically, at intervals of 
not more than every three years, and to 
revise them as necessary based on that 
review. 


Timetable: 
Action 


Begin Review 
End Review 
Small Entity: No 


Additional Information: A Final 
Regulatory Impact Analysis (July 1981) 
and a Final Programmatic 
Environmental Impact Statement (July 
1981) are available, Neither an RIA nor 
an RFA is required or prepared for a 
review of an existing regulation. 


Date FR Cite 


05/11/83 48 FR 21154 
09/30/83 


Agency Contact: Richard D. Norling, 
OTEC Program Manager, Department of 
Commerce, National Oceanic and 
Atmospheric Administration, Ocean 
Minerals and Energy Division, 2001 
Wisconsin Ave., NW Page 1 Rm. 105, 
Washington, DC 20235, 202 254-3483 


RIN: 0648-AA69 





DEPARTMENT OF COMMERCE (DOC) 
National Oceanic and Atmospheric Administration (NOAA) 


Legal Authority: 16 USC 1801 et seq 
Magnuson Fishery Conser & Management Act 


CFR Citation: 50 CFR 611 


Abstract: The Preliminary Fishery 
Management Plan {PMP) controls the 
foreign incidental catch of billfish and 
sharks in the directed tuna longline 
fishery in the FCZ. The foreign 
incidental catches diminish the value of 
US. fishermen's right to the first 
opportunity to harvest Atlantic 
billfishes and sharks in the FCZ. The 
regulations would increase availability 
of billfishes and sharks to U.S. 
fishermen; reduce conflict between 
domestic and foreign fishermen; and 
provide reasonable opportunity for 
foreign nations to fish for tuna under 
international agreements. The 
regulations will haye significant impact 
on substantial number of small entities. 
The domestic recreational industry and 
commercial fisheries will benefit 
through anticipated increased 
recreational fishing success, more 
efficient commercial fishing, and 
reduced gear damage. The PMP was 
amended to revise the longlining area 
to prohibit foreign fishing in the portion 
of the FCZ claimed by Canada. 





08/04/82 
08/04/62 


FR Cite 
47 FR 33722 





09/14/82 47 FR 40438 


09/24/82 47 FR 40438 


10/04/82 


08/29/83 48 FR 00000 
48 FR 00000 


Additional information: An RIA is not 
required and will not be prepared. An 
RFA is required. A Regulatory Impact 
Review and an Initial RFA is contained 
in the Atlantic Billfish and Sharks 
Preliminary Fishery Management Plan 


which is available. A Draft 
Environment Impact Assessment is also 
available. 


Affected Sectors: 091 Commercial Fish- 
ing 


Government Levels Affected: Siate, 
Federal 


Analysis: See Additional information 


Agency Contact: Jack T. Brawner, 
Director, Southeast Region, Department 
of Commerce, National Oceanic and 
Atmospheric Administration, National 
Marine Fisheries Service, 9450 Koger 
Bivd., St. Petersburg, FL 33702, 813 893- 
3141 


RIN: 0648-AA04 


102. AMENDMENT NO. 4 TO THE 
BERING SEA GROUNDFISH FISHERY 
MANAGEMENT PLAN: IMPLEMENTING 
REGULATIONS 


Priority: Agency Determination 


Legal Authority: 16 USC 1801 et seq 
Magnuson Fishery Conser. & Management 
Act 


CFR Citation: 50 CFR 611.93; 50 CFR 673 


Abstract: The problems addressed are 
(1) natural fluctuations in biomass of 
fish stocks and (2) growing U.S. fishery. 
The amendments raise quotas. The 
benefits are potential increased 
revenues to about 30 U.S. vessels 
totalling about $12.3 million and 
payment to the United States of 
$100,000. No incremental costs will 
occur except the minor costs of the 
rulemaking. 

Timetabie: 


Action Date FR Cite 


NPRM 12/06/82 47 FR 54841 
NPRM Comment 12/06/82 
Period Begin 
NPRM Comment 
Period End 
Final Action 
Effective 
Final Action 05/12/83 


Smaii Entity: Yes 


Additional information: An RIA was 
not required and was not prepared, An 
RFA was required and is available. The 
existing FMP and the Amendment are 
available. 


Affected Sectors: 091 Commercial Fish- 





01/20/83 
05/09/83 48 FR 21336 


48 FR 21336 
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Compieted Actions 


Government Levels Affected: Federal 
Analysis: See Additional Information; Draft 
RFA 12/06/82 (47 FR 54841); Final RFA 
05/12/83 (48 FR 21336) 


Agency Contact: Robert W. McVey. 
Director, Alaska Region, Department of 
Commerce, National Oceanic and 
Atmospheric Administration, National 
Marine Fisheries Service, P.O. Box 1668, 
Juneau, AK, 907 586-7221 


RIN: 0648-AA06 


103. AMENDMENT NO. 5 TO THE 
BERING SEA GROUNDFISH FISHERY 
MANAGEMENT PLAN: IMPLEMENTING 
REGULATIONS 


Priority: Agency Determination 
Legal Authority: 16 USC 1801 et seq 
Magnuson Fishery Conservation & Mgmt. Act 
CFR Citation: 50 CFR 611.93; 50 CFR 673 
Timetable: _ 
Action 
NPRM 04/00/83 
NPRM Comment 04/00/83 
Period Begin 
Withdrawn 
Superseded by 
: - 


06/02/83 48 -§ 24719 


of amend, 3. 
NPRM Comment 06/15/83 

Period End 
Small Entity: No 
Affected Sectors: 091 Commercial Fish- 
ing 
Government Levels Affected: Federal 
Analysis: See Additional information 


Agency Contact: Robert W. McVey. 
Director, Alaska Region, Department of 
Commerce, National Oceanic and 
Atmospheric Administration, National 
Marine Fisheries Service, P.O. Box 1668, 
Juneau, AK 99802, 907 586-7221 


RIN: 0648-AA07 


104. 1983 FOREIGN FISHING FEES 
Priority: Agency Determination 


Legal Authority: 16 USC 1801 et seq 
Magnuson Fishery Conservation & Mgmt. Act 


CFR Citation: 50 CFR 611.22 


Abstract: The 1982 fees were revised in 
order that receipts from foreign fishing 
during 1983 recover at least the foreign 
share of the costs of administering the 
Magnuson Act during fiscal year 1982. 





Federal Register / Vol. 48, No. 201 / Monday, October 17, 1983 / Unified Agenda 


DOC—NOAA 

Comments were solicited on the 
possibility of auctioning the fish 
allocations, and of offering discounted 
fees to those countries that aid the 
United States fishery development 
plans. The comments were considered 


and the final 1983 fee schedule was 
published in June. 


Date 
09/03/82 


FR Cite 
47 FR 38947 


09/03/82 47 FR 38947 


10/03/82 47 FR 38947 


© 


47 FR 51336 
47 FR 56650 


11/12/82 
11/12/82 


01/01/83 48 FR 00256 


01/04/83 48 FR 00256 

NPRM Comment 01/14/83 
Period End 

06/13/83 

07/13/83 


48 FR 27075 
48 FR 27075 


Interim Final Rule 12/20/83 
Small Entity: No 


Additional Information: Neither an RIA 
nor an RFA is required or will be 
prepared. A Regulatory Impact Review 
for permit fees is available. A 
Regulatory Impact Review for poundage 
fees is available. 


Affected Sectors: None 
Analysis: See Additional Information 


Agency Contact: Alfred J. Bilik, Chief, 
Fees and Permits Branch, Department 
of Commerce, National Oceanic and 
Atmospheric Administration, Fees, 
Permits, & Regulations Division, NMFS, 
3300 Whitehaven Street, NW, 
Washington, DC 20235, 202 634-7432 


RIN: 0648-AA09 


47 FR 56650 


105. AMERICAN LOBSTER FISHERY 
MANAGEMENT PLAN: IMPLEMENTING 
REGULATIONS 


Legal Authority: 16 USC 1801 et seq 
Magnuson Fishery Conservation & Mgmt. Act 
CFR Citation: 50 CFR 649 
Abstract: The New England Fishery 
*Management Council has developed the 
American Lobster Fishery Management 
Plan (FMP) which, if approved and 
implemented, is intended to promote 


conservation of the American lobster - 
resource, reduce the possibility of 
recruitment failure, and allow full 
utilization of the resource by the U.S. 
industry. The management program is 
to minimize social, cultural and 
economic dislocation in the fishery. The 
FMP would establish conservation 
measures for the offshore fishery in the 
fishery conservation zone (FCZ), and 
encourage the States to adopt similar 
restrictions. The principal alternative is 
no Federal action and to leave lobster 
management to the States. Substantial 
long-term increase in resource 
productivity expected from establishing 
minimum size limit for lobsters retained 
in fishery. While fishery revenues may 
be redistributed among vessels, positive 
net economic benefits are expected in 
the long term through long-term 
increase in resource productivity. 


Timetable: ~ 
Action Date 


NPRM 05/20/83 

NPRM Comment 05/20/83 
Period Begin 

NPRM Comment 07/05/83 
Period End 

Final Action 

Final Action 
Effective 

Small Entity: Yes 


Additional Information: An RIA was 
not required and was not prepared. An 
RFA was required and was prepared. A 
Regulatory Impact Review/Final RFA 
available. A Final Environmental 
Impact Statement and FMP are 
available. 


Affected Sectors: 091 Commercial Fish- 
ing 

Government Levels Affected: State, 
Federal 


Analysis: Draft RFA 05/20/83 (48 FR 
22760); Reg Impact Review/Final RFA 
05/20/83 (48 FR 22760) 


Agency Contact: Allen E. Peterson, Jr.. 
Director, Northeast Region, Department 
of Commerce, National Oceanic and 
Atmospheric Administration, National 
Marine Fisheries Service, 14 Elm Street, 
Gloucester, MA 01930, 617 281-3600 


RIN: 0648-AA14 


FR Cite 


48 FR 22760 
48 FR 22760 


08/10/83 
09/07/83 


48 FR 36266 
48 FR 36266 


106. AMENDMENT NO. 7 TO THE 
TANNER CRAB FISHERY 
MANAGEMENT PLAN: IMPLEMENTING 
REGULATIONS 


Priority: Agency Determination 


Completed Actions 


CFR Citation: 50 CFR 671 


Abstract: Amendment No. 7 eliminates — 
the 16.5 million. pounds of total 
allowable level of foreign fishing for C. 
opilio; reduces the optimum yield (OY) 
for C. opilio in the Bering Sea 
management area from 130 million 
pounds to equal the domestic annual 
harvest within a range of 39.5 - 91.0 
million pounds; establishes OYs for C. 
bairdi in the Chignik management area 
at 5.0 million pounds and in the South 
Peninsula management area at 6.0 
million pounds; and increases the range 
OY for C. bairdi in the Bering Sea 
management area from 22.0 - 33.0 
million pounds to 28.0 - 36.0 million 
pounds. Amendment No. 7 should 
increase harvest levels and abundance 
of C. bairdi tanner crab and harvest of 
the full acceptable biological catch of C. 
opilio in the Bering Sea by U.S. 
fishermen. The amendment focuses on 
the elimination of the C. opilio total 
allowable level of foreign fishing. The 
only substantial economic impact will 
be on foreign fishery fleets. 


Timetable: 
Action Date 


NPRM 09/03/81 

NPRM Comment 09/03/81 
Period Begin 

NPRM Comment 10/19/81 
Period End 

Final Action- 

Final Action 
Effective 

Small Entity: No 


Additionai information: Neither an RIA 
nor an RFA was required or was 
prepared; however, a Council prepared 
report on the market aspects of a 
foreign allocation of C. opilio is 
available. 


Affected Sectors: 091 Commercial Fish 
ing 


Government Levels Affected: State, 
Federal 


Analysis: See Additional Information 


Agency Contact: Robert W. McVey, 
Director, Alaska Region, Department of 
Commerce, National Oceanic and 
Atmospheric Administration, National 
Marine Fisheries Service, P.O. Box 1668, 
Juneau, AK 99802, 907 586-7221 


RIN: 0648-AA18 
| EAR SARE PARRA AEE 


04/08/83 
05/09/83 
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Legal Autor: 16 USC 1801 et seq 
Magnuson Fishery Conservation & Mgmt. Act 


CFR Citation: 50 CFR 674 


Abstract: This amendment to the High 
Seas Salmon Fishery Management Plan 
and implementing regulations clarifies 
the authority of the Secretary, as 
delegated to the Alaska Regional 
Director, NMFS, to close the high seas 
salmon troll fishery at any harvest level 
within the chinook salmon optimum 
yield range that he determines to be 
necessary for the conservation and 
management of chinook salmon. The 
reduction in troll catch proposed for 
1982 was estimated to be evenly 
distributed over approximately 965 


47 FR 34167 
47 FR 34167 


05/20/83 48 F 


nor an RFA is required or will be 
prepared. A Regulatory Impact 
Review/Initial RFA is available. 


Affected Sectors: 031 Commercial Fish- 


Reg impact Review/initial RFA 
08/06/82 (47 FR 34167) 


Contact: Robert W. McVey, 
Director, Alaska Region, Department of 
Commerce, National Oceanic and 
Atmospheric Administration, National 
Marine Fisheries Service, P.O. Box 1668, 
Juneau, AK 99802, 907 586-7221 


RIN: 0648-AA20 


Legal Author 16 USC 1801 et seq 
Magnuson Fishery Conservation & Mgmt. Act 


CFR Citation: 50 CFR 674 


Abstract: These regulations implement 
High Seas Salmon Fishery Management 
Plan. They govern fishing for salmon by 
fishing vessels of the United States 
within that portion of the N. Pacific 
Ocean seaward of AK, east of 175 
degrees E. Longitude, over which the 
U.S. exercises exclusive FMP authority. 
An amendment to these regulations in 
1983 rescinds the present prohibition 
against the use of treble hooks by 
commercial salmon trollers fishing in 
the fishery conservation zone off AK. 
On previous agenda title “Amendment 
No. 3 to the High Seas Salmon Fishery 
Management Plan: Implementing 
Regulations.” 


Timetable: 
Action Date 


NPRM 06/02/83 

NPRM Comment 06/02/83 
Period Begin 

NPRM Comment 07/05/83 
Period End 

Final Action 

Final Action 
Effective 

Smaii Entity: No 


Additional Information: An RIA was 
not required and was not prepared. An 
RIR/Initial RFA is available. 


Affected Sectors: 091 Commercial Fish- 
ing 

Government Levels Affected: Siate, 
Federal 


Analysis: Draft RFA 06/02/83 (48 FR 
24751); Reg. impact Review/Initial RFA 
06/02/83 (48 FR 24751) 

Agency Contact: Robert W. McVey, 
Director, Alaska Region, Department of 
Commerce, National Oceanic and 
Atmospheric Administration, National 
Marine Fisheries Service, P.O. Box 1668, 
Juneau, AK 99802, 987 586-7221 


RIN: 0648-AA21 





FR Cite 


48 FR 24751 
48 FR 24751 





07/28/83 
08/02/83 


48 FR 34965 
48 FR 34965 


109. HALIBUT MORATORIUM 


Priority: Major 


Legal Authority: 16 USC 773 et seq 
Northern Pacific Halibut.Act of 1982 


CER Citation: 50 CFR 301 


Completed Actions 


Abstract: This regulation would have 


prohibited the landing and sale of 
halibut if an individual had not sold 
halibut between 1978 and 1982. The 
purpose of these regulations was to 
enhance the efficiency of the industry. 


Timetabie: 


Action Date FR Cite 


NPRM 02/03/83 48 FR 4861 
NPRM Comment 02/03/83 
Period 
NPRM Comment 03/10/83 
Period End 
Withdrawn 
Decision to 
withdraw based 
on OMB 
recommendation 


Smail Entity: Yes 

Additional Iinfermation: An RIA/RFA is 
available. 

Affected Sectors: 091 Commercial Fish- 
ing 

Government Leveis Affected: State, 
Federal 

Analysis: See Additional Information; Final 
RIA 06/10/83; Final RFA 06/10/83 

Agency Contact: Robert W. McVey. 
Director, Alaska Region, Department of 
Commerce, National Oceanic and 
Atmospheric Administration, National 
Marine Fishering Service, P.O. Box 
1668, Juneau, AK 99802, 907 586-7221 


RIN: 0648-AA25 








07/01/83 486 FR 30409 


110. WHALING 
Priority: Agency Determination 


Legal Authority: 16 USC 916 et seq 
Whaling Convention Act 


CFR Citation: 50 CFR 351 


Abstract: The Whaling Convention Act 
requires that the Schedule of the 
International Convention for the 
Regulation of Whaling, 1946, be 
published in the Federal Register by the 
Secretary of Commerce to become 
effective with respect to all persons and 
vessels subject to the jurisdiction of the 
United States in accordance with terms 
of such regulations. These regulations 
relate to whaling which is currently 
prohibited for all persons and vessels 
subject to United States jurisdiction 
with the exception of subsistence 
whaling which is the subject of 
separate regulations. Therefore, they 
will have no impact on any US. 
entities. 





04/07/83 48 FR 15129 
04/07/83 48 FR 15129 


Additional information: Neither an RIA 
nor an RFA was required or was 
prepared. These regulations are exempt 
from National Environmental Policy Act 
environmental document requirements, 
since they constitute a programmatic 
function with no potential for 
significant environmental impact. 


Affected Sectors: 091 Commercial Fish- 
ing 

Government Levels Affected: Federal 
Analysis: See Additional information 


Agency Contact: Mr. Richard B. Roe, 
Acting Director, Department of 
Commerce, National Oceanic and 
Atmospheric Administration, Office of 
Protected Species, and Habitat 
Conservation, NMFS, Washington, DC 
20235, 202 634-7461 


RIN: 0648-AA28 


111. GENERAL PERMIT PROCEDURES 


Legal Authority: 16 USC 1531 et seq En- 
dangered Species Act 


CFR Citation: 50 CFR 220.1 to 220.47 


Abstract: These regulations outline - 
procedures for obtaining a permit under 
the Endangered Species Act of 1973. 
These regulations will be substantially 
revised or deleted depending on the 
final rule promulgated consolidating 
and standardizing NOAA's Scientific 
Research and Public Display Permit 
Regulations (50 CFR Part 223). 


Timetabie: . 
Action Date FR Cite 
Merged with other 08/20/83 
entries 
NPRM 12/31/83 
NPRM Comment 12/31/83 
Period Begin - 
NPRM Comment 02/15/84 
Period End 
Small Entity: No 
Additional Information: Neither an RIA 
nor an RFA is required or will be 
prepared. 
Affected Sectors: None 


Government Levels Affected: Local, 
State, Federal 


Analysis: See Additional information 


Agency Contact: R. B. Brumsted, 
Acting Chief, Protected Species 
Division, Department of Commerce, 
National Oceanic and Atmospheric 
Administration, Office of Protected 
Species, and Habitat Conservation, 
NMFS, Washington, DC 20235, 202 634- 
7529 


RIN: 0648-AA42 


112. PRIBILOF ISLANDS: PUBLIC 
DISPLAY OF FUR SEALS 


Legal Authurity: 16 USC 1151 et seq Fur 
Seal Act of 1966 


CFR Citation: 50 CFR 215.11 to 215.14 


Abstract: The existing regulations 
outline procedures for the submission of 
applications and the issuance of 
permits for public display of Fur Seals 
under the Fur Seal Act. These 
regulations will be substantially revised 
or deleted depending on the final rule 
promulgated consolidating and 
standardizing NOAA's Scientific 
Research and Public Display Permit 
Regulations (50 CFR 223). 


Timetable: = 

Action Date 

Merged with other 08/00/83 
entries 





NPRM 12/31/83 

NPRM Comment 12/31/83 
Period Begin 

NPRM Comment 02/15/84 
Period End 

Small Entity: No . 


Additional information: Neither an RIA 
nor an RFA is required or will be 
prepared. 

Affected Sectors: 799 Miscellaneous 
Amusement and Recreation Services; 842 Ar- 
boreta, Botanical, and Zoological Gardens 


Government Levels Affected: Local, 
State 


Analysis: See Additional Information 


Agency Contact: R. B. Brumsted, 
Acting Chief, Protected Species 
Division, Department of Commerce, 
National Oceanic and Atmospheric 
Administration, Office of Protected 
Species, and Habitat Conservation, 
NMFS, Washington, DC 20235, 202 634- 
7529 


RIN: 0648-AA48 


Completed Actions 


113. SCIENTIFIC RESEARCH & 
PUBLIC DISPLAY PERMIT 
REGULATIONS 

Legal Authority: 16 USC 1151 et seq Fur 
Seal Act of 1966; 16 USC 1531 et seq Endan- 
gered Species Act of 1973; 16 USC 1361 et 
seq Marine Mammal Protection Act of 1972 


CFR Citation: 50 CFR 223, (New) 


Abstract: Simplification and 
consolidation of regulations for the 
issuance of public display permits 
under the Fur Seal Act of 1966, public 
display and scientific research permits 
under the Marine Mammal Protection 
Act of 1972, and permits for endangered 
species under the Endangered Species 
Act of 1973. The proposed regulation 
will standardize permit procedures 
under the three Acts and eliminate 
duplicative regulations. 


Timetable: 
Action Date 


Merged with other 08/00/83 

entries 
NPRM 12/31/83 
NPRM Comment 12/31/83 

Period Beai 
NPRM Comment 02/15/84 

Period End 
Small Entity: No 
Additional Information: Neither an RIA 
nor an RFA is required or will be 
prepared. 
Affected Sectors: ; 
Amusement and Recreation Services; 842 Ar- 
boreta, Botanical, and Zoological Gardens 
Government Levels Affected: Local, 
State, Federal 


Analysis: See Additional information 


Agency Contact: R. B. Brumsted, 
Acting Chief, Protected Species 
Division, Department of Commerce, 
National Oceanic and Atmospheric _ 
Administration, Office of Protected 
Species, and Habitat Conservation, 
NMFS, Washington, DC 20235, 202 634- 
7529 





FR Cite 


RIN: 0648-AA49 
| SSL Se ee ENERO OTTER. AIEEE SE TRI 


114. REGULATIONS GOVERNING THE 
TAKING & IMPORTING OF MARINE 
MAMMALS: SPECIAL EXCEPTIONS 


Legal Authority: 16 USC 1361 ef seq 
Marine Mammal Protection Act of 1972 


CFR Citation: 50 CFR 216.31 to 216.34 


Abstract: The existing regulations 
outline procedures for the submission of 
applications and the issuance of 
permits for public display and scientific 





47294 
DOC—NOAA 


research under the Marine Mammal 
Protection Act of 1972. These 
regulations will be substantially revised 


Research and Public Display Permit 
Regulations (50 CFR Part 223). 
Timetabie: 

Action Date 


Merged with other 08/00/83 
entries 


NPRM 12/31/83 
NPRM Comment 12/31/83 
.NPRM Comment 02/15/84 
Period End 
Small Entity: No 
Additional Information: Neither an RIA 
nor an RFA is required or will be 


Agency . 

Acting Chief, Protected Species 
Division, Department of Commerce, 
Naticnal Oceanic and Atmospheric 
Administration, Office of Protected 
Species, and Habitat Conservation, 
NMFS, Washington, DC 20235, 202 634- 
73523 


RIN: 0648-AA51 
BES a a! Ne NRE 


115. REGULATIONS GOVERNING THE 
TAKING & IMPORTING OF MARINE 
MAMMALS: TRANSFER OF 
MANAGEMENT AUTHORITY TO 
STATES 


Legal Authority: 16 USC 1361 ef seq 
Marine Mammal Protection Act of 1972 


CFR Citation: 50 CFR 403.01 to 403.98, 
(New); 50 CFR 216.101 to 216.108 2 


Abstract: The regulations establish 
procedures for the transfer of marine 
mammal management authority back to 
the states, the form and minimum 
requirements of a state application for 
the transfer of t authority, 
the relationship between Federal and 
state wildlife agencies both prior and 
subsequent to the transfer of 
management authority, and the 
revocation and return to NOAA of 
management authority once transferred 
to the states. The regulations implement 
recent amendments to the Marine 


Mamma! Protection Act and assist in 
the return of marine mammal 
management to the states. 


Timetable: 
Action Date 


NPRM 05/12/82 
NPRM Comment 07/12/82 
Period End 
Final Action 
Final Action 
Effective 


Smail Entity: No 


Additional Information: Neither an RIA 
nor an RFA is required or will be 
prepared. The proposed rule would not 
be a major Federal action significantly 
affecting the quality of the human 
environment within the meaning of 
Section 102({2}(C} of the National 
Environmental Policy Act of 1968. An 
Environmenta! Assessment is available. 


Affected Sectors: None 
Government Levels Affected: State 
Analysis: See Additional information - 
Agency Contact: Richard B. Roe, 
Acting Director, Department of 
Commerce, National Oceanic and 
Atmospheric Administration, Office of 
Protected Species, and Habitat 


Conservation, NMFS, Washington, DC 
20235, 202 634-4761 


RIN: 0648-AA52 


FR Cite 
47 FR 20496 


R 20614 


05/06/83 48 Fi 
48 FR 20614 


06/06/83 


116. EMERGENCY AUTHORITY 
Priority: Agency Determination 


Legal Authority: 16 USC 1855{e) The 
Magnuson Fishery Conser. and Management 
Act 


CFR Citation: 50 CFR 604, (New) 
Timetable: 
Action 


NPRM 

NPRM Comment 
Period Begin 

NPRM Comment 
Period End 

No Rule wil be 
proposed 


Smail Entity: No 


Affected Sectors: 091 Commercial Fish- 
ing; 209 Miscellaneous Food Preparations and 
Kindred Products 


Government Levels Affected: Local, 
State 


Analysis: . See Additional Information 


Date FR Cite 


06/01/83 
06/01/83 


06/30/83 


08/22/83 
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Completed Actions 


Agency Contact: Donna D. Turgeon, 
Fishery Management Officer, 
Department of Commerce, National 
Oceanic and Atmospheric 
Administration, Fees, Permits & 
Regulations Division, NMFS, 3300 
Whitehaven Street, NW, Washington, 
D.C. 20235, 202 634-7432 


RIN: 0648-AA72 


117. GENERAL REGULATIONS FOR 
THE NATIONAL MARINE SANCTUARY 
PROGRAM 


Priority: Agency Determination 


Legal Authority: 16 USC 1431 to 1434 
Mar. Prot., Research & Sanct Act 


CFR Citation: 15 CFR 922 


Abstract: These regulations revise 
existing procedures for identifying and 
selecting potential marine sanctuary 
candidates, as well as designating these 
sites as national marine sanctuaries. 
The regulations réflect a management- 
oriented approach to protecting special 
marine areas. They reflect the ' 
refinements and programmatic policies 
outlined in the Program Development 
Plan for the National Marine Sanctuary 
Program (January 1982). 


Timetable: 
Action Date 


NPRM 09/07/82 
NPRM Comment 09/07/82 
Period i 
NPRM Comment 
Period End 
Final Action 
Final Action 
Effective 


Smaii Entity: No 


Additional Information: Neither an RIA 
nor an RFA was required or was 
prepared. The Regulatory Flexibility 
Act did not apply because the 
regulations affect only Federal agency 
actions. 


Affected Sectors: Multiple 


Government Levels Affected: State, 
Federal 


Analysis: See Additional Information 


Agency Contact: Dr. Nancy Foster, 
Acting Chief, Department of Commerce, 
National Oceanic and Atmospheric 
Administration, Sanctuary Programs 
Division, OCRM, 3300 Whitehaven 
Street, NW, Washington, DC 20235, 202 
634-4236 


RIN: 0648-AA31 


FR Cite 


47 FR 39191 
47 FR 39191 





11/08/82 


48 FR 24296 
48 FR 24296 


06/30/83 
06/30/83 
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Abstract: Existing regulations 
implement OMB Circular A-95 which 
was designed to promote maximum: 
coordination of Federally assisted 
programs. Executive Order 12372 
rescinded OMB Circular A-95, July 14, 
1982. The Department promulgated 
Department-wide regulations 
implementing the Order and NOAA's 
separate regulations were then 
rescinded. 


FR Cite 


48 FR 03096 
48 FR 17101 


Date 


NPRM 01/24/83 

NPRM Comment 01/24/83 
Period Begin 

NPRM Comment 05/19/83 
Period End 





Small Entity: Undetermined 


Additional Information: Neither an RIA 
nor an RFA was required or was 
prepared. 


Affected Sectors: None 


Government Levels Affected: State, 
Federal 


Analysis: See Additional information 


Agency Contact: Barbara Webster, 
Department of Commerce, National 
Oceanic and Atmospheric 
Administration, Acquisition & Grants 
Management Branch, Washington, DC 
20230, 301 443-8503 


RIN: 0648-AA59 


119. POLICY AND PROCEDURES 
REGARDING DISCLOSURE OF 
INFORMATION AND NOAA EMPLOYEE 
TESTIMONY IN LITIGATION NOT 
INVOLVING THE UNITED STATES 


Legal Authority: 15 USC 313; 15 USC 
1512; 15 USC 1518; 33 USC 884; 43 USC 
1458; 43 USC 1460; 43 USC 1461 


CFR Citation: 15 CFR 909 


Abstract: The prior regulations set forth 
policies and procedures regarding 
disclosure of NOAA records and data 
for use in legal proceedings and rules 
covering testimony of NOAA 
employees. The regulations were 
amended to set forth new addresses for 


requesting certified copies of NOAA 

records and/or for requesting the 

appearance of NOAA employees to 

give testimony in litigation not 

involving the United States. 

Tanotebie: 

Action 

Final Action 

Final Action 
Effective 

Smaii Entity: No 


Additional information: Neither an RIA 
nor an RFA was required or prepared. 


Affected Sectors: All 


Government Levels Affected: Local, 
State 


Analysis: See Additional information 


Agency Contact: John S. Brookbank, 
Jr., Senior Counsel for Weather Service, 
Department of Commerce, National 
Oceanic and Atmospheric 
Administration, Office of General 
Counsel, Washington, D.C. 20230, 301 
427-7053 


RIN: 0648-AA70 


Date FR Cite 


04/21/83 48 FR 17064 
04/21/83 48 FR 17064 


COMPLETED REVIEWS 
120. MARINE MAMMALS: PRIBILOF 
ISLANDS 


Legal Authority: 16 USC 1151 et seq Fur 
Seal Act of 1966 


CFR Citation: 50 CFR 215.1 to 215.3; 50 
CFR 215.21 to 215.27 

Abstract: The regulations implement 
the provisions of the Fur Seal Act of 
1966 other than those relating to the 
public display of Fur Seals. The 
regulations apply to the administration 
of the Pribilof Islands and the take of 
Fur Seals. After reviewing the 
regulations, it was determined that no 
revisions were needed at this time. 


Timetable: 

Action 

End Review 07/01/82 
Small Entity: Undetermined 


Additional Information: Neither an RIA 
nor.an RFA is required or prepared for 
a review of an existing regulation. 
Affected Sectors: 097 Hunting and Trap- 
ping, and Game Propagation; 091 Commercial 
Fishing 

Government Levels Affected: Local, 
State, Federal 


Analysis: See Additional Information 








Completed Actions 


Agency Contact: Georgia Cranmore, 
Ecologist, Department of Commerce, 
Nationa! Oceanic and Atmospheric 
Administration, Office of Protected 
Species, and Habitat Conservation, 
NMFS, Washington, DC 20235, 202 634- 
7471 


RIN: 0648-AA56 


121. REGULATIONS GOVERNING THE 
TAKING AND IMPORTING OF MARINE 
MAMMALS: NATIVE EXCEPTIONS 


Legal Authority: 16 USC 1361 et seq 
Marine Mammal Protection Act of 1972 


CFR Citation: 50 CFR 216.23 


Abstract: The existing regulations 
establish exemptions to the Marine 
Mammal Protection Act moratorium on 
the taking of marine mammals for 
natives to allow them to take marine 
mammals for subsistence purposes. 
After reviewing the regulations in light 
of the October 1981 amendments to the 
Marine Mammal Protection Act, it was 
determined that no revisions were 
necessary. 


Timetable: 
Action Be ast 
End Review 
Smail Entity: No 


Affected Sectors: 097 Hunting and Trap- 
Government Levels Affected: Local, 
State 


Analysis: See Additional information 


Agency Contact: Thomas Mcintyre, 
Department of Commerce, National 
Oceanic and Atmospheric 
Administration, Office of Protected 
Species, and Habitat Conservation, 
NMFS, Washington, DC 20235, 202 634- 
7529 


RIN: 0648-AA57 
SELES A PAAR SAINI SET AEN 


122. GENERAL REGULATIONS; 
PUBLIC INFORMATION; PUBLIC 
ACCESSIBILITY TO NOAA 
INFORMATION UNDER THE 
ADMINISTRATIVE PROCEDURE ACT & 
THE FREEDOM OF INFORMATION 
ACT 


Legal Authority: 5 USC 552; 5 USC 553; 
15 USC 311 


CFR Citation: 15 CFR 903 


Abstract: Existing regulations prescribe 
policies regarding the availability of 
NOAA materials and records pursuant 
to the Freedom of Information Act. 





Date 
12/31/82 


FR Cite 
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After reviewing the regulations, it was 
determined that no revisions were 


03/00/82 
05/09/83 


Agency Contact: john B. Kent. 
Administrative Documentation Officer, 
Department of Commerce, National 
Oceanic and Atmospheric 
Administration, Administrative Services 
Branch, Science Center, Rockville. MD 
20852, 301 443-8192 


RIN: 0648-AA58 


ACTIONS THAT STARTED AND 
ENDED BETWEEN ISSUES OF THE 
UNIFIED AGENDA 


123. @AMENDMENT NO. 4 TO THE 
NORTHERN ANCHOVY FISHERY 
MANAGEMENT PLAN: IMPLEMENTING 
REGULATIONS 


Priority: Agency Determination 


Legal Authority: 16 USC 1801 et seq 
Magnuson Fishery Conser & Mgt Act 


CFR Citation: 50 CFR 662 


Abstract: Amendment 4 makes two 
principal changes; the first elminates 
the minimum size limit for anchovies 
landed for reduction purposes and 
institutes a minimum mesh size to be 
effective April 1, 1986. The second 
prescribes a reserve of the reduction 
harvest quota that would be withheld if 
scientific evidence demonstrates that 
orginal biomass estimate was too high. 
These regulations are designed to 
increase the efficiency of the anchovy 
reduction fishery in achieving optimum 
yield without significant adverse 
impact. Economic impacts will be 
beneficial. Fishermen will have ample 
opportunity (three years) to comply 
with the mesh size requirements. In 
addition, fishermen will be able to save 


DEPARTMENT OF COMMERCE (DOC) 
Office of Productivity, Technology and Innovation (OPTI) 


124. CENTERS FOR INDUSTRIAL 


15 USC 272; 15 USC 


No. 5 of 1950; Reorganization Pian No. 3 of 
1946 


CFR Citation: 15 CFR 17a 


Abstract: 15 CFR 17a provides for 
grants and technical services from the 
Department of Commerce to establish 
Centers for Industrial Technology (CIT) 
under the Cooperative Generic 
Technology Program (COGENT). 
Proposed rules, published May 12, 1982 
for comment, cancelled funding of the 
COGENT program and proposed 
substitute CIT program procedures for 
provision of non-grant technical 
services to the private sector in 


establishing cooperative R&D activities. 
By April 1983, the Department of 
Commerce will announce program 
procedures for the Industrial 
Technology Partnerships (ITP) Program 
which will supersede the substitute 
rules and the original COGENT 
program. The new ITP program will 
provide services for assisting the 
private sector to establish joint 
innovative research ventures, including 
R&D limited partnerships, and 
cooperative R&D arrangements, among 
private firms, universities, and 
government agencies. Potential benefits 
include fostering innovation and 
commercialization of new products and 
processes and enhancing U.S. 
competitiveness. 


Completed 


the effort they previously spent 
dumping catches of anchovy that 
exceed the current size limit tolerance 
factor. 
Timetable: 
Action Date 
NPRM 04/25/83 
NPRM Comment 04/26/83 
Period Begin 
NPRM Comment 
Period End 
Final Action 
Final Action 
Effective 


Smali Entity: No 


Additional information: Neither an RIA 
nor RFA was required or prepared. ~ 


Affected Sectors: 091 Commercial Fish- 
ing 

Government Levels Affected: State, 
Federal 


Agency Contact: Floyd Anders, Jr. 
Acting Director, Southwest Region, 
Department of Commerce, National 
Oceanic and Atmospheric 
Administration, National Marine 
Fisheries Service, 300 S. Ferry Street, 
Terminal Island, CA 90731, 213 548-2575 © 


RIN: 0648-AA82 
BILLING CODE 3510-8W-T 


FR Cite 


48 FR 17627 
48 FR 17627 


06/09/83 


08/02/83 
08/15/83 


Current and Projected Rulemakings 


Timetable: 
Action 


NPRM 

NPRM Comment 
Period End 

Final Action 

Final Action 
Effective 


Small Entity: No 


Additional Information: Neither an RIA 
nor an RFA is required or will be 
prepared. 


Affected Sectors: Multiple 
Analysis: See Additional information 


Agency Contact: Egils Milbergs, . 
Director, Department of Commerce, 
Office of Productivity, Technology and 
Innovation, Washington, DC 20230, 202 
377-1581 


RIN: 0692-AA00 
BILLING CODE 3510-BW-T 


Date _—*~FRR Cite 
05/12/82 47 FR 20316 
06/12/82 


11/18/83 
11/18/83 





Federal Register / Vol. 48, No. 201 / Monday, October 17, 1983 / Unified Agenda 


DEPARTMENT OF COMMERCE (DOC) 


Patent and Trademark Office (PTO) 


125. REQUESTS FOR IDENTIFIABLE 
RECORDS 


Legal Authority: 35 USC 6 
CFR Citation: 37 CFR 1.15 


Abstract: The existing regulations 
govern requests for records not 
disclosed to the public as part of PTO's 
informational activities. The regulations 
need to be revised to eliminate obsolete 
provisions. 


* Timetable: 


Action Date 


NPRM 10/00/83 
NPRM Comment 10/00/83 
Period Begin 
NPRM Comment 

Period End 
Final Action 
Final Action 
Effective 
Small Entity: No 


Additional Information: Neither an RIA 
nor an RFA is required or will be 
prepared. 


Affected Sectors: Multiple 


Government Levels Affected: Local, 
State, Federal 


Analysis: See Additional information 


Agency Contact: John W. Dewhirst, 
Department of Commerce, Patent and 
Trademark Office, Ofc. of the Solicitor, 
Washington, DC 20231, 703 557-3542 


RIN: 0651-AA04 


12/00/83 


02/00/84 
03/00/84 


126. ATTORNEY DISCIPLINARY 
RULES 


Legal Authority: 35 USC 6; 15 USC 1123 


CFR Citation: 37 CFR 1.344; 37 CFR 
1.345; 37 CFR 1.348; 37 CFR 2.13; 37 CFR 
2.14; 37 CFR 2.16 


Abstract: Amendments to PTO’s rules 
of practice relating to professional 
conduct will be proposed to conform to 
current American Bar Association 
standards of conduct and current law 
on professional advertising. The 
amendments will also clarify the 
procedures followed in conducting 
investigations and disciplinary 
proceedings. The amendments will have 
no signicant effect on the economy or 
on a substantial number of small 
entities. 


‘Timetable: 


Action Date FR Cite 


NPRM 08/11/83 48 FR 36478 
NPRM Comment 08/11/83 
Period Beai 
NPRM Comment 09/29/83 
Period End 
Final Action 
Final Action 
Effective 
Small Entity: No 


Additional Information: Neither an RIA 
nor an RFA is required or will be 
prepared. 


Affected Sectors: Multiple 


Government Levels Affected: Local, 
State, Federal 


Analysis: See Additional information 
Contact: William Feldman, 
Department of Commerce, Patent and 


Trademark Office, Washington, DC 
20231, 703 557-2012 


RIN: 0651-AA05 





12/00/83 
01/00/84 


127. PATENT INTERFERENCE 
PROCEEDINGS 


Priority: Agency Determination 
Legal Authority: 35 USC 6 


CFR Citation: 37 CFR 1.201 to 1.208; 37 
CFR 1.211; 37 CFR 1.212; 37 CFR 1.215 to 
1.219; 37 CFR 1.222 to 1.228; 37 CFR 1.231; 
37 CFR 1.237; 37 CFR 1.238; 37 CFR 1.242 
to 1.248; 37 CFR 1.251 to 1.259; 37 CFR 
1.261 to 1.268; 37 CFR 1.271 to 1.279; 37 
CFR 1.281 to 1.283; 37 CFR 1.285 to 1.288 


Abstract: Amendments to PTO’s rules 
of practice in patent cases have been 
proposed to simplify procedures for 
conducting interference proceedings, 
reduce the expense to the parties and 
contro] pendency of the proceedings to 
2 years. Other amendments will also be 
proposed, dependent upon enactment of 
a legislative proposal transmitted to the 
Congress, to allow ex parte as well as 
interference issues to be decided in a 
single proceeding. 

Timetable: 


Action 


ANPRM 08/01/83 

ANPRM Comment 08/01/83 
Period Begin 

ANPRM Comment 08/22/83 
Period End 

NPRM 





09/00/83 


Action Date 


NPRM Comment 09/00/83 
Period Beai 

NPRM Comment 11/00/83 
Period End 

Final Action 

Final Action 
Effective 

Small Entity: No 


Additional information: Neither an RIA 
nor an RFA is required or witl be 
prepared. 


Affected Sectors: Multiple 


Government Levels Affected: Local, 
State, Federal 


Analysis: See Additional information 
Agency Contact: Fred E. McKelvey, 
Examiner-in-Chief, Department of 
Commerce, Patent and Trademark 


Office, Box 8, Washington, DC 20231, 
703 557-3625 


RIN: 0651-AA08 





01/00/84 
02/00/84 — 


128. FOREIGN FILING LICENSES 
Legal Authority: 35 USC 6 

CFR Citation: 37 CFR 1.17: 37 CFR 5.1; 
37 CFR 5.11; 37 CFR 5.12; 37 CFR 5.13; 37 


CFR 5.14; 37 CFR 5.15; 37 CFR 5.17; 37 
CFR 5.20; 37 CFR 5.23 


Abstract: Amendments to PTO’s rules 
of practice in patent cases will be 
proposed to establish a simplified 
procedure for granting a license for 
foreign filing. The proposed amendment 
would reduce the burden on the PTO as 
well as patent applicants filing 
applications in foreign countries. 
Timetabie: 
Action Date FR Cite 
NPRM 05/23/83 48 FR 23144 
NPRM Comment 05/23/83 48 FR 23144 
Period Begin 
NPRM Comment 07/20/83 
Period End 
Final Action 
Final Action 
Effective 
Small Entity: No 
Additional information: Neither an RIA 
nor an RFA is required or will be 
prepared. 


Affected Sectors: Multiple 





10/00/83 
11/00/83 





47298 
DOC—PTO 


Government Levels Affected: Local, 
State, Federal 


Analysis: See Additional information 
Agency Contact: Kenneth L. Cage. Dir., 
Special Laws Admin., Group 220, 
Department of Commerce, Patent and 
Trademark Office, Washington, D.C. 
20231, 703 557-2877 


RIN: 0651-AA09 


129. REVISION OF PATENT PRACTICE 


CFR Citation: 37 CFR 1.5; 37 CFR 1.6; 37 
CFR 1.19; 37 CFR 1.21: 37 

CFR 1.27; 37 CFR 1.28; 37 

1.53; 37 CFR 1.55; 37 

1.59; 37 CFR 1.60; 37 


Abstract: Amendments to the PTO’s 
rules of practice in patent cases relating 
to small entity status will be proposed. 
The proposed amendment would clarify 
the scope of the existing rules to be 
consistent with 35 USC 202{c) as 
recently enacted by PL 96-517. The 
proposed amendment would also give 
independent inventors, small business 
concerns and nonprofit organizations 
greater flexibility in claiming small 
entity status. Amendments will also be 
proposed to improve or clarify 
requirements relating to a number of 
miscellaneous matters such as receipt 
of mail, abandoned applications, 
deposit accounts and extensions of 
time. 


Date FR Cite 
08/26/83 48 FR 39016 
NPRM Comment 08/26/83 
Period Begin 
NPRM Comment 10/18/83 
Period End 
Final Action 
Final Action 
Effective 


Small Entity: No 


Additional Information: Neither an RIA 
nor an RFA is required or will be 


prepared. 
Affected Sectors: Multiple 


Government Levels Affected: Local, 
State, Federal 


Analysis: See Additional information 


12/00/83 
01/00/84 


Agency Contact: R. Franklin Burnett, 
Department of Commerce, Patent and 
Trademark Office, Ofc. of Asst. Com. 
for Patents, Washington, D.C. 20231, 703 
557-3054 


RIN: 0651-AA10 


130. MAINTENANCE FEES 

Priority: Agency Determination 

Legal Authority: 35 USC 6 

CFR Citation: 37 CFR 1, (New) 
Abstract: Amendments to PTO’s rules 
of practice in patent cases will be 


proposed to specify procedures for 
paying maintenance fees. 


Date 


~ 10/00/83 
10/00/83 


FR Cite 


12/00/83 


02/00/84 
03/00/84 
Effective 


Smail Entity: No 


Additional information: Neither an RIA 
nor an RFA is reguired or will be 
prepared. 


Affected Sectors: Multiple 


Government Levels Affected: Local, 
State, Federal 


Agency Contact: R. Franklin Burnett, 
Department of Commerce, Patent and 
Trademark Office, Ofc. of Asst. Com. 
for Patents, Washington, D.C. 20231, 703 
557-3054 


RIN: 0651-AA11 


131. @VARIETY NAMING 
REQUIREMENTS FOR PLANT PATENT 
APPLICATIONS 


Priority: Agency Determination 
Legal Authority: 35 USC 6 
CFR Citation: 37 CFR 1.71; 37 CFR 1.163 


Abstract: PTO will propose amendment 
of its rules of practice in patent cases 
to implement the International 
Convention for the Protection of New 
Varieties of Plants. The International 
Convention. requires registration of a 
plant variety name at the time a patent 
on a plant variety is issued. Compliance 
with the registration requirements of 
the Convention would be determined in 
the process of examining plant patent 
applications. 
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Current and Projected Rulemakings 


Timetable: 

Action 

NPRM 09/00/83 

NPRM Comment 09/00/83 
Period Begin 

NPRM Comment 
Period End 

Final Action 

Final Action 
Effective 

Smaili Entity: No 


Additional information: Neither an RIA 
nor an RFA is required or will be 
prepared. 


Affected Sectors: Multiple 
Government Levels Affected: Local, 
State, Federal 


Agency Contact: Michael K. Kirk, 
Assistant Commissioner for External 
Affairs, Department of Commerce, 
Patent and Trademark Office, 
Washington, D.C. 20231, 703 557-3065 


RIN: 0651-AA12 


11/00/83 


02/00/84 
03/00/84 


132. @TERM OF DEPOSIT OF 
MICROORGANISM 


Priority: Agency Determination 
Legal Authority: 35 USC 6 
CFR Citation: 37 CFR 1.71 


Abstract: PTO will propose amendment 
of its rules of practice in patent cases 
to set the duration of a microorganism 
deposit for patent purposes in 
accordance with the Budapest Treaty. 
Timetable: 


Action 


NPRM 09/00/83 
NPRM Comment 09/00/83 
Period Begin 
NPRM Comment 
Period End 
Final Action 
Final Action 
Effective 


Small Entity: No 


Additional Information: Neither an RIA 
nor an RFA is required or will be 
prepared. 


Affected Sectors: Multiple 


Government Levels Affected: Local, 
State, Federal 


FR Cite 


11/00/83 


02/00/84 
03/00/84 
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DOC—PTO 


Agency Contact: Michael K. Kirk, 
Assistant Commissioner for External 
Affairs, Department of Commerce, 
Patent and Trademark Office, 
Washington, DC 20231, 703 557-3065 


RIN: 0651-AA13 


133. @PATENT INTERFERENCE 
PROCEEDINGS 


Legal Authority: 35 USC 6 


CFR Citation: 37 CFR 1.201 to 1.208; 37 
CFR 1.211; 37 CFR 1.212; 37 CFR 1.215 to 
1.219; 37 CFR 1.222 to 1.228; 37 CFR 1.231; 
37 CFR 1.237; 37 CFR 1.238; 37 CFR 1.242 
to 1.248; 37 CFR 1.251 to 1.259; 37 CFR 
1.261 to 1.268; 37 CFR 1.271 to 1.279; 37 
CFR 1.281 to 1.283; 37 CFR 1.285 to 1.288 


Abstract: Amendments to PTO’s rules 
of practice in patent cases will be 


proposed to simplify procedures for 
conducting interference proceedings, 
reduce the expense to the parties and 
control pendency of the proceedings to 
2 years. Other amendments will also be 
proposed, dependent upon enactment of 
a legislative proposal transmitted to the 


‘Congress, to allow ex parte as well as 


interference issues to be decided in a 
single proceeding. 

Timetable: 

Action Date FR Cite 


ANPRM 08/01/83 48 FR 34836 
ANPRM Comment 08/01/83 48 FR 34836 
Period i 
ANPRM Comment 08/22/83 
Period End 
NPRM 09/00/83 
NPRM Comment 09/00/83 
Period Begin 


DEPARTMENT OF COMMERCE (DOC) 


Patent and Trademark Office (PTO) 


Legal Authority: 15 USC 1123 


CFR Citation: 37 CFR 2.27; 37 CFR 2.63 
to 2.65; 37 CFR 2.72; 37 CFR 2.81; 37 CFR 
2.88; 37 CFR 2.94 to 2.99; 37 CFR 2.104 to 
2.107; 37 CFR 2.113; 37 CFR 2.115 to 2.117; 
37 CFR 2.120 to 2.129; 37 CFR 2.131; 37 
CFR 2.132; 37 CFR 2.134; 37 CFR 2.135; 37 
CFR 2.142 


Abstract: The trademark rules were 
revised to clarify and simplify 


procedures and to codify existing 
practice. The revision has no adverse 
effect on substantive trademark rights. 
Procedures are simplified and 
proceedings in the PTO expedited 
without significant effect on the 


- economy or on a substantial number of 


small entities. 
Timetabie: 
Action Date 


06/29/82 
06/29/82 


FR Cite 
47 FR 33991 


10/04/82 


10/04/82 
05/23/83 
06/22/83 


47 FR 33991 
48 FR 23122 
48 FR 23122 


Action 


NPRM Comment 11/00/83 
Period End 

Final Action 

Final Action 
Effective 


Small Entity: No 

Additional information: Neither an RIA 
nor an RFA is required or will be 
prepared. Previous RIN 0651-AA08 
“Patent Interference Proceedings” 
Affected Sectors: Multiple 
Government Levels Affected: Local, 
State, Federal 

Agency Contact: Fred E. McKelvey, 
Examiner-in-Chief, Department of 
Commerce, Patent and Trademark 
Office, Department of Commerce, 
Washington, D.C. 20231, 703 557-2237 


RIN: 0651-AA14 


01/00/84 
02/00/84 


Completed Actions 


Small Entity: No 

Additional information: Neither an RIA 
nor an RFA was required or prepared. 
Affected Sectors: Multiple 
Government Levels Affected: Local, 
State, Federal 

Analysis: See Additional information 
Agency Contact: Janet E. Rice, 
Department of Commerce, Patent and 
Trademark Office, Trademark Trial & 


Appeal Board, Washington, DC 20231, 
703 557-3551 ‘ 


RIN: 0651-AA00 


[FR Doc. 83-28028 Filed 10-14-83; 8:45 am] 
BILLING CODE 3510-BW-T 
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Department of 
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Office of the Secretary 
32 CFR Chs. I, V, VI, and Vil 


33 CFR Ch. li 


36 CFR Ch. il 


Government Regulations; 
Semiannual Agenda of Regulations for 
the Period of March 1, 1983 to 
September 1, 1963 


AGENCY: Departnient of Defense. 


action: Publication of the consolidated 


i agenda of DoD regulatory 
documents. 


summary: The Department of Defense is 


publishing this consolidated semiannual 
agenda of regulatory documents for 
public information and comments under 
E.O. 12291, “Federal Regulation.” This 
agenda incorporates the objectives and 
criteria, when applicable, of the 
regulatory reform program under E.O. 
12291, and other regulatory reform 
programs. It contains DoD issuances 
initiated by DoD Components that may 
have economic and environmental — 
impact on state, local, public or private 
interests under the criteria of E.O. 12291. 
Although most DoD issuances listed in 
the agenda are of negligible public 
impact, their nature may be of public 
interest and are therefore published to 
provide notice and an opportunity for 
public participation in the internal DoD 
rulemaking process. 

This agenda updates the report 
published in April 1, 1983 and covers the 
period from March 1, 1983 to September 
1, 1983. The next agenda is scheduled to 
be published in April 1984. In addition to 
this agenda, DoD components also 
publish, for public review and comment, 
issuances pertaining to their specific 
statutory administration requirements. 
FOR FURTHER INFORMATION CONTACT: 
For information concerning the overall 
DoD regulatory improvement program 
and for general semiannual agenda 
information contact Colonel Peter H. 
Karalus, telephone 202-695-4281 or 
write to Directorate for Organizational 
and Management Planning, OASD(C), 
Washington, D.C. 20301. 


For questions of a legal nature 
concerning the agenda and its statutory 
requirements or obligations, contact Ms. 
Kathleen Buck, legal counsel, Office of 
the General Counsel, Washington, D.C., 
20301, or call 202-697-2714. 


For specific agenda items, contact the 
appropriate individual indicated in each 
DoD Component report. 


SUPPLEMENTARY INFORMATION: This 
consolidated agenda is composed of the 
regulatory status reports from the Office 
of the Secretary of Defense and the 
Departments of the Army, Navy, and Air 
Force. Included also in the agenda is the 
regulatory report from the U.S. Army 
Corps of Engineers, whose civil works 
functions fall under the reporting 
requirements of E.O. 12291. Their 
agenda will reflect these requirements, 
and follow-on reporting actions will be 
taken, as necessary. 

DoD issuances range from DoD 
Directives (reflecting departmental 
policy) to implementing instructions and 
regulations (largely internal and used to 
implement directives). The OSD agenda 
section contains the primary directives 
under which DoD components 
promulgate their implementing 
regulations 

To ease identification and to clarify 
the differences between the variety of 
issuances reported, they are identified 
by their DoD internal numbering system, 
which denotes Component level of 
authority and type of issuance in 
addition to the required CFR number. 

In addition, this agenda, although 
published under the reporting 
requirements of E.O. 12291, will continue 
to be the DoD single source reporting 
vehicle which will identify issuances 
that are currently applicable under the 
various regulatory reform programs in 
progress. Therefore, when applicable, 
DoD Components will identify those 
— which come under the criteria of 
the: : 

a. Regulatory Flexibility Act. 

b. Paperwork Reduction Act. 


c. GATT International Trade 
Agreement. 

Although few, if any, DoD issuances 
are directly applicable under these 
statutes, those that may meet the 
criteria specified will be identified in the 
agenda and their action status indicated. 
Accordingly, this DoD agenda 
incorporates those additional regulatory 
reform requirements, when determined 
applicable, to all DoD issuances 
reported in this agenda. Generally, the 
reports will contain three sections: (1) 
Current and projected rulemaking; (2) 
review of existing regulations: and (3) 
completed actions. The individual DoD 
Component's agenda reports contained 
herein may vary this reporting format 
due to their separate and individual 
mission functions and responsibilities in 
the DoD rulemaking process. 
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Although not a regulatory agency, the 
Department of Defense will continue to 
participate in regulatory intiatives 
designed to reduce economic costs and 
unnecessary environmental burdens 
upon the public. Comments and 
recommendations are invited on the 
rules reported and should be addressed 
to the DoD Component representatives 
identified in each section. 

Although sensitive to the needs of the 
public and regulatory reform, DoD 
reserves the right to exercise the 
exemptions and flexibility permitted in | 
its rulemaking process in order to 
proceed with its overall defense- 
oriented mission. 

Note——The publishing of this agenda does 
not waive the applicability of the military 
affairs exemption in title 5, section 553 and 
section 1 of E.O 12291. 

D. O. Cooke, 
Deputy Assistant Secretary of Defense. 
October 1, 1983. 


AGENCY: Office of the Secretary, DoD 
ACTION: OSD Semiannual Agenda of 
Regulatory Documents Developed or 
Proposed for the period March 1, 1983 
through September 1, 1983. 


summary: The regulatory material listed 
below is in 3 parts: (1) current and 
projected rule making; (2) review of 
existing regulations; and (3) completed 
actions. 


FOR FURTHER INFORMATION CONTACT: 
The contact officials’ names and 
telephone numbers appear after each 
agenda item. For other information on 
the agenda, contact Mrs. M. S. Healy, 
Directives Division, Correspondence 
and Directives Directorate, OSD/WHS, 
telephone 202-697-4111. 
SUPPLEMENTARY INFORMATION: 

E. O. 12291. None of the regulatory 
documents listed below is a “major 
rule” and no major rules are presently 
under development. 

Regulatory Flexibility Act, section 
610. OSD has screened its existing 
regulatory documents and has 
concluded that none of its regulatory 
documents causes significant impact on 
a substantial number of small entities. 

Paperwork Reduction Act, Pub. L. 96- 
511. None of the DoD regulatory 
documents listed in the agenda require 
information collection reports affecting 
the public sector under the criteria of 
Pub. L. 96-511. 


GATT Agreement 


None of the DoD regulatory 
documents listed in this agenda impact 
upon foreign trade under the GATT 


Agreement. 
The OSD agenda follows: 
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|. CURRENT AND PROJECTED RULE MAKING 
(Mar. 1, 1983 to Sept. 1, 1983) 


en ee ee ae James T. Jasinski, 202-697-0536..| 32 CFR Part 63. ed 


1340.xx. 


Pub. L. 97-252, 10 USC. 1408..| This 


| 32 CFR Part 54, rE L 97-246, 37 USC. 101, 
1340.10 E 15 U.S.C. 1673, 42 U.S.C. 465. 
} 
' 
| 


’ 

: 

i 
gee 
ng 
Bee 


Ronald G. Liveris, 202-697-9269..., 32 CFR Part 216, DoD Directive 
1322.13. 


a : ! 
it 


32 CFR Part 296, DoD Directive | 5 U.S.C. 551, 552, and 553... 
| 5400.9. | 


~ 


public. 


te 


and | M. Healy, 202-697-4111 ........ 


f 


32 CFR Part 62b, DoD Directive 


| 
| 
WSO 8 ae 
1010.7. 
| 
} 


and drugged driving by DoD per- | Capt Roger L. McFilien, USN, 
202-695-7116. 


zi 
i] 


32 CFR Part 64, DoD Directive | 10 U.S.C. 688 and 672(a)_.._.. 
1352.1. 


32 CFR Part 65, DoD Directive | 10 U.S.C. 643 
1304.19. 


wher. 


ll. REview oF ExistinG RuLes 
(Mar. 1, 1983 to Sept. 1, 1983] 


Title | Agency contact CFR/DoD Doc No. j Legal authority Abstract/metabie 
_ 1 _ is 
ee 
Civilian Health and Medical Program of | Marian M. Blackburn, 303-361- | 32 CFR Part 199, DoD 6010.8-R, i 10 U.S.C. 1079, 1086, 5 U.S.C. | This amendment revises CHAMPUS pol- 
the Uniformed Services (CHAMPUS). 4078. | Amend No. 19 (Appeais and; 301 cies and procedures for appealing 
Hearings). benefit decisions. Final rule published 
} 48 FR 10309, Mar. 11, 1983. 
Cwilian Health and Medical Program of | Charles €. Guidice, 303-361- | 32 CFR Part 199, DoD 6010.8-A, | Pub. L. 97-114, 10 U.S.C. 1079, | This amends CHAMPUS to implement 
the Uniformed Services (CHAMPUS). 3586. Amend No. 20 (Certified Nurse | 5 U.S.C. 301. Pub. L. 97-114. Final rule published 
Practitioners). 48 FR 15624, Apr. 12, 1983. 
Civilian Health and Medical Program of | Stephen E. isaacson, 303-361- | 32 CFR Part 199, DoD 6010.8-R, | Pub. L. 97-377, Section 779 This amends CHAMPUS to implement 
the Uniformed Services (CHAMPUS). 4005. Amend No. 21 (Double Cover- Section 779 of Pub. L. 97-377. Final 
age). 


; 
| 
! 
| 
' 
| 








Coordination of DoD | Col M. Davis 202-597-3006..........| 32 Part 243, DoD Directive | E.0. 12372, 42 USC. 4231......... 


Intergovernmentai 
Federal Development Programs and 4165.61. 


1000.11. 
..| 32 CFR Part 230, DoD Directive 
1000.12. 


10 USC. 138... 


10 USC. 1553, 38 USC. 101, 
3101. 


Guidelines for Systematic Deciassifica- E.O. 12356, 10 U.S.C. 
tion Review of Classified information 
in Permanently Valuable DoD Recor-s. 


...| 32 CFR Past 231, DoD Directive = USC 198 


Ili. COMPLETED ACTIONS 
{Mar. 1, 1983 to Sept 1, 1983] 
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_ AGENCY: Department of the Army. 
action: Semiannual agenda of 
regulatory information under review or 
development by the Department of the 
Army. 


summany: The Department of the Army 

published its first agenda in 1978 and 
annually thereafter in compliance with 

Executive Order 12044, Pub. L. 96-354 


Government i 
provides the status of regulations that 
were previously reported. 
SUPPLEMENTARY INFORMATION: The 
Department of the Army has no major 
ions under development which 
meet the criteria of Pub. L. 96-354 and 
Executive Order 12291. If applicable, 
rules which come under the criteria of 
the Regulatory Flexibility Act, 
Reduction Act, and the 
GATT international Trade Agreement 
are so identified. 
DEPARTMENT OF THE ARMY 
AGENDA; SEMIANNUAL AGENDA OF 
REGULATIONS (MARCH 1, 1983- 
SEPTEMBER 1, 1983) 


L Current and Projected Rulemaking (12 
Month Projection) 


A. Title—The Army General 
Counsel's Honor’s 

Agency Contact—LTC Taylor (202) 
695-0562, Office of the Army General 
Counsel. 


CFR/DoD Document NR—32 CFR 585. 
Legal Authority—10 USC 302, 3005. 
Abstract/Timetable—Establish policy 
and procedures governing the army 
General Counsel's Honors Program. To 
recruit highly qualified attorneys to fill 

i Genera 


¥. 

Smail Business Impact—None. 

Paperwork Reduction Act Impact— 
None. 

International Trade Impact —None. 

B. Title— Airfield Certification and 
Use of Army Airfields by Other than US 
Department of Defense Aircraft. 

Contact—Mr. Jesse Burch, 
(703) 272-7796 US Army Air Traffic 
Control Activity, Aeronautical Service 
Office. 

CFR/DeD Document NR—Tobe~= - 
determined. 


ii. ComPLETED Acnions—Continued 
(Mar. 1, 1983 to Sept. 1, 19632 


Legal Authority—Pub. L. 85-726; Pub 
L. 91-258; Pub. L. 97-248. 

Abstract/Timetable—Prescribes 
responsibilities and procedures with 
regard to use of US Army airfields by 
other than DoD publication set for late 
1983. 

C. Title—Motor Vehicle Traffic 
Supervision; Drunk Drivers and Driving. 

Agency Contact —Sergeant Major 
Ronald A. Tate (202) 756-1896, HODA 
(DAPE-HRE) Washington, DC 20310. 

CFR/DoD NR—32 CFR Part 634. 

Legal Authority—10 USC 3012; 5 USC 
29501; P.L. 89-564; 88-670: 93-87. 

Abstract/Timetable—Establishes 
policy, procedures and guidance for 
dealing with all drunk drivers on US_ 
Army installations and active duty 
Army personnel charged with drunk 
driving either on or off Army 
installations. Final Rule scheduled for 
Fall 1983. 

Small Business Impact—None. 

Paperwork Reduction Act Impact— 
None. 

International Trade Impact—None. 

D. Title—Entry Authorization 
Regulation for Kwajalein Missile Range. 

Agency Contact—Major Tommy 
Marshall, (205) 895-3120. 

CFR/DoD Document NR—32 CFR Part 
525. 

Legal Authority—44 USC 1681, 50 
USC 797, 18 USC 1001, E.O. 11021. 

Abstract/Timetable—Establish 
policies and procedures ing entry 
of persons, ships, and aircraft into the 
Kwajalein Missile Range (KMR), 
Kwajalein, Marshall Islands. Rule 
proposed for publication during second 
half of 1983. 

Small Business Impact—None. 

Paperwork Reduction Act Impact— 
None. 

International Trade Impact—None. 


Il. Review of Existing Regulations 
None. 


Ill. Completed Actions 

A. Title—Use of Force by Personnel 
Engaged in Law Enforcement and 
Security Duties. 

Contact—Major Ronald S. 

Phillips, (202) 756-1896 HQDA (DAPE- 
HRE}, Washington, DC 20310. 

CFR/DoD Document NR—32 CFR Part 
632. 

Legal Authority—10 USC 3012. 


Abstract/Timetable—Establishes 
policy and procedures governing the use 
of force by personnel engaged in law 
enforcement and security duties. Final 
Rule published 48 FR 17073, {April 21, 
1983). 

B. Title—Release of Information and 
Records from Army Files. 

Agency Contact—Mr. William 
Walker, (202) 325-6163, HQDA(DAAG- 
AMR-S), Alexandria, VA 22331. 

CFR/DoD Document NR—32 CFR Part 
518. 

Legal Authority—5 USC 552. 

Abstract/Timetable—Amendment of 
Rule to include DoD Privacy Board 
Decision Memorandum 83-1 which 
provides guidance concerning the 
release of servicemembers’ names and 
addresses. Final Rule pubished 48 FR 


29688, {Tune 28, 1983). 


AGENCY: Department of the Army, Corps 
of Engineers 

ACTION: Semiannual agenda of 
regulatory information under review or 
development by the Army Corps of 
Engineers in its civil works program. 


summary: The Department of the Army 
published its first agenda in 1978 and 
annually thereafter in compliance with 
Executive Order 12044, Pub. L. 96-354 
and the DOD plan for Improving 
Government Regulations. This agenda 
provides a projection of regulatory 
activities for the next 12 months. 
SUPPLEMENTARY INFORMATION: The 
Department of the Army has no major 
regulations under development which 
meet the criteria of Pub. L. 96-354 and 
Executive Order 12291. If applicable, 
rules which come under the criteria of 
the Regulatory Flexibility Act, 
Paperwork Reduction Act, and the 
GATT International Trade Agreement 
are so identified. 


ARMY CORPS OF ENGINEERS SEMI- 
ANNUAL AGENDA OF 
REGULATIONS (MARCH 1, 1983 THRU 
SEPTEMBER 1, 1983) 

I. Current and Projected Rulemaking (12 
Month Projection) 

A. Title—Use of Nonstructural 
Measures in Planning for Flood Damage 
Reduction. 

Agency Contact—Mr. Teeters (202) 
272-0118 
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CFR/DOD NR—{Proposed). 

Legal Authority—33 USC 7016-11. 

Paperwork Reduction Act Impact— 
None. 

Small Business Impact—None. 

GATT Impact—None. 

Abstract/Timetable—Will provide 
guidance for formulation of plans 
incorporating nonstructural measures. 
Engineer Regulation 1165-2-122, if 
proposed as a rule, is scheduled for 
publication February 1984. - 
Consideration is being given to issuance 
as internal agency guidance. 

B. Title—Emergency Employment of 
Army and Other Resources, Natural 
Disaster Procedures. 

Agency Contact—Mr. Robert P. 
Fletcher (202) 272-0251. 

CFR/DOD DOC NR—33 CFR 203. 

Legal Authority—Pub. L. 288, 77th 
Congress, as amended by Pub. L. 84-99, 
Pub. L. 93-251 and Pub. L. 95-51. 

Paperwork Reduction Act Impact— 
None. 

Small Business Impact—None. 

GATT Impact—None. 

Abstract/Timetable—tinitial guidance 
on emergency assistance program was 
contained in ER 500-1-1 (JAN 78). 
Revision of ER is required by recent - 
changes in law, guidance on performing 
economic analysis of emergency 
projects, emergency precurement 
precedures, as well as for program 
management. Final rule to be published 
September 1983 

C. Title—Rules and Regulations 
Governing Public Use of Water 
Resource Development of Projects 
Administered by the Chief of Engineers. 

Agency Contact—Darrell E. Lewis 
(202) 272-0247. 


CFR/DOD DOC NR—36 CFR Part 327. 


Legal Authority—16 USC 460d. 

Paperwork Reduction Act Impact— 
None. 

Small Business Impact—None. 

GATT Impact—None. 

Abstract/Timetable—Final rule 
published in 1979. Minor revisions will 


provide clarification of authority used 
by field personnel in the management of 
natural resources. Estimated publication 
of final rule, October 1983. 


IL Review of Existing Regulations 


Title—Regulatory Programs of the 
Corps of Engineers. - 

Agency Contact—Bernard 
(202) 272-0200. 

CFR/DOD DOC NR—33 CFR Parts 
320-330. 

Legal Authority—Sec 10 R&H Act; Sec 
404 CWA; Sec 103 MPRSA. 

Paperwork Reduction Act Impact— 
The paperwork, reports, studies, etc., 
required of government at all levels, 
businesses and citizens will be reduced 
by the revised procedures. 

Small Business Impact—By 
streamlining the procedures for 
obtaining a Corps permit, the regulatory 
burden on small businesses will be 
reduced. 

GAT Impact—None. 

Abstract/Timetable—Program 
policies and procedures for the conduct 
of the Regulatory Program of the Corps 
of Engineers. Final rule, December 1983. 


Ill. Completed Actions 

A. Title—Intergovernmental Review 
of Department of the Army Corps of 
Engineers Civil Works Programs and 
Activities. 

Agency Contact—Dr. Wolff (202) 272- 
0146. 

CFR/DOD DOC NR—33 CFR Part 384. 

Legal Authority—42 USC 4231(b) and 
E.O. 12372. : 

Paperwork Reduction Act Impact— 
None. 

Small Business Impact—None. 

GATT Impact—None. 

Abstract/Timetable—Implements 
E.O. 12372 by improving internal 
management of consultation with state 
and local governments. Published as 
proposed rule in Federal Register 
January 24, 1983. Final rule was 
published June 24, 1983. 


B. Title—Periodic Inspection and 
Evaluation of Civil Works Structures. 

Agency Contact—Gordon Miller (202) 
27 


2-0234. 
CFR/DOD Doc NR—33 CRF 222.2/ER 
1110-2-100 and 33 CFR 222.3/ER 1110-2- 


99. 

Legal Authority—Sec. 26, Federal-Aid 
Highway Act of 1968, 23 USC 116(d) 
delegation of authority in 49 CFR 1.48(G) 
and PL 92-367, 86 Stat 506 (33 USC 467 
et seq.). 

Paperwork Reduction Act Impact—ER 
1110-2-100 and ER 1110-1-99 have been 
combined. In keeping with the 
Paperwork Reduction Act, the reporting 
requirement has been simplified-and 
reduced through use of forms, which no 
longer require typing or the repeating of 
certain information contained in the 
regulation. 

Small Business Impact—None. 

GATT Impact—None. 

Abstract/Timetable—Revised ER 
1110-2-100 was issued February 28, 1983 
and brings together two previously 
separate programs. 


AGENCY: Department of the Navy. 
ACTION: Semiannual agenda of 
regulatory information for the period 
March 1, 1983—September 1, 1983 under 
review or development by the 
Department of the Navy. 


summary: None of the regulations 
contained in this agenda meet the 
criteria of the Regulatory Flexibility Act 
(PL 96-354), have priority status, are 
major rules under E.O. 12291, or contain 
reporting requirements under the 
“Paperwork Act”. Further, none of the 
regulations come under the GATT 
International Trade Agreement. 


FOR FURTHER INFORMATION CONTACT: 
Where a contact official is indicated, 
contact the specified individual. For 
general information contact Ms. Alcinda 
P. Wenberg, telephone 202-433-6550 or 
write to Chief of Naval Operations, Op- 
09B15. Department of the Navy, 
Washington, D.C. 20374. 


|. CURRENT AND PROJECTED RULEMAKING 
(Mar. 1, 1983-Sept. 1, 1963) 
None. 


I. REviEW OF ExISTING REGULATIONS 
{Mar. 1, 1963-Sept. 1, 1983) 


32 CFR Part 
Manual, 15560 and SECNA- 
VINST 1910.09. 
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32 CFR Pert 732 (NAVMEDCO- | 5 U.S.C. 301, and 8140; 10 U.S.C. | To update the MEDCOM Instruc- 
1071-1085, 5031, 6148 6201-/| ton. Final nile to be published in 
6203; 32 CFR 700.1202. November 1963.‘ ings 
—— 32 CFR Parts 750-752, and 755- | 5 US.C. 301; 10 USC. 2733, | Final mules to be published in 
—e 757 (JAGINST 5800.78 CH-2) 5031, 5148, and 7621-23, 32 vember 1963. 
CFR 700.206 and 700.1202; and 
34 USC. 3721. 


and 5146, 32 CFR 700.206 
and 700.1202. 


action: Semiannual agenda of regulatory information for the period March 1-September 1, 1983 under review or development 
by the Department of the Air Force. 


summany: The regulations listed on the agenda are existing or proposed regulations which affect the public and are under 
internal review for revision or development. The Paani tof the Air Force has no “major rules” under development of 
review as defined by Exectuive Order 12291. Also, it has determined that the relevant provisions of the Regulatory Flexibility 
Act of 1980 (Pub. L. 96-354) do not apply to these rules and that these rules do not contain reporting or recordkeeping 
requirements under the criteria of the Paperwork Reduction Act of 1980 (Pub. L. 96-511). These rules do not have an impact 
on international trade and therefore the provisions of the GATT Agreement do not apply. 


FOR FURTHER INFORMATION CONTACT: Where a contact offical is indicated, contact the specified individual. For general 
information, contact Mrs. Winnibel PF. Holmes, telephone (202) 697-1861 or write, Department of the Air Force, USAF/ 
DASJR{S), Pentagon, Washington, DC 20330. 


. CURRENT AND PROJECTED RULEMAKING (12 MONTH PROJECTION) 


687, 693, 694; 25 U.S.C. 450. 


..| Federal Aviation Act of 1958; 
Pub. L 85-726; 49 USC. 
1507(a) and 1508. 


| 10 USC. 636, 869, 940, 8012, 
MCM, US, 1969 (Rev). 


USC. 2671-2680, 3t USC. 
340-343, 951-953; 32 USC. 
715; 42 U.S.C. 2651-2653. 


1553, 72 Stat. 1267, 10 U.S.C. 
6012, 1553. 


{PR Doc. 83-28851 Filed 10-14-83; 8:45 am} 
BILLING CODE 3810-01-m 
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DEPARTMENT OF EDUCATION 
Office of the Secretary 

34 CFR Subtitle A and Chs. --Vi! 
Unified Agenda of Federal Regulations 


AGENCY: Department of Education. 


ACTION: Publication of the Unified 
Agenda of Federal Regulations. 


SUMMARY: The Secretary of Education 


publishes a Unified Agenda of Federal 
Regulations as required by Office of 
Management and Budget (OMB) Bulletin 
No. 83-15 issued under the authority of 
Executive Order 12291 (“Federal 
Regulations”). The purpose of the 
agenda is to encourage more effective 
public participation in the regulatory 
process by giving the public early 
information about pending regulatory 
activities. 
FOR FURTHER INFORMATION 
_ CONTACT: Questions or comments 
related to specific regulations listed in 
this agenda should be directed to the 
contact person listed for that set of 
regulations. Questions or comments on 
the overall agenda should be directed to 
A. Neal Shedd, Director, Division of 
Regulations Management, Office of the 
General Counsel, Department of 
Education, Room 2129 FOB-6, 400 
Maryland Avenue, S.W., Washington, 
D.C. 20202. Telephone: (202) 245-7091. 


SUPPLEMENTARY INFORMATION: 
Executive Order 12291, dated February 
17, 1981, and the Regulatory Flexibility 
Act, Pub. L. 96-354, enacted September 
19, 1980, require the Department of 





| Equal Access to Justice ... 


Education to publish, in October and 
April of each year, an agenda of 
regulations that the Department expects 
to issue and currently effective 
regulations that are under review. The 
agenda includes both notices of 
proposed rulemaking (NPRMs) currently 
being drafted and pending final — 
regulations for which NPRMs have been 
published. 


Under the authority of Executive 
Order 12291, the Director of OMB has 
issued OMB Bulletin No. 83-15, dated 
June 28, 1983, prescribing the content 
and structure of the Unified Agenda of 
Federal Regulations. The unified agenda 
will be issued semiannually and will 
cover the succeeding 12 months from the 
date of publication. 


~ For each set of regulations listed, the 


_ agenda provides the title of the 


document, the type of document, a 
citation of any rulemaking or other 
actions taken since publication of the 
most recent agenda, and planned dates 
of future rulemaking. In addition, the 
agenda provides the following 
information: 

¢ An abstract, which includes a 
description of the problem to be 
addressed and any principal 
alternatives being considered. 

e An indication of whether the planned 
action is likely to have a significant 
effect on a substantial number of 
smail entities. 

¢ A reference to where a reader can find 
the current regulations in the Code of 
Federal Regulations. 

¢ A citation of legal authority. 

¢ The name, address, and telephone 
number of the contact person at the 
Department from whom a reader can 


Title 
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obtain additional information 
regarding the planned action. 


If the “Abstract” section of an entry 
refers readers to the preamble, it means 
that amendments to those particular 
regulations would be designed (1) to 
effect regulatory relief, including 
reducing paperwork and compliance 
burdens, improving cost effectiveness 
and, to the extent possible, vesting 
greater discretion in State and local 
agencies, and (2) if necessary, to clarify 
and simplify requirements governing 
that program. 


Readers will note that a number of 
entries from the previous Unified 
Agenda are being withdrawn. In some 
cases, this action has been prompted by 
the scheduling of new legislation that 
ultimately may require the issuance of 
new regulations. In most ofher cases the 
Department intends to continue its 
review of the regulations for purposes of 
deregulation. However, primary 
attention is being given to the 
regulations listed in this Unified 
Agenda. Items no longer listed do not 
have scheduled publication dates and 
are much less likely to be reviewed 
during the next 12 months. 


This publication in the Federal 
i does not impose any binding 

obligation on the Department with 
regard to any specific item on the 
agenda. Regulatory action in addition to 
the items listed is not precluded. Dates 
of future regulatory action are subject to 
revision in subsequent agendas. 


DATED: August 27, 1983. 
T. H. Bell, 
Secretary of Education. 


— ee ee and Projected —— 





1880-AA02 


| Salary Offset for Federal Employees indebted to the United ‘States Under Programs Administered by the Secretary of | 





1880-AA07 





Title 


“Education Department General Administrative eee 


: “indicates priority regulation. 
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Departmental Management—Completed Actions 


Nondiscrimination on the Basis of Race, Color, National Origin, Sex, or Handicap in Programs and Activities 
or Benefiting from Federal Financial ETC 
Nondiscrimination on the Basis of Race, Color, or National Origin under Programs Receiving Federal Financial 


Nondiscrimination on the Basis of Age in Programs and Activities Receiving Federal Financial Assistance 
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SRET2E BBSBRKE 


88 


BRLBRLSE & 


Office of Elementary and Secondary Education—Current and Projected Rulemakings 


Financial Assistance to State Educational Agencies for Migratory, Neglected or Delinquent, and Handicapped Children 
I i, CI niiecsrenniicgnnceceneneeereenerennsn eagvereunbeaneuanangieisenseston 
Assistance for School Construction in Areas Affected by Federal Activities (SAFA) 


1810-AA02 
1810-AA01 
1810-AA03 
1810-AA08 
1810-AA07 








eee and International Education Program.....____..__.._...- 


ogame in oe ems ol _ steintnintavessntsaensocanbosess 


1840-AA20 
1840-AA10 
1840-AA11 
1840-AA18 


| 1840-AA02 


1840-AA03 


1840-AA01 
1840-AA08 


1840-AA0S 
1840-AA14 
1840-AA15 
1840-AA07 
1840-AA12 
1840-AA17 
1840-AA19 
1840-AA00 
1840-AA13 
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Office of Special Education and Rehabilitative Services—Current and Projected Rulemakings 


National Institute of Handicapped Research: Research Grant Programs 
*Removal of Architectural Barriers to the Handicapped 


*Indicates priority regulation. 


i 


| RIN 


1820-AA16 


Office of Special Education and Rehabilitative Services—Completed Actions 


za 
BRLSLLBS ae 


a 
N 


instructional Media for the Handi 
Centers for independent Living 


68 
69 
70 
71 
72 
73 


*Indicates priority regulation. 


Title 


“Assistance to States for Education of Handicapped Children 
incentive Grants (Education for the Handi ) 

Regional Resource Centers (Education for the Handicapped) 
Early Education for Handicapped Chiidren 

Auxiliary Activities (Education for the Handicapped) 

Training Personnel for the Education of the Handicapped 
Recruitment of Personnel and Dissemination of Information (Education for the Handicapped) 


Regional Educational Programs for Handicapped Persons 


Vocational Rehabilitation Training Programs 
Vending Facility Program for the Blind on Federal and Other Property 


1820-AA14 


Office of Vocational and Adult Education—Completed Actions 


Title 


State-Administered and Discretionary Vocational Education Programs 
State-Administered and Discretionary Adult Education Programs 


DEPARTMENT OF EDUCATION (ED) 
Departmental Management (EDMAN) 


1. EQUAL ACCESS TO JUSTICE 


Legal Authority: 5 USC 504 

CFR Citation: 34 CFR 21, (New) 
Abstract: To implement, through 
regulations, the Equal Access to Justice 
Act, which provides for the payment of 
attorney fees and other adjudication 
expenses to qualified parties that 
prevail over the Department in certain 
administrative proceedings. 

Timetabie: 
Action Date 


Final Action 09/00/83 


Small Entity: No 


7 


Agency Contact: Peter Wathen-Dunn, . 


Attorney, Department of Education, 
Departmental Management, 400 
Maryland Avenue, SW, Washington, 
DC 20202, 202 755-1106 | 


RIN: 1880-AA02 


2. @SALARY OFFSET FOR FEDERAL 
EMPLOYEES INDEBTED TO THE 
UNITED STATES UNDER PROGRAMS 
ADMINISTERED BY THE SECRETARY 
OF EDUCATION 


Legal Authority: 5 USC 5514 
CFR Citation: 34 CFR 31 


Abstract: This regulation establishes 
rules for offsetting a debt against the 
Federal pay of a current or former 
federal employee who is indebted to 
the United States under a program 
administered by the Secretary of 
Education. 


Timetable: 
Action 


Final Action 
Final Action 
Effective 


Small Entity: No 


10/14/83 
11/28/83 
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CFR Citation: 34 CFR 74; 34 CFR 75; 34 


CFR 76; 34 CFR 77; 34 CFR 78 


Date 
08/24/83 


FR Cite 


rulemaking. Amendments to the 
regulations would be designed to clarify 
and consolidate existing regulations, 
implement changes to OMB circulars, 
and effect regulatory relief. 

Timetable: 
Action Date 
NPRM 

Final Action 


Agency Contact: William L. Ward 202 
472-6032 


RIN: 1880-AA03 


6. INTERGOVERNMENTAL REVIEW OF 
EDUCATION PROGRAMS 


CFR Citation: 34 CFR 79 
Completed: 
Reason 


Final Action 
Final Action 
Effective 


Smail Entity: Undetermined 


Agency Contact: Chester Glod 202 245- 
7810 


RIN: 1880-AA01 


Date 


FR Cite 


06/24/83 47 FR 29160 
09/30/83 


7. PRIVACY RIGHTS OF PARENTS 
AND STUDENTS 


CFR Citation: 34 CFR 99 


Current and Projected Rulemakings 


Existing Regulations Under Review 


Small Entity: Yes 

Agency Contact: William B. Riley, 
Project Management, Department of 
Education, Departmental Management 
Room 3319 A-ROB-3, 400 Maryland 
Avenue, SW, Washington, DC 20202, 
202 245-0986 


RIN: 1880-AA06 


Reason Date 
Withdrawn 08/15/83 
Small Entity: No 


Agency Contact: Patricia Ballinger 202 
245-0233 


RIN: 1880-AA05 


COMPLETED REVIEWS 

8. EDUCATION DEPARTMENT 
GENERAL ADMINISTRATIVE 
REGULATIONS 

Priority: Task Force 


CFR Citation: 34 CFR 74; 34 CFR 75; 34 
CFR 76; 34 CFR 77; 34 CFR 78 


Completed: 

Reason Date FR Cite 
NO! 09/20/83 48 FR 42837 
Small Entity: Undetermined 


Agency Contact: William B. Riley 202 
245-0896 


RIN: 1880-AA04 
BILLING CODE 4000-01-T 
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DEPARTMENT OF EDUCATION (ED) 


Office of Bilingual Education and Minority Languages Affairs (BEMLA 


Agency Contact: Regina Robbins 202 
472-3520 ; 


8/15/83 
Small Entity: No 
Agency Contact: Regina Robbins 202 
472-3520 
RIN: 1885-AA02 


10. BILINGUAL EDUCATION 
RESOURCE SERVICE CENTERS 


CFR Citation: 34 CFR 506 


ed: 
Date 


Withdrawn 4/19/83 


Small Entity: No 


DEPARTMENT OF EDUCATION (ED) 


Office for Civil Rights (OCR) 


COMPLETED RULEMAKINGS 
14. PRIVACY ACT REGULATIONS 


CFR Citation: 34 CFR 58 


Date FR Cite 


08/26/83 48 FR 36817 
10/10/83 


RIN: 1870-AA04 


15. NONDISCRIMINATION ON THE 
BASIS OF RACE, COLOR, NATIONAL 
ORIGIN, SEX OR HANDICAP IN 
PROGRAMS AND ACTIVITIES 
RECEIVING OR BENEFITING FROM 
FEDERAL FINANCIAL ETC 


CFR Citation: 34 CFR 100; 34 CFR 104; 
34 CFR 106 


RIN: 1685-AA01 


11. BILINGUAL EDUCATION TRAINING 

PROJECTS PROGRAM 

CFR Citation: 34 CFR 510 

Completed: 

Reason 

Final Action 

Final Action 
Effective 

Small Entity: No 

Agency Contact: Regina Robbins 202 

472-3520 


RIN: 1885-AA00 
ee 


12. BILINGUAL EDUCATION 
VOCATIONAL PROGRAMS 


CFR Citation: 34 CFR 525; 34 CFR 526; 
34 CFR 527 


5/09/83 47 FR 20692 
6/23/83 


Compieted: 

Reason Date 
Withdrawn 08/15/83 
Smaii Entity: No 


Agency Contact: Antonio J. Califa 202 - 
245-2184 


RIN: 1870-AA00 


FR Cite 


16. NONDISCRIMINATION ON THE 
BASIS OF RACE, COLOR, NATIONAL 
ORIGIN, SEX, OR HANDICAP IN 
PROGRAMS AND ACTIVITIES 
RECEIVING OR BENEFITING FROM 
FEDERAL FINANCIAL ETC 

CFR Citation: 34 CFR 100; 34 CFR 104; 
34 CFR 106 

Completed: 

Reason Date 
Withdrawn 08/15/83 


Small Entity: No 


FR Cite 


Completed: 
Reason 
Withdrawn 

Small Entity: No 
Agency Contact: Regina Robbins 202 
472-3520 


RIN: 1885-AA03 


Date 
8/15/83 


FR Cite 


13. TRANSITION PROGRAM FOR 
REFUGEE CHILDREN 


CFR Citation: 34.CFR 538 
Completed: 


Reason 
Withdrawn 

Small Entity: No 
Agency Contact: Regina Robbins 202 
472-3520 


Date 
8/15/83 


RIN: 1885-AA04 
BILLING CODE 4000-01-T 


Completed 


Agency Contact: Antonio J. Califa 202 
245-2184 


RIN: 1870-AA01 


17. NONDISCRIMINATION ON THE 
BASIS OF RACE, COLOR, OR 
NATIONAL ORIGIN UNDER 
PROGRAMS RECEIVING FEDERAL 
FINANCIAL ASSISTANCE THROUGH 
THE DEPARTMENT OF EDUCATION 
ETC 


CFR Citation: 34 CFR 100 
Completed: 

Reason Date 
Withdrawn 08/15/83 
Smail Entity: Undetermined 


Agency Contact: Antonio J. Califa 202 
245-2184 


RIN: 1870-AA03 


FR Cite 
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Date 
08/15/83 
Small Entity: No 


Office of Educational Research and improvement (OER!) 





Research Associate, Department of 
Education, Office of Educational 
Research and Improvement, 400 
Maryland Avenue, SW, Washington, 


Legal Authority: 20 USC 1221e GEPA 
CFR Citation: 34 CFR 707 


Abstract: Regulations are needed to 
provide financial assistance through 
grants and cooperative agreements to 
research and development centers 
established by institutions of higher 
education; also regional educational 


laboratories established by public 
agencies or non-profit organizations. 


Action Date 


NPRM 10/00/83 
NPRM Comment 10/00/83 

Period Begin 
NPRM Comment 

Period End 
Final Action 
Small Entity: No 
Agency Contact: Donald R. Fischer, 
Staff Assistant, Department of 
Education, Office of Educational 
Research and Improvement, National 
Institute of Education, 1200 - 19th 
Street, NW, Washington, DC 20208, 202 
254-5740 


RIN: 1850-AA04 





"FR Cite 


11/00/83 


01/00/84 


21. LIBRARY SERVICES, PUBLIC 
LIBRARY CONSTRUCTION, AND 
INTERLIBRARY COOPERATION 


Legai Authority: 20 USC 351 
CFR Citation: 34 CFR 770 


Abstract: Amendments to the 
regulations would be designed to (1) 
clarify and simplify the requirements 
governing the program, and (2) effect 
regulatory relief, including the reduction 
of paperwork and compliance burdens 
and the improvement of cost 
effectiveness. Potential Benefits: 
$11,300. 





Withdrawn —=—- 08/15/83 
Small Entity: Undetermined 


Completed 


Agency Contact: Antonio J. Califa 202 
245-2184 


RIN: 1870-AA02 
BILLING CODE 4000-01-T 


Current and Projected Rulemakings 


Timetable: 


Action “Date FR Cite 


NPRM 02/28/83 48 FR 8303 
NPRM Comment 03/01/83 
Period Begin 
NPRM Comment 04/29/83 
Period End 
Final Action 11/00/83 
Small Entity: Undetermined 


Agency Contact: Robert Klassen, 
Branch Chief, Department of Education, 
Office of Educational Research and 
Improvement, 400 Maryland Avenue, 
SW, Washington, DC 20202, 202 254- 
9664 


RIN: 1850-AA00 





22. NATIONAL DIFFUSION NETWORK 
PROGRAM 


Legal Authority: 20 USC 3041 
CFR Citation: 34 CFR 796 
Abstract: See Preamble 
Timetable: 
Action 


NPRM 09/00/83 
Final Action 02/00/84 


Small Entity: Undetermined 


Agency Contact: Robert Mulligan, 
Deputy Director, Department of 
Education, Office of Educational 
Research and Improvement, National 
Diffusion Network, 400 Maryland 
Avenue, SW, Washington, DC 20202, 
202 653-7000 


RIN: 1850-AA03 


FR Cite 


Date 


Completed Actions 


Agency Contact: Andrew Lebby 202 
653-5844 


RIN: 1850-AA02 
BILLING CODE 4000-01-T 
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DEPARTMENT OF EDUCATION (ED) 


Office of Elementary and Secondary Education (OESE) 


Legal Authority: 20 une Sits anat: 
20 USC 3871 to 3876 


CFR Citation: 34 CFR 201 to 204 


Abstract: The amended regulations 
would implement statutory 
requirements and provide other 
necessary information to applicants. 
Potential Benefits: $3,693,475. 


Timetable: 
Action 


Date FR Cite 


NPRM 12/03/82 47 FR 54718 
NPRM Comment 12/04/82 

Period Begin 
NPRM Comment 03/18/83 


03/00/84 


Director, Grants, Policy, & 
Administration, Department of 
Education, Office of Elementary and 
Secondary Education, Compensatory 
Education Program, 400 Maryland 
Avenue, SW, Washington, DC 20202, 
202 245-9877 


RIN: 1810-AA00 


25. ASSISTANCE FOR SCHOOL 
CONSTRUCTION IN AREAS 
AFFECTED BY FEDERAL ACTIVITIES 
(SAFA) 


Legal Authority: 20 USC 241-1; 20 USC 
646 


CFR Citation: 34 CFR 218; 34 CFR 221 


Abstract: The amended regulations 
would (1) implement amendments to the 


DEPARTMENT OF EDUCATION (ED) 


law, (2) clarify existing requirements, 
and (3) where practicable, effect 
regulatory relief, including reduction of 
paperwork and compliance burdens and 
improvement of cost effectiveness. 
Timetabie: 
Action 

Final Action 
Small Entity: No 
Agency Contact: David Phillips, Acting 
Head, Department of Education, Policy 
Development and Analysis Staff, 400 
Maryland Avenue, SW, Washington, 
DC 20202, 202 245-2547 

RIN: 1810-AA05 


Date 
12/20/83 


26. ASSISTANCE TO LOCAL 
EDUCATIONAL AGENCIES FOR 
MAINTENANCE AND OPERATION IN 


Legal Authority: 20 USC 631 to 647 
CFR Citation: 34 CFR 223; 34 CFR 218; 
34 CFR 222 
Abstract: See Preamble 
Timetable: 
Action Date 
NPRM Comment 04/00/84 
Period Begin 

Final Action 09/00/84 
Smail Entity: Undetermined 

Contact: David Phillips, Acting 
Head, Department of Education, Office 
of Elementary and Secondary 
Education, Policy Development and 
Analysis Staff, 400 Maryland Avenue, 
SW, Washington, DC 20202, 202 245- 
2547 
RIN: 1810-AA06 
eer 


Office of Elementary and Secondary Education (OESE) 


COMPLETED RULEMAKINGS 
29. FINANCIAL ASSISTANCE TO 
TIONAL 


(CHAPTER 1, ECIA) 
CFR Citation: 34 CFR 205 


Ce mplated: 
Reason 
Final Action 


Final Action 
Effective 


Small Entity: No 


07/29/83 48 FR 34644 
09/12/83 


47315 


Current and Projected Rulemakings 


27. @LAW RELATED EDUCATION 
PROGRAM 


Legal Authority: 20 USC 3851 
CFR Citation: 34 CFR 241 
Abstract: These proposed regulations 


would establish new requirements and 


funding criteria necessary to make 
grant awards for Fiscal Year 1984. 


Timetabie: 
Action 


NPRM 11/00/83 

Final Action 04/00/84 

Smaii Entity: Undetermined 

Agency Contact: M. Patricia Goins, 
Program Officer, Department of 
Education, Office of Elementary and 
Secondary Education, 400 Maryland 
Avenue, SW, Washington, DC 20202, 
202 245-8223 


RIN: 1810-AA09 


28. INDIAN EDUCATION PROGRAMS 


Legal Authority: 20 USC 241aa to 241ff; 
20 USC 1211a; 20 USC 122ih; 20 USC 
3385a 


CFR Citation: 34 CFR 250 to 262 
Abstract: See Preamble 
Timetable: 
Action 


NPRM 10/00/83 

Final Action 04/09/84 

Small Entity: Undetermined 

Agency Contact: Dr. Norman Hearn, 
Director, Department of Education, 
Office of Elementary and 

Education, DPS, 400 Maryland Avenue, 
SW, Washington, DC 20202, 202 245- 
RIN: 1810-AA04 





Federal Register / Vol. 48, No. 201 / Monday, October 17, 1983 / Unified Agenda 


Date FR Cite 


08/03/83 48 FR 35330 
09/17/83 


Final Action 
Final Action 
Effective 


proposed regulations 
would establish the selection criteria 


and procedures the Secretary would use 
in evaluating applications for grant 


11/00/83 

02/00/84 
Small Entity: Undetermined 
Agency Contact: Keith Stanford. 
Education Program Specialist, 
Department of Education, Office of 
Postsecondary Education, International 
Studies Branch, Office of Postsecondary 
Education, 400 Maryland Ave. SW, 
Wash., DC 20202, 202 245-7804 


Completed: 
Reason 
Withdrawn 


Date 
08/15/83 


FR Cite 


Small Entity: Undetermined 
Agency Contact: Jack Simms 202 245- 
8464 


RIN: 1810-AA03 


32. LAND GRANT COLLEGES AND 
UNIVERSITIES 


CFR Citation: 34 CFR 612 


Completed: 
Reason 


Withdrawn 


Date 
06/14/83 


FR Cite 


08/17/83 


08/26/83 

10/10/83 

42/00/83 
Small Entity: Undetermined 
Agency Contact: Ralph Hines, 
Education Program Specialist, 
Department of Education, Office of 
Postsecondary Education, 400 Maryland 


Avenue, SW, Washington, DC 20202, 
202 245-2794 , 


RIN: 1840-AA10 


36. STUDENT ASSISTANCE GENERAL 
PROVISIONS 


Legal Authority: 20 4/SC 1085; 20 USC 
1088; 20 USC 1092; 20 USC 1094; 20 USC 
1097; 20 USC 1141(a) 


CFR Citation: 34 CFR 668 
Abstract: See Preamble 
Timetable: 

Action Date 
NPRM 02/00/84 
Smail Entity: Undetermined 


Completed Actions 


Agency Contact: Margaret Conway 202 
426-5100 

RIN: 1810-AA08 

33. WOMEN’S EDUCATIONAL EQUITY 
ACT PROGRAM 


CFR Citation: 34 CFR 745 
Compieted: 

Reason Date 
Withdrawn 08/15/83 
Small Entity: No 


Agency Contact: Leslie Wolfe 202 245- 
2181 


RIN: 1810-AA07 
BILLING CODE 4000-01-T 


FR Cite 


Current and Projected Rulemakings 


Agency Contact: Brian Kerrigan, 
Acting Chief, Department of Education, 
Office of Postsecondary Education, 
Policy Section, Basic Grant Branch, 400 
Maryland Avenue, SW, Washington, 
DC 20202, 202 472-4300 


RIN: 1840-AA11 


37. STUDENT ASSISTANCE GENERAL 
PROVISIONS - STANDARDS FOR 
SATISFACTORY PROGRESS 


Legal Authority: 20 USC 1070 et seq 
CFR Citation: 34 CFR 668.16; 34 CFR 
668.74; 34 CFR 668.75; 34 CFR 668.76; 34 
CFR 668.77; 34 CFR 668.78; 34 CFR 668.79; 
34 CFR 668.80; 34 CFR 668.81 to 88 


Abstract: The regulations would amend 
the existing Student Assistance General 
Provisions regulations by (1) setting 
standards of satisfactory academic 
progress for students receiving aid 
under the student assistance programs 
of Title IV of the Higher Education Act 
of 1965, as amended, and (2) simplifying 
adversarial proceedings against post- 
secondary educational institutions 
alleged to have misused funds under 
these programs. 


Timetable: 
Action Date FR Cite 


NPRM 05/04/82 47 FR 19288 
NPRM Comment 05/04/82 

Period Begin 
NPRM Comment 06/03/82 

Period End 
Final Action 
Small Entity: No 


09/00/83 
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Legal Authority: 20 USC 421 to 429 
CFR Citation: 34 CFR 674 


Abstract: Amendments to Subpart C of 
the regulations would permit stricter 
standards in procedures for the 
collection of student loans. This would 
aid in reducing the number of defaulted 


Legal : 
USC 2751 to 2756b; 20 USC 1070b to 1070b- 
3 


CFR Citation: 34 CFR 674; 34 CFR 675; 


Agency Contact: Margaret Henry, 
Chief, Department of Education, Office 
of Postsecondary Education, Policy 
Section, Campus-based Branch, 400 
Maryland Avenue, SW, Washington, 
DC 20202, 202 245-9720 


RIN: 1840-AA03 
40. GUARANTEED STUDENT LOAN 
PROGRAM 


Legal Authority: 20 USC 1071 to 1087-4 


01/00/84 
Small Entity: Undetermined 
Agency Contact: David Bayer, Chief, 
Department of Education, Office of 
Postsecondary Education, Guaranteed 
Student Loan Branch, 400 Maryland 
Avenue, SW, Washington, DC 20202, 
202 245-2475 


RIN: 1840-AA04 


41. @GUARANTEED STUDENT LOAN 
PROGRAM; 1965-86 FAMILY 
CONTRIBUTION SCHEDULE 


Legal Authority: 20 USC 1071 to 1087-4 
CFR Citation: 34 CFR 682 


Abstract: The proposed regulations 
would establish for the 1985-86 
academic year levels of expected family 
contributions that would be used in 
determining student eligibility for 
interest subsidies under the Guaranteed 
Student Loan Program. 


Timetable: 

Action Date 
Final Action 02/00/84 
Smail Entity: Undetermined 
Agency Contact: Larry Oxendine, 
Chief, Policy Section, Department of 
Education, Office of Postsecondary 
Education, Office of 

Education, Guaranteed Student Loan 


Branch, 400 Maryland Avenue, SW, 
Wash., DC 20202, 282 245-2475 


RIN: 1840-AA21 


42. PLUS PROGRAM 
Legal Authority: 20 USC 1071 to 1087 - 
3a 


CFR Citation: .34 CFR 683 
Abstract: See Preamble 
Timetable: 
Action 
NPRM 


02/00/84 
Small Entity: Undetermined 
Agency Contact: Brian Kerrigan, 
Acting Chief, Department of Education, 
Office of Postsecondary Education, 
Policy Section, Basic Grant Branch, 400 
Maryland Avenue, SW, Washington, 
DC 20202, 202 472-4300 


RIN: 1840-AA06 


44. PELL GRANT PROGRAM - 
ALTERNATE DISBURSEMENT 
SYSTEM 


Legal Authority: 20 USC 1070a 
CFR Citation: 34 CFR 690.91; 
690.93; 34 CFR 690.94; 34 CFR 
CFR 690.96; 34 CFR 690.97; 34 

34 CFR 690.99; 34 CFR 690.100; 
690.101 


Abstract: The regulations would 
existing regulations for the Pell 
Program by increasing the 
responsibilities of institutions 
participating under the Alternate 
Disbursement System. 
Timetable: 

Action Date 


NPRM 05/04/82 
NPRM Comment 05/04/82 


FR Cite 
47 FR 19288 


Agency 

Policy Section, Basic Grants, 
Department of Education, Office of 
Postsecondary Education, 400 Maryland 
Avenue, S.W., Washington, D.C. 20202, 
202 472-4300 


RIN: 1840-AA16 





47318 
ED—OPE 


45. @PELL GRANT PROGRAM - 1985- 
86 FAMILY CONTRIBUTION 
SCHEDULE 


Legal Authority: 20 USC 1085; 20 USC 
1088; 20 USC 1092; 20 USC 1094; 20 USC 
1097; 20 USC 1141(a); 20 USC 1070(a) 

CFR Citation: 34 CFR 690 

Abstract: The proposed regulations 
would establish the expected family 
contributions to be used in determining 


DEPARTMENT OF EDUCATION (ED) 


the financial need of students applying 
for assistance under the Pell Grant and 
Campus-based programs for academic 
year 1985-86. 


Timetable: 
Action 

Final Action 02/00/84 
Small Entity: No 


Office of Postsecondary Education (OPE) 


05/18/83 48 FR 22347 
07/20/83 


PROCEDURES FOR NATIONAL ETC 
CFR Citation: 34 CFR 602 
Reason Date FR Cite 
Withdrawn ss i«‘é8/15/8Stit*s 
Small Entity: Undetermined 


Agency Contact: Barbara Binker 202 
245-2810 


RIN: 1840-AA08 
TARA 5” HE PN 





48. SECRETARY'S CRITERIA FOR 
STATE APPROVAL AGENCIES FOR 
PUBLIC POSTSECONDARY 
VOCATIONAL EDUCATION 
(CURRENTLY INCLUDED IN 34 CFR 
603 - SECRETARY'S RECOGNITION 
PROCEDURES FOR ETC 


CFR Citation: 34 CFR 603 


Reason 

Withdrawn 

Smail Entity: Undetermined 

oo Contact: Joan Givens 202 245- 


RIN: 1840-AA09 


49. FEDERAL STATE RELATIONSHIP 
AGREEMENTS 


CFR Citation: 34 CFR 604 
Completed: 

Reason § Date _—‘FR Cite 
Withdrawn 08/15/83 —Ctt—t* 
Small Entity: Undetermined 


Agency Contact: Edwin J. Neumann 
202 245-9868 


RIN: 1840-AA14 
i AAA Rn at RS IC RM TUTE NY 


50. FINANCIAL ASSISTANCE FOR 
CONSTRUCTION, RECONSTRUCTION, 


AND RENOVATION OF ACADEMIC 
FACILITIES 


CFR Citation: 34 CFR 617 to 621 
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Current and Projected Rulemakings 


Agency Contact: Brian Kerrigan, 
Acting Chief, Policy Section, 
Department of Education, Office of 
Postsecondary Education, Policy 
Section, Basic Grant Branch, 400 
Maryland Avenue, SW, Wash., DC 
20202, 202 472-4300 


RIN: 1840-AA22 


Completed Actions 


Completed: 

Rea Date ~—s«éFR Cite 
Withdrawn ss«8/15/8B 
Small Entity: Undetermined 


Agency Contact: Charles I. Griffith 202 
245-9868 


RIN: 1840-AA15 


51. STUDENT ASSISTANCE GENERAL 
PROVISIONS - AMENDMENT 


CFR Citation: 34 CFR 668 
Completed: _ 
Reason 


Date FR Cite 
04/11/83 48 FR 15578 
05/26/83 


Final Action 

Final Action 
Effective 

Small Entity: Undetermined 


Agency Contact: Ms. Andrea Foley 202 
472-4300 


RIN: 1840-AA07 


52. PELL GRANT PROGRAMS: 1984-85 
FAMILY CONTRIBUTION SCHEDULE 
CFR Citation: 34 CFR 668; 34 CFR 690 
Compieted: — am hail 
Reason Date FR Cite 
05/13/83 48 FR 21852 
06/15/83 


Final Action 
Final Action 
Effective 


Small Entity: Undetermined 
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ED—OPE 


Agency Contact: Brian Kerrigan 202 
472-4300 


RIN: 1840-AA12 
SS aM AE RRNA MRRP RE OEE 


53. STUDENT ASSISTANCE GENERAL 
PROVISIONS -- VERIFICATION 
PROCEDURES 


CFR Citation: 34 CFR 668 
Completed: 
Reason 


Date FR Cite 
Withdrawn 08/15/83 
Small Entity: No 


Agency Contact: Margaret Henry 202 
245-9720 


RIN: 1840-AA17 


54. STUDENT ASSISTANCE GENERAL 
PROVISIONS - INDEPENDENT 
STUDENT DEFINITION 


CFR Citation: 34 CFR 668.1a 


DEPARTMENT OF EDUCATION (ED) 


Reason Date 
Final Action 08/30/83 48 FR 39366 
Smail Entity: No 


Agency Contact: Brian Kerrigan 202 
472-4300 


RIN: 1840-AA19 


55. GUARANTEED STUDENT LOAN 
PROGRAM: 1983-84 FAMILY 
CONTRIBUTION SCHEDULE 


CFR Citation: 34 CFR 682 
Completed: 
Reason 


Final Action 
Final Action 
Effective 
Small Entity: No 


Date FR Cite 


04/01/83 48 FR 14316 
04/18/83 


Office of Special Education and Rehabilitative Services (OSERS) 


57. @NATIONAL INSTITUTE OF 
HANDICAPPED RESEARCH: 
RESEARCH GRANT PROGRAMS 


Legal Authority: 29 USC 760 to 762 
CFR Citation: 34 CFR 350; 34 CFR 351; 
34 CFR 352; 34 CFR 353; 34 CFR 354; 34 
CFR 355; 34 CFR 357, (New) 


Abstract: These regulations would 
provide for a specific field initiated 
research program that would allow 
NIHR to fund small grants for research 
and demonstration. These regulations 
would revise the selection criteria to 
further define and place greater 
emphasis on research design and 
research quality. 


09/01/83 

NPRM Comment 09/01/83 
Period Begin 

NPRM Comment 10/15/83 
Period End : 





Action Date 
Final Action 02/00/84 
Small Entity: No 

Agency Contact: Betty Jo Berland, 
Planning and Evaluation Officer, 
Department of Education, Office of , 
Special Education and Rehabilitative 
Services, Room 3511, Switzer Building, 
Washington, D.C. 20202, 202 472-6551 


RIN: 1820-AA15 


58. @REMOVAL OF ARCHITECTURAL 
BARRIERS TO THE HANDICAPPED 
Priority: Agency Determination .- 

Legal Au = 20 USC 1406; PL 98-8, 
Sec 101(c), 101(f) Jobs Bill 

CFR Citation: 34 CFR 304 

Abstract: Regulations are needed 
because the Congress for the first time 


has appropriated funds for this 
program. In order to ensure State and 


Completed Actions 


Agency Contact: Larry Oxendine 202 
245-2475 


RIN: 1840-AA00 


56. GUARANTEED STUDENT LOAN 
PROGRAM: 1984-85 FAMILY 
CONTRIBUTION SCHEDULE 


CFR Citation: 34 CFR 682 

Completed: 

Reason 

Final Action 

Final Action 
Effective 

Smail Entity: Undetermined 


Agency Contact: Larry Oxendine 202 
245-2475 


RIN: 1840-AA13 
BILLING CODE 4000-01-T 





06/01/83 48 FR 24584 
07/16/83 


Current and Projected Rulemakings 


local control of this financial 
assistance, the Secretary has decided to 
channel the funds via a State- 
administered program. The minimal 
regulations to be developed will 
provide much decision-making 
discretion to SEAs. 


Fimetable: a : 
Action Date 


NPRM 11/00/83 

NPRM Comment 11/00/83 

* Period Begin 

NPRM Comment 01/00/84 
Period End 

Smail Entity: Not Applicable 


Agency Contact: Thomas B. Irvin, 
Acting Director Div. of Assistance to 
States, Department of Education, Office 
of Special Education and Rehabilitative 
Services, 400 Maryland Avenue, 
Washington, D.C. 20202, 202 245-9722 


RIN: 1820-AA16 
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DEPARTMENT OF EDUCATION (ED) 


Office of Special Education and Rehabilitative Services (OSERS) 


COMPLETED RULEMAKINGS 
59. ASSISTANCE TO STATES FOR 
EDUCATION OF HANDICAPPED 
CHILDREN 


Priority: Task Force 
CFR Citation: 34 CFR 300 





08/15/83 
Small Entity: No 
Agency Contact: Shirley A. Jones 202 
245-9661 


RIN: 1820-AA02 


61. REGIONAL RESOURCE CENTERS 
(EDUCATION FOR THE 





08/15/83 
Small Entity: No 


Agency Contact: Etta Waugh 202 426- 
1962 


RIN: 1820-AA05 


62. CENTERS AND SERVICES FOR 
DEAF-BLIND CHILDREN 


CFR Citation: 34 CFR 307 





Date 
Withdrawn 08/15/83 
Smail Entity: No 


Agency Contact: R. Paul Thompson 202 
472-7993 


RIN: 1820-AA10 
Peers ORES EERE 


FR Cite 


63. EARLY EDUCATION FOR 
HANDICAPPED CHILDREN 


CFR Citation: 34 CFR 309 
Completed: 

Reason Date 
Withdrawn 08/15/83 
Small Entity: No 


Agency Contact: Richard Champion 
202 245-9405 


RIN: 1820-AA11 


FR Cite 


64. AUXILIARY ACTIVITIES 
(EDUCATION FOR THE 
HANDICAPPED) 


CFR Citation: 34 CFR 315 
Completed: 
—— 
Withdrawn 08/15/83 
Small Entity: No 


Agency Contact: R. Paul Thompson 202 
472-7993 


RIN: 1820-AA06 


Date 


65. TRAINING PERSONNEL FOR THE 
EDUCATION OF THE HANDICAPPED 
CFR Citation: 34 CFR 318 
ee SS ers 
Reason Date FR Cite 
Final Action 05/24/83 48 FR 23206 
Final Action 07/20/83 

Effective 
Smaii Entity: No 


Agency Contact: William R. Peterson 
202 245-9491 


RIN: 1820-AA01 


66. RECRUITMENT OF PERSONNEL 
AND DISSEMINATION OF 
INFORMATION (EDUCATION FOR THE 
HANDICAPPED) 


CFR Citation: 34 CFR 320 
Completed: 

Reason Date 
Withdrawn 08/15/83 
Small Entity: No 


Agency Contact: Helen Corradino 202 
245-9722 


RIN: 1820-AA03 





Completed Actions 


67. RESEARCH IN EDUCATION OF 
THE HANDICAPPED 


CFR Citation: 34 CFR 324 
Completed: 

Reason Date 

Withdrawn 08/15/83 
Small Entity: No 


Agency Contact: Allen Dittman 202 
472-4640 


RIN: 1820-AA12 


FR Cite 


68. INSTRUCTIONAL MEDIA FOR THE 
HANDICAPPED 


CFR Citation: 34 CFR 330; 34 CFR 331; 


_. 34 CFR 332; 34 CFR 333 


Completed: 

Reason m Date 
Withdrawn 08/15/83 
Small Entity: No 


Agency Contact: James S. Johnson 202 
472-3394 


RIN: 1820-AA07 


69. REGIONAL EDUCATIONAL 
PROGRAMS FOR HANDICAPPED 
PERSONS 


CFR Citation: 34 CFR 338 
Completed: 
Reason 


‘Date FR Cite 
Withdrawn 08/15/83 
Small Entity: No 


Agency Contact: Joseph Rosenstein 202 
472-4660 


RIN: 1820-AA13 


70. CENTERS FOR INDEPENDENT 
LIVING 


CFR Citation: 34 CFR 366 
Completed: 

Reason Date FR Cite 
Withdrawn 09/01/83 48 FR 39647 
Small Entity: No 


Agency Contact: Charles Smolkin 202 
472-3796 


RIN: 1820-AA08 
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ED—OSERS 


71. VOCATIONAL REHABILITATION 72. VOCATIONAL REHABILITATION 
SERVICE PROJECTS TRAINING PROGRAMS 


CFR Citation: 34 CFR 369 to 375; 34 CFR CFR Citation: 34 CFR 385 to 390 
378; 34 CFR 379 ~ Completed: 

Reason Date FR Cite 
Withdrawn 08/15/83 

Smail Entity: No 


Small Entity: No Agency Contact: Charles Smolkin 202 
Agency Contact: Charles Smolkin 202 472-3796 


472-3786 RIN: 1820-AA09 
RIN: 1820-AA04 


Date FR Cite 
08/15/83 


DEPARTMENT OF EDUCATION (ED) 
Office of Vocational and Adult Education (OVAE) 


COMPLETED RULEMAKINGS Agency Contact: Sharon A. Jones 202 

74. STATE-ADMINISTERED AND 472-6244 

DISCRETIONARY VOCATIONAL RIN: 1830-AA00 

EDUCATION PROGRAMS 

CFR Citation: 34 CFR 400; 34 CFR 408 75. STATE-ADMINISTERED AND 
DISCRETIONARY ADULT EDUCATION 
PROGRAMS . 


ae a eee eee CFR Citation: 34 CFR 425; 34 CFR 426; 
08/15/83 34 CFR 431; 34 CFR 432 


Small Entity: No 





Completed Actions 


73. VENDING FACILITY PROGRAM 
FOR THE BLIND ON FEDERAL AND 
OTHER PROPERTY 


CFR Citation: 34 CFR 395 

I AT ce 
Reason Date FR Cite 
Withdrawn 08/15/83 
Smaill Entity: Undetermined 


Agency Contact: Charles Smolkin 202 
472-3796 


RIN: 1820-AA14 
BILLING CODE 4000-01-T 








Withdrawn =» 08/15/83 

Small Entity: No : 

Agency Contact: Sharon A. Jones 262 
472-6244 


RIN: 1830-AA01 
{FR Doc. 83~28029 Filed 10-14-83; 6:45 am/{ 
BILLING CODE 4000-01-T 








Part Vil 


Department of 
Energy 


Regulatory Agenda 





. 


DEPARTMENT OF ENERGY 
10 CFR Chs. ll, ill, and X 
41 CFRCh.9 

48 CFR Ch.9 


Regulatory Agenda 
AGENCY: Department of Energy. 


ACTION: October 1983 Regulatory 
Agenda. 


SUMMARY: The Department of Energy 


(DOE) is publishing an agenda of 


regulatory activities that DOE expects to . 


take in the next year or has completed 
since April 1983. This Regulatory 
Agenda includes (1) all rules expected to 
be issued as proposed or final rules 
before October 1984, (2) all rules being 
reviewed within the Department to 
determine whether to propose 
modifications through rulemaking, and 
(3) all rules for which regulatory action 
has been completed since the April 1983 
Regulatory Agenda. In addition, the 
Agenda identifies each rule that DOE 
expects to propose or promulgate which 
is “likely to have a significant economic 


impact on a substantial number of small . 


entities,” and thus also serves as the 
Department's regulatory flexibility 
agenda. The Agenda does not include 
routine regulations and those that relate 
to internal agency management. 


For further information on the Agenda 
in general, contact: William Mayo Lee, 
Department of Energy, Room 6A-141, 
Forrestal Building, 1000 Independence 
Avenue, S.W., Washington, D.C. 20585, 
(202) 252-6754. 


Specific 
For further information about any 


particular item on the Agenda, contact 
the individual listed under that item. 


SUPPLEMENTARY INFORMATION: 


Executive Order 12291 (46 FR 13193, 
February 19, 1981), requires each 
Federal agency to publish, in April and 
October of each year, an agenda of 
proposed regulations that the agency 
has issued or expects to issue, and 
currently effective rules that are under 
agency review. OMB Bulletin 83-15 sets 
forth standards and procedures for the 
preparation of these agendas. 


Executive Order 12291 also provides 
that the regulatory agenda may be 
incorporated with the “regulatory 
flexibility agenda” required under the 
Regulatory Flexibility Act (Pub. L. 96- 
354, 5 U.S.C. 602). The regulatory 
flexibility agenda must contain: (1) a 
brief description of the subject area of 
and a summary of the nature of any rule 
which the agency expects to propose or 
promulgate which is “likely to have a 
significant economic impact on a 
substantial number of small entities”; (2) 
the objectives and legal basis for the 
issuance of the rule, and an approximate 
schedule for completing action on any 
rule for which the agency has issued a 
general notice of proposed rulemaking; 
and (3) the name and telephone number 
of an agency official knowledgeable 
concerning each such rule. 


Appended to this Notice is DOE's 
October 1983 Regulatory Agenda, 
reflecting the status of rules listed as of 
August 15, 1983. Incorporated in this 
Agenda is the regulatory flexibility 
agenda required under 5 U.S.C. 602. 
Pursuant to OMB Bulletin 83-15 DOE has 
adopted the new standard format 
developed for the Agenda by the 
Government Printing Office. DOE 
believes the new standard format is 
clear and concise and involves financial 
savings for DOE in publication of the 
Agenda. 

The October 1983 Regulatory Agenda 
has been prepared in accordance with 
OMB Bulletin 83-15. Within each major 
DOE organizational unit regulatory 
activities have been divided among the 
following three categories: (1) current 
and projected rulemakings (that is, 
rulemakings for which a Federal 
Register notice already has been issued 
or is expected to be issued prior to 
October 1984); (2) reviews of existing 
regulations (that is, pending reviews 
within the agency to determine whether 
to modify an existing regulation through 
a rulemaking); and (3) completed actions 
(that is, regulatory activities for which 
the agency has completed its action 
prior to the publication of the current 
agenda). Within the past three years 
DOE has completed two comprehensive 
reviews of its regulations. (46 FR 20506, 
April 3, 1981 and 46 FR 18574, April 30, 
1982). Therefore DOE is not conducting 
many reviews of existing regulations at 
this time. 

Priority regulations include all 
regulations designated for priority 
development or review by an agency 
head, all regulations that are “major 
rules” under Section 2(b) of Executive 
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Order 12291, and all regulations 
designated for review by the former 
Presidential Task Force on Regulatory - 
Relief. Priority regulations are identified 
and the reason they are deemed to be 
priority regulations is stated. : 


Each item will contain the following 
information: (1) DOE office or 
administration (that is, the DOE 
organizational unit responsible for the 
regulation); (2) RIN number (that is, the 
Regulation Identifier Number assigned 
by OMB/OIRA); (3) title; (4) priority 
status (that is, if the regulation is a 
priority regulation); (5) agency contact 
(that is, the name, title, address and 
telephone number of a person who is 
knowledgeable about the regulation); (6) 
existing regulation (that is, if the 
regulation is an existing regulation 
under review); (7) effects on small 
businesses and other entities (that is, 
whether the action is likely to have a 
significant economic impact on a 
substantial number of “small entities” 
as defined by the Regulatory Flexibility 
Act); (8) CFR citation (that is, the section 
of the Code of Federal Regulations that 
will be affected); (9) legal authority (that 
is, a citation to the section of the United 
States Code (U.S.C.), Public Law (P.L.) 
or the Executive Order (E.O.) that 
authorizes the regulatory action); (10) 
abstract (that is, a description of the 
problem the regulation will address, the 
alternatives being considered for 
addressing the problem, and the 
potential costs and benefits of the 
action); and (11) timetable (that is, the 
dates and citations, if applicable, for all 
past stages of the rulemaking that are 
not final and the next stage of the 
rulemaking). In addition, each item 
regarding completed actions (that is, 
regulations completed or withdrawn and 
reviews completed since the preceding 
Agenda) states why the regulation is no 
longer under development and the date 
and citation, if appropriate. 


Those rules, which are identified as 
being likely to have a significant 
economic impact on a substantial 
number of small entities, include one 
rule for which a notice of proposed 
rulemaking (NPRM) was issued prior to 
January 1, 1981. Although this rule is 
listed in the Agenda, under Section 4 of 
the Regulatory Flexibility Act the 
regulatory flexibility analyses specified 
in 5 U.S.C. 603-604 is not required, and 
such analyses will not be completed in 
regard to this rule. This rule, where the 
NPRM was issued prior to January 1, 
1981, is identified in the additional 
information section. 





o 
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On August 29, 1983 a draft of this any, to fulfill the requirement of 5 U.S.C. Issued in Washington, D.C. this 25th 
Agenda was transmitted to the Chief 803(b). day of August, 1983. 


Counsel for Advocacy of the Small 
Business Administration for comment, if 


SCMBNANSON— 


Se- 


quence 
Number 


11 
12 


DOE's next Agenda will be published | Theodore J. Garrish, 
in April, 1984. General Counsel. 


Conservation and Renewable Energy—Current and Projected Rulemakings 


*Energy Efficiency Standards for Eight Types of Consumer Products 
Energy Efficiency Standards for Four Types of Consumer Products 


Energy Efficiency Test Procedures for Two Products: Furnaces and Home Heating Equipment 


Conservation and Renewable Energy—Existing Regu!ations Under Review 
Title 


Procedures for Preliminary Energy Audits and Guidelines for Buildings Plans 
Federal Energy Management Program (FEMP) Guidelines for General Operations Plans 


Conservation and Renewable Energy—Completed Actions 
Title 


Energy Extension Service: Final Rule 
State Energy Conservation Program; Final Rule 


Defense Programs—Current and Projected Rulemakings 
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Oepartmental and Others—Current and Projected Rulemakings 





inistrative Procedures for Adjustments of Natural Gas Curtailment Priority Regulations 
Oil import Regulations 


Energy Information Administration—Current and Projected Rulemakings 





lc a tlie cn esa cc tame 


Management and Administration—Current and Projected Rulemakings 





| Department of Energy Acquisition Regulation 


1991-AA01 

| Financial Assistance Regulations; Cooperative Agreements 1991-AA03 
| Security Policies and Practices Relating to Labor-Management Relations 1991-AA04 
| Price Competitive Sale of Strategic Petroleum Reserve Petroleum 1991-AA13 
| Department of Energy Debarment and Suspension Rules opening elias agg bes kaie ablais-iaeatoescl cael | 1991-AA14 
i Department of Energy Property Management Regulations.....................-csceceseenesesncessmeecneneenenareenecesensnsssneeentevenecsemcesenssesseceeeen| 1991-AA17 
Foreign Ownership, Control, or influence of DOE Contractors: Change 11 to the DOE Procurement Regulations .........|_ 1991-AA19 
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Management and Administration—Completed Actions—Continued 


“Standard Contract for Disposal of Spent Nuclear Fuel and/or High Level Radioactive Waste 


“indi — aio 


1991-AA18 


Office of General Counsel—Current and Projected Rulemakings 


Amendments 
Patent Waiver 


to Department of Energy Conduct of Employees 
Regulations 


Office of General Counsel—Existing Regulations Under Review 


Patent Licensing Regulations 


DEPARTMENT OF ENERGY (DOE) 


Title 








Conservation and Renewable Energy (CE) 


1. COMMERCIAL AND APARTMENT 
CONSERVATION SERVICE (CACS) 
PROGRAM REGULATIONS 


Priority: Major 
Legal Authority: 42 USC 6295 
CFR Citation: 10 CFR 430.32 


Abstract: On january 16, 1981, DOE 
issued an NPRM in compliance with 
Title VII of the National Energy 
Conservation Policy Act, as amended, 
which requires DOE to establish a 
utility audit program for multifamily 
dwelling and small commercial 
buildings. The proposed rule was 
subsequently reviewed and reproposed 
on Nov. 24, 1982. The new proposed 
rule reflects DOE’s ongoing effort.to 
meet its legislative responsibilities 
without imposing unnecessary burdens 
on affected parties. Insufficient data 
exists to reliably estimate potential 
program costs and benefits. 


Date 


11/24/82 10 FR 458 
11/24/82 





NPRM 
NPRM Comment 
Period Begin 


FR Cite 





Action Date 
NPRM Comment 02/02/83 
Period End 
Final Action 
Finai Action 
Effective 


Smaii Entity: No 

Additional information: ADDITIONAL 
AGENCY CONTACT: Shelley Launey 
(see Agency Contact heading for 
address and phone). 


Government Leveis Affected: State, 
Federai 


sis: Preliminary RIA 11/24/82; Final 
RIA 05/00/83; Final EIS 05/00/83 


Agency Contact: Andre Van Rest, 
Chief, Technical Services & Programs 
Branch, Department of Energy, 
Conservation and Renewable Energy, 
(CE-115) 1000 Independence Ave., SW, 
Washington, DC 20585, 202 252-1650 


RIN: 1904-AA00 


09/00/83 
10/00/83 


2. FEDERAL STANDBY COMMERCIAL 
AND APARTMENT CONSERVATION 
SERVICE (CACS) PLAN 


Legal Authority: 42 USC 6295 


Current and Projected Rulemakings 


CFR Citation: 10 CFR 430.32 


Abstract: Title VII of the National 
Energy Conservation Policy Act, as 
amended, requires large gas and 
electric utilities to offer audit and 
information services to small 
commercial and large multi-family 
customers. Each state has the option to 
implement plan for the operation of the 
program by its covered utilities. The 
statute requires DOE to implement a 
Federal Plan for States or nonregulated 
utilities which do not submit their own 

lan or for States and non-regulated 
utilities which do not adequately 
implement their Plan..Alternative levels 
of flexibility will be examined. 
Insufficient data currently exists to 
reliably estimate potential program 
costs or benefits. 


Timetabie: 
Action 
NPRM 
Smaii Entity: No 


Additional information: ADDITIONAL 
AGENCY CONTACT: Shelley Launey 
{see Agency Contact heading for 
address and phone). 





Date 
10/00/83 
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DOE—CE 


Agency Contact: Andre Van Rest, 
Chief, Technical Services & Programs 
Branch, Department of Energy, 
Conservation and Renewable Energy, 
1000 Independence Avenue, SW, 
Washington, DC 20585, 202 252-1650 


RIN: 1904-AA01 


3. FEDERAL STANDBY RESIDENTIAL 
CONSERVATION SERVICE (RCS) 
PLAN 


Priority: Task Force 
Legal Authority: PL 95-619; PL 96-294 
CFR Citation: 10 CFR 456 


Abstract: The National Energy 
Conservation Policy Act mandates a 
Residential Conservation Service (RCS) 
Program under which large electric and 
natural gas utilities offer energy audits 
and other related conservation services 
to their residential customers. Each 
state has the option of implementing a 
RCS Program for itself. The proposed 
Federal Standby RCS Plan, when made 
final, would be used to implement the 
RCS Program in nonparticipating or 
noncomplying States. The proposed 
Plan is largely based on the revised 
RCS Program regulations, issued June 
25, 1982 (47 FR 27752). The alternatives 
considered and the benefits and the 


01/09/81 45 FR 2522 


11/12/81 46 FR 55836 


11/26/82 47 FR 53634 
11/26/82 


02/02/83 


09/00/83 
10/00/83 


Agency Contact: Andre Van Rest, 
Chief, Technical Services & Programs 
Branch, Department of Energy, 
Conservation and Renewable Energy. 
(CE-115) 1000 Independence Avenue, 
SW, Washington, DC 20585, 202 252- 
1658 


RIN: 1904-AA02 


4. ENERGY EFFICIENCY STANDARDS 
FOR EIGHT TYPES OF CONSUMER 
PRODUCTS 


Priority: Agency Determination 
Legal Authority: 42 USC 6295 
CFR Citation: 10 CFR 430.32 


Abstract: Congress directed DOE to 
prescribe energy efficiency standards 
for certain specific consumer products 
unless DOE determines, by rule, that 
the establishment of such standard will 
not result in significant conservation of 
energy or it is not technologically 
feasible or economically justified. This 
rule deals with eight of these products: 
refrigerators and refrigerator-freezers, 
freezers, clothes dryers, water heaters, 
room air conditioners, kitchen ranges 
and ovens, central air conditioners and 
furnaces. The 1982 NPRM evaluates 
various efficiency levels for consumer 
products and determined that none 
would save a significant amount of 
energy and that for each the costs 
would outweigh the benefits. 
Accordingly, the NPRM proposed no 
standard for each appliance. DOE 
issued a partial final rule on December 
22, 1982, with respect to two products 
(clothes dryers and kitchen ranges and 
ovens) in which DOE prescribed no 
standard for each appliance. 


Timetable: 





Action Date 


Previous NPRM 06/30/80 
NPRM 04/02/82 
Partial Final Rule 12/22/82 
Final Action 09/00/83 
Small Entity: No 
Agency Contact: Michael J. McCabe, 
Department of Energy, Conservation 
and Renewable Energy, 1000 


Independence Avenue, SW, 
Washington, DC 20585, 202 252-9127 


RIN: 1904-AA03 


FR Cite 


45 FR 43976 
45 FR 14424 
47 FR 57198 


5. ENERGY EFFICIENCY STANDARDS 
FOR FOUR TYPES OF CONSUMER 
PRODUCTS 


Legal Authority: 42 USC 6295 


Current and Projected Rulemakings 


CFR Citation: 10 CFR 430.32 


Abstract: Congress directed DOE to 
prescribe energy efficiency standards 
for certain specific consumer products 
unless DOE determines, by rule, that 
the establishment of such standard will 
not result in significant conservation of 
energy or is not technologically feasible 
or economically justified. This rule 
deals with four of these products: 
dishwashers, clothes washers, 
television sets, and humidifiers and 
dehumidifiers. The analysis will include 
all allowable alternatives including 
various efficiency levels for these 
consumer products as well as the 
alternative of no efficiency standard for 
these consumer products. 


Timetable: 
Action 





Date FR Cite 
ANPRN 12/13/79 44 FR 72276 
NPRM 12/00/83 


Small Entity: Undetermined 


Agency Contact: Michael J. McCabe, 
Department of Energy, Conservation 
and Renewable Energy, 1000 
Independence Avenue, SW, 
Washington, DC 20585, 202 252-9127 


RIN: 1904-AA04 


6. ENERGY EFFICIENCY STANDARDS 
FOR HEAT PUMPS 


Legal Authority: 42 USC 6295 
CFR Citation: 10 CFR 430.32 


Abstract: Congress directed DOE to 
prescribe energy efficiency standards 
for certain specific consumer products 
unless DOE determines, by rule, that 
the establishment of such standard will 
not result in significant conservation of 
energy or is not technologically feasible 
or economically justified. This rule 
deals with heat pumps. The analysis 
will include all allowable alternatives 
including various efficiency levels as 
well as the alternative of no efficiency 
standard. 


Timetable: 
Action Date FR Cite 
ANPRM 01/23/80 45 FR 5602 
Next Action Undetermined 
Small Entity: Undetermined 
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DOE—CE 


Agency Contact: Michael J. McCabe, 
Department of Energy, Conservation 
and Renewable Energy, 1000 
Independence Avenue, SW, 
Washington, DC 20585, 202 252-9127 


RIN: 1904-AA05 
ee ee 


7. FEDERAL ENERGY MANAGEMENT 
& PLANNING PROGRAMS 
METHODOLOGY & PROCEDURES FOR 
LIFE CYCLE COSTING ANALYSES 


Legal : PL 95-619, Sec 545; PL 
96-294, Sec 405; 42 USC 8255; EO 11912; 
EO 12003; PL 95-619, Sec 547 


CFR Citation: 10 CFR 436 


Abstract: The National Energy 
Conservation Policy Act requires DOE 
to promulgate regulations that establish 
a methodology for estimating and 
comparing the life cycle costs of 
Federal buildings and for determining 
life cycle cost effectiveness. The Energy 
Security Act requires that the 
regulations provide for the use of 
marginal costs in the life cycle cost 
analysis. DOE is. preparing a NPRM to 
comply with this requirement. 


Timetable: 
Action 

NPRM 

Small Entity: No 


Agency Contact: Thomas Benson, 
Department of Energy, Conservation 
and Renewable Energy, 1000 
Independence Avenue, SW, 
Washington, DC 20585, 202 252-9472 


RIN: 1904-AA06 
ALM ota RO A EE IT TT OE 


8. ENERGY PERFORMANCE 
STANDARDS FOR NEW BUILDINGS 


Legal Authority: PL 94-385; PL 96-399; 
PL.95-91; PL 97-35 


CFR Citation: 10 CFR 435 








Date 
01/13/84 


FR Cite 


DEPARTMENT OF ENERGY (DOE) 


Abstract: Title Ill of the Energy 
Conservation and Production Act, as 
amended, requires the development and 
promulgation of energy performance 
standards for new buildings. In order to 
comply with this requirement, DOE 
currently is developing voluntary 
guidelines for the private sector and 
mandatory standards for the federal 
government. 


Timetable: 
Action Date 


NPRM 03/00/84 

NPRM Comment 03/00/84 
Period Begin . 

NPRM Comment 05/00/64 
Period End 

Smali Entity: Undetermined 


Agency Contact: James A. Smith, 
Depariment of Energy, Conservation 
and Renewable Energy, 1000 
Independence Avenue, SW, 
Washington, DC 20585, 202 252-9835 


RIN: 1904-AA08 


9. G@ENERGY EFFICIENCY TEST 
PROCEDURES FOR WATER HEATERS 


Legal Authority: 42 USC 62393 
CFR Citation: 10 CFR 430.22 


Abstract: Final test procedures for 13 
types of appliances were established 
during 1978. The test procedures form 
the basis of manufacturer's 
representations on the Federal Trade 
Commission's EnergyGuide label. The 
purpose of the rulemaking is to 
establish test procedures for heat pump 
water heaters and to eliminate the need 
for the test procedure waiver granted to 
A. O. Smith for its water heater with a 
thermal compensatory dip tube. 


Timetable: 
Action 
NPRM 





Date 
10/00/83 


FR Cite 





Conservation and Renewable Energy (CE) 


11. PROCEDURES FOR PRELIMINARY 
ENERGY AUDITS AND GUIDELINES 
FOR BUILDINGS PLANS 


Legal Authority: PL 94-163; PL 95-619; 
EO 11912; EO 12003 


CFR Citation: 10 CFR 435 


Abstract: The regulations in Subpart B 
are needed to provide the procedures 
for conducting and reporting on 
preliminary energy audits of Federal 
buildings, as required by Title V, Part 3, 
of the National Energy Conservation 
Policy Act (NECPA) and section 10 of 
EO 11912, as amended. The regulations 


47329 


Current and Projected Rulemakings 


Smail Entity: No 


Agency Contact: Michael J. McCabe, 
Department of Energy, Conservation 
and Renewable Energy, 1000 
Independence Avenue, SW, 
Washington, DC 20585, 202 252-9127 


RIN: 1904-AA12 


10. GENERGY EFFICIENCY TEST 
PROCEDURES FOR TWO PRODUCTS: 
FURNACES AND HOME HEATING 
EQUIPMENT 


Legal Authority: 42 USC 6293 
CFR Citation: 10 CFR 430.22 


Abstract: Final test procedures for 13 
types of appliances were established 
during 1978. The test procedures form 
the basis of manufacturers 
representations on the Federal Trade 
Commission's EnergyGuide label. The 
purpose of this rulemaking is to update 
the test procedures for two types of 
appliances to reduce testing costs, 
improve test procedure accuracy and 
eliminate the need for the test 
procedure waivers that have been 
granted for a number of furnace 


- designs. 


Timetabie: 
Action 


NPRM 

NPRM Comment 
Period Begin 

NPRM Comment 
Period End 

Final Action 

Smail Entity: No 


Agency Contact: Michael J. McCabe, 
Department of Energy, Conservation 
and Renewable Energy, 1000 
Independence Avenue, SW, 
Washington, DC 20585, 202 252-9127 


RIN: 1904-AA13 





Date FR Cite 


06/17/83 48 FR 28014 
06/17/83 


09/15/83 


01/00/84 


Existing Regulations Under Review 


in Subpart C are needed to provide 
guidelines for the formulation and 
updating of Buildings Plans by Federal 
agencies to achieve goals for reduction 
of Federal building energy use, pursuant 
to section 10 of EO 11912, as amended, 
section 381 of the Energy Policy and 
Conservation Act, as amended, and 
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NECPA. DOE is reviewing these 
procedures and guidelines in order to 
determine how to make them less 
prescriptive. 


End Review 
Small Entity: No 
Agency Contact: Tina VanSickle, 


00/00/00 


Legal Authority: 42 USC 7001 et seq 
CFR Citation: 10 CFR 465 


Abstract: The revised regulation for the 
Energy Extension Service requires that 
a State grantee provide funds for EES 
activities from non-Federal sources in 
the amount of no less than 20% of the 
amount allocated to the State for those 
activities, eliminates the requirement 
for a uniform budget period for all the 
States and makes other administrative 
changes. 


Date FR Cite 


07/18/83 83 FR 19047 
08/17/83 


Final Action 
Final Action 
Effective 


Small Entity: Not Applicable 


12. FEDERAL ENERGY MANAGEMENT 
PROGRAM (FEMP) GUIDELINES FOR 
GENERAL OPERATIONS PLANS 


Legal Authority: PL 94-163, Sec 201; PL 
96-102, Sec 211; EO 11912; EO 12003 


CFR Citation: 10 CFR 436 


Abstract: This rule is needed to provide 
guidelines for use by Federal agencies 
in their development of overall 10-year 
energy management plans to conserve 
energy in the general operations of the 
agencies, and to provide for agency 
responses to energy emergencies per 
authorities cited section 9. DOE is 
reviewing these guidelines in order to 
determine how to make them less 
prescriptive. 


Agency Contact: Mary Fowler, 
Department of Energy, Conservation 
and Renewable Energy, Office of 
Energy Management and Extension, 
Forrestal Bidg., 1000 Independence SW, 
Washington, DC 20585, 202 252-2344 


RIN: 1904-AA11 


14. @STATE ENERGY CONSERVATION 
PROGRAM; FINAL RULE 


Legal Authority: 42 USC 6321 et seq 
CFR Citation: 10 CFR 420 


Abstract: The State Energy 
Conservation Program is amended to 
use the most recent annual census 
updates instead of July 1976 data for 
the population component of the 
funding formula, to make changes to the 
building and lighting thermal efficiency 
standards requirements which 
recognize the different types of 
constitutional authority States have to 
adapt such standards and to make 
other administrative changes. 


Existing Regulations Under Review 


Timetable: 
Action 

End Review 
Small Entity: No 


Agency Contact: Thomas E. Bensor. 
Energy Analyst, Department of Energy, 
Conservation and Renewable Energy, 
1000 Independence Avenue, SW, 
Washington, DC 20585, 202 252-9472 


RIN: 1904-AA10 


Date FR Cite 


00/00/00 


Completed Actions 


Timetable: 
Action Date FR Cite 


NPRM 02/11/83 48 FR 6492 
NPRM Comment 02/14/83 ’ 
Period Begin 
NPRM Comment 03/14/83 
Period End 
Final Action 08/30/83 48 FR 39356 
Small Entity: Not Applicable 


Agency Contact: Mary Fowler, 
Department of Energy, Conservation 
and Renewable Energy, Office of 
Energy Management and Extension, 
1000 Independence Ave., SW, Forrestal 
Bldg., Washington, DC 20585, 202 252- 
2344 


RIN: 1904-AA14 
BILLING CODE 6450-01-T 
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DEPARTMENT OF ENERGY (DOE) 


SPECIAL NUCLEAR MATERIAL 


Legal Authority: 42 USC 2165; 42 USC 
2201; EO 10450; EO 10865; 42 USC 5814; 42 
USC 5815 


CFR Citation: 10 CFR 710 


Abstract: DOE proposes to amend Part 
710 to delegate the authority to suspend 
DOE access authorization to the 
Managers of its Field Operations. Under 
the existing regulation, only the 
Assistant Secretary for Defense 
Programs has the authority to suspend 
an individual's access authorization in 
those cases where information is 
received which raises a question 
concerning the continued eligibility of 
an individual for access authorization. 
The proposed amendment would allow 
the Manager of a Field Operation to 
suspend access authorization for an 
individual subject to review of the 
suspension by the Assistant Secretary 
for Defense Programs. DOE also 
proposes to assign to the Managers of 
its Field Operations the preparation of 
notification letters, which enumerate 
the charges against the individual and 
explain the individual's rights to “due 
process.” DOE also proposes to impose 
timeframes for completion of certain 
actions throughout its administrative 
review process. 


Timetable: 

Action Date 

NPRM Comment 08/08/83 
Period Begin 

NPRM Comment 09/02/83 


Period End 
Final Action 
Smali Entity: No 
Agency Contact: Martin J. Dowd, 
Department of Energy, Defense ; 
Programs, 1000 Independence Avenue, 
SW, Washington, DC 20545, 301 353- 
4642 


RIN: 1992-AA00 


FR Cite 


11/00/83 


16. SAFEGUARDING CERTAIN 
UNCLASSIFIED INFORMATION 
Legal Authority: 42 USC 2168 


10 CFR 1017; 10 CFR 


Abstract: Section 148 of the Atomic 
Energy /.ct of 1954, as amended (42 
USC 2168) requires the Secretary to 
withhold certain unclassified 
information pertaining to the design of 
production facilities and utilization 
facilities; security measures relating to 
the protection of production or 
utilization facilities, nuclear materials 
contained in such facilities, and nuclear 
materials in transit; and the design, 
manufacture, or utilization of atomic 
weapons or components thereof, if such 
information was declassified or 
removed from the Restricted Data 
Category. 

Timetable: 

Action Date 


NPRM 02/21/83 

NPRM Comment. 02/21/83 
Period Begin 

NPRM Comment 03/21/83 
Period End 


Next Action Undetermined 


~ Small Entity: No 


Acting Director, Department of Energy, 
Defense Programs, Division of Policy 
and Planning, 1000 Independence 
Avenue, SW, Washington, DC 20585, 
202 252-1870 

RIN: 1992-AA01 


17. NATIONAL SECUR 
INFORMATION 


Legal Authority: EO 12356 
CFR Citation: 10 CFR 1045 


Abstract: Executive Order 12356 and 
Information Security Oversight Office 
Directive No. 1 require that those 
portions of related agency implementing 
regulations that affect members of the 
public be published in the Federal 
Register. Specifically, points of contact 
for (1) suggestions or complaints 
concerning the Department of Energy 
classification and security program, and 
(2) for submission of requests under the 
Mandatory Review provisions of the 
Executive Order are required to be 
published. 


Timetable: 
Action 
Final Action 


Date FR Cite 


09/30/83 
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Current and Projected Rulemakings 


Agency Contact: Robert T. Duff, 
Director of Classification, Department 
of Energy, Defense Programs, 1000 
Independence Avenue, SW, 
Washington, DC 20585, 301 353-3521 


RIN: 1992-AA02 


18. SAFEGUARDING OF RESTRICTED 
DATA 


Legal Authority: 42 USC 2011 ef seq 
CFR Citation: 10 CFR 795, (Old); 10 CFR 
1016, (New) 

Abstract: The regulations in this part 
establish requirements for the 

saf ing of secret and confidential 
Restricted Data received or developed 
under an access permit. This part does 
not apply to Top Secret Restricted 
Data. 


Timetable: 
Action 
NPRM 
Smail Entity: No 


Agency Contact: Ralph E. Caudle, 
Director, Department of Energy, 
Defense Programs, Office of Safeguards 
and Security, Security DP-34, MS-A2- 
1016, Washington, DC 20545, 301 353- 
5106 


RIN: 1992-AA03 


Date 
09/15/83 


FR Cite 


19. ©10 CFR PART 1017 - 
IDENTIFICATION AND PROTECTION 
OF UNCLASSIFIED CONTROLLED 
NUCLEAR INFORMATION 


Legal Authority: 42 USC 2168 


CFR Citation: 10 CFR 1017; 
1004.8(f) 


Abstract: Section 148 of the Atomic 
Energy Act of 1954, as amended (42 
USC 2168) requires the Secretary to 
withhold certain unclassified 
information pertaining to the design of 
production facilities and utilization 
facilities; security measures relating to 
the protection of production or 
utilization facilities, nuclear materials 
contained in such facilities, and nuclear 
materials intransit; and the design, 
manufacture, or utilization of Atomic 
Weapons or components thereof, if 
such information was declassified or 
removed from restricted data category. 


10 CFR 
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Programs, Washington, DC 20545, 301 
353-5306 


Legal : 42 USC 2077; 42 USC 
2156 to 2158; 42 USC 2201; 42 USC 2273: 
PL 93-438, Sec 104; PL 95-91, Sec 301; PL 
95-242, Sec 57: PL 95-242, Sec 127 to 129: 
PL 95-242, Sec 161; PL 95-242, Sec 223 


CFR Citation: 10 CFR 810 


arrangements in place prior to 
September 17, 1982 in countries for 
which the general authorization was 
withdrawn. Contracts, orders or 
licensing arrangements not reported to 
DOE within the required 30 day time 
period will be considered not subject to 
the saving clause provision and will 
thus require a specific authorization. 
The proposed rule will expressly 
preclude renewals, options, 
amendments, modifications and other 
changes to existing arrangements, from 
the saving clause provision. A request 


for such reporting contained in the 
proposed rule of September 17, 1982, 
resulted in minimal response. Thus, Part 
810 is proposed for amendment in order 
to require that such information be 
presented to DOE. 


Timetabie: 


Contact: Mrs. Johnnie F. 
Chief, Operations Branch, 
OISA (DP332.1), Department of Energy, 
Defense Programs, 1000 Independence 
Avenue, SW, Washington, DC 20585, 
202 252-2129 


RIN: 1992-AA05 


21. @PACKAGING AND 


Legal Authority: Atomic Energy Act 1954 


CFR Citation: 10 CFR 71; 10 CFR 871; 49 
CFR 100 to 189; 49 CFR 390 to 396 


Abstract: The regulation does not 
include Nuclear Explosives Like 
Assemblies. That information is being 
included. The current format is 
administratively incorrect. No potential 
costs and benefits will occur as result 
of revision. 


Timetable: 





Smali Entity: No 

Agency Contact: Robert Wank. 
Program Safety Specialist, Department 
of Enérgy. Defense Programs, Defense 


Legal Authority: 42 USC 10101 


Abstract: In accordance with the 
requirements of the Nuclear Waste 
Policy Act of 1982 (Pub. L. 97-425), the 


RIN: 1992-AA07 
pps RLS MEE RN a RTOS 


22. @PACKAGING AND 
TRANSPORTATION OF RADIOACTIVE 
MATERIAL FOR COMMERCIAL 
CARRIAGE 


Priority: Undetermined 
: PL 94-187 Atomic Energy 


Legal ’ 
Act of 1954, as amended; PL 93-438 Atomic 
Energy Act of 1954, as amended 


CFR Citation: 10 CFR Not yet determined 
Abstract: The regulation addresses the 
federal certification requirements for 


radioactive material shipment 
packagings used by the Dept. of Energy 


_ in conducting its RAD materials 


shipping operations in commerce. There 
is no known potential negative cost 
impact. However substantial benefits 
can accrue by assuring that potential 
RAD matl’s package and cask suppliers 
are familiarized with the stringent 
minimal safety requirements for 
structural integrity thermal resistance, 
radiation shielding, radiological safety, 
nuclear criticality safety, and quality 


_ assurance. This regulation parallels and 


encompasses the applicable 
requirements of other federal 
regulations, i.e., 10 CFR part 71, and 49 
CFR 173, et seq. 


. Timetable: 





Action 


Next Action Undetermined 
Smail Entity: Not Applicable 


Agency Contact: Roy F. Garrison, Mgr, 
Transportation Operations and Traffic, 
Department of Energy, Defense 
Programs, Room A-220 (GTN) DP-122, 
Washington, DC 20545, 301 353-5363 


RIN: 1992-AA08 
BILLING CODE 6450-01-T 


Date 





Current and Projected Rulemakings 


Department of Energy is proposing 
general guidelines for the 
recommendation of sites for 
repositories for disposal of high-level 
radioactive waste and spent nuclear 
fuel in geologic formations. These 
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—ENDEP 


guidelines established the performance 
requirements for a geologic repository 
system, specify how the Department 
will implement its site-selection 
program, and define the technical 
qualifications that candidate sites must 
meet in the various steps of the site 
selection process mandated by the Act. 


Date FR Cite 
02/07/83 48 FR 5670 
NPRM Comment 02/07/83 48 FR 5670 
Period Begin 
NPRM Comment 03/24/83 
Period End 
Next Action Undetermined 
Small Entity: No 


DEPARTMENT OF ENERGY (DOE) 
Departmental and Others (ENDEP) 


25. PROPOSED GUIDELINES FOR 
SITING A TEST AND EVALUATION 
FACILITY 


Priority: Undetermined 

Legal Authority: 42 USC 10101 

CFR Citation: 10 CFR 960 

Abstract: In accordance with the 
requirements of the Nuclear Waste 
Policy Act of 1982 (Pub. L. 97-425), if the 
Department decides to build a test and 
evaluation facility, the Department will 
propose general guidelines for the 


recommendation of sites for a test and 
evaluation facility. Under these 


DEPARTMENT OF ENERGY (DOE) 


Agency Contact: Robert L. Morgan, 
Project Director, Department of Energy, 
Departmental and Others, Office of 
Civilian Radioactive Waste, 
Washington, DC 20585, 202 252-6850 


RIN: 1901-AA01 


24. @LOAN GUARANTEE FOR 
DEVELOPMENT OF 


COAL MINES AND CONSTRUCTION 
OF COAL PREPARATION PLANTS 


Legal Authority: 42 USC 6211 
CFR Citation: 10 CFR 300, (Revision) 


Abstract: The Coal Loan Guarantee 
Program is designed to encourage and 
assist relatively small coal producers to 
increase the nation’s coal production 
from low-sulfur underground coal 
mines; to enhance competition within 
the coal industry; to encourage new 


guidelines the Secretary shall specify 
factors that qualify or disqualify a site 
for development as a test and 
evaluation facility, including factors 
pertaining to the location of valuable 
natural resources, hydrogeophysics, 
seismic activity, and atomic energy 
defense activities, proximity to water 
supplies, proximity to populations, the 
effect upon the rights of users of water, 
and proximity to components of the 
National Park System, the National 
Wildlife Refuge System, the National 
Wild and Scenic Rivers System, the 
National Wilderness Preservation 
System, or National Forest Lands. 


Economic Regulatory Administration (ERA) 


26. REVIEW AND ESTABLISHMENT OF 


Lega! A : 42 USC 7151; 42 USC 
7172; 15 USC 3391 to 3393 


CFR Citation: 10 CFR 598 


Abstract: The proposed rule establishes 
natural gas curtailment priorities 
applicable to deliveries by interstate 
pipelines during periods when not 
enough gas is available to supply all 


, customers. The proposed rule 


implements the rulemaking 
requirements of Title IV of the Natural 
Gas Policy Act of 1978 by establishing 
curtailment priorities for high priority 
uses and for essential agricultural and 
essential industrial feedstock and 
process uses. 

Timetable: 

Action Date FR Cite 
NPHM 07/02/80 45 FR 45098 
Next Action Undetermined 


Small Entity: Not Applicable 


Current and Projected Rulemakings 


market entry by small coal producers 
who, historically, have been unable to 
obtain adequate long-term financing; 
and to encourage the construction of 
coal preparation plants designed to 
reduce the sulfur content of coal. 
Potential costs of the program are a 
default reserve fund of $2.5 million. 
Potential benefits include the 
construction of several coal preparation 
plants. 


Timetable: 
Action 
Next Action Undetermined 

Small Entity: No 

Agency Contact: Peter Muchunas, 


Program Manager, Department of 
Energy, Departmental and Others, FE- 
23, Germantown, MD, 301 353-2603 


RIN: 1901-AA02 


Date FR Cite 


Existing Regulations Under Review 


Timetable: 
Action Date 


Begin Review 01/07/83 
End Review 00/00/00 


Next Action Undetermined 
Small Entity: No 


Agency Contact: Robert L. Morgan, 
Project Director, Department of Energy, 
Departmental and Others, Office of 
Civilian Radioactive Waste, 
Washington, DC 20585, 202 252-6850 


RIN: 1901-AA00 
BILLING CODE 6450-01-T 


Current and Projected Rulemakings 


Additional information: FERC currently 
is reviewing the proposed rule pursuant 
to section 404 of the DOE Act. FR will 
be issued approximately six weeks 
after FERC concurrence is received. A 
regulatory flexibility analysis is not 
required in regard to this rule since the 
notice of proposed rulemaking was 
issued prior to January 1, 1981. 
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Legal = 15 USC 717 et seq 42 
USC 7151; 42 USC 7172 


CFR Citation: 10 CFR 205; 10 CFR 590 
Abstract: ERA is currently following 
the FERC procedural rules on an 
interim basis in natural gas import and 


case, and would reflect ERA's 
organization structyre and legislative 
mandate. Evidentiary hearings would 
be reserved for situations where 
necessary to resolve disputes of 
material issues of fact. The proposal 
would also eliminate the FERC 
requirement that the ultimate 
decisionmaker or an Administrative 
Law Judge presides at hearings. The 
proposed rule would ease the 
regulatory burden on applicants and 
interested parties by simplifying the 
procedures and reducing the amount of 
information and number of documents 
required for an import or export 
application. 

Timetabie: 


Date FR Cite 


08/26/81 46 FR 44696 
12/31/83 


Smait Entity: Undetermned 





Legal Authority: 42 USC 2210b NAC Au- 
thorization Act of 1982, Section 23(b) 


Legal Authority: 15 USC 761; 42 USC 
7101 et seq 


CFR Citation: 10 CFR 210.1 


Abstract: The proposal would eliminate - 


the recordkeeping requirements 
impesed by the petroleum price and 
allocation regulations for certain 
product resellers. If adopted, the 
amendment would reduce a regulatory 
burden on a number of small entities. 


Date FR Cite 


01/04/83 48 FR 261 
Comment 01/04/83 
‘od Beni 
NPRM Comment 02/03/83 
Period End 
Final Action 00/00/00 
Next Action Undetermined 


Agency Contact: William Funk, 
Department of Energy, Office of 
General Counsel, 1000 Independence 


* Avenue, SW, Washington, DC 20585, 
252-6739 


202 
RIN: 1903-AA03 


Authority: 15 USC 3412; 42 USC 
7101; 5 USC 553 


CFR Citation: 10 CFR 580; 10 CFR 585 
Abstract: This rule proposes procedures 


for seeking interpretations, 
modifications, or rescissions of natural 


CFR Citation: 10 CFR 761 


Abstract: The Energy Information 
Administration (ELA) of the Department 
of Energy (DOE), in response to 
requirements set forth in Section 170B 
of the Atomic Energy Act of 1954 (42 


Current and Projected Rulemakings 


gas curtailment priority regulations for 
essential agricultural uses. The Federal 
Energy Regulatory Commission (FERC) 
took jurisdiction over the proposed rule 
on June 15, 1979, under Section 404 of 
the DOE Organization Act, and the 
matter is currently at FERC. 


Timetable: 


Action Date FR Cite 


NPRM 05/07/79 44 FR 27676 
NPRM Comment 05/11/79 44 FR 27676 
Period Bedi 
NPRM Comment 06/08/79 
Period End 
Next Action Undetermined 
Smail Entity: No 


Agency Contact: Paula Daigneault, 
Department of Energy, Economic 
Regulatory Administration, 1000 
Independence Avenue, S.W., 
Washington, DC 20585, 202 252-9482 


RIN: 1903-AA04 


30. OIL IMPORT REGULATIONS 


Legal Authority: 42 USC 7101; 19 USC 
1862; Prociamation 3279, as amended a 
CFR Citation: 10 CFR 205.250; 10 CFR 
213 


Abstract: This rule would rescind all 
regulations pertaining to oil import 
licensing in conjunction with the 
revocation of Proclamation 3279. Since 
no import fees are applicable, the 
elimination of the licensing requirement 
will further reduce the regulatory 
burden imposed on the petroleum 
importing industry. 


FR Cite 
interim Final Rule 09/30/83 
Small Entity: Not Applicable 

Contact: F. Scott Bush, 

Department of Energy, Economic 
Regulatory Administration, Washington, 
DC 20585, 202 252-2202 
RIN: 1903-AA05 
BILLING CODE 6450-01-T 


Current and Projected Rulemakings 


USC Sec 2210b), is proposing 
regulations to establish criteria which 
will be used to assess the viability of 
the domestic uranium mining and 
milling industry. The assessment is to 
be set forth in an annual report to the 
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DOE—EIA 


Congress and the President. The 
proposed regulation describes the 
criteria and identifies information 
collections necessary to enable EIA to 
determine if the criteria have been met. 


Date 
08/12/83 


FR Cite 


DEPARTMENT OF ENERGY (DOE) 


Date 
08/30/83 


09/01/83 


09/12/83 


10/04/83 
10/04/83 


Management and Administration (MA) 


32. DEPARTMENT OF ENERGY 
ACQUISITION REGULATION 


Legal Authority: Pi 93-400; PL 96-83; PL 
95-91; EO 12352 


CFR Citation: 48 CFR 901 to 999 


Abstract: The Federal Acquisition 
Regulation is being developed to 
promote uniformity in Federal 
procurement policy. When this 
regulation és published, it will be 
necessary for DOE to promulgate an 
acquisition regulation to implement and 
supplement the Federal Acquisition 
Regulation with respect to DOE. No 
significant cost impact is expected. 





Date 


09/30/83 

NPRM Comment 09/30/83 

Period Begin 
NPRM Comment 

Period End 
Final Action 
Final Aciion 

Effective 


Small Entity: No 


Agency Contact: Richard B. Langston, 
Department of Energy, Management 
and Administration, 1000 Independence 
Avenue, SW, Washington, DC 20585, 
202 252-8188 


RIN: 1991-AA01 


FR Cite 


10/31/83 


01/16/84 
04/01/84 


33. FINANCIAL ASSISTANCE 
REGULATIONS; COOPERATIVE 
AGREEMENTS 


Legal Authority: PL 95-91; PL 95-224 
CFR Citation: 10 CFR 600C 


Abstract: This proposed rule will revise 
the existing Subpart C. The purpose of 
the revision is to conform DOE policy 


on cooperative agreement award and 
administration with government-wide 
policy. 
Timetabie: ; 
Action 


NPRM 

Firal Action 
Small Entity: No 
Agency Contact: Scott Sheffield, 
Procurement Analyst, Department of 
Energy, Management and 
Administration, MA-442, 1000 
Independence Avenue, SW, 
Washington, DC 20585, 202 252-8267 


RIN: 1991-AA03 


Date 


12/30/83 
06/30/84 


FR Cite 


34. SECURITY POLICIES AND 
PRACTICES RELATING TO LABOR- 
MANAGEMENT RELATIONS 


Legal Authority: PL 95-91 
CFR Citation: 10 CFR 706 


Abstract: DOE proposes to amend 10 
CFR Part 706. This part previously was 
published as an Energy Research and 
Development Administration (ERDA) 
regulation and was revised to reflect its 
status as a DOE regulation. Section 301 
of the Department of Energy 
Organization Act transferred to and 
vested in the Secretary of Energy all the 
functions previously vested in ERDA. 
To reflect better its present character as 
a DOE regulation, DOE is proposing to 
amend Part 706 in several sections to 
reflect current application of Part 706. 
For example, a definition of installation 
will be included in order to specify 
which DOE contractors are covered by 
Part 706. In addition, other changes are 
being made in the interest of brevity, 
consistency and clarity. 


Current and Projected Rulemakings 


Small Entity: No 

Agency Contact: Dr. R. Gene Clark, 
Director, Nuclear and Alternate Fuels 
Div., Department of Energy, Energy 
Information Administration, EI-53, 
Room BG-057, 1000 Independence Ave., 
SW, Washington, DC 20585, 202 252- 
6363 ’ 


RIN: 1905-AA00 


ANPRM 

Smail Entity: No 
Government Levels Affected: Federal 
Agency Contact: Juanita E. Smith, 
Department of Energy, Management 
and Administration, 1000 Independence 


Avenue, SW, Washington, DC 20585, 
202 252-9023 


RIN: 1997-AA04 


09/00/83 


35. PRICE COMPETITIVE SALE OF 
STRATEGIC PETROLEUM RESERVE 
PETROLEUM 


Legal Authority: 42 USC 6239(f)(A); PL 
97-229 


CFR Citation: 10 CFR 625 


Abstract: The rule is applicable to price 
competitive sales of Strategic Petroleum 
Reserve oil. This regulation provides 
the rules for developing standard 
contract terms and conditions and 
financial and performance 
responsibility measures. Standard Sales 
Provisions which will be the basis for 
all price competitive sales contracts 
will be issued in an appendix to the 
rule. 


Timetabie: 
Action Date FR Cite 


NPRM 03/16/83 48 FR 11125 
NPRM Comment 03/16/83 
Period Begin 
NPRM Comment 05/02/83 
Period End 
Interim Final Rule 08/15/83 
Final Action 10/15/83 
Final Action 10/15/83 
Effective 


Small Entity: Not Applicable 
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Contract Specialist, Department of 
Energy, Management and 
Administration, MA-453.1 (Rm. 1-015), 
1000 Independence Avenue, SW, 
Washington, DC 20585, 202 252-1061 


RIN: 1991-AA13 


36. DEPARTMENT OF ENERGY 
DEBARMENT AND SUSPENSION 
RULES 


Legal Authority: 41 USC 7254; PL 95-91 
CFR Citation: 10 CFR 1035; 41 CFR 9 


Abstract: The Department of Energy 
Debarment and Suspension Rules will 
conform current Departmental 
debarment and suspension rules for 
procurement contractors with those 
prescribed in Federal Procurement 
Regulations Temporary Regulation No. 
65, and will provide debarment and 
suspension rules for all individuals or 
organizations who purchase preperty or 
services from, or provide propggty or 
services to the Department of Energy 
and for all other individuals and 
organizations to whom the Department 
of Energy transfers money, property, or 
services. There are no anticipated costs 
to the Department as a result of these 
rules. These rules will clarify the 
Department of Energy's rules for 
debarment and suspension in regard to 
procurement contractors and will 
provide debarment and suspension 
rules for financial assistance recipients 
and other entities engaged in business 
dealings with the Department. 


Date FR Cite 
07/27/83 48 FR 34198 


12/30/83 


Action 

Final Action 
Effective 

Small Entity: No 

Public Compliance Cost: initial Cost: $0; 

Yearly Recurring Cost: $0 

Government Levels Affected: Federal 

Agency Contact: Scott Sheffield, 

Procurement Analyst, Department of 

Energy, Management and 

Administration, MA-442, 1000 

Independence Avenue, SW, 

Washington, DC 20585, 202 252-8267 


RIN: 1991-AA14 


Date 
12/30/83 


FR Cite 


37. DEPARTMENT OF ENERGY 
PROPER’ Y MANAGEMENT 
REGUL ATIONS 


Legal Authority: 40 USC 471 et seq 
‘CFR Citation: 41 CFR 109 


Abstract: The Department of Energy 
Property Management Regulations wili 
be revised and updated to reflect 
necessary changes resulting from 1) the 
issuance of the Federal Acquisition 
Regulations, 2) the issuance of 
amendments to the Federal Property 
Management Regulations by the 
General Services Administration, 3) 
reorganizations and organizational 
name changes within DOE, 4) changing 
reporting requirements, 5) DOE policy 
changes in the management of property, 
and 6) recommendations of the General 
Accounting Office. There is no other 
alternative for addressing the problem, 
and there will be no additional costs. 
The revisions are necessary to bring the 
DOE Property Management Regulations 
into conformance with other Federal 
regulations. 


Timetable: 
Action Date 


NPRM 01/31/84 

NPRM Comment 01/31/84 
Period Begin 

NPRM Comment 03/01/84 
Period. End 

Final Action 

Final Action 
Effective 


FR Cite 


03/31/84 
04/01/84 


Current and Projected Rulemakings 


Smali Entity: No 
Government Levels Affected: Federal 


Agency Contact: John D. French, 
Director, Property & Equipment Mgmt., 
Department of Energy, Management 
and Administration, 1000 Independence 
Avenue, SW, Washington, DC 20585, 
202 252-8254 


RIN: 1991-AA17 


38. @FOREIGN OWNERSHIP, 
CONTROL, OR INFLUENCE OF DOE 
CONTRACTORS: CHANGE 11 TO THE 
DOE PROCUREMENT REGULATIONS 


Legal Authority: PL 95-91; 42 USC 2168 


CFR Citation: 41 CFR 9-1; 41 CFR 9-7; 41 
CFR 9-50 


Abstract: Adds new solicitation and 
contract provisions designed to obtain 
information that indicates whether DOE 
contractors are owned, controlled or 
influenced by foreign individuals, 
governments, or organizations and 
whether that influence may threaten 
national security. The information 
generated will enable DOE to protect 
against situations in which specific 
information may become available to 
foreign governments, individuals, or 
organizations because of their 
ownership control or influence over a 
DOE contractor. 


Timetable: 
Action Date FR Cite 


NPRM 07/28/83 48 FR 34396 

NPRM Comment 07/28/83 48 FR 34396 
Period Begin 

NPRM Comment 09/12/83 
Period End 

Final Action 

Final Action 
Effective 

Smaii Entity: No 


Agency Contact: Laura Bick, 
Procurement Analyst, Department of 
Energy, Management and 
Administration, MA-421.1, Washington, 
DC 20585, 202 252-8188 


RIN: 1991-AA19 





10/14/83 
10/14/83 
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DEPARTMENT OF ENERGY (DOE) 


Management and Administration (MA) 


COMPLETED RULEMAKINGS 


39. INTERGOVERNMENTAL REVIEW 
OF FEDERAL PROGRAMS 


Legal Authority: 42 USC 4231{a); EO 
12372 


CFR Citation: 10 CFR 1005, (New); 10 
CFR 600.11, (Revision). 


Abstract: The regulation will provide 
for a new intergovernmental review 
process for Federal programs. States 
will designate their own process for 
intergovernmental reviews of proposed 
Federal financial assistance and direct 
development activities rather than 
relying upon the Federally prescribed 
requirements of OMB Circular A-95. 


Date 


NPRM 01/24/83 

NPRM Comment 01/24/83 
Period Begin 

NPRM Comment 03/10/83 
Period End 

Final Action 

Final Action 
Effective 


Small Entity: No 


FR Cite 


48 FR 3130 
48 FR 3130 


06/24/83 
09/30/83 


FR 29174 


48 
48 FR 29174 


Department of Energy, Management 
and Administration, 1000 Independence 
Avenue, SW, Washington, DC 20565, 
202 252-8191 


RIN: 1991-AA05 


40. DEPT. OF ENERGY 
PROCUREMENT REGULATIONS 
CHANGE 7 

Legal Authority: 41 USC 7254 

CFR Citation: 41 CFR 9-3; 41 CFR 9-4; 41 
CFR 9-7; 41 CFR 9-16; 41 CFR 9-30; 41 CFR 
9-50; 41 CFR 9-51 

Abstract: Change 7 involves new 
coverage regarding policy, reporting 
clauses and a format for letter 

’ contracts. It provides standard 
procedures and promotes efficiency and 
effectiveness. 


Timetabie: 
Action Date FR Cite 


NPRM 11/04/82 47 FR 49983 
NPRM Comment 11/04/82 47 FR 49983 
Period Begin 


Action Date 


NPRM Comment 12/06/82 
Period End 

Final Action 

Final Action 
Effective 


FR Cite 


04/15/83 48 FR 16450 
05/16/83 48 FR 16450 


Smaii Entity: No 

Agency Contact: Richard B. 
Procurement Analyst, Department of 
Energy, Management and 
Administration, 1000 Independence 
Ave., SW, Washington, DC 20585, 202 
252-8183 


RIN: 1991-AA06 


41. DEPT. OF ENERGY 
PROCUREMENT REGULATIONS 
CHANGE 8 


Lega! Authority: 41 USC 7254 


CFR Citation: 41 CFR 9-7; 41 CFR 9-10; 
41 CFR 9-18 


Abstract: In order to provide standard 
procedures and promote efficiency and 
effectiveness, Change 8 provides 
standard clauses for cost type 
constructive and A&E contracts, also 
value engineering provisions for 
construction. 


Timetable: 
Action Date 


NPRM 11/29/82 

NPRM Comment 11/29/82 
Period Begin 

NPRM Comment 12/29/82 
Period End 

Final Action 

Final Action 
Effective 

Smaii Entity: No 


Agency Contact: Richard B. Langston, 
Procurement Analyst, Department of 
Energy, Management and 
Administration, 1000 Independence 
Ave., SW, Washington, DC 20585, 202 
252-8188 


RIN: 1991-AA07 


FR Cite 


47 FR 53746 
47 FR 53746 


05/19/83 
06/20/83 


FR 


48 22550 
48 FR 22550 


42. DEPT. OF ENERGY 
PROCUREMENT REGULATIONS 
CHANGE 9 


Legal Authority: 41 USC 7254 


CFR Citation: 41 CFR 9-1; 41 CFR 9-2; 41 
CFR 9-5; 41 CFR 9-7; 41 CPR 9-15; 41 CFR 
9-18; 41 CFR 9-50 


Completed Actions 


Abstract: In order to provide standard 
procedures and promote efficiency and 
effectiveness, Change 9 revises Fees for 
Operating Contracts. 


Timetable: 
Action Date 


NPRM 12/15/82 

NPRM Comment 12/15/82 
Period Begin 

NPRM Comment 01/14/83 
Period End 

Final Action 

Final Action 
Effective 


Smaii Entity: No 

Agency Contact: Richard B. 
Procurement Analyst, Department of 
Energy, Management and 
Administration, 1000 Independence 
Ave., SW, Washington, DC 20585, 202 
252-8168 ‘ 


RIN: 1991-AA08 


07/01/83 
08/01/83 


43. DEPT. OF ENERGY 
PROCUREMENT REGULATIONS 
CHANGE 10 


Legal Authority: 41 USC 7254 


CFR Citation: 41 CFR 9-3; 41 CFR 9-4; 41 
CFR 9-50 


Abstract: In order to provide standard 
procedures and promote efficiency and 
effectiveness, Change 10 involves use of 
weighted guideline techniques in 
determining fees. 


Timetable: 
Action Date 


NPRM 03/25/83 

NPRM Comment 03/25/83 
Period Begin 

NPRM Comment 04/25/83 
Period End 

Final Action 

Final Action 
Effective 


Small Entity: No 

Agency Contact: Richard B. 
Procurement Analyst, Department of 
Energy, Management and 
Administration, 1000 Independence 
Ave., SW, Washington, DC 20585, 202 
252-8188 


RIN: 1991-AA09 


07/22/83 
08/22/83 
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Legal Authority: 42 USC 10101 et seq; 42 
USC 7254 


CFR Citation: 10 CFR 961 


Abstract: Provides a standard contract 
to be used by the Department of Energy 
in furnishing disposal services to the 
owners or generators of spent nuclear 
fuel and/or high level radioactive waste 
of domestic origin from civilian nuclear 
power reactors. Also provides the 


DEPARTMENT OF ENERGY (DOE) 
Office of General Counsel (OGC) 


45. AMENDMENTS TO DEPARTMENT 
OF ENERGY CONDUCT OF 
EMPLOYEES 


Legal = 18 USC 201 to 209; 42 
USC 7211 to 7218; EO 11222 


CFR Citation: 10 CFR 1010 


Abstract: The regulations need to be 
revised to reflect the provisions and 
requirements of the Ethics in 
Government Act. In addition, it is 
anticipated that certain sections of the 
regulations will be clarified and/or 
revised to reflect current Office of 
General Counsel policy and 
interpretations. 


Date _——FR Cite 
10/00/83 
Small Entity: No 


DEPARTMENT OF ENERGY (DOE) 


Abstract: The regulation prescribes 
procedures, standards, terms, and 
conditions for obtaining a license to 
practice a DOE-owned invention, either 
exclusively or non-exclusively. Current 
government-wide regulations exist (41 
CFR 101-4). The proposed revision 


funding mechanism for financing the 
costs of disposal of such fuel and 
wastes. The potential costs of this 
action are considered minimal as they 
are establishing methods and 
procedures not need or actual costs. 


‘Date «FR Cte 
02/04/83 48 FR 5458 
02/04/83 48 FR 5458 
03/07/83 


04/18/83 48 FR 16590 


Agency Contact: Katherine B. Soffer. 
Department of Energy, Office of 
General Counsel, 1000 Independence 
Avenue, SW, Washington, DC 20585, 
202 252-1522 


RIN: 1990-AA00 


46. @PATENT WAIVER REGULATIONS 
Legal Authority: 42 USC 2182; 42 USC 
5908 


CFR Citation: Not yet determined 


Abstract: The regulation provides 
procedures and standards for obtaining 
a waiver of the Government's rights in 
inventions made under DOE research 
and development contracts with entities 
that are not small businesses or 
nonprofit institutions, and terms and 
conditions of such waivers. Currently, 
DOE waiver policy is provided in DOE 
Procurement Regulations (41 CFR 9- 


would bring DOE patent licensing 
regulations into harmony with revised 
statutory authority and the government- 
wide regulations. 


Timetable: 
Action 


Begin Review 04/01/83 
End Review 00/00/00 


Next Action Undetermined 
Small Entity: Undetermined 





Date 





FR Cite 


04/18/83 48 FR 16590 


Government Levels Affected: Local, 
State, Federal 


Agency Contact: James J. Cavanagh, 
Procurement Analyst, Department of 
Energy, Management and 
Administration, Office of Policy (MA- 
421.1), Procurement and Assistance 
Management, Washington, DC 20585, 
202 252-8188 


RIN: 1991-AA18 
BILLING CODE 6450-01-T 


Current and Projected Rulemakings 


9.109-6). The proposed regulation places 
DOE patent waiver policy in a separate 
regulation, and also provides updates, 
revisions and clarifications to waiver 
policy as contained in 41 CFR 9-9.109-6. 


Timetable: 
Action 


Date _—‘FR Cite 


Next Action Undetermined 
Small Entity: Undetermined 


Agency Contact: William R. Moser, 
Deputy Assistant General Counsel for 
Patents, Department of Energy, Office 
of General Counsel, 1000 Independence 
Avenue, SW, Washington, DC 20585, 
202 252-2806 


RIN: 1990-AA02 


Existing Regulations Under Review 


Agency Contact: Robert J. Marchick, 
Chief, Licensing Branch, Department of 
Energy, Office of General Counsel, 1000 
Independence Ave, SW, Washington, 
DC 20585, 202 252-2806 


RIN: 1990-AA01 
[FR Doc. 83-28030 Filed 10-14-83: 8:45 am] 
BILLING CODE 6450-01-T 





Part Viil 


Department of 
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45 CFR Subtitle A, Chs. li, ili, and Xili 


Unified Agenda of Regulations 
AGENCY: Department of Health and 
Human Services. 


ACTION: Publication of unified agenda 
of regulations. 


SUMMARY: The President's February 


17, 1981, Executive Order {12291) and 
the Regulatory Flexibility Act of 1980 
require the Department to publish an 
agenda of significant regulations being 
developed and an indication of those 
regulatory actions that are being 
analyzed for their effect on small 
businesses. The Department published 
its last agenda on April 25, 1983. 


FOR FURTHER INFORMATION 
CONTACT: For further inquiries or 


comments related to specific regulations 
listed in the agenda, the public is 
encouraged to contact the appropriate 
responsible individual. Questions or 
comments on the overall agenda should 
be sent to: John J. Phelan, Associate 
Executive Secretary/Regulations, Office 
of the Secretary, Department of Health 
and Human Services, 200 Independence 
Avenue, S.W., Washington, D.C. 20201, 
Telephone: (202) 245-6111. 


DATED: August 23, 1983. - 


Margaret M. Heckler, 
Secretary, Department of Health and Human 
Services. 


Office of the Secretary—Current and Projected Rulemakings 





Nondiscrimination Requirement Applicable to Block Grants and Community Economic Development and Head Start 
ig Nondiscrimination on the Bases of Sex and Religion. 


Notice of Proposed 
Requirements 


Processing Equipment and Services -- Conditions for Federal Financial Participation 
Sueaueird heed dOnnemer Accounting and Billing Systems and Preparation of invoices 


0991-AA02 
0991-AA03 
0991-AA04 
0991-AA06 
0991-AA07 
0991-AA08 
0991-AA09 
| 0991-AA10 
0991-AA11 
0991-AA12 
0991-AA14 
0991-AA15 


to Exempt OCR Complaint investigation Files from the General Disclosure | 


Rulemaking 
of the Privacy Act, 5 U.S.C. ss of 


0991-AA16 
| 0991-AA17 
0991-AA18 





0991-AA13 


Requirements for Medical and Nonmedical Facilities where SSI Recipients Reside--Final Rule with 
I I i cisiesscccsnscsosesesi ij lalscctisscoianncssenenniltiesasssiinleiccekasthtkotipsenouchandssiacdee ceccisatisscitiiMasciniascadites adeeb indice dss 
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Office of Human Development Services—Current and Projected Rulemakings—Continued 


Gecete wenins Pregame: ttendetory Pose Treough tere nage ar 
snelelanand Sipceie tasome Petree susted Spence end Carta Funds Set Auide tor Busta Espennes 
*Old-Age, Survivors, and Disability insurance and Supplemental Security income Programs; Revised Rules for Certain 


Old-Age, Survivors, and Disability Insurance Program; Megacap DIB Reductions 

Old-Age, Survivors, and Disability Insurance Program; Coverage of Employees of State and Local Governments 

ea dee ae ee Repeal of Minimum Benefit, Rounding of Benefit Amounts 
Oid-Age, Survivors, and Disability Insurance and Supplemental Security Income Programs; Fee Schedule for 


Aid to Families With Dependent Children Program; Federal Financial Participation in the Cost of a Ststeuide 
Mechanized Claims Processing and Information Retrieval ETC 

Supplemental! Security income Program; Medicaid Eligibility Determinations ... 

Supplemental Security Income Program; Reductions, i 

Supplemental Securly Income Program; Exception to Status as Resident of a Pubic ineinaion tor Educational and 


| Supplemental Security income Program; Age 18 and Alien Deeming 

; Supplemental Security Income Program; Eligibility, Amount of Benefits, Income, Resources, State Supplementary 
| Provisions, Agreements, Payments - 

| Old-Age, Survivors, and Disability Insurance and Supplemental Security Income Programs; Limitation on Prospective 


Aid to Families with Dependent Children Program; Adjustment of Federal Share for Uncashed/Cancelled Checks 
Supplemental Security income Program; Disposing of Resources for Less Than Fair Market Value 


Supplemental Security 
Aid to Families With Dependent Children Program; Computing a Supplemental Payment in States Required to do so 
By Section 402(a)(28) of the Social Security Act 
Old-Age, Survivors, and Disability Insurance Program; Revision of Totalization Benefit Computation 
Old-Age, Survivors, and Disability Insurance and Supplemental Security Income Programs; Revised Medical Criteria 
for Determination of Disability 
Oid-Age, Survivors, and Disability Insurance and Supplemental Security Income Programs; Extension of Trial Work 
Period and Reinstatement of Benefits 
Aid to Families With Dependent Children Program; Least Costly Approach 
Old-Age, Survivors, and Disability Insurance and Supplemental Security income Programs; Time Limitations for 
issuing Hearing Decisions and for Appeals Council Actions 
Old-Age, Survivors, and Disability Insurance Program; Real Estate Agents and Direct Sellers as Self-Employed 
*Aid to Families With Dependent Children Program; Exclusion of Certain Home 
“Supplemental Security Income oo Exclusion of Certain Home Energy Assistance Under SS! 
Federal Old-Age, Survivors, and Disability Insurance Program; Additional Exception to Reduction of Benefits of 
Spouse Receiving Government Pension 
*Old-Age, Survivors, and Disability insurance Program and Supplemental Security Income Program; Disability 
Termination Hearings 
*Old-Age, Survivors, and Disability Insurance; Continued Payment of Disability Benefits During Appeal 
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Social Security Administration—Current and Projected Rulemakings—Continued 


Aid to Families with Dependent Children Progsam; Quality Control System - Annual Sample Requirements —- 0960-AA51 
Reopening and Revising Determinations and Decisions--Expedited Appeais | 

0960-AA52 

0960-AA55 


income; Sick ee ane eee tials 
Supplemental Security income Program; Reopening and Revising Supplemental Security Income Determinations and 
Decisions Within Four Years of the Notice of the Initia! Determination 
eee Pe ee een Denon eeenees SECURRD See SESS ot SaES 


aeeccccerrececerecsecteerececesssneseeeseeeeeeeeeeeseeeseeeseeeeeeeeeeeeeeeee sete eee eeeeeee esse ee eeeeeeeeees esses eeeeeeeeeeeeneeseeeneneeeeeeeesaseenseeeeeeeesee sense eseeeneseseeeeeeererees 


Old-Age, Survivors, and Disability Insurance and Supplemental! Security Income Programs; Payment of Certain Travel 


Survives, end Dieabity ieurance Programe: Coverage of Employees of U.S. Non-Profit Organizations and _ 
Foreign Affiliates of American Employers; Coverage Under 
Olé Age, Survie and Debity neurence and Supplomeral Security Income Pigs Simplified Fee Process for 


| 


| 


“Aid to Families With Dependent Children Program; Disregard of Income of Dependent Children Derived From 
Participation in Programs Carried Out Under the Job Training Act 


75 
76 
77 
78 
79 
80 
81 


8 


Old Age. Survivors, and Disability insurance Program: indexing for widowers Benefits: Eitect of Remantage on | 
Widow(er)'s Entitlement; Reduction 





Social Security Administration—Completed Actions 


88S 3 sR8B 


Survivors, Program; Changes in Lump-Sum Death Payment, Month of Entitlement, 
Mothers and Fathers Benefits and Student Bemefits ee eecsecnnteneseecsnesusenneessenessvetansencenesneseneeenssnceneceseesssnssensseneceseene 
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Social Security Administration—Completed Actions—Continued 


Old-Age, ee NE gS a ERD Oy ne) 
Aid to Families With Dependent Children Program; Tax Equity & Fiscal Responsibility Act of 1962... 
ee uee-eeeiars 


Office of Child Support Enforcement—Current and Projected Rulemakings 


F ; 
Requests for Health Hazard Evaluations and Occupational Safety and Health Investigations of Places of Employment...| 0905-AA32 
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Public Health Service—Food and Drug Administration—Current and Projected Rulemakings 


Carcinogenic Chemicals in Food and Color Additives... 
itbeaeictanene nesnonaee 
“New Animal Drugs for Use in Animal Feeds; Definition and General Considerations; Revised Procedures Regarding 
Medicaied Feed 


ealianadineuamas trtteeieeln Gxbcianaes tor Labaidieny Toute: Gioed Glowing Sends 
Panel on Review of Bacterial Toxoids and Bacterial Vaccines with U.S. Standards of Potency... 


arming Label 
*Common or Usual Names for Vegetable Protein Prod. and Substitutes for Meats, Seafood, Pouitry, Eggs or Cheeses 
Which Contain Veg. Protein Prod. as Sources of Protein 


Current Good Manufacturing Practice for Finished Pharmaceuticals 
Antibiot 


Products 
Performance Standards for lonizing Radiation Emitting Products 
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_| Training Grants for Preventive Medicine Residency 
indian Health Service/Health Resources and Services Administration; Pregraduate i 
National Health Service Corps (NHSC); Private Practice Option (PPO) Loans to individuals 
“Nursing Student Loan Program (NSL); Debt 


Organizati 
“Dsconinuance of Approval of Medication in Nice, Gurariaed Under Ti Vio i othe PHS Ac Proposed i 
Permit Use of Notes as Collateral for Tax-Exempt i tacccnistesstistobensietion an iattnaguiibtilcscapeiisimepputieailapaiaagilaaaile 


Health Professions Student Loan (HPSL) Program; Due Diligence 
Student Loan (NSL) Program; Due Diligence... 
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Public Health Service—Health Resources and Services Administration—Completed Actions 


“Repeal of First-Year Enroliment increase Requirement 
I cellar nein deiommnsnstinnnstettioni chap diniiiipiiennnnsdlenhislinsapeuneruis 
Exchange Visitors Program-Criteria for Evaluating Comprehensive Pian to reduce Reliance on Alien Physicians 
Health Professions Curriculum 


Contract Health Service Delivery Area for the Penobscot 


“Schade of son Hoeptal Inpatont Opraing Cass fr Goi Reporing Peiods Begining ono sir October 
“T ’ Sat Gect of Unetmmemnaned Gord eoeccees: E ae eecccecece - - eeccccccesccesoce: of a Hil Burton Free Care ereceeereces: tion eerceseccsococecs 


220 
221 
222 
223 
224 
225 
226 
“ 227 
228 
229 
230 
231 
232 
233 
234 
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Health Care Financing Administration—Current and Projected Rulemakings—Continued 


Sn eee ee Categorically Needy ... 
Medicaid Contracts with HMOs and PHPs 


*Utilization and Quality Control Peer Review Area Designations 
Part A Premio for Unineuned Aged for 1&-ehome Period Beginning 01701704 
Part B Premium for 12-Month Period beginning 01/01/84 


Medicaid a 

Part A Premium for Uninsured Aged for 12-Month Period Beginning 01/01/85. 

Part B Premium for 12-Month Period Beginning 01/01/85 
Organization: (PRO): Reconsiderations and 


*Indicates priority regulation. 
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Health Care Financing Administration—Completed Actions 








ee ee 
Review and Recomputation of Periodic Interim Payments to Providers of Services 


Against 0938-AB02 
Medicare een Reimbursement of Legal Expenses and Related Costs 0938-AB09 
Medicare Economic index for Reasonable Charges. 0938-AB18 


*indicates priority reguiation. 


297 
298 
2399 
300 
301 
302 
303 
304 
305 
306 
307 
308 
309 
310 
311 
312 
313 
314 
315 
316 
317 
318 
319 
320 
321 
322 
323 
324 
325 
326 
327 
328 
329 
330 
331 
332 
333 





DEPARTMENT OF HEALTH AND HUMAN SERVICES (HHS) Current and Projected Rulemakings 
Office of the Secretary (OS) 


1. NONDISCRIMINATION Community Economic Development and Department of Health and Human 
Head Start Programs authorized by the Services, Office of the Secretary, Div of 
Omnibus Budget Reconciliation Act of PSP, Off of Mgmt & Pol, CR, Rm 5412, 
1981, P.L. 97-35. HHS North Bidg, 330 Independence 
z Ave, SW, Washington, DC 20201, 202 
a 472-4256 
THE BASES OF SEX AND RELIGION Action Date FR Cite BIN: 0991-AA02 


: 42 USC 9906; 42 USC NPRM 00/00/00 


Legal 
300w-7; 42 USC 300x-7; 42 USC 300y-9; 42 . 
UBC 72m 42 USC O0S% 42 USC eet. 42. Sal Entity: No 2. LETTER OF CREDIT SANCTIONS 


USC 9849 Additional information: New CFR Legal Authority: 5 USC 301 
Subpart to be assigned. 
CFR Citation: 45 CFR 80 CFR Citation: 45 CFR 76, (Proposed) 


Abstract: To implement the Agency Contact: Marcella Haynes, Abstract: The proposed regulations 
nondiscrimination requirements Chief, Special Projects Branch, would establish a procedure by which 
applicable to block grants and the the Department may impose sanctions 
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HHS—OS 


on a recipient holding a letter of credit 
under any program administered by the 
Department of Health and Human 
Services should the recipient violate the 
terms of the letter of credit. 


Timetable: 
Action Date 


NPRM Comment 03/08/83 
Period Begin 

NPRM Comment 05/09/83 
Period End 

Final Action 

Smail Entity: No 


Agency Contact: David V. Dukes, 
Deputy Asst Secy for, Management and 
Budget, Finance, Department of Health 
and Human Services, Office-of the 
Secretary, Room 705-D, Hubert 
Humphrey Building, 200 Independence 
Avenue, SW, Washington, DC 20201, 
202 245-7084 


RIN: 0991-AA03 








00/00/00 


3. UNALLOWABILITY OF COSTS OF 
INFLUENCING CONGRESSIONAL 
LEGISLATION 


Legal Authority: PL 95-480, Sec 407 
CFR Citation: 45 CFR 74 

Abstract: Will draw attention to and 
implement a statutory provision 
prohibiting payment of grant funds for 
costs of influencing legislation of the 
U.S. Congress. No policy issues, 


budgetary savings, or costs are 
involved. 


Timetable: 
Action 





Date FR Cite 





Next Action Undetermined 
Smaii Entity: No 


Agency Contact: Joel Feinglass, 
Director, Division of Assistance Policy, 
Department of Health and Human 
Services, Office of the Secretary, Off of 
Procure & Assist Policy, Rm 513D, HHH 
Bldg, 200 Independence Avenue, SW, 
Washington, DC 20201, 202 245-7565 


RIN: 0991-AA04 


4. CIVIL MONEY PENALTIES 


Legal Authority: 42 USC 1320a to 1327a; 
42 USC 1320a to 1327(b) 


CFR Citation: 45 CFR 10 


Abstract: These regulations implement 
Sections 1128A and 1128(b) of the 


Social Security Act. Section 1128A 
permits the imposition of civil money 
penalties against persons who have 
submitted prohibited claims under the 
Medicare, Medicaid, and Maternal and 
Child Health Block Grant programs. 
Section 1128{b) permits the Secretary to 
bar a person against whom civil money 
penalties have been assessed under 
1128A from participation in the 
Medicare program and requires the 
Secretary to notify the appropriate 
State Agency administering the 
Medicaid program of the determination. 
Section 1128(b) also permits the 
Secretary to require the State Agency to 
bar the person from participation in the 
Medicaid program, subject to the State 
Agency’s right to request a waiver with 
respect to a specific person. The 
regulations resolve a number of legal 
and policy issues, such as the 
administrative procedures to be used. 
*Implementation of the civil money 
penalty program is estimated to require 
annual administrative expenses of $2.2 
million and to result in program savings 
of two dollars for every dollar spent. 


Timetable: 
Action Date FR Cite 


NPRM Comment 12/30/82 47 FR 58309 
Period Begin 

NPRM Comment 02/28/83 
Period End 

Next Action Undetermined 

Smalt Entity: No 


Agency Contact: Harvey Yampoisky, 
Assistant General Counsel, Department 
of Health and Human Services, Office 
of the Secretary, Inspector General Div, 
Room 5541 HHS, 330 Independence 
Avenue, SW, Washington, DC 20201, 
202 472-5335 


RIN: 0991-AA06 





5. PUBLIC INFORMATION 
REGULATION 


Legal Authority: 5 USC 552 Freedom of 
Information Act 


CFR Citation: 45 CFR 5 


Abstract: This will be the first complete 
update since August 1974 of the 
Department's Public Information 
Regulation implementing the Freedom 
of Information Act. It will facilitate 
public access to information by making 
necessary revisions, clarifying, and 
promulgating at one time all the 
subparts of the regulation. It will also 


47349 


Current and Projected Rulemakings 


help Departmental personnel processing 
FOIA requests by providing them with 
an integrated regulation that is — 
compatible with current procedures for 
processing FOIA requests and assessing 
search and copy fees that reflect the 
increased cost of such services. The 
only alternative to this complete update 
is to continue to operate with a 
regulation that in the past has been 


‘revised on a piecemeal basis. 


Timetable: 
Date 


NPRM 00/00/00 


Small Entity: No 

Agency Contact: Russell M. Roberts, 
Director, FOI/Priv Div, Department of 
Health and Human Services, Office of 
the Secretary, Off of Pub Affairs, Rm 
118F, Humphrey Bldg, 200 Independence 
Ave, SW, Washington, DC 20201, 202 
472-7453 : 


RIN: 0991-AA07 


6. RULEMAKING RELATING TO - 
PUBLIC PROPERTY, LOANS, GRANTS, 
BENEFITS, AND CONTRACTS 

Legal Authority: 5 USC 301 

CFR Citation: 45 CFR 2 

Abstract: These regulations state the 
Department's policy on the use of 
notice and comment procedures where 
they are not required by statute. The 
regulations have no direct budgetary 
impact. 


Timetabie: 

Date FR Cite 
NPRM 06/22/82 47 FR 26860 
Next Action Undetermined 


" Small Entity: No 


Agency Contact: Terry Coleman, 
Deputy General Counsel for 
Regulations, Department of Health and 
Human Services, Office of the 
Secretary, Room 706E, Hubert 
Humphrey Building, 200 Independence 
Avenue, SW, Washington, DC 20201, 
202 245-7544 


RIN: 0991-AA08 


7. EQUAL ACCESS TO JUSTICE 


PL 96-481, 


Legal Authority: Sec 
203(a)(1); 5 USC 504(c)(1) 
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CFR Citation: 45 CFR 74; 45 CFR 98 


Abstract: Will reduce and simplify 
grants administration requirements 
imposed on States. Except for grants to 
State universities and hospitals, wiil 
apply to almost all HHS close-end 
categorical grants to States, 


changes do not go far enough in 
relieving States of burdens and 
restrictions and which go too far. No 
significant impact expected on Federal 
budget but should reduce 
administrative costs of States {no 
estimate available or feasible}. This is 
one of the regulatory relief efforts 
announced and directed by the 
Presidential Task Force on Regulatory 
Relief. 


Timetable: 
Action 

NPRM 

Small Entity: No 
Agency Contact: Joel Feinglass, Dir., 
Division of Assistance Policy, 
Department of Health and Human 
Services, Office of the Secretary, Rm 
513D, HHH Bidg, 200 Independence 
Avenue, SW, Washington, DC 20201, 
202 245-7565 


RIN: 0991-AA10 


Date 
10/00/83 


FR Cite 


9. PRIVACY ACT REGULATION 


Legal Authority: 5 USC 552(a) Privacy Act 
of 1974 


CFR Citation: 45 CFR 5(b) 


Abstract: This will be the first complete 
update since 1975 of the Department's 
Privacy Act Regulation implementing _ 
the Privacy Act of 1974. It will facilitate 
individuals’ access to information and 
records that the Department maintains 
about them in more than 400 designated 
Privacy Act Systems of Records, 
clarifying and promulgating at one time 
all the subparts of the regulation. It will 
also help Departmental personnel 
processing Privacy Act requests by 
providing them with an integrated 
regulation that is compatible with 
current procedures for processing such 
requests. The only alternative to this 
complete update is to continue to 
operate with a regulation that in the 
= has been revised on a piecemeal 
asis. 


Timetabie: 

Action Date 
NPRM 00/00/00 
Next Action Undetermined 
Small Entity: No 

Agency Contact: Russell M. Roberts, 
Director, FOI/i tiv Div, Department of 
Health and Huan Services, Office of 
the Secretary, Off of Pb Affairs, Rm 
118F, HHH Bldg, 200 Independence 


Avenue, SW, Washington, DC 20201, 
202 472-7453 


RIN: 0991-AA11 


FR Cite 


10. ADMINISTRATION OF GRANTS 
Legal Authority: 5 USC 501 
CFR Citation: 45 CFR 74, Appendix E 


Abstract: The regulation was last 
revised in 1974. The proposed 
regulation will consider changes that 


Current and Projected Rulemakings 


have occurred since then to other cost 
principles (e.g., OMB Circulars A-21, A- 
122, hospital cost principles for 
Medicare-Title 18 of SSA) that may also 
be appropriate for inclusion in 
Appendix E, 45 CFR 74. 
Timetabie: 

Date 


10/00/83 


FR Cite 
NPRM 
Small Entity: No 


Agency Contact: Henry G. 
Kirschenmann, Jr., Deputy Assistant 
Secretary, Department of Health and 
Human Services, Office of the 
Secretary, Office of Procurement, Assist 
& Logistics, Rm 503G, HHH Bldg, 200 
Independence Ave. SW, Washington, 
D.C. 20201, 202 245-8770 


RIN: 0991-AA12 


11. C@AUTOMATIC DATA PROCESSING 
EQUIPMENT AND SERVICES — 
CONDITIONS FOR FEDERAL 
FINANCIAL PARTICIPATION 


Lega! Authority: 5 USC 301 

CFR Citation: 45 CFR 95.600; 45 CFR 
95.601; 45 CPR 95.605; 45 CFR 95.611; 45 
CFR 95.613; 45 CFR 95.615; 45 CFR 95.617; 
45 CFR 95.619; 45 CFR 95.621; 45 CFR 
95.623; 45 CFR 95.625; 45 CFR 95.631; 45 
CFR 95.633; 45 CFR 95.641 

Abstract: This regulation is issued to 
simplify and make these regulations 
consistent with those regulations that 
govern availability of FFP at the 
enhanced matching rate for 
computerized systems for programs 
under titles IV-A, IV-D and XIX of the 
Social Security Act, to allow States 
more flexibility in implementing small 
systems, and to reduce paperwork. 
Timetable: 

Action Date 

NPRM 00/00/00 

Smail Entity: No 


Additional information: The basic 
requirements of this proposed rule have 
been in effect for some time. This 
rulemaking is made to reduce 
regulatory requirements. 

Agency Contact: Rosalie Ryan, 
Management Analyst, Department of 
Health and Human Services, Office ot 
the Secretary, Room 542F HHH 200 
Independence Ave., SW, Washington, 
DC 20201, 202 245-7488 


RIN: 0991-AA14 
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ilfing 
establish guidelines for the preparation 
of invoices related to cost- 
reimbursement contracts. 


Date FR Cite 


NPRM 12/27/82 47 FR 57515 
NPRM Comment 12/27/82 47 FR 57515 
Period . 
NPRM Comment 02/10/83 
Period End 


Final Action 11/15/83 


requirements of this proposed rule have 
been in effect for some time in the 
Federal Procurement Regulations. This 
rulemaking is HHS’ implementation of 
the Federal Procurement Regulation 
requirement. 

Agency Contact: Charles M. Lord, 
Procurement Analyst, Department of 
Health and Human Services, Office of 
the Secretary, Room 539H HHH 200 
Independence Ave., SW, Washington, 
DC 20201, 245-6154 


RIN: 0991-AA15 


13. @NOTICE OF PROPOSED 


CFR Citation: 45 CFR 5b.11(b)(2)(i)(E) 


Abstract: The Office for Civil Rights of 
the Department of Health and Human 
Services maintains a system of records 


intends to exempt this system from 
certain provisions of the Privacy Act, 5 
USC 552a. The proposed exemption is 
authorized by subsection (k)(2) of the 
Privacy Act which applies to 
investigative materials compiled for law 
enforcement purposes. The Office for 
Civil Rights (OCR) is authorized to 
gather information for civil and 


assistance. In order to obtain access to 


complete. and accurate information, the 
Department proposes te exempt this 
system, under subsection (k}{2); from: 
the notification,. aceess;.cerrection and 
amendment provisions of the Privacy 
Act. The Department is: requesting 
public comments on the proposed. 
exemption. 

Timetabie: 

Action Date 
NPRM 00/00/00 
Smali Entity: Not Applicable 
Agency Contact: Larry Velez, Division 
of Policy and Special Projects, 
Department of Health and Human 
Services, Office of the Secretary, Office 
for Civil Rights, 330 Independence Ave., 


SW, Room 3415, Washington, DC 20201, 
202 472-4256 + 


RIN: 0991-AA16 


14. G@ENFORCEMENT OF 

NONDISCRIMINATION ON THE BASIS 
OF HANDICAP IN THE DEPARTMENT 
OF HEALTH AND HUMAN SERVICES 


Legal Authority: 29 USC 794 
CFR Citation: 45 CFR 84.101-170 


Abstract: Implements the amendment 
made to Sec. 504 of the Rehabilitation 
Act of 1973 by Pub.L. 95-602 in 1978, 
which extended Sec. 504 to the Federal 
sector. The proposed Su “H” is 
modelled on Subpart “A” through “G” 
which implement Sec. 504 with respect 
to recipients of Federal financial 
assistance. ~ 


Timetable: 

Action Date 
NPRM 00/00/00 
Small Entity: Not Applicable 
Public Compliance Cost: initial Cost: $0; 
Yearly Recurring Cost: $0 

Government Levels Affected: Federa! 
Agency Contact: Frank E.G. Weil, 
Division of Policy and Special Projects, 
Department of Health and Human 
Services, Office of the Secretary, Office 
for Civil Rights, 330 Independence Ave., 


SW, Room 5428, Washington, DC 20201, 
202 245-6671 


RIN: 0991-AA17 


FR Cite 


Current and Projected Rulemakings 


15. @DEPARTMENT OF HEALTH AND 
HUMAN SERVICES ACCUISITION 
REGULATIONS 


Legal Authority: 25 USC 47; EO 12352: 
PL 93-638. 


CER Citation: 41 CFR 3 

Abstract: Federal? Acquisition : 
Regulation (FAR) (48 CFR 4) will be 
published as a final rule om Aprif 1, 
1984. HHS’ action is required to bring 
the Health and Human Services 
Procurement Regulation into regulatory 
consonance with FAR. 


Timetable: 
Action 
Final Action 


Smail Entity: No 

Additional information: Because HHS 
is not changing its procurement 
regulations, but is merely condensing 
and rearranging them in order to 
comply with the requirement of EO 
12352, there will be no significant 
economic impact on either small 
businesses or the general public. 
Agency Contact: Federick C. Lewis, 
Director, Division of Procurement 
Policy, Department of Health and 
Human Services, Office of the 
Secretary, OPAP-OPAL, Room 539H 
HHH, 200 Independence Ave., SW, 
Washington, DC 20201, 202 245-8791 


RIN: 0991-AA18 


Date 
04/01/84 


16. @NONDISCRIMINATION ON THE 
BASIS OF HANDICAP RELATING TO 
HEALTH CARE FOR HANDICAPPED 
INFANTS 


Authority: 
of the Rehabilitation Act of 1973 


CFR Citation: 45 CFR 80.6(d); 45 CFR 
80.8(d)(3); 45 CFR 80.6(c); 45 CFR 84.61; 45 
CFR 84.61(a); 45 CFR 84.61(b); 45 CFR 
84.61(c); 45 CFR 84.61(d); 45 CFR 84.61(e) 
Abstract: The NPRM proposes to 
modify existing regulations to meet the 
exigent needs that can arise when a 
handicapped infant is discriminatorily 
denied food or medically indicated 
treatment. Several current regulatory 
provisions are proposed to be modified 
to allow timely reporting of violations, 
expeditious investigation, and 
immediate enforcement action when 
necessary to protect a handicapped 
infant whose life is endangered by 
discrimination in a program or activity 
receiving federal financial assistance. 
Recipients that provide health care to 
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Citation: 00 CFR Not applicable 


06/24/83 48 FR 123 
09/30/83 


Final Action 
Final Action 
Effective 


Small Entity: No 


medical neglect receive necessary child 
protective services. 

Timetable: 
Action 
NPRM 


07/05/83 48 FR 30846 
NPRM Comment 07/05/83 48 FR 30846 
Périod Begin 
NPRM Comment 09/06/83 
Period End 


Final Action 00/00/00 


6036 
RIN: 0991-AA00 


18. NONDISCRIMINATION ON THE 
BASIS OF HANDICAP 


~ CFR Citation: 45 CFR 80.6(d); 45 CFR 


80.8; 45 CFR 80.6(c); 45 CFR 84.61(b); 45 
CFR 84.61(c); 45 CFR 84.61(d) 


DEPARTMENT OF HEALTH AND HUMAN SERVICES (HHS) 
Cffice of Human Development Services (HDSO) 


meeting the statutory requirements to 
provide supportive and nutrition 
services to older individuals. 


Date ~ FR Cite 
03/02/83 48 FR 8964 


11/00/83 


Additional information: Anita Shalit 
202 472-3057 (see Agency Contact 
heading for address) 


Agency Contact: Floyd Godfrey, 
Department of Health and Human 
Services, Office of Human Development 
Services, Admin on Aging, Rm 4750 
HHS North Bldg, 330 Independence 
Ave, SW, Washington, DC 20201, 202 
472-3057 . 


RIN: 0980-AA02 


20. DEVELOPMENTAL DISABILITIES 
PROGRAM-—SECOND NOTICE OF 
PROPOSED RULEMAKING 

Legal Authority: PL 88-164; PL 90-170; 
PL 91-517; PL 94-103; PL 95-602; PL 97-35; 
42 USC 6001 et seq 


CFR Citation: 45 CFR 1385; 45 CFR 1386; 
45 CFR 1387 


Abstract: This proposed regulation 
would provide maximum flexibility to 
States in their implementation of the 
basic formula grant program and the 
protection and advocacy system. It 
proposes to simplify State 
administration of the program and 
reduce reporting and paperwork 
requirements. An NPRM was published 
on May 9, 1980 (45 FR 31006). The 


Current and Projected Rulemakings 


Additional information: Replaces RIN 
0991-AA13, withdrawn 04/25/83 48 FR 
17558. 


Government Levels Affected: Local, 
State 

Agency Contact: Susan Shalhoub, 
Department of Health and Human 
Services, Office of the Secretary, Office 
for Civil Rights, 330 Independence 


Avenue, SW, Room 5514, Washington, 
DC 20201, 202 245-6585 


RIN: 0991-AA19 


Completed Actions 


Reason Date FR Cite 
Withdrawn 04/25/83 48 FR 17588 
Small Entity: No 


Agency Contact: Susan Shalhoub 202 
245-6585 


RIN: 0991-AA13 
BILLING CODE 4150-04-T 


Current and Projected Rulemakings 


Department plans to rescind the first 
NPRM and publish a second NPRM 
more consistent with Executive Order 
12291 and the Department's rulemaking 
principles. 
Timetable: 
Action 

Prior NPRM 
NPRM 

Final Action 
Smaii Entity: No 
Agency Contact: Mrs. Madelyn C. 
Schultz, Department of Health and 
Human Services, Office of Human 
Development Services, Admin on 
Developmntl Disabilities, Rm 349-F, 
Humphrey Bldg, 200 Independence Ave, 
SW, Washington, DC 20201, 202 245- 
1961 


RIN: 0S80-AA05 


Date FR Cite 


05/09/80 45 FR 31006 
02/23/83 48 FR 07700 
10/00/83 


21. NATIVE AMERICAN PROGRAMS— 
FINAL RULE 


Legal : 42 USC 2991 et seq 
Native Amer Prog Act & Tit. Vill, HSEOCP Act 
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requirements. It will also remove 
unnecessary provisions and revise the 
language of the current regulation for 
clarity. 


Timetable: 

Action 

NPRM 08/26/82 47 FR 37852 
Final Action 10/00/83 
Small Entity: No 


Agency Contact: David Litton, Acting 
Dir, Policy Planning & Budget Div., 
Department of Health and Human 
Services, Office of Human Development 
Services, Administration for Native 
Americans, Rm 5300 HHS No Bldg, 330 
Independence Ave SW, Washington, 


Legal Authority: 42 USC 1302; 42 USC 
1382(e) 


CFR Citation: 45 CFR 1397 


requirements are known as Keys 
amendment regulations.) This action is 


1981 which amended section 1616(e) of 
the Social Security Act and deleted 
reference to title XX, thereby removing 
social services plans as the vehicle for 
providing public notice of standards for 
certain facilities. 
Timetable: 
Action 


interim Final Rule 03/01/83 48 FR 8453 


Final Action 11/00/83 


Smaii Entity: No 

Agency Contact: Ms. Willie Etheridge, 
Department of Health and Human 
Services, Office of Human Development 
Services, O/Pol Coord & Review, 326-E 
HHH Bldg., 200 Independence Avenue, 
S.W., Washington, D.C. 20201, 202 245- 
2892 


RIN: 0980-AA07 


DEPARTMENT OF HEALTH AND HUMAN SERVICES (HHS) 
Office of Human Development Services (HDSO) 


COMPLETED RULEMAKINGS 


24. FOSTER CARE MAINTENANCE 
ASSISTANCE, ADOPTION 
ASSISTANCE, AND CHILD WELFARE 
SERVICES—FINAL RULE 


CFR Citation: 45.CFR 1355; 45 CFR 1356; 
45 CFR 1357; 45 CFR 1392 


Completed: 

Reason 

Final Action 

Final Action 
Effective 


Date FR Cite 


05/23/63 48 FR 23104 
06/23/83 


42 USC 620 et seq; 42 USC 1302 Social 
Security Act 

CFR Citation: 45 CFR 1356; 45 CFR 1357 
Abstract: This NPRM will propose 
criteria the Department will use to 
verify that a State has met statutory 
requirements and is eligible to receive 
additional funds under Section 427 of 
the Social Security Act as amended by 
the Adoption Assistance and Child 
Welfare Act of 1980 (Pub. L. 96-272). 
The proposed rule will contain the 
specific criteria by which State 
performance in meeting the 
requirements of the Act is determined, 
the percentage levels and other 
standards for case record compliance, 
and procedures for conducting 
compliance reviews. - 

Timetable: 
Action 
NPRM 


Smaii Entity: No 

Contact: Frank Ferro, 
Associate Chief, Children’s Bureau, 
ACYF, Department of Health and 
Human Services, Office of Human 
Development Services, P.O. Box 1182, 
Washington, D.C. 20201, 202 755-7418 


RIN: 0980-AA08 


00/00/00 


Completed Actions 


Smail Entity: No 
Agency Contact: Frank Ferro 202 755- 
7418 


RIN: 0980-AA03 
BILLING CODE 4150-04-T 
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the definition of “without fault” (a 
criterion for waiver of recovery); (3) 


recovery will “defeat the purpose” of 
the program; and (5) provide that 
recovery will be considered * ‘against 


FR Cite 


02/11/83 48 FR 06354 

NPRM Comment 02/11/83 

Period Begin 
Extension of 03/31/83 48 FR 13437 

Comment 
NPRM Comment 05/02/83 

Period End 
Final Action 
Smail Entity: No 
Agency Contact: Larry Dudar, Legal 
Assistant, Department of Health and 
Human Services, Social Security 
Administration, Office of Regulations, 
6401 Security Boulevard, Baltimore, MD 
21235, 301 594-6629 


RIN: 0960-AA00 


00/00/00 


Legal Authority: 42 USC 1302; 42 USC 
1381a; 42 USC 1362; 42 USC 1382c; 42 USC 
1383 


CFR Citation: 20 CFR 416, Subpart 8B 


Abstract: Existing regulations provide 
that individuals 2 are not eligible for SSI 
benefits if they do not apply for other 
benefits when notified to do so by SSA. 
These benefits include payments based 
on past employment and military 
service. These proposed rules amend 
the regulations by adding to these 
benefits which must be applied for 
amounts payable as earned income tax 
credits (EITC’s) under the provisions of 
sections 43 and 3507 of the Internal 
Revenue Code. These payments became 
countable as earned income for 
Supplemental Security Income (SSI) 
purposes with the enactment of Pub. L. 
96-222 (section 101(a)(2)(B)). It is 
estimated that these regulations will 
have no significant program or 
administrative costs or savings. 


Timetabie: 
Action Date FR Cite 


NPRM 08/17/83 48 FR 37228 
NPRM Comment 10/17/83 

Period End J 
Final Action 00/00/00 
Small Entity: No 
Agency Contact: David Smith, Legal 
Assistant, Department of Health and 
Human Services, Social Security 
Administration, Office of Regulations, 
6401 Security Boulevard, Baltimore, MD 


“21235, 301 594-7460 


RIN: 0960-AA01 


27. SUPPLEMENTAL SECURITY 
INCOME PROGRAM; EFFECTIVE DATE 
OF APPLICATION AND PRORATION 
OF INITIAL SSI BENEFIT PAYMENT 


Priority: Agency Determination 

Legal Authority: PL 97-248, Sec 181 
CFR Citation: 20 CFR 416, Subpart C; 20 
CFR 416, Subpart M 

Abstract: These regulations will enable 
SSI benefits in the month of application 
to be prorated from the date of 


Current and Projected Rulemakings 


application or the date of eligibility, 
whichever is later. The regulations will 
also apply to months in which the 
individual reapplies after a period of 
ineligibility. 
Timetable: 
Action 

NPRM 

Small Entity: No 
Agency Contact: Fred Miranda, Legal 
Assistant, Department of Health and 
Human Services, Social Security 
Administration, Office of Regulations, 
6401 Security Boulevard, Baltimore, MD 
21235, 301 594-7341 


RIN: 0960-AA03 


Date 
00/00/00 


28. SUPPLEMENTAL SECURITY 
INCOME PROGRAMS; MANDATORY 
PASS THROUGH UNDER STATE 
SUPPLEMENTATION PROVISIONS 


Legal : PL 97-248, Sec 186; 42 
USC 1382g(c) Social Security Act, as amend- 
ed; PL 97-377, Sec 147; PL 98-21, Sec 402 


CFR Citation: 20 CFR 416, Subpart T 


Abstract: These rules reflect changes in 
the law which enable States effective 
for the 12 month period ending June 
1982, to switch from the “maintaining of 
total expenditures” method of 
compliance with mandatory pass 
through provisions to the “maintaining 
of payment levels” method without first 
having to pass through to all current 
SSI recipients all the Federal cost-of- 
living benefit increases which have 
occurred since December 1976. States 
can meet the pass through requirements 
by maintaining the payment levels in 
effect in December of the latest 
preceding total expenditures period. 
The concept of “State Supplementary 
payment level” is changed to a concept 
of combined supplementary and SSI 
payment levels applicable to months 
after March 1983. Also, a State is 
permitted to reduce its March 1983 
State Supplementary payment levels by 
an amount up to the difference between 
the amount of the July 1983 general 
increase in the Federal benefits in July 
1983. 
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Date 
12/00/83 


Irving Darrow, Legal 
Assistant, Department of Health and 
Human Services, Social Security 
Administration, Office of Regulations, 
6401 Security Boulevard, Baltimore, MD 
21235, 301 597-3409 


RIN: 0960-AA05 


29. SUPPLEMENTAL SECURITY 
INCOME PROGRAM; BURIAL SPACES 
AND CERTAIN FUNDS SET ASIDE 
FOR BURIAL EXPENSES 


Priority: Agency Determination i 
Legal Authority: PL 97-248, Sec 185 
CFR Citation: 20 CFR 416, Subpart L 


Abstract: These regulations provide for’ 
the exclusion of burial spaces for the 
use of an individual and members of 
his or her immediate family. The 
amendment also provides for the 
exclusion of up to $1,500 each for an 
individual and spouse held in 
separately identifiable burial funds. 
However, the amount excluded as a 
burial fund will be reduced by the face 
value ($1,500 or less) of life insurance 
policies where the cash surrender value 
was already excluded from resources 
and by any amount held in an 
irrevocable trust arrangement available 
to meet the burial needs of the 
individual or spouse (not considered a 
resource because it cannot be redeemed 
for cash). Thus, the exclusion of burial 
funds is not an exclusion of additional 
amounts of resources. Rather, it gives 
SSI recipients an alternative to life 
insurance and irrevocable burial plans 
for providing for their burial expenses 
without affecting their SSI eligibility. 
The provision also stipulates that future 
SSI benefits will be reduced by any 
amounts of the excluded burial funds 
used for purposes other than those for 
which they were set aside. The 
Secretary is (cont) 


Date FR Cite 


Interim Final Rule 12/08/82 47 FR 55212 
Final Action 10/00/83 


Smail Entity: No 
Additional Information: ABSTRACT 
CONT: authorized to exclude from 


income and resources increases in the 
value of burial funds which result from 


accrual of interest or from appreciation 
in the value of burial arrangements. The 
effective date of these regulations is 
11/1/82. 


Agency Contact: Henry Lerner, Legal 
Assistant, Department of Health and 
Human Services, Social Security 
Administration, Office of Regulations, 
6401 Security Boulevard, Baltimore, MD 
21235, 301 594-7463 


RIN: 0960-AA07 


30. OLD-AGE, SURVIVORS, AND 
DISABILITY INSURANCE AND 
SUPPLEMENTAL SECURITY INCOME 
PROGRAMS; REVISED RULES FOR 
CERTAIN MEDICAL CESSATION 
CASES 


Priority: Agency Determination 


Legal Authority: 42 USC 405; 42 USC 
1302; 42 USC 1383 


CFR Citation: 20 CFR 404, Subpart P; 20 
CFR 416, Subpart | 


Abstract: This proposed regulation 
describes revised procedures for 
processing certain cases where a 
person's benefits are being stopped 
because he or she has been found to be 
not now disabled or blind, as defined in 
the law. The proposed regulation 
amends the rules describing when a 
person's disability will be determined 
to have ended and, therefore, when 
cash disability benefits will be stopped 
(and, for a disabled worker, when a 
period of disability ends). These 
changes will result in a moderate 
increase in program costs. 


Timetable: 
Action 


NPRM 

NPRM Comment 
Period Begin 

NPRM Comment 
Period End 

Final Action 

Small Entity: No 


Agency Contact: Harry Short, Legal 
Assistant, Department of Health and 
Human Services, Social Security 
Administration, Office of Regulations, 
6401 Security Boulevard, Baltimore, MD 
21235, 301 594-7337 


RIN: 0960-AA10 





Date FR Cite 
05/16/83 48 FR 21970 
05/16/83 
07/12/83 


00/00/00 


31. OLD-AGE, SURVIVORS, AND 
DISABILITY INSURANCE PROGRAM; 
MEGACAP DIB REDUCTIONS 


Legal Authority: 42 USC 424; PL 97-35, 
Sec 2208 


Current and Projected Rulemakings 


CFR Citation: 20 CFR 404, Subpart E 


Abstract: This regulation will 
implement statutory cost reduction 
provisions in the disability program (1) 
by offsetting disability benefits with 
other public disability payments (in 
addition to workmen’s compensation); 
(2) by extending the period of offset 
through age 64; (3) by authorizing offset 
for the first month for which the worker 
is entitled to workmen’s compensation 
regardless of when SSA receives notice 
of such entitlement; and (4) by 
providing that “reverse” offset under 
State law would not preclude Federal 
offset unless the State law was in effect 
on February 18, 1981. These changes 
will result in savings to the social 
security disability trust fund. 


Action 


Final Action 
Small Entity: No 


Agency Contact: Jack Schanberger, 
Legal Assistant, Department of Health 
and Human Services, Social Security 
Administration, Office of Regulations, 
6401 Security Boulevard, Baltimore, MD 
21235, 301 594-6785 


RIN: 0960-AA12 


Date FR Cite 


10/00/83 


, 


32. OLD-AGE, SURVIVORS, AND 
DISABILITY INSURANCE PROGRAM; 
COVERAGE OF EMPLOYEES OF 
STATE AND LOCAL GOVERNMENTS 


Legal Authority: 42 USC 418; 42 USC 
1302; PL 98-21, Sec 103; PL 98-21, Sec 342 


CFR Citation: 20 CFR 404, Subpart M 


Abstract: This proposed regulation 
reflects policies and procedures 
concerning agreements between States 
and the Secretary for Social Security 
coverage of State and local employees, 
payment of Social Security 
contributions, filing of wage reports by 
States, charging interest for late 
payments, etc. The current rules need to 
be organized into a logical sequence 
and to be updated to reflect many 
policies which SSA has followed for 
many years. In preparing this 
regulation, we reviewed all policies to 
assess their impact on the trust funds 
and to reduce recordkeeping burdens. 
We also added the provisions of 
sections 103 and 342 of Pub. L. 98-21. 
Sec. 103 prohibits termination of 
existing coverage under the States’ 
agreements. Sec. 342 changes payment 
of Social Security contributions from 
once a month to‘twice a month. Other 
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regulation will be minimal. 


Date FR Cite 
ice of Decision09/28/79 44 FR 55899 


09/26/80 45 FR 


: 42 USC 403; 42 USC 
415, PL 97-35, Sec 2201; PL 97-35, Sec 
2206; PL 97-123, Sec 2 


CFR Citation: 20 CFR 404, Subpart C; 20 
CFR 404, Subpart D; 20 CFR 404, Subpart E 
Abstract: This proposed regulation 
explains that effective January 1982 
there is, in general, no longer a 
minimum primary insurance amount 
(PLA). Instead, the PIA is the amount 
computed based on the individual's 
earnings. The regulation also explains 
the amended rules on rounding, i.e., 
amounts computed will be rounded 
down to the next lower multiple of $.10 
at intermediate steps of the calculation 
and the next lower $1 at the final step. 
The repeal of the minimum benefit will 
result in decreased OASDI benefits, but 
will increase costs to the Supplemental 
Security Income program as more 
people become eligible for 
Supplemental Security Income benefits. 
The amended rules on rounding will 
result in program savings. 


03/14/83 48 FR 15485 
NPRM Comment 03/14/83 
Period Begin 
NPRM Comment 
Period End 


05/13/83 


Action FR Cite 


Final Action 


Date 
11/00/83 


Small Entity: No 


Agency Contact: Duane Heaton, Lega! 
Assistant, Department of Health and 
Human Services, Social Security 
Administration, Office of Regulations, 
6401 Security Boulevard, Baltimore, MD 
21235, 301 594-7951 


RIN: 0960-AA14 


34. OLD-AGE, SURVIVORS, AND 


Legal Authority: PL 97-35, Sec 2207; 42 
USC 405; 42 USC 1302; 42 USC 1306 


CFR Citation: 20 CFR 401; 20 CFR 422, 
Subpart E 

Abstract: The substantive changes in 
these rules conform current rules on 
who can deny or release a record to 
those published in final by HHS on 
May 12, 1982 at 47 FR 20309. They 
conform the SSA Freedom of 
Information Act (FOIA) fee schedule to 
that published by HHS in a final 
regulation on 9/22/82 at 47 FR 41751. 
They also announce a fee schedule 
under which we will charge the full cost 
of providing certain records as allowed 
by section 2207 of the Omnibus Budget 
Reconciliation Act of 1981. The HHS 
FOIA fee schedule and our proposed 
fee schedule to charge full cost of 
providing certain records will result in 
savings to the Social Security trust 
funds by permitting SSA to charge more 
than currently allowed for providing 
records and record related services. 


Timetable: 
Action 

NPRM 

Smail Entity: No 
Agency Contact: Cliff Terry, Legal 
Assistant, Department of Health and 
Human Services, Social Security 
Administration, Office of Regulations, 


6301 Security Boulevard, Baltimore, MD 
21235, 301 594-7519 


RIN: 0960-AA15 


Date 
10/00/83 


FR Cite 


Current and Projected Rulemakings 


35. AID TO FAMILIES WITH 
DEPENDENT CHILDREN PROGRAM; 
FEDERAL FINANCIAL PARTICIPATION 
IN THE COST OF A STATEWIDE 
MECHANIZED CLAIMS PROCESSING 
AND INFORMATION RETRIEVAL ETC 


Legal Authority: 42 USC 602(a); 42 USC 
603(a)(3); 42 USC 612; PL 96-265, Sec 406 


CFR Citation: 45 CFR 205 


Abstract: The regulation will make 
available, at State option, 90 percent 
matching funds for the planning, design, 
development, and installation of a 
statewide claims processing and 
information retrieval system for the 
AFDC program: The 90 percent 
matching includes the purchase or 
rental of computer equipment and 
software used for the operation of this 
system. The regulation will result in 
short-run administrative costs, but is 
expected to result in greater long-run 
program savings through increased 
accuracy of processing. 

Timetable: 

Action Date FR Cite 


Interim Final Rule 09/30/81 46 FR 47784 
Final Action 02/00/84 

Small Entity: No 

Agency Contact: John Gallagher, 
Director, Department of Health and 
Human Services, Social Security 
Administration, Div of State Systems 
Mgmt, Off of Fam Assist, 2100 Second 
Street, SW, Washington, DC 20024, 202 
245-2133 . 


RIN: 0960-AA16 ; 
i A ARR RTS CME AS AA RAE 
36. SUPPLEMENTAL SECURITY 
INCOME PROGRAM; MEDICAID 
ELIGIBILITY DETERMINATIONS 


Legal Authority: 42 USC 1302; 42 USC 
1383; 42 USC 1383c; 42 USC 4222 


CFR Citation: 20 CFR 416, Subpart U 


Abstract: The proposed regulation gives 
the rules under which SSA agrees to 
make determinations of Medicaid 
eligibility for Supplemental Security 
Income (SSI) beneficiaries on behalf of 
States and to give States other 
assistance in Medicaid program 
administration. The agreements avoid 
duplication of effort between State and 
Federal governments and simplify the 
Medicaid application process for 
applicants. This revision makes the 
rules clearer and easier to read. The 
regulations will result in no program or 
administrative costs or savings for SSA. 
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Notice of Decision06/19/79 44 FR 35241, 
to Develop 
Regs 

Next Action Undetermined 


Small Entity: No 

Agency Contact: Cliff Terry, Legal 
Assistant, Department of Health and 
Human Services, Social Security 
Administration, Office of Regulations, 
6401 Security Boulevard, Baltimore, MD 
21235, 301 594-7519 


RIN: 0960-AA19 
[NEES Oe OURS IEE NOMS eC EE RPE, 


37. SUPPLEMENTAL SECURITY 
INCOME PROGRAM; REDUCTIONS, 
SUSPENSIONS AND TERMINATIONS 


Legal Authority: 42 USC 1302; 42 USC 
1382; 42 USC 1382c; 42 USC 1382d; 42 USC 
1383 


CFR Citation: 20 CFR 416, Subpart M 


Abstract: This regulation reorganizes, 
revises, and clarifies the rules on 
withholding, reducing, suspending, and 
terminating an SSI beneficiary's 
benefits. These regulations include 
changes in the present rules that are 
required by recent statutory enactments 
and, additionally, make the rules easier 
to read and understand. This regulation 
will have no impact on SSA programs 
and administrative costs. 


Date _—— FR Cite 
Notice of Decision06/19/79 44 FR 35241 


00/00/00 


Agency Contact: Charles H. Campbell, 
Legal Assistant, Department of Health 
and Human Services, Social Security 
Administration, Office of Regulations, 
6401 Security Boulevard, Baltimore, MD 
21235, 301 597-3408 

RIN: 0960-AA22 


38. SUPPLEMENTAL SECURITY | 
INCOME PROGRAM; EXCEPTION TO 
STATUS AS RESIDENT OF A PUBLIC 
INSTITUTION FOR EDUCATIONAL 
AND VOCATIONAL TRAINING 


Legal = 42 USC 1302; 42 USC 
1381a; 42 USC 1382; 42 USC 1382c; 42 USC 
1383 


CFR Citation: 20 CFR 416, Subpart B 


47357 


Current and Projected Rulemakings 


Abstract: This proposed regulation has 
been developed because SSA has begun 
to receive applications on behalf of 
severely retarded individuals in public 
institutions. Individuals in public 
educational institutions enrolled in or 
registered for education or vocational 
training have been excluded from the 
status as a resident of a public 
institution and, thus, may be eligible for 
SSI benefits. This proposed rule would 
restrict the exception to residents in 
public educational institutions primarily 
to receive educational or vocational 
training. The education or vocational 
training must have the objective of 
gainful employment. Adoption of this 
proposed regulation will entail no 
program costs but will prevent 
anticipated program and administrative 
costs. 


Timetabie: 
Action Date FR Cite 


NPRM 02/10/83 48 FR 06133 
NPRM Comment 02/10/83 

Period Begin 
NPRM Comment 04/11/83 

Period End 
Final Action 
Small Entity: No 


Agency Contact: Clara Barrett Powell, 
Legal Assistant, Department of Health 
and Human Services, Social Security 
Administration, Office of Regulations, 
6401 Security Boulevard, Baltimore, MD 
21235, 301 594-7459 


RIN: 0960-AA24 


39. SUPPLEMENTAL SECURITY 
INCOME PROGRAM; AGE 18 AND 
ALIEN DEEMING 


Legal Authority: 42 USC 1302; 42 USC 
1382f, 42 USC 1382); 42 USC 1383; PL 96- 
265, Sec 203; PL 96-265, Sec 504 


CFR Citation: 20 CFR 416, Subpart K 


Abstract: This regulation provides that 
deeming of parental income and 
resources to an eligible child ends when 
a child reaches age 18 unless a savings 
clause applies to children between 18 
and 21, and that a sponsor's income 
and resources are deemed to an alien 
for a period of three years after 
admission for aliens who first apply for 
SSI benefits after September 30, 1980. - 
The regulation eliminates different 
treatment of children aged 18 to 21 
depending on status as students, and 
assumes that sponsors will support 
aliens and sets more rigid rules for the 
sponsor to alien deeming than apply to 
other deeming categories. Section 203 of 








01/00/84 


Pub. L. 96-265, which pertains to age 18 
deeming, will generate minimal program 
savings and insignificant cost outlays. 
However, section 504 of Pub. L. 96265, 
which pertains to sponsor to alien 
deeming, will result in some cost 
savings as well as program savings. 


Timetable: 
Action 


Notice of Decision 11/14/80 45 FR 75225 
to Develop 
Regs 

NPRM 

Final Action 

Smaii Entity: No 


Agency Contact: Henry Lerner, Legal 
Assistant, Department of Health and 
Human Services, Social Security 
Administration, Office of Regulations, 
6401 Security Boulevard, Baltimore, MD 
21235, 301 594-7463 


RIN: 0960-AA26 





12/10/81 46 FR 6047 
00/00/00 


40. SUPPLEMENTAL SECURITY 
INCOME PROGRAM; ELIGIBILITY, 
AMOUNT OF BENEFITS, INCOME, 
RESOURCES, STATE 
SUPPLEMENTARY PROVISIONS, 
AGREEMENTS, PAYMENTS 


Legal Authority: 42 USC 1382; 42 USC 
1382a; PL 97-35, Sec 2341 


CFR Citation: 20 CFR 416, Subpart.B; 20 
CFR 416, Subpart D; 20 CFR 416, Subpart K; 


20 CFR 416, Subpart L; 20 CFR 416, Subpart 
T 


Abstract: This regulation will 
implement statutory provisions for 
retrospective monthly accounting and 
spell out how they affect various 
regulations that deal with eligibility for 
and the amount of SSI benefits. This 
regulation will implement a significant 
change from quarterly to monthly 
determinations of eligibility and benefit 
amount. Although in the first year 
(1982) of implementation of 
retrospective monthly accounting there 
will be an administrative cost, it will be 
followed by an administrative saving 
thereafter. Some significant program 
costs are projected in 1982 through 1984 
and neither cost nor savings in 1985. 


Timetable: 
Action 


NPRM 
Final Action 


Small Entity: No 


Date FR Cite 


10/29/81 46 FR 53449 
00/00/00 





Federal Register / Vol. 48, No. 201 / Monday, October 17, 1983 / Unified Agenda 


CFR Citation: 20 CFR 404, Subpart G; 20 
CFR 404, Subpart J; 20 CFR 416, Subpart C; 
20 CFR 416, Subpart N 
Abstract: These rules should promote 
final resolution of cases at the hearing 
stage and help to reserve appeals 
council review for cases of a genuinely 
appellate nature. These rules specify 


FR Cite 


Notice of Decision09/16/80 45 FR 61315 
to Develop 


Regs 
NPRM 05/16/83 48 FR 21967 
NPRM Comment 05/16/83 
Period Begin 
NPRM Comment 67/15/83 
' nd 


02/00/84 


Legal = 42 USC 303; 42 USC 
603(a); 42 USC 1203; 42 USC 1302; 42 USC 
1353; 42 USC 1383 


‘CFR Citation: 45 CFR 205.44 

Abstract: This regulation establishes a 
uniform policy for a State to return to 
the Federal government its share of 
uncashed or cancelled assistance 
checks. A GAO audit disclosed many 
instances where these uncashed or 
cancelled checks were not refunded to 
the Federal government. This regulation 
will effect program savings. 
Timetable: 

Action Date FR Cite 


Notice of Debision11/14/80 45 FR 75244 
to Develop 
Regs 

NPRM 


Final Action 
Smail Entity: No 
Agency Contact: Gary Ashcraft, 
Director, DLRP, Department of Health 
and Human Services, Social Security 
Administration, Office of Family 
Assistance, 2100 Second Street, SW, 
Washington, D.C. 20024, 202 245-3284 


RIN: 0960-AA29 


02/22/83 48 FR 07479 
02/00/84 


RESOURCES FOR LESS THAN FAIR 
MARKET VALUE 


Legal Authority: <2 USC 1302; 42 USC 
1382b; 42 USC 1383; PL 96-611, Sec 5 


CFR Citation: 20 CFR 416, Subpart L 


Abstract: This regulation provides that 
an individual (or eligible spouse} who 
gives away or sells any nonexcludable 
resource for less than fair market value 
for the purpose of establishing SSI 
eligibility will have the uncompensated 
value of those resources counted 
toward the resource limit for 24 months 
from the date of disposal. This type of 
transfer is presumed to be for the 
purpose of establishing SSI eligibility 
unless the individua! can present 
convincing evidence that the transfer 
(disposal) was exclusively for some 
other purpose. Administrative costs will 
be minimal; however, there will be a 
saving in program costs. 


Timetabie: 
Action 


NPRM 
Final Action 


Smafi Entity: No 


FR Cite 
46 FR 51778 


Date 


90/22/81 
10/00/83 





Current and Projected Rulemakings 


Agency Contact: Henry Lerner, Legal 
Assistant, Department of Health and 
Human Services, Social Security 
Administration, Office of Regulations, 
6401 Security Boulevard, Baltimore, MD 
21235, 301 594-7414 


RIN: 0960-AA31 


44. SUPPLEMENTAL SECURITY 
INCOME PROGRAM; RESOURCES 


Legal Authority: 42 USC 1302; 42 USC 
1382; 42 USC 1382b; 42 USC 1382c; 42 USC 
1383 


CFR Citation: 20 CFR 416, Subpart L 


Abstract: These proposed rules 
describe what we mean by resources, 
how we count resources, and how 
resources affect eligibility for SSI 
benefits. We estimate that 
administrative and program costs will 
be minima! for these regulations. 


Timetable: 
Action Date FR Cite 


Notice of Decision03/27/79 44 FR 12837 
to Develop 
Regs 

NPRM 

NPRM Comment 
Period, Begin 

NPRM Comment 
Period End 

Final Action 

Smail Entity: No 


Agency Contact: Henry Lerner, Legal 
Assistant, Department of Health and 
Human Services, Social Security 
Administration, Office af Regulations, 
6401 Security Boulevard, Baltimore, MD 
21235, 301 594-7414 


RIN: 0960-AA32 


11/08/82 47 FR 50511 
11/08/82 


01/07/83 


00/00/00 


45. AiD TO FAMILIES WITH 
DEPENDENT CHILDREN PROGRAM; 
COMPUTING A SUPPLEMENTAL 
PAYMENT IN STATES REQUIRED TO 
DO SO BY SECTION 402(A)(28) OF 
THE SOCIAL SECURITY ACT 


Legal Authority: 42 USC 602; 42 USC 
1302 


CFR Citation: 45 CFR 232.21; 45 GFR 
233.20; 45 CFR 302.32 

Abstract: This regulation will require 
that eligibility be based on the current 
month's reported support payments, 
and each month's supplemental 
payment be based on the largest part of 
the amount collected in the current 
month that would not cause 
ineligibility. It will provide uniform and 
equitable redeterminations of eligibility 
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and payment amounts. This regulation 
will result in minimal costs. 


Notice of Decision05/18/79 44 FR 29122 
to Develop 

Regs 
NPRM 02/15/80 45 FR 8322 


Next Action Undetermined 

Small Entity: No 

Agency Contact: Gary Ashcraft, 
Director, DLRP, Department of Health 
and Human Services, Social Security 
Administration, Office of Family 


Assistance, Rm B411, TransPoint Bldg, 
2100 Second St, SW, Washington, DC 


Legal Authority: 42 USC 433; PL 98-21, 

Sec 326 

CFR Citation: 20 CFR 404, Subpart T 
Abstract: The proposed regulation 
changes the method by which 
totalization benefits are computed. 
Current rules can cause undesirable 
program results and are difficult to 
administer. No additional costs are 
involved. Administrative savings are 
negligible. In addition, the prepesed 
regulation makes a change as to when a 
totalization agreement becomes 
effective. A tatalization agreement will 
now become effective after the 
expiration of a period during which at 
least one House of Congress has been 
in session on each of 60 days. 
Previously, a period during which both 
Houses had been in session-on each of 
90 days was required. 


Timetable: 
Action 

NPRM 

Smail Entity: No 


Agency Contact: David Smith, Legal 
Assistant, Department of Healih and 
Human Services, Social Security 
Administration, Office of Regulations, 
6401 Security Boulevard, Baltimore, MD 
21235, 301 594-7460 


RIN: 0960-AA39 
© LE PRES, ES RT TR ok RIE 


Date FR Cite 


10/00/83 





Legal Authority: 42 USC 405; 42 USC 
1302; 42 USC 1383 


CFR Citation: 20 CFR 404, Subpart P 


Abstract: The regulation revises the 
medical evaluation criteria used in 
making Social Security and SSI 
disability determinations. The changes 
reflect advances in medical treatment 
of some conditions and in the methods 
of evaluating others. Since no 
significant change in disability 
allowance and denial rates is expected 
to result from these changes in the 
regulations, there will be little, if any, 
impact on costs (both program and 
administrative). 


Timetable: 
Action 

NPRM 

Final Action 
Smaii Entity: No 
Agency Contact: William J. Ziegler, 
Legal Assistant, Department of Health 
and Human Services, Social Security 
Administration, Office of Regulations, 


6401 Security Boulevard, Baltimore, MD 
21235, 301 594-7415 ‘ 


RIN: 0960-AA41 


Date FR Cite 


05/06/82 47 FR 19619 
00/00/00 


48. OLD-AGE, SURVIVORS, AND 
DISABILITY INSURANCE AND 
SUPPLEMENTAL SECURITY INCOME 
PROGRAMS; EXTENSION OF TRIAL 
WORK PERIOD AND REINSTATEMENT 
OF BENEFITS 

Legal Authority: Pi 96-265, Sec 303; 42 
USC 402; 42 USC 422; 42 USC 423; 42 USC 
1382; 42 USC 1382c 


CFR Citation: 20 CFR 404, Subpart P; 20 
CFR 416, Subpart i 

Abstract: This proposed regulation will 
provide persons who remain disabled 
and who have completed a trial work 
period with an additional period of 15 
months in which to continue to test 
their ability to werk. During this period 
a person may be paid benefits for all 
months in which he or she does not do 
substantial gainful activity. The 
regulation also extends the trial work 
period provisions {and the additional 
period) to widows, widowers, and 
surviving divorced wives. These 


- Final Action 


Current and Projected Rulemakings 


changes will have only a negligible 
effect on program costs. 


Timetable: 
Action Date FR Cite 


Notice of Decision 11/14/80 45 FR 75225 
to Develop 
Regs 
NPRM 10/19/82 47 FR 46535 
NPRM Comment 10/19/82 
Period Begin 
NPRM Comment 12/20/82 
Period End 
00/00/00 


Small Entity: No 


Agency Contact: Harry Short, Legal 
Assistant, Department of Health and 
Human Services,.Social Security 
Administration, Office of Regulations, 
6401 Security Boulevard, Baltimore, MD 
21235, 301 594-7337 


RIN: 0960-AA42 


49. AID TO FAMILIES WITH 


605; 42 USC 606; 42 USC 1302 


CFR Citation: 45 CFR 205; 45 CFR 206; 
45 CFR 233; 45 CFR 234, 45 CFR 235; 45 
CFR 201; 45 CFR 232; 45 CFR 237 


Abstract: This regulation will affect a 
number of provisions of the AFDC 
program. It will result in savings to 
State and Federal governments and will 
ease the paperwork burden of the 
States. The changes may include 
provisions on restricted payments, 
hearings, State training plans, 
durational period of incapacity, and 
others that will result in a “least costly” 
approach to the administration of 
AFDC. This regulation will result in 
dollar savings and the relief of 
administrative burdens that we expect 
to accrue. 


Timetable: 
Action 
NPRM 

Smail Entity: No 


Agency Contact: Gary Ashcraft, 
Director, DLRP, Department of Health 
and Human Services, Social Security 
Administration, Office of Family 
Assistance, 2100 Second Street, SW, 
Washington, D.C. 20024, 202 245-3284 


RIN: 0960-AA43 
ARNT NR ORE I EE 





Date 
03/00/84 
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limits for issuing hearing decisions and 
for certain actions by the Appeals 
Council as ordered by the U.S. District 
Court for the Western District of 
Kentucky in the Blankenship and Finch 
cases (except for SSI non-disability 
hearings, for which time limits already 
exist). Draft regulation is pending 
further court action. 


Date FR Cite 


02/27/80 45 FR 12837 


Final Action 00/00/00 


Smail Entity: No 


Legal © 42 USC 405; 42 USC 
410; 42 USC 1302: PL 97-248, Sec 269(b) 


CFR Citation: 20 CFR 404.1005; 20 CFR 
404.1069 


Abstract: The regulation will conform 
SSA regulations to sec. 269({b) of P.L. 
97-248, the “Tax Equity and Fiscal _ 
Responsibility Act of 1982.” That 
section provides, effective for services 
performed after 1982, that a real estate 
agent or direct seller who meets 
specified criteria shall be treated as 
self-employed for Social Security 
coverage purposes. As a result, many 


taxes paid in fiscal year 1983, because 


(1) self-employment Social Security 
taxes are a smaller percentage of 
covered ings than the combined 
employer-employee Social Security 
taxes, and (2) the self-employed pay 
Social Security taxes on their net 
income, while employees pay these 
taxes on their gross income. 
Timetable: 

Action Date 
interim Final Rule 10/00/83 
Smaii Entity: No 

Agency Contact: Cliff Terry, Legal 
Assistant, Department of Health and 
Human Services, Social Security 
Administration, Office of Regulations, 
6401 Security Boulevard, Baltimore, 
Maryland 21235, 301 594-7519 


RIN: 0960-AA45 


FR Cite 


52. AID TO FAMILIES WITH 
DEPENDENT CHILDREN PROGRAM; 
EXCLUSION OF CERTAIN HOME 

ENERGY ASSISTANCE UNDER AFDC 


Legal Authority: PL 97-377; PL 97-424 
CFR Citation: 45 CFR 233.20 
Abstract: These rules provide, in 
general, that home energy assistance 
will not affect AFDC benefits if 
provided by a private, nonprofit 
organization or a regulated utility 
company between specified dates. 
Timetable: 


Action Date FR Cite 


Interim Final Rule 07/21/83 48 FR 33302 


Final Action 00/00/00 


Small Entity: No 
Agency Contact: Gary Ashcraft, 
Director, DLRP, Department of Health 
and Human Services, Social Security 
Administration, Office of Family 
Assistance, 2100 Second Street, SW, 
Washington, DC 20024, 202 245-3284 


RIN: 0960-AA46 


53. SUPPLEMENTAL SECURITY 
INCOME PROGRAM; EXCLUSION OF 
CERTAIN HOME ENERGY 
ASSISTANCE UNDER SSi 

Legal Authority: PL 97-377; PL 97-424 
CFR Citation: 20 CFR 416, Subpart K 
Abstract: These rules provide, in 


general, that home energy assistance 
will not affect SSI benefits if provided 


Current and Projected Rulemakings 


by a private, nonprofit organization or a 
regulated utility between specified 
dates. 

Timetable: 

Action Date FR Cite 


Interim Final Rule 07/21/83 48 FR 33256 
Final Action 00/00/00 


Small Entity: No 

Agency Contact: Harry Short, Legal 
Assistant, Department of Health and 
Human Services, Social Security 
Administration, Office of Regulations, 
6401 Security Blvd., Baltimore, 
Maryland 21235, 301 594-7337 


RIN: 0960-AA47 
ARSE Ar RE SET SEER A A 


54. FEDERAL OLD-AGE, SURVIVORS, 
AND DISABILITY INSURANCE 
PROGRAM; ADDITIONAL EXCEPTION 
TO REDUCTION OF BENEFITS OF 
SPOUSE RECEIVING GOVERNMENT 
PENSION 

Legal Authority: PL 97-455, Sec 7; PL 98- 
21, Sec 337 


CFR Citation: 20 CFR 404.408a 


Abstract: P.L. 97-455 provides an 
additional seven months for application 
of the exception to the requirement of 


— law that Social Security benefits of a 


spouse be reduced by the amount of the 
spouse's pension which is based on the 
spouse’s employment by a Government 
entity. For the exception to apply, the 
spouse must be eligible for a 
Government pension before July 1983 
and must have been receiving one-half 
support from the insured worker on 
whose record he/she is entitled to 
Social Security spouse’s benefits. The 
cost will be less than 100 million 
dollars for FY 1983-1987. 
Timetable: 

Date 
NPRM 11/00/83 
Smaii Entity: No 
Agency Contact: Jack Schanberger, 
Legal Assistant, Department of Health 
and Human Services, Social Security 
Administration, Office of Regulations, 
6401 Security Boulevard, Baltimore, 
Maryland 21235, 301 594-6785 


RIN: 0960-AA48 
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55. OLD-AGE, SURVIVORS, AND 
DISABILITY INSURANCE 


PROGRAM 
AND SUPPLEMENTAL SECURITY 
INCOME PROGRAM; DISABILITY 
TERMINATION HEARINGS 


Legal : 42 USC 405; 42 USC 
1302; PL 97-455, Sec 4; PL 97-455, Sec 5 


CFR Citation: 20 CFR 404.900 to 404.960; 
20 CFR 404.1546; 20 CFR 416.946; 20 CFR 
416.1336; 20 CFR 416.1400 to 416.1460 


Abstract: Sections 4 and 5 of Pub. L. 97- 
455 require SSA to make face-to-face 
evidentiary hearings available at the 
first stage of appeal, known as 
reconsideration, in cases in which an 
initial determination is made that an 
individual receiving title II disability 
benefits is not now disabled. 
Regulations are necessary to implement 
this statutory requirement, which will 
make the reconsideration stage more _ 
meaningful. Although not specifically 
required by the statute, the proposed 
regulations will include SSI disability 
and blindness cessation cases in the 
new reconsideration process. The 
availability of an evidentiary hearing at 
the reconsideration stage in disability 
and blindness termination cases should 
enable reconsiderations to be based on 
more complete information, enable 
more appeals to be resolved at that 
level, and thus reduce the workload at 
the administrative law judge hearing 
level and in the Appeals Council. 


Date FR Cite 


NPRM 08/14/83 48 FR 36831 
NPRM Comment 08/14/83 
Period ; 
NPRM Comment 09/26/83 
iod End 


00/00/00 


Agency Contact: Frank Lindh, 
Executive Analyst, Department of 
Health and Human Services, Social 
Security Administration, Office of 
Hearings and Appeals, SSA, Rm 760 
Altmeyer Building, 6401 Security Blvd, 
Baltimore, Maryland 21235, 301 594-5072 


Legal Authority: PL 97-455, Sec 2; 42 
USC 405; 42 USC 1302 


CFR Citation: 20 CFR 404, Subpart P 


Abstract: The proposed regulation 
would provide a title II disability 
beneficiary, whose benefits have 
ceased because his impairment is found 
to have ceased, not to have existed, or 
to no longer be disabling, with the 
option to have benefit payments 
continued through reconsideration and 
the Administrative Law Judge hearing. 
The continuing benefits would be 
treated as overpayments subject to the 
waiver requirements of the Social 
Security Act, if the cessation of 
disability determination is not reversed 
to continuance on reconsideration or 
hearing. This continuance of benefits 
would apply to termination 
determinations made between January 
1983 and October 1983. Cases pending a 
reconsideration or Administrative Law 
Judge decision as of January 1983 also 
may be continued, although retroactive 
payments are not authorized. The last 
month of payment continuance will be 
June 1984. 


Timetable: 

Action Date 
interim Final Rule 00/00/00 
Small Entity: No 
Agency Contact: Larry Dudar, Legal 
Assistant, Department of Health and 
Human Services, Social Security 
Administration, Office of Regulations, 


6401 Security Boulevard, Baltimore, 
Maryland 21235, 301 594-6629 


RIN: 0960-AA50 


FR Cite 


57. AID TO FAMILIES WITH 
DEPENDENT CHILDREN PROGRAM; 
QUALITY CONTROL SYSTEM - 
ANNUAL SAMPLE REQUIREMENTS 


Lega! Authority: PL 97-248, Sec 156 


CFR Citation: 45 CFR 205.40; 45 CFR 
205.42; 45 CFR 205.43; 45 CFR 205.44 


Abstract: These proposed rules amend 
the regulations on the quality control - 
(QC) system in the Aid to Families with 
Dependent Children (AFDC) and the 
adult assistance programs under titles I, 
IV-A, X, XIV, and XVI (AABD) of the 
Social Security Act. The QC system is 
the Federal government's and the 
States’ major management tool for 
measuring the accuracy of AFDC and 
adult assistance payments. Under these 
rules, the States’ allowable error rate 
will be reduced from 4 percent to 3 
percent and the QC system in general 
will be tightened up. These rules are 
expected to save the Federal 


47361 


Current and Projected Rulemakings 


government $62 million in 1985, $66 
million in 1986, and $69 million in 1987 
as States receive reduced Federal 
financial participation because of 
incorrect payments in excess of 3 
percent. 
Timetable: 
Action 

NPRM 

Smail Entity: No 
Agency Contact: Jack Knudsen, 
Director, Div of QC Mgmt, Department 
of Health and Human Services, Social 
Security Administration, Office of 
Family Assistance, 330 C Street, SW, 
Washington, D.C. 20201, 202 245-0788 


RIN: 0960-AA51 


Date ~ 
10/00/83 


FR Cite 


CFR 410, Subpart F; 20 
20 CFR 422, Subpart C 
Abstract: The proposed regulations 
explain that five unrelated changes are 
being made on when a determination or 
decision affecting someone’s rights 
under programs administered by the 
Social Security Administration may be 
reopened and revised. The programs 
are Old-Age, Survivors, and Disability 
Insurance; Black Lung Benefits (Part B); 
and Supplemental Security Income for 
the Aged, Blind, and Disabled. Two of | 
the changes are to take account of 
legislative changes. The other three add 
longstanding policies to the regulations. 
In addition, the time limit for appealing 
a determination or decision on benefit 
rights to a Federal district court 
pursuant to the “expedited appeals 
process” is being made the same as the 
other time limits for other appeals of 
determinations or decisions. Each of the 
proposed changes and all of them 
together will result in negligible 
program or administrative cost or 
saving. 
Timetable: 
Action Date FR Cite 


Notice of Decision01/04/83 48 FR 0268 
to Develop 
Rules 


NPRM 08/03/83 48 FR 35135 
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Date FR Cite 
NPRM Comment 06/03/83 48 FR 35135 


00/00/00 


Agency Contact: Phil Berge, Legal 
Assistant, Department of Health and 
Human Services, Social Security 
Administration, Office of Regulations, 
6401 Security Boulevard, Baltimore, 
Maryland 21235, 301 594-7452 


Lege! Authority: 42 USC 405; 42 USC 
1302 


CFR Citation: 20 CFR 404, Subpart H 


Abstract: The proposed regulations 
explain that the claimant at all times 
bears the burden of proving the insured 
person's death and clarifies that SSA 
will not presume a missing insured 
person is dead if there are known 
circumstances that could reasonably 
explain the absence, even without 
direct evidence that such circumstances 
actually were the reason for the 
absence. The proposed changes will 


result in negligible program or 
administrative costs or savings. 


Date 

00/00/00 
Small Entity: No 
Agency Contact: Phil Berge, Legal 
Assistant, Department of Health and 
Human Services, Social Security 
Administration, Office of Regulations, 
6401 Security Boulevard, Baltimore, 
Maryland 21235, 301 594-7452 


RIN: 0960-AA54 


FR Cite 


404.1060, 20 CFR 404.1341, 


Abstract: This regulation consists of 
amendments to 5 rules on wage 
coverage under Social Security. These 
amendments are: (1) The value of the 
meals and lodging furnished for the 
convenience of the employer must be 
excluded from the employee’s gross 
income; (2) With only limited 
exceptions, an employer may no longer 
exclude from an employee’s wages, his 
or her payment of the employee’s FICA 
tax; (3) Payments by an employer to an 
employee after the calendar year of the 
employee's entitlement to disability 
insurance benefits are not wages if paid 
in a period the employee did not work; 
(4) The scope of the entitlement to the 
deemed wages provided to internees of 
the camps for Japanese-Americans 
during World War II period is being 
broadened; (5) The scope of the 
entitlement to the deemed wages 
provided to members of the uniformed 
services is being narrowed. Only two 
regulations will have a cost impact. 
Amendment (1) above will reduce the 
Social Security benefits paid the 
affected employees but not by $100 
million in any year. Amendment (2) will 
increase taxes paid by employers and 
employees but these increases are 
required by the statutory provisions 
and not the regulation. 


Timetable: 
Action 
NPRM 


Small Entity: No 


Date 
10/00/83 


“Agency Contact: C.H. Campbell, Legal 


Assistant, Department of Health and 
Human Services, Social Security 
Administration, Office of Regulations, 
6401 Security Boulevard, Baltimore, 
Maryland 21235, 301 597-3408 


RIN: 0960-AA55 


61. @OLD-AGE, SURVIVORS, AND 
DISABILITY INSURANCE PROGRAM; 
STATE LAW IN DETERMINING 
CHILD’S RELATIONSHIP TO WORKER 


Legal Authority: 42 USC 416(h)(2)(A) 
CFR Citation: 20 CFR 404, Subpart D 


Abstract: This regulation clarifies our 
current policy by providing explicitly 
that the State law to be applied in 
determining a child-claimant’s right to 
inherit intestate personal property 
where the insured has died is the law 
that was in effect at the time the 
worker died. There is no budgetary 
impact. 


Current and Projected Rulemakings 


Timetable: 
Action Date 


NPRM 07/26/83 

NPRM Comment 07/26/83 
Period Begin 

NPRM Comment 09/26/83 
Period End 

Final Action 


Small Entity: No 


Agency Contact: Jack Schanberger, 
Legal Assistant, Department of Health 
and Human Services, Social Security 
Administration, Office of Regulations, 
6401 Security Boulevard, Baltimore, 
Maryland 21235, 301 594-6785 


RIN: 0960-AA56 

SRE SS AEN RRR ARE IP RE Ry MS A RED 
62. @OLD-AGE, SURVIVORS, AND 
DISABILITY INSURANCE PROGRAM; 
BENEFIT EQUALITY BETWEEN THE 
SEXES 


Authority: 42 USC 405; 42 USC 
1302; PL 98-21, Sec 303; PL 98-21, Sec 333; 
PL 98-21, Sec 305; PL 98-21, Sec 307; PL 98- 
21, Sec 308; PL 98-21, Sec 309(c); PL 98-21, 
Sec 134; PL 98-21, Sec 309(d)(1); PL 98-21, 
Sec 309(d)(2); PL 98-21, Sec 309(g); PL 98- 
21, Sec 309(h); PL 98-21, Sec 309(k) 
CFR Citation: 20 CFR 404.332(b)(3); 20 
CFR 404.335(a)(4); 20 CFR 404.341(b)(3); 20 
CFR 404.352(b)(2); 20 CFR 404.355; 20 CFR 
404.371(b)(2); 20 CFR 404.383; 20 CFR 
404.384; 20 CFR 404.410; 20 CFR 404.412; 
20 CFR 404.417; 20 CFR 404.420; 20 CFR 
404.421; 20 CFR 404.450; 20 CFR 404.1343 


Abstract: These rules implement 
statutory provisions found in Pub. L. 98- 
21--“The Social Security Amendments 
of 1983”--for correcting benefit 
inequalities between the sexes under 
Social Security. Several regulations 
involving unequal benefits are being 
revised because of these statutory 
provisions. For example, the situation 
where a wife received one-half the 
amount paid the husband under the 
special age 72 provisions is rectified by 
providing that the wife now receives an 
equal benefit amount. These rules also 
implement a new 45-hour foreign work 
test before imposing deductions. 
Previously, a 7-day work test applied as 
the limit before benefit deductions were 
imposed. These regulations implement 
statutory provisions. Additionally, they 
will entail negligible costs. 


FR Cite 


48 FR 33910 
48 FR 33910 


00/00/00 


’ Timetable: 


Action 
Final Action 
Smail Entity: No 


Date 
03/00/84 


FR Cite 
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Agency Contact: C.H. Campbell, Legal 
Assistant, Department of Health and 
Human Services, Social Security 
Administration, Office of Regulations, 
6401 Security Boulevard, Baltimore, 
Maryland 21235, 301 597-3408 


RIN: 0960-AA57 


63. @OLD-AGE, SURVIVORS, AND 
DISABILITY INSURANCE PROGRAM; 
EMPLOYMENT, WAGES, SELF- 
EMPLOYED AND SELF-EMPLOYMENT 
INCOME; SICK PAY 


Legal Authority: 42 USC 405; 42 USC 
1302; PL 97-123, Sec 3 

CFR Citation: 20 CFR 404.1049; 20 CFR 
404.1051A 


Abstract: These regulations provide 
that sick pay, including payments under 
the State's temporary disability law, 
paid in the 6 months after the month in 
which the employee stopped working is 
treated as wages whether paid directly 
by the employer or third party. Sick pay 
is not treated as wages to the extent 
payments are attributable to employee 
contributions. These regulations will 
directly impact on State and local 
governments whose employees have 
Social Security coverage. The cost to 
those entities should be minimal, i.e., 
$10 million - $14 million-range each 
year for the next 5 fiscal years. 


Date 
01/00/84 
Small Entity: Undetermined 


Agency Contact: C.H. Campbell, Legal 
Assistant, Department of Health and 
Human Services, Social Security 
Administration, Office of Regulations, 
6401 Security Boulevard, Baltimore, 
Maryland 21235, 301 597-3408 


RIN: 0960-AA58 
OORT PEL. TAS CO 


64. @SUPPLEMENTAL SECURITY 
INCOME PROGRAM; REOPENING AND 
REVISING SUPPLEMENTAL SECURITY 
INCOME DETERMINATIONS AND 
DECISIONS WITHIN FOUR YEARS OF 
THE NOTICE OF THE INITIAL 
DETERMINATION 


Legal Authority: 42 USC 1302; 42 USC 
1383; 42 USC 1383b 


CFR Citation: 20 CFR 416.1488 
Abstract: The proposed rules provide 
for the reopening and revising of 
Supplemental Security Income 
determinations within four years of the 
notice of the initial determination if we 


FR Cite 


discover an error affecting a claimant's 
eligibility or benefit amount during this 
period through the use of information 
exchange and data gathering involving 
either our records or our records and 
those of other Federal or State 
agencies. This rule is being proposed 
because the two-year period in which 
we may reopen and revise a 
determination based on new and 
material evidence we acquire through 
data and exchange is often too short 
and often expires before the 
determination to correct errors revealed 
by the data can be made. The 
budgetary impact has nct yet been 
determined. 


Timetable: 
Action 

NPRM 

Smail Entity: No 


Agency Contact: Philip Berge, Legal 
Assistant, Department of Health and 
Human Services, Social Security 
Administration, Office of Regulations, 
6401 Security Boulevard, Baltimore, 
Maryland 21235, 301 594-7452 


RIN: 0960-AA59 


Date 
10/00/83 


FR Cite 


65. @OLD-AGE, SURVIVORS, AND 
DISABILITY INSURANCE PROGRAM; 
BENEFITS FOR DIVORCED SPOUSES 
BEFORE ENTITLEMENT OF INSURED 
WORKER 


Legal Authority: PL 98-21, Sec 132; PL 
98-21, Sec 301 


CFR Citation: 20 CFR 404, Subpart D; 20 
CFR 404, Subpart E 


Abstract: This proposed regulation 
provides that a divorced spouse of a 
worker who is eligible for old-age 
benefits can receive wife’s or husband's 
benefits if the divorced spouse is 
otherwise eligible for them and the 
parties have been divorced for at least 
2 years, even if the worker has not 
applied for benefits or if the worker's 
current earnings are too high.to permit 
payment of the worker's old-age 
benefits. Total program cost is 
estimated as under $100 million through 
1989. 


Timetable: 
Date 
01/00/84 


FR Cite 
NPRM 
Small Entity: No 


47363 


Current and Projected Rulemakings 


Agency Contact: Jack Schanberger, 
Legal Assistant, Department of Health 
and Human Services, Social Security 
Administration, Office of Regulations, 
6401 Security Boulevard, Baltimore, 
Maryland 21235, 301 594-6785 


RIN: 0960-AA60 


66. @OLD-AGE, SURVIVORS, AND 
DISABILITY INSURANCE AND 
SUPPLEMENTAL SECURITY INCOME 
PROGRAMS; PAYMENT OF CERTAIN 
TRAVEL EXPENSES 

Legal Authority: PL 96-265, Sec 310; PL 
97-92; PL 97-161; PL 97-276; PL 97-377 


CFR Citation: 20 CFR 404; 20 CFR 416 


Abstract: These proposed regulations 
reflect section 310 of Pub. L. 96-265 
which became effective June 9, 1980. 
That law provides permanent authority 
for the payment of certain travel 
expenses to (1) individuals who attend 
medical examinations requested by the 
Social Security Administration (SSA) in 
connection with disability 
determinations, (2) parties, their 
representatives, and all reasonably . 
necessary witnesses who attend 
disability termination hearings in 
connection with disability claims, and 
(3) parties, their representatives, and all 
reasonably necessary witnesses who 
attend hearings held before an 
administrative law judge. We have 
been paying travel expenses based on 
internal procedure without regulation. 
These regulations will not cause any 
appreciable change in expenditures. 


Timetable: 
Action 

NPRM 

Small Entity: No 


Agency Contact: Duane Heaton, Legal 
Assistant, Department of Health and 
Human Services, Social Security 
Administration, Office of Regulations, 
6401 Security Boulevard, Baltimore, 
Maryland 21235, 301 594-7951 


RIN: 0960-AA61 


Date FR Cite 


01/00/84 


67. @OLD-AGE, SURVIVORS, AND 
DISABILITY INSURANCE AND 
SUPPLEMENTAL SECURITY INCOME 
PROGRAMG6; NEW BENEFIT 
COMPUTATIONS FOR COST-OF- 
LIVING ADJUSTMENT, FOR DELAYED 
RETIREMENT CREDIT, AND FOR ETC 
: PL 98-21, Sec 111; PL 


Legal 
98-21, Sec 112; PL 98-21, Sec 114; L 98-21, 
Sec 331; PL 98-21, Sec 401 
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ratio of assets to estimated outgo falls 
below a given percentage. This 

that the combined family maximum, 
where there is entitlement on two 
workers’ records, will be increased only 
on the basis of cost-of-living” 


Legal © PL 98-21, Sec 102; PL 
98-21, Sec 321; PL 98-21, Sec 322: PL 98-21, 


” See 323 


CFR Citation: 20 CFR 404, Subpart B; 20 
CFR 404, Subpart K 


payroll. Section 321, 322 and 323 will 
have negligible cost implications. 


Timetable: 
Action 
NPRM 


Date 
12/00/83 


' Small Entity: No 


Agency Contact: Dave Smith, Legal 
Assistant, Department of Health and 
Human Services, Social Security 
Administration, Office of Regulations, 
6401 Security Bivd., Baltimore, 
Maryland 21235, 301 594-7460 


RIN: 0960-AA63 


69. @OLD-AGE, SURVIVORS, AND 
DISABILITY INSURANCE AND 
SUPPLEMENTAL SECURITY INCOME 
PROGRAMS; SIMPLIFIED FEE 
PROCESS FOR REPRESENTATIVES 
OF CLAIMANTS 


Legal Authority: 42 USC 406(a); 42 USC 
1383(d)(2) 

CFR Citation: 20 CFR 404, Subpart R; 20 
CFR 416, Subpart O E 

Abstract: We are proposing to change 
the manner by which we determine the 
amount of the fee we approve for the 
person(s) who represent a claimant in 
proceedings with us. We will use a 
simplified fee method rather than 
basing the fee on our detailed 
evaluation of a representative's request 
for approval of a fee. There will be no 
program costs. We estimate 
administrative savings of nearly $3 
million in the first full year of 
implementation. 


Timetable: 
Action 

NPRM 

Smail Entity: No 


Agency Contact: Jack Schanberger, 
Legal Assistant, Department of Health 
and Human Services, Social Security 
Administration, Office of Regulations, 
6401 Security Boulevard, Baltimore, 
Maryland 21235, 301 594-6785 


RIN: 0960-AA64 


Date 
02/00/84 


FR Cite 


70. @OLD-AGE, SURVIVORS, AND 
DISABILITY INSURANCE PROGRAM, 
ELIMINATION OF WINDFALL 
BENEFITS FOR PERSONS RECEIVING 
PENSIONS FROM NONCOVERED 
EMPLOYMENT 


Legal Authority: PL 98-21, Sec 113 


Current and Projected Rulemakings 


CFR Citation: 20 CFR 404, Subpart C 


Abstract: The provision of section 113 
of Pub. L. 98-21 (the Social Security 
Amendments of 1983) eliminates the 
windfall that occurs when the heavy 
weighting in the benefit formula that is 
intended for workers with low wages 
goes instead to workers who spent 
many years in noncovered employment 
and worked only a few years in 
covered employment. This will be 
accomplished by modifying the benefit 
computation formula to consider a 
worker's pension from noncovered 
employment. This provision will 
decrease program costs by $0.1 billion 
for 1983-89. 


Timetable: 
Action 

NPRM 

Smail Entity: No 
Agency Contact: Jack Schanberger, 
Legal Assistant, Department of Health 
and Human Services, Social Security 
Administration, Office of Regulations, 


6401 Security Boulevard, Baltimore, 
Maryland 21235, 301 594-6785 


RIN: 0960-AA65 


09/00/84 


71. @OLD-AGE, SURVIVORS, AND 
DISABILITY INSURANCE PROGRAM; 
INSURED STATUS AND QUARTERS 
OF COVERAGE-DISABILITY INSURED 
STATUS 


Legal Authority: PL 98-21, Sec 332 
CFR Citation: 20 CFR 404, Subpart B 


Abstract: These proposed rules extend 
the application of the special disability 
insured status test for workers disabled 
before age 31. It provides that a worker 
who had a period of disability that 
began before age 31, who subsequently 
recovered, and then became disabled 
again at age 31 or later, would again be 
insured for disability benefits if he or 
she has one quarter for every two 
calendar quarters elapsing after age 21 
and through the quarter in which the 
later period of disability began (up to a 
maximum of 20 quarters of coverage out 
of 40 calendar quarters). The cost 
impact will be negligible. 


Timetable: 
Date 
11/00/83 


FR Cite 


NPRM 
Smail Entity: No 
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HHS—SSA 


Agency Contact: William Ziegler, Legal 
Assistant, Department of Health and 
Human Services, Social Security 
Administration, Office of Regulations, 
6401 Security Blvd., Baltimore, 
Maryland 21235, 301 594-7415 


UNDER SIMPLIFIED EMPLOYEE 
PENSIONS 


Authority: PL 98-21, Sec 324; PL 
98-21, Sec 328 


CFR Citation: 20 CFR 404.429; 20 CFR. 


404.1041; 20 CFR 404.1042; 20 CFR 
404.1049; 20 CFR 404.1050; 20 CFR 
404.1054a; 20 CFR 404.1054b; 20 CFR 
404.1054c; 20 CFR 404.1054d; 20 CFR 
404.1059 


Abstract: Sections 324 and 328 of Pub. 
L. 98-21 provide for (1) a change in the 
definition of “wages” for both coverage 
and deductions in the areas of elective 
fringe benefits and/or nonqualified 
deferred compensation payments, and 
(2) an exclusion from the definition of 
“covered wages” of employer 
contributions to a simplified employees 
pension (SEP) plan. The cost data has 
not been determined. 


Timetable: 

Action Date 
NPRM 00/00/00 
Small Entity: Yes 


Agency Contact: Clara Barrett Powell, 
Legal Assistant, Department of Health 
and Human Services, Social Security 
Administration, Office of Regulations, 
6401 Security Blvd., Baltimore, 
Maryland 21235, 301 594-7459 


RIN: 0960-AA67 


FR Cite 


73. @LOW INCOME HOME ENERGY 


INCOME FOR HOUSEHOLD SIZE 


Legal : PL 97-35, Sec 2603; PL 
97-35, Sec 2605; PL 97-35, Sec 2607 

CFR Citation: 45 CFR 96.81; 45 CFR 
96.85 


Abstract: Section 96.81 is being 
amended to change the word 


“expenditure” to the word “obligation.” 
This will eliminate confusion that might 
occur regarding the funds that can be 
carried over from one fiscal year to 
another. A new section 96.85 is being 
added to provide a method for 
adjusting State median income to 
account for household size. 
Timetable: 
Action Date 
Interim Final Rule 10/00/83 
Small Entity: No 

Contact: D. Siegel, Director, 
Office of Intergov Communications, 
Department of Health and Human 
Services, Social Security 
Administration, Office of Family 


Assistance, 2100 Second St., SW, 
Washington, D.C. 20024, 202 245-2637 


RIN: 0960-AA68 


FR Cite 


74. @OLD-AGE, SURVIVORS, AND 
DISABILITY INSURANCE PROGRAM; 
COVERAGE OF EMPLOYEES OF 
STATE AND LOCAL GOVERNMENTS; 
PAYMENTS BY THIRD PARTIES ON 
ACCOUNT OF SICKNESS OR 
ACCIDENT DISABILITY 


Legal : 42 USC 418; 42 USC 
405; 42 USC 1302; PL 97-123, Sec 3 


CFR Citation: 20 CFR 404.1255a(a) 


Abstract: A payment on account of 
sickness or accident disability which is 
covered as wages for Social Security 
purposes but paid to the employee of a 
State or local government by a third 
party will be considered, for purposes 
of the due dates for payment of the 
State’s Social Security contributions to 
SSA, to have been paid to the employee 
on the date the employer receives 
notice of the payment from the third 
party. State and local governmental 
employers are not always able to 
ensure that the third parties notify them 
promptly of these payments. Without 
these regulations, States could be 
subject to interest charges for late 
payment of contributions due on these 
payments for reasons beyond their 
control. Cost impact will be negligible. 


Timetable: 
Action Date 
Interim Final Rule 10/00/83 
Small Entity: No 


Contact: Cliff Terry, Legal 
Assistant, Department of Health and 


FR Cite 


Current and Projected Rulemakings 


Human Services, Social Security 
Administration, Office of Regulations, 
6401 Security Boulevard, Baltimore, 
Maryland 21235, 301 594-7519 


Legal Authority: PL 98-21, Sec 403 


CFR Citation: 20 CFR 416, Subpart B; 20 
CFR 416, Subpart M 


Abstract: Section 1611(e)({1)(A) of the 
Social Security Act provides that, with 
certain limited exceptions, no person 
may be eligible for Supplemental 
Security Income Benefits for months 
throughout which he or she resides in a 
public institution. Section 403 of Pub. L. 
98-21, which these regulations would 
implement, provides that an aged, blind, 
or disabled resident of a public 
emergency shelter for the homeless may 
be eligible for benefits for as many as 
three months in any 12-month period 
throughout which he or she is a 
resident of such a shelter. Program 
costs will be approximately $2 million 
for fiscal year 1983. 


Timetabie: 

Action Date 
Interim Final Rule 00/00/00 
Small Entity: No 


Agency Contact: Harry J. Short, Legal 
Assistant, Department of Health and 
Human Services, Social Security 
Administration, Office of Regulations, 
6401 Security Bivd., Baltimore, 
Maryland 21235, 301 594-7337 


RIN: 0960-AA70 


FR Cite 


76. @AID TO FAMILIES WITH 


Legal Authority: PL 98-21, Sec 404 

CFR Citation: 20 CFR 416, Subpart K; 20 
CFR 416, Subpart L; 45 CFR 233 

Abstract: Section 404 of Pub. L. 98-21, 
which these rules implement, provides 
that certain support and maintenance 
assistance is not to be counted when 





Abstract: Provides for disregard at 
State option, of the income of any 
dependent child derived from a 
program carried out under the [TPA for 
purposes of determining eligibility or 


percent of the State's need standard. A 
State may disregard all or a portion of 


before applying the $30 and one-third 
income disregard. This regulation does 
not have an annual effect on the 
economy of more than $100 million. 
Timetable: 
Action Date FR Cite 


interim Final Rule 07/15/83 48 FR 32346 


Final Action 00/00/00 


Washington, D.C. 20207, 202 245-2736 
RIN: 0960-AA72 


78. @OLD-AGE, SURVIVORS, AND 
DISABILITY INSURANCE PROGRAM; 
DEDUCTIONS; REDUCTIONS; AND 
NONPAYMENT OF BENEFITS- 
NONPAYMENT OF BENEFITS TO 
PRISONERS 


Legal Authority: PL 98-21, Sec 339 
CFR Citation: 20 CFR 404, Subpart E 


Abstract: These proposed rules provide 
for the suspension of OASDI benefits to 
convicted felons while in prison; 
benefits to auxiliaries based on an 
incarcerated individual’s earnings will 
not be affected. It extends to OASI the 
current provision that limits payment of 
DI benefits to prisoners convicted of a 
felony and will effective with benefits 
payable for the month after the month 
of enactment; i.e. May 1983. The 
changes we are proposing will not have 
any significant impact on either 
administrative or program cost. 
Timetable: 
Action 

NPRM 

Smail Entity: No 
Agency Contact: William Ziegler, Legal 
Assistant, Department of Health and 
Human Services, Social Security 
Administration, Office of Regulations, 
6401 Security Blvd., Baltimore, 
Maryland 21235, 301 594-4715 


RIN: 0960-AA73 


Date 
11/00/83 


FR Cite 


79. @SUPPLEMENTAL SECURITY 
INCOME PROGRAM; WHAT IS NOT 
INCOME 


Legal Authority: 42 USC 1302; 42 USC 
1383(d) 


CFR Citation: 20 CFR 416, Subpart K 


Abstract: Under the proposed change, 
the receipt of any item which, if 
retained, would be an excluded 
nonliquid resource will be dealt with 
solely under the resource rules. The 
change will provide more equitable 
treatment for those who receive such 
items and would resolve an apparent 
conflict stemming from application of 
income rules to receipt of excludable 


nonliquid resources. The proposed 
change will result in no significant 
program or administrative cost or 
savings. 
Timetabie: 
Action 

NPRM 

Smail Entity: No 
Agency Contact: Henry D. Lerner, 
Legal Assistant, Department of Health’ 
and Human Services, Social Security 
Administration, Office of Regulations, 
6401 Security Bivd., Baltimore, 
Maryland 21235, 301 594-7463 


RIN: 0960-AA74 


Date 
10/00/83 


Legal Authority: 42 USC 1302; 42 USC 
1383(d) 


CFR Citation: 20 CFR 416, Subpart L 


Abstract: Current regulations for the 
Supplemental Security Income program 
provide that if total resources (liquid 
and nonliquid) exceed certain limits, an 
individual may receive conditional SSI 
payments while disposing of the excess 
resources. This proposed regulation will 
eliminate the limit on total resources 
but retain the limit on liquid resources 
so that individuals who have little or no 
income but who own expensive, hard to 
dispose of nonliquid resources, may 
receive conditional payments. The 
proposed change will result in no 
significant program or administrative 
cost or savings. 


Timetable: 


Action 
NPRM 
Small Entity: No 


Agency Contact: Henry D. Lerner, 
Legal Assistant, Department of Health 
and Human Services, Social Security 
Administration, Office of Regulations, 
6401 Security Blvd., Baltimore, 
Maryland 21235, 301 594-7463 


RIN: 0960-AA75 


Date 
00/00/00 


FR Cite 


81. @OLD-AGE, SURVIVORS, AND 
DISABILITY INSURANCE PROGRAM; 
RESIDENCY REQUIREMENT FOR 
PAYING BENEFITS TO NON- 
RESIDENT ALIENS 


Legal = 42 USC 405; 42 USC 
1302; PL 98-21, Sec 340 
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is an alien outside the U.S. These 
provisions do not apply to the alien 
who is an old-age beneficiary who is 
residing outside the U.S. The dependent 
or survivor beneficiary, however, who 
is an alien outside the U.S. will not be 
paid benefits effective January 1, 1985 
unless he or she satisfies these new 
residence requirements. These 
provisions will effect negligible budget 
savings, i.e., $50 million for the period 


Agency Contact: C.H. Campbell, 
Assistant, Department of Health and 
Human Services, Social Security 
Administration, Office of Regulations, 
6401 Security Boulevard, Baltimore, 
Maryland 21235, 301 597-3408 


Legal : PL 98-21, Sec 131; PL 
98-21, Sec 133; PL 98-21, Sec 134; PL 98-21, 
Sec 334 


CFR Citation: 20 CFR 404, Subpart C; 20 
CFR 404, Subpart D; 20 CFR 404, Subpart E; 
20'CFR 404, Subpart G 


Abstract: These final rules will explain: 
(1) that in many situations remarriage 
will no longer affect a widow(er)’s 
entitlement to benefits on the earnings 
record of a deceased insured worker; 


DEPARTMENT OF HEALTH AND HUMAN SERVICES (HHS) 
Social Security Administration (SSA) 


COMPLETED RULEMAKINGS 
83. SUPPLEMENTAL SECURITY 


Priority: Agency Determination 
CFR Citation: 20 CFR 416, Subpart D 


Date FR Cite 
Final Action 05/16/83 48 FR 21944 
Small Entity: No 
Agency Contact: Fred Miranda 301 594- 


&4. SUPPLEMENTAL SECURITY 
iNCOME PROGRAM; PHASEOUT OF 
HOLD HARMLESS PROTECTION 


Priority: Agency Determination - 

CFR Citation: 20 CFR 416, Subpart T 
Completed: 

Reason Date FR Cite 
Final Action 06/16/83 48 FR 27538 
Smail Entity: No 


Agency Contact: Irving Darrow 301 
597-3409 


RIN: 0960-AA06 


85. SUPPLEMENTAL SECURITY 
INCOME PROGRAM; DEEMING OF 
INCOME AND RESOURCES 


Priority: Agency Determination 

CFR Citation: 20 CFR 416, Subpart K; 20 
CFR 416, Subpart L 

Completed: 


Reason Date FR Cite 


Extension of 04/29/83 48 FR 19364 
interim Rules 

and 

Iintradepartmen- 


tal ‘Board 
Smaii Entity: No 


Agency Contact: Fred Miranda 301 594- 
7341 


RIN: 0960-AA09 


Current and Projected Rulemakings 


(2) that benefit amounts for a widow{er) 
will be larger because the worker's 
earnings will be indexed based on the 
surviving spouse's eligibility rather than 
on the worker's year of death; (3) that 
benefits to a widow(er) who becomes 
entitled before age 60 (based on 
disability) will no longer be further 
reduced for months before age 60; {4) 
that, as an exception to limited 
retroactivity, a widow(er) age 60 or 61 
may choose to have benefits begin 
effective with the month of death even 
though he or she did not apply until the 
next month. Budgetary information is 
unavailable at this fime. 


Timetable: 
Action 
Final Action 


Small Entity: No 

Agency Contact: Jack 

Legal Assistant, Department of Health 
and Human Services, Social 
Administration, Office of Regulations, 
6401 Security Boulevard, Baltimore, 
Maryland 21235, 301 594-6785 


RIN: 0960-AA77 


Date 
‘02/00/84 


Compieted 


86. OLD-AGE, SURVIVORS, AND 
DISABILITY INSURANCE AND 
SUPPLEMENTAL SECURITY INCOME 
PROGRAMS; PAYMENTS TO STATES 
FOR SUCCESSFUL REHABILITATION 
SERVICES 


CFR Citation: 20 CFR 404, Subpart V; 20 
CFR 416, Subpart 'V 


Completed: 

Reason Date FR Cite 
Final Action 02/10/83 48 FR 06286 
Small Entity: No 


Agency Contact: Harry Short 301 594- 
7337 


RIN: 0960-AA11 


87. OLD-AGE, SURVIVORS, AND 
DISABILITY INSURANCE PROGRAM; 
FILING OF APPLICATIONS AND 
OTHER FORMS, WITHDRAWAL OF AN 
APPLICATION 


CFR Citation: 20.CFR 404, Subpart G 
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Date FR Cite 
05/16/83 48 FR 21930 


Completed: 

Reason Date FR Cite 
Final Action 02/08/83 48 FR 05711 
Smaii Entity: No 


Agency Contact: Dave Smith 301 594- 
7460 


RIN: 0960-AA37 


90. OLD-AGE, SURVIVORS, AND 
DISABILITY INSURANCE PROGRAM; 
CHANGES IN LUMP-SUM DEATH 
PAYMENT, MONTH OF ENTITLEMENT, 
MOTHERS AND FATHERS BENEFITS 
AND STUDENT BENEFITS 


CFR Citation: 20 CFR 404, Subpart D 
Completed: 





Reason Date FR Cite 





Final Action 05/16/83 48 FR 21324 
Small Entity: No 


Agency Contact: Dave Smith 301 594- 
7460 


RIN: 0960-AA38 


DEPARTMENT OF HEALTH AND HUMAN SERVICES (HHS) 
Office of Child Support Enforcement (OCSE) 


93. REIMBURSEMENT OF STATE 
AGENCY IN INITIAL MONTH OF 
INELIGIBILITY FOR AFDC 


Legal Authority: 42 USC 654(5); PL 97- 
248, Sec 173 
CFR Citation: 45 CFR 302.32 


Abstract: Under former law, amounts of 
child support collected which were 
sufficient to make the family ineligible 
for AFDC had to be paid to the family 
beginning with the first month of 
ineligibility. The regulation would 
implement section 173 which requires 
that amounts collected which are 
sufficient to make the family ineligible 
for AFDC are to be retained by the 
State rather than paid to the family. 
This would allow the State to reimburse 
itself for AFDC that would have 
already been paid for that month, 


before the support was collected and 
known to have made the family 
ineligible. Thus, the family would not 
receive a double payment for the first 
month of ineligibility, once in the form 
of child support collected which was 
sufficient to make the family ineligible 
for AFDC and once in the form of the 
child support collection for that month. 


Timetabie: 





Action Date FR Cite 


Interim Final Rule 01/20/83 48 FR 02540 


Final Action 
Small Entity: No 


12/00/83 


Completed Actions 


91. OLD-AGE, SURVIVORS, AND 
DISABILITY INSURANCE AND 
SUPPLEMENTAL SECURITY INCOME 
PROGRAMS; DEDUCTION OF 
IMPAIRMENT-RELATED WORK 
EXPENSES 


CFR Citation: 20 CFR 404, Subpart P; 20 
CFR 416, Subpart | 


Compieted: 

Reason Date FR Cite 
Final Action 05/16/83 48 FR 21931 
Small Entity: No 

Agency Contact: David Smith 301 594- 
7460 


RIN: 0960-AA40 


92. AID TO FAMILIES WITH 
DEPENDENT CHILDREN PROGRAM; 
TAX EQUITY & FISCAL 
RESPONSIBILITY ACT OF 1982 

CFR Citation: 45 CFR 206; 45 CFR 232; 
45 CFR 233; 45 CFR 234; 45 CFR 238; 45 
CFR 240 


Completed: 
Reason 


Date FR Cite 
Final Action 06/21/83 48 FR 28398 
Small Entity: No 


Agency Contact: Gary Ashcraft 202 
245-3284 


RIN: 0960-AA53 
BILLING CODE 4150-04-T 





Current and Projected Rulemakings 


Agency Contact: Carol Jordan, Program 
Specialist, Department of Health and 
Human Services, Office of Child 
Support Enforcement, Room 1010, 6110 
Executive Boulevard, Rockville, MD 
20852, 301 443-5350 


RIN: 0992-AA01 


94. FEES FOR SERVICES TO NON- 
AFDC FAMILIES 


Priority: Agency Determination 

Legal Authority: 42 USC 654(6); PL 97- 
248, Sec 171 

CFR Citation: 45 CFR 302.33; 45 CFR 
304.50 

Abstract: Law prior to P.L. 97-35 
allowed States to provide child support 
enforcement services to non-AFDC 


families without charge or to charge the 
custodial parent an application fee of 
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HHS—OCSE 


up to $20 (regardless of the services 
provided) and to recover costs in 
excess of the application fee by 
retaining a portion of any child support 
payments which were collected. P.L. 97- 
35 maintained the option of charging an 
application fee (except if only collection 
services were provided) and replaced 
the optional provision of recovering 
costs in excess of the application fee by 
retaining a portion of the collection 
with a requirement that States impose a 
fee equal to 10 percent of the support 
owed, to be charged against the absent 
parent and added to the amount of the 
collection. Section 171 repeals the P.L. 
97-35 10 percent fee amendment and 
restores the provision of prior law 
under which States have an option as 
to whether or not to recover costs in 
excess of the application fee and to 
charge the application fee for any 
services provided. It gives States the 
additional option of allowing them to 
recover costs either from the absent 
parent or from the custodial parent. If a 
State elects to (cont) 


Timetable: 
Action 


NPRM 

Final Action 
Small Entity: No 
Additional Information: ABSTRACT 
CONT: collect from the custodial parent 
(by deducting the costs from the 
amount of support which is collected), 
the State must have in effect a 
procedure for informing all individuals 
authorized to establish support 
obligations that it plans to recover costs 
from tollections. The effective date is 
August 13, 1981. This notice of proposed 
rulemaking will implement section 171. 


Agency Contact: Michael Fitzgerald, 
Program Specialist, Department of 
Health and Human Services, Office of 
Child Support Enforcement, Room 1010, 
6110 Executive Boulevard, Rockville, 
MD 20852, 301 443-5350 

RIN: 0992-AA02 

OE ILENE TITEL DELI: LEE LES SELLS BOOS 


95. COLLECTION OF SUPPORT FOR 
CERTAIN ADULTS 


: 42 USC 651; 42 USC 


42 USC 652(a)(7); 42 USC 
42 USC 


Date FR Cite 


09/15/83 48 FR 41450 
00/00/00 


Legal 
652(a)(1); 
652(a)(10(C); 42 USC 652(b); 
653(c)(1); 42 USC 654(4)(B); 42 USC 654(5); 
42 USC 654(6); 42 USC 654(9)(C); 42 USC 
654(11); 42 USC 654(16); 42 USC 657(b); 42 
USC 657(c); 42 USC 660 : 


CFR Citation: 45 CFR 301 to 305 
Abstract: The final regulations provide 
that, at its option, a State may collect 
and enforce support obligations from an 
absent parent both for the children and 
the spouse or former spouse with whom 
the children are living. A State may not 
attempt to establish a separate spousal 
support obligation and may collect 
spousal support only if the existing 
support obligation includes both child 
and spousal support. If a State chooses 
to collect spousal support, it may use 
all existing collection mechanisms and 
enforcement remedies used to collect 
and enforce child support. 


Timetabie: 
Action Date FR Cite 


intorim Final Fulo 12/23/82 47 FR 67277 
Final Action 10/00/83 

Small Entity: No 

Agency Contact: Marianne Rufty, 
Program Specialist, Department-of 
Health and Human Services, Office of 
Child Support Enforcement, Room 1010, 
6110 Executive Boulevard, Rockville, 
MD 20852, 301 443-5350 


RIN: 0992-AA04 


96. INTERCEPT OF UNEMPLOYMENT 
BENEFITS 


Legal Authority: PL 97-35, Sec 2335; 42 
USC 654(19) 
CFR Citation: 45 CFR 302.65 


Abstract: These regulations would 
require child support enforcement 
agencies to determine periodically 
whether any individuals receiving 
unemployment compensation owe child 
support coligations and, if so, to 
enforce the obligations through an 
agreement wi‘h the individual to have 
specified amounts withheld from the 
compensation or to use legal process to 
enforce witholding in cases which meet 
State-developed selection criteria. State 
child support enforcement agencies 
would be required to reimburse State 
unemployment compensation agencies 
for the adminisirative costs of their 
efforts to enforce child support - 
obligations. 


Timetable: 

Action Date 

Notice of Intent to02/02/82 
publish Regs 

NPRM 

Final Action 


01/19/83 48 FR 02395 
10/00/83 


Current and Projected Rulemakings 


Small Entity: No 

Agency Contact: Carol Jordan, 
Specialist, Department of Health and 
Human Services, Office of Child 
Support Enforcement, Room 1010, 6110 
Executive Boulevard, Rockville, MD 
20852, 301 443-5350 


RIN: 0992-AA05 


97. COMPUTERIZED CHILD SUPPORT 
ENFORCEMENT SYSTEM 


Legal Authority: PL 96-265, Sec 405; 42 
USC 652(d); 42 USC 652{e); 42 USC 655(a); 
42 USC 654(16) 

CFR Citation: 45 CFR 302.85; 45 CFR 
304.20; 45 CFR 307 


Abstract: These final regulations make 
Federal funding available at the 90 
percent rate for the costs of developing, 
implementing and enhancing 
computerized child support enforcement 
systems (CSES) that meet the 
requirements in the regulations; they 
also specify criteria OCSE uses in 
determining whether to approve an 
initial and annually updated advance 
planning document {APD) so that the 
system will receive 90 percent FFP; they 
specify that OCSE must review 
approved CSESs funded at 90 percent 
FFP on a continuous basis; they specify 
the conditions under which OCSE will 
suspend approval of an APD for 
systems funded at 90 percent FFP; and 
they make explicit the conditions under 
which FFP is available at the 70 percent 
rate for CSESs. 


Timetable: 
Action Date FR Cite 


interim Final Rule 09/30/81 46 FR 47788 
Final Action 10/00/83 


Smail Entity: No 


Agency Contact: Michael 

Program Specialist, Department of 
Health and Human Services, Office of 
Child Support Enforcement, Room 1010, 
6110 Executive Boulevard, Rockville, 
MD 20852, 301 443-5350 


Legal Authority: PL 96-611, Sec 9; 42 
USC 654(17); 42 USC 655; 42 USC 663 


CFR Citation: 45 CFR 302.35; 45 CFR 
303.15; 45 CFR 303.69; 45 CFR 303.70; 45 
CFR 304.20; 45 CFR 304.23 





Abstract: These regulations provide 
that a State may enter into an 
agreement with the Secretary to use the 
Federal Parent Locator Service (PLS) in 
connection with the enforcement or 
determination of child custody and in 


connection with parental kidnapping 
and child custody cases. The States 
must, however, impose a fee sufficient 
to cover, or pay, the costs to the 
Federal and State governments for 

iding this service. Initially, OCSE 
will charge a fee of $10 per request with 
an additional $4 fee for requests 
without social security numbers. These 
fees are expected to offset Federal 
costs of providing the information to 
the States. 
Timetable: 
Action Date FR Cite 
Interim Final Rule 11/03/81 46 FR 54554 
Final Action 04/30/83 


10/00/83 


i Department of Health and 
Human Services, Office of Child 
Support Enforcement, Room 1010, 6110 
Execu*tive Boulevard, Rockville, MD 


DIRECTLY AND RETAINED BY AFDC 


Logal Authority: 42 USC 652(a); 42 USC 
1 


CFR Citation: 45 CFR 232.12; 45 CFR 
233.20; 45 CFR 302.31; 45 CFR 303.80 


Abstract: These joint Office of Family 
Assistance (OFA)-OCSE regulations 
provide regulatory authority for child 


States the ‘flexibility to use either the 


child support or AFDC agency in 
resolving a direct payment problem. 


Timetabie: ae 
Action Date FR Cite 


Interim Final Rule 09/30/82 47 FR 43953 
Final Action 10/00/83 


Small Entity: No 

Agency Contact: Marianne Rufty, 
Program Specialist, Department of 
Health and Human Services, Office of 
Child Support Enforcement, Room 1010, 
6110 Executive Boulevard, Rockville, 
MD 20852, 301 443-5350 


RIN: 0992-AA08 


100. PROCEDURES FOR CASE 
ASSESSMENT AND PRIORITIZATION 


Legal Authority: 42 USC 652(a)(1); 42 
USC 1302 


CFR Citation: 45 CFR 303.10 


Abstract: This proposed regulation 
would permit State child support 
enforcement agencies to implement 
case assessment and prioritization 
procedures to achieve greater program 
efficiency. Limited program resources 
and other operating constraints have 
compelled IV-D agencies tc concentrate 
on cases with high potential for 
collection of support payments. 
Although many States have 
implemented such procedures, they are 
concerned that current Federal 
regulations require IV-D agencies to 
locate absent parents, establish 
paternity and establish and enforce 
support obligations for all cases, on a 
first come, first served basis. The 
regulation would alleviate States’ 
concerns and allow States to focus 
available resources on cases which 
have high probability for success. 


Timetable: 
Action 

NPRM 

Final Action 
Smail Entity: No 
Agency Contact: Marianne Rufty, 
Program Specialist, Department of 
Health and Human Services, Office of 
Child Support Enforcement, Room 1010, 


6110 Executive Boulevard, Rockville, 
MD 20852, 301 443-5350 


RIN: 0992-AA09 


Date FR Cite 


04/29/63 48 FR 19424 
01/00/84 
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101. PROMPT RECOVERY OF 
DISALLOWED FUNDS 


Legal Authority: 42 USC 655(b)(2); 42 
USC 1302 


CFR Citation: 45 CFR 301.15 


Abstract: In keeping with the 
Administration’s effort to collect debts 
owed the Federal government, this 
proposed regulation would reduce the 
time period that State IV-D agencies 
may retain funds for expenditures that 
have been disallowed as a result of an 
audit and determined not to be subject 
to Federal funding. Current OCSE 
policy allows States that appeal audit 
determinations to retain disallowed 
funds pending resolution of the appeals 
process. This proposed regulation 
would provide for the prompt recovery 
of disallowed funds, regardless of a 
State’s decision to appeal. 


Timetable: 


Action Date * FR Cite 


Next Action Undetermined 
Small Entity: No 


Agency Contact: Marianne Rufty, 
Program Specialist, Department of 
Health and Human Services, Office of 
Child Support Enforcement, Room 1010, 
6110 Executive Boulevard, Rockville, 
MD 20852, 301 443-5350 


RIN: 0992-AA11 


102. MEDICAL SUPPORT 
ENFORCEMENT 


Legal Authority: 42 USC 654(13); 42 USC 
1302 


CFR Citation: 45 CFR 304.20; 45 CFR 
304.23; 45 CFR 306.50; 45 CFR 306.51; 45 
CFR 302.80 


Abstract: Currently, medical support 
enforcement activities are pursued 
through optional cooperative 
agreements between the State IV-D 
agency and the State Medicaid agency. 
This proposed regulation would require 
all State IV-D agencies to attempt to 
obtain minimal medical support 
information during the normal 
processing of child support cases. This 
would result in increased use of 
available third party resources in the 
form of private medical insurance and 
in medical cost savings to State and 
Federal governments. State IV-D 
agencies would also be required to 
petition to include medical support in 
new or modified orders for support, if 
employement-related medical insurance 
is available to the absent parent. 
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Date FR Cite 


08/04/83 48 FR 35468 
01/00/84 


Specialist, Department of Health and 
Human Services, Office of Child 
Support Enforcement, Room 1010, 6110 
Executive Boulevard, Rockville, MD 
20852, 301 443-5350 


RIN: 0992-AA12 


103. REVISION OF IV-D PROGRAM 
AUDIT REGULATIONS 


Legal s 42 USC 652(a)(1); 42 
USC 652(a)(4); 42 USC 603(h); 42 USC 1302 


CFR Citation: 45 CFR 305 


Abstract: These proposed regulations 
revise the audit regulations to permit 
OCSE to incorporate the audit criteria 
currently in the regulations and new 
performance measurement criteria into 
an audit guide. Since 1977, OCSE has 
conducted an annual process-oriented 
audit of each State’s Child Support 
Enforcement program that reviews the 
establishment and use of procedures to 
carry out specific child support 
activities. However, since State IV-D 
programs have been in operation for 7 
years and in many instances have 


reached a degree of maturity where it is 


~ no longer necessary to focus primarily 
on process-oriented functions, we 
believe that the OCSE audit should 


DEPARTMENT OF HEALTH AND HUMAN SERVICES (HHS) 


Public Health Service (PHS)—Office of Assistant Secretary for Health 


104. ADOLESCENT FAMILY LIFE 
DEMONSTRATION PROJECTS 


ne 42 USC 216 Public 
Health Service Act; 42 USC 300z et seq 
Public Health Service Act 


CFR Citation: 42 CFR 59 


Abstract: The proposed rule would 
establish the requirements for grants for 
demonstration projects funded under 
the recently enacted Title XX of the 
Public Health Service Act. The title 
authorizes the Department of Health 
and Human Services to make grants to 
projects that will provide health, social 
and education services to pregnant and 
nonpregnant adolescents, adolescent 
parents, and their families. 


Date FR Cite 


NPRM 05/20/83 48 FR 22750 
NPRM Comment 05/20/83 48 FR 22750 
Period Begin 
NPRM Comment 07/19/83 
Period End 


Final Action 01/00/84 


MALL 
BUSINESSES CONT: Given the size of 


the appropriation anticipated, the _ 
number of grants for demonstration 
projects that can be funded is not 
expected to result in this regulation’s 


having a significant economic impact on 


a substantial number of small entities 
as defined by the Regulatory Flexibility 
Act. 


Agency Contact: Donald Underwood, 
Grants Management Officer, 
Department of Health and Human 
Services, Public Health Service, Office 
of Adolescent Pregnancy Programs, 
Room 602, Reporters Building, 
Washington, DC 20201, 202 472-5588 


RIN: 0905-AA24 


105. INVOLUNTARY CHILD AND 
SPOUSAL SUPPORT ALLOTMENTS 


Legal Authority: 37 USC 101; 15 USC 


1673; 42 USC 665; PL 97-248, Sec 172 
CFR Citation: 42 CFR 21 


Abstract: This regulation will 
implement the objectives of Sec. 172 of 
PL 97-248 as it pertains to the Secretary 
of HHS. It will provide for involuntary 
allotments to be made on a continuing 
basis from the pay and allowances of 
an officer of the Commissioned Corps 


47371 


evaluate the States via both established 
functions and performance measures. 
This change will better enable the 
Federal government to measure 
program efficiency and results. 


Timetable: 
Action 

NPRM 

Smail Entity: No 
Agency Contact: Michael P. Fitzgerald, 
Program Specialist, Department of - 
Health and Human Services, Office of 
Child Support Enforcement, Room 1010, 
6110 Executive Boulevard, Rockville, 
MD 20852, 301 443-5350 


RIN: 0992-AA13 
BILLING CODE 4150-04-T 


Date FR Cite 


10/00/83 


Current and Projected Rulemakings 


of the Public Health Service to satisfy 
child support or child and spousal 
support obligations in compliance with 
law. Only minimal administrative costs 
are expected. No direct costs are 
involved. PHS will have specific 
procedures for processing legally 
mandated involuntary allotments-for 
child support or child and spousal 
support payments. 


Timetabie: 
Action Date 


NPRM 07/11/83 
NPRM Comment 07/11/83 

Period Begin 
NPRM Comment 08/10/83 

Period End 
Final Action 12/00/83 
Small Entity: Not Applicable 
Agency Contact: Winston J. Dean, 
Assistant Director for Policy, CPOD, 
Department of Health and Human 
Services, Office of Assistant Secretary 
for Health, Room 4A09 Parklawn 
Building, 5600 Fishers Lane, Rockville, 
MD 20857, 301 443-2626 
RIN: 0905-AA79 
BILLING CODE 4150-04-T 
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scope of applicability. The 14 other 
issues raised in the Notice as well as 


Notice of Decision01/02/80 45 FR 53 
to Develop 

Regs 
NPRM 08/25/83 48 FR 38758 
NPRM Comment 10/24/83 

Period End 
Final Action 
Small Entity: No 
Additional information: The location of 
the confidentiality provisions for 
alcohol and drug abuse patient records 
has been transferred from one public 
law to another and has been changed in 
the United States Code. P.L. 98-24, the 
Alcohol and Drug Abuse Amendments 
of 1983, consolidates alcohol, drug 
abuse, and mental health authorities in 
Title V of the Public Health Service 


00/00/00 


DEPARTMENT OF HEALTH AND HUMAN SERVICES (HHS) 


Legal ; 

Mine Safety and Health Act of 1977 

» CFR Citation:. 42 CFR 37 
Abstract: The National Institute for 


program for coal miners as mandated 
by the Federal Mine Safety and Health 
Act of 1977. The proposed amendment 
will enable X-ray readers in the 


Office (ILO) system for classifying 
radiographs (X-rays) of the 
pneumoconioses. The amendment 
proposes to adopt the 1980 revision of 
the ILO classification system which has 
now become the i 

international standard for classifying 
this type of disease. 


FR Cite 


48 FR 01321 
48 FR 01321 


01/12/83 
01/12/83 


02/11/83 


12/31/83 


Additional information: ADDITIONAL 
PHONE: FTS 923-4301 SMALL 
BUSINESSES CONT: This amendment 
will update the existing regulations to 
allow the use of the latest standards for 
classifying X-rays of pneumoconioses. 
Chief, Receiv Cent Sec, Department of 
Health and Human Services, Centers 
for Disease Control, Examinatns Proc 
Br, Div of Resp Dis Stud, NIOSH, 944 
Chestnut Ridge Rd, Morgantown, WV 
26505, 304 291-4301 


RIN: 0905-AA27 


ET AN EA LES EET NOL LEG TRE AE 
108. @FOREIGN QUARANTINE 

Legal Authority: 42 USC 264 to 272 
Public Health Service Act 

CFR Citation: 42 CFR 71 


Abstract: Most of the existing 
regulations under Part 71 were 


Current and Projected Rulemakings 


Act. Section 408 of the Drug Abuse 
Prevention, Treatment and 
Rehabilitation Act (21 U.S.C. 1175) is 
transferred to section 527 of the Public 
Health Service Act and is now codified 
at 42 U.S.C. 290ee-3. Section 333 of the 
Comprehensive Alcohol Abuse and 
Alcoholism Prevention, Treatment and 
Rehabilitation Act of 1970 (42 U.S.C. 
4582) is transferred to section 523 of the 
Public Health Service Act and is now 
codified at 42 U.S.C. 290dd-3. 

Agency Contact: Judith T. Galloway, 
Regulations Officer, Department of 
Health and Human Services, Alcohol, 
Drug Abuse, and Mental Health 
Administration, Room 13C-06, Parklawn 
Building, 5600 Fishers Lane, Rockville, 
MD 20857, 301 443-3200 


RIN: 0905-AA26 
BILLING CODE 4150-04-T 


Current and Projected Rulemakings 


developed during the 1950's to 
implement the introduction, 
transmission, or spread of 
communicable disease from foreign 
countries into the United States. The 
amendment will update existing 
regulations to reflect current concepts 
of disease surveillance, investigation, 
and control which have been 
implemented by CDC since 1967. These 
changes result in a large savings to the 
government, the maritime and airline 
industries, and the traveling public 
without adverse impact on the public 
health. 


Timetable: 
Action Date FR Cite 


NPRM 08/09/83 48 FR 36143 
NPRM Comment 08/09/83 48 FR 36143 
Period Begin 
NPRM Comment 10/11/83 
Period End 
Small Entity: No 


Agency Contact: Dr. Laurence S. Fare:, 
Acting Director, Department of Health 
and Human Services, Centers for 
Disease Control, Quarantine Div, Ctr 
for Prevention Svcs, 1600 Clifton Road, 
N.E., Atlanta, GA 30333, 404 329-2501 


RIN: 0905-AA31 
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PLACES OF EMPLOYMENT 
: 29 USC 669 Occupation- 


CFR Citation: 42 CFR 85; 42 CFR 85a 


Abstract: In performing its research 
activities under the provisions of the 
Occupational Safety and Health Act of 
1970 and the Federal Mine Safety and 
Health Act of 1977, the National 
Institute for Occupational Safety and 
Health (NIOSH) is often required to 
conduct onsite investigations of the 


workplace. The procedures governing 
these investigations are contained in 42 
CFR Parts 85 and 85a. Part 85 governs 
health hazard evaluations, while Part 
85a concerns the conduct of 
investigations under NIOSH-initiated 
research projects. NIOSH proposes to 
amend Parts 85 and 85a to expressly 
provide for the use of personal 
sampling devices as an investigative 
technique. This action is necessary to 
give notice that employees may be 
requested to wear personal sampling 
devices as part of the environmental 
sampling procedures used by NIOSH 
during its workplace investigations. 


Timetable: 
Action 


NPRM Comment 
Period Begin 


Date FR Cite 


48 FR 10377 


DEPARTMENT OF HEALTH AND HUMAN SERVICES (HHS) 
Public Health Service (PHS)—Food and Drug Administration 


110: ABBREVIATED NEW DRUG 
APPLICATIONS FOR POST-1962 
DRUGS 

Priority: Agency Determination, Major 
Legal Authority: 21 USC 321(p) Federal 
Food, Drug, and Cosmetic Act; 21 USC 352 
Federal Food, Drug, and Cosmetic Act; 21 
USC 355 Federal Food, Drug, i 
Act; 21 USC 371(a) Federal Food, Drug, and 
Cosmetic Act 


CFR Citation: 21 CFR 314 


Abstract: This proposed rule would 
permit applicants to file abbreviated 
new drug applications (ANDA’s) for 
products identical to approved post- 
1962 drugs and to omit certain reports 
that are required in full NDA’s to show 
safety and effectiveness of the product. 
It would apply only to certain drug 
products specified by FDA. If adopted, 
the proposed rule would reduce 
duplicative human testing of drugs and 
also reduce the cost to the 
manufacturer of getting the affected 
drugs on the market. 


Timetable: 

Action Date 
NPRM 10/00/83 
Small Entity: Yes 


Additional Information: SMALL 
BUSINESSES CONT: The proposed rule 
would have a significant favorable 
effect on small business firms that 


market generic drugs, because the 
proposed rule would reduce existing 
regulatory barriers to competition in the 
pharmaceutical market. Details on the 
effects on small businesses will be 
included as part of an initial regulatory 
impact analysis, to be made available 
when the proposed rule is published. 


Agency Contact: Jean Mansur, Deputy 
Asst Director for Regulatory Affairs, 
Department of Health and Human 
Services, Food and Drug 
Administration, Nat Center for Drugs & 
Biologics (HFN-7), 5600 Fishers Lane, 
Rockville, MD 20857, 301 443-3640 


RIN: 0905-AA01 


111. ALLERGENIC SOURCE 
MATERIAL 


Legal Authority: 
Health Service Act 


CFR Citation: 21 CFR 680 


Abstract: This proposal would amend 
the biologics rules to establish criteria 
for source materials used in the 
manufacture of a final allergenic 
product. Specific requirements would be 
prescribed for the propagation and 
maintenance of materials used to 
prepare certain allergenic products. 
Inspection and recordkeeping 
requirements would apply to all 
manufacturers of allergenic products. 


42 USC 262 Public 


47373 


Current and Projected Rulemakings 


Action Date FR Cite 


NPRM 03/11/83 48 FR 10377 
NPRM Comment 04/11/83 

Period End 
Final Action | 
Small Entity: No 
Additional information: ADDITIONAL 
PHONE: FTS 236-3691 


Agency Contact: Ms. Annette N. 
McElhannon, Regulations Specialist, 
NIOSH, Department of Health and 
Human Services, Centers for Disease 
Control, National Institute for 
Occupational Safety, and Health, 1600 
Clifton Road, N.E., Atlanta, GA 30333, 
404 329-3691 


RIN: 0905-AA32 
BILLING CODE 4150-04-T 


12/31/83 


Current and Projected Rulemakings 


These procedures are believed 
necessary to reduce the likelihood of 
misidentified or contaminated source 
materials and assure their suitability for 
manufacture into final allergenic 
products. 


Timetabie: — 
Action 


NPRM 
NPRM Comment 
Period Begin 
Previous NPRM 
NPRM Comment 
Period End 
Revised NPRM 
Revised NPRM 
Comment Period 
begins 
Revised NPRM 09/13/83 
Comment Period 
end 
Final Action 
Small Entity: No 
Additional information: SMALL 
BUSINESSES CONT: This proposed rule 
would affect about 20 allergen 
manufacturers. Depending on various 
factors involving the firms’ current 
practices, increased costs per firm 
would vary from no cost increases to 
minor increases. The anticipated costs 
are not expected to have a significant 
impact on any firm, large or small. 


FR Cite 


43 FR 43472 
43 FR 43472 


Date 


09/26/78 
09/26/78 


09/26/78 43 FR 43472 


11/26/78 


07/15/83 
07/15/83 


02/00/84 
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requirements to cover other products 
regulated by FDA. The rule is intended 
to provide greater protection of the 
rights and safety of subjects involved in 
clinical investigations and to help 
assure the quality and integrity of the 


09/27/77 42 FR 49612 
Comment 09/27/77 42 FR 49612 
iod Begin 
Comment 12/27/77 
Period End 
10/00/83 
Small Entity: Not Applicable 


Agency Contact: Marilyn L. Watson, 
Consumer Safety Officer, Department of 
Health and Human Services, Food and 
Drug Administration, Nat Center for 
Drugs & Biologics (HFN-813), 5600 
Fishers Lane, Rockville, MD 20857, 301 
443-3640 


RIN: 0905-AA03 


113. REQUIREMENTS FOR 
DESIGNATING A MANUFACTURER’S 
NAME ON A DRUG PRODUCT LABEL 


Legal Authority: 21 USC 352 Federal 
Food, Drug, and Cosmetic Act; 21 USC 701(a) 
Federal Food, Drug, and Cosmetic Act 


CFR Citation: 21 CFR 201 


Abstract: This proposed rule would 
amend the rule setting forth 
requirements for designating a 
manufacturer’s name on a drug product 
actually made by a corporately related 
firm under common ownership and 
control. The action responds to a 
petition pointing out various marketing 
and labeling problems that the current 
rule poses for certain diversified 
corporate structures. The rule would 
permit any member of a diversified 
corporate “family” to claim to have 
manufactured a product made within 
the “family.” 

Timetable: 

Action Date FR Cite 


NPRM 06/08/82 47 FR 24735 
NPRM Comment 06/08/82 47, FR 24735 

Period Begin 
NPRM Comment 08/09/82 

Period End 
Final Action 
Small Entity: No 
Additional information: SMALL 
BUSINESSES CONT: This proposed rule 
would permit considerable flexibility in 
identifying on the label the statutorily 
required name of the manufacturer, 
repacker, or distributor. Therefore, it 
should not increase and may actually 
decrease labeling costs for labelers 
including small businesses. 
Agency Contact: Steven Unger, 
Regulatory Counsel, Department of 
Health and Human Services, Food and 
Drug Administration, Nat Center for 
Drugs & Biologics (HFN-7), 5600 Fishers 
Lane, Rockville, MD 20857, 301 443-5220 
RIN: 0905-AA04 


10/00/83 


Current and Projected Rulemakings 


114. OVER-THE-COUNTER (OTC) 
DRUG REVIEW 


Legal Authority: 21 USC 321(p) Federal 
Food, Drug, and Cosmetic Act; 21 USC 352 


Act, 21 USC 371(a) Federal Food, Drug, and 
Cosmetic Act 


CFR Citation: 21 CFR 310; 21 CFR 330; 
21 CFR 333; 21 CFR 334; 21 CFR 335; 21 
CFR 336; 21 CFR 337; 21 CFR 338; 21 CFR 
339; 21 CFR 340; 21 CFR 341; 21 CFR 342; 
21 CFR 343; 21 CFR 344; 21 CFR 345; ... 


Abstract: The OTC drug review 
establishes conditions under which 
OTC drugs are considered generaily 
recognized as safe and effective and 
not misbranded. After a final 
monograph (i.e., final rule) is issued, 
only OTC drugs meeting the conditions 
of the monograph, or having an 
approved new drug application, may be 
legally marketed. NOTE: NPRM for 
“Antidotes, Toxic Ingestion Products” 
to be combined with NPRM for “Emetic 
Products” and reproposed as “Poison 
Treatment Products.” NPRM for 
“Astringent (Wet Dressings) Products” 
to be included in NPRMs for “External 
Analgesie & Skin Protectant Products.” 
NPRM for “Diaper Rash Products” to be 
included in NPRMs for “Anti fungal,” 
“Anti microbial,” and “External 
Analgesic and Skin Protectant 
Products.” NPRM for “Fever 
Blister/Cold Sore Products (External)” 
to be included in NPRMs for “External 
Analgesic and Skin Protectant 
Products.” NPRM for “Insect Bites and 
Stings (Relief} Products” to be included 
in NPRM for “External Analgesic and 
Skin Protectant Products.” NPRM for 
“Leg Muscle Cramps (Nocturnal Relief) 
Products” to be included in NPRMs for 
“Internal Analgesic Products.” (cont) 


Timetabie: 
Acne (T 


Products 

ANPRM 03/23/82 (47 FR 12430) 
NPRM 00/00/00 

Alcohol (Topical) Products 
ANPRM 05/21/82 (47 FR 22344) 

Alertness Aid Products 
ANPRM 12/08/75 (40 FR 57292) 
NPRM 06/13/78 (43 FR 25544) 
Fina! Action 00/00/00 

Anorectal Products 
ANPRM 05/27/80 (45 FR 35576) 
NPRM 12/00/83 

Anthelimintic Products 
ANPRM 09/09/80 (45 FR 59541) 
NPRM 08/24/82 (47 FR 37062) 
Final Action 08/00/83 

Antibiotic First Aid Products 
ANPRM 04/01/77 (42 FR 17642) 
NPRM 07/09/82 (47 FR 29986) 
Final Action 00/00/00 

Anticaries Products 
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ANPRM 03/28/80 (45 FR 20666) 
NPRM 00/00/00 


Products 
ANPRM 03/21/75 (40 FR 12924) 
NPRM 12/00/83 
Antidotes, Toxic ingestion 
ANPRM 01/05/82 (47 FR 444) 
Antiemetic Products 
ANPRM 03/21/75 (40 FR 12934) 
NPRM 07/13/79 (44 FR 41064) 
Final Action 09/00/83 


(Topical) Products 
ANPRM 03/23/82 (47 FR 12480) 
NPRM 00/00/00 
Antimicrobial Products 
ANPRM 09/13/74 (39 FR 33103) 
NPRM 01/06/78 (43 FR 1210) 
Products 
ANPRM 10/10/78 (43 FR 46694) 
NPRM 08/20/82 (47 FR 36492) 
Final Action 00/00/00 


Products : 
ANPRM 10/01/82 (47 FR 43572) 
NPRM 00/00/00 


i (Wet Dressings) Products 
ANPRM 09/07/32 (47 FR 39436) 


Prostatic Hypertrophy Pr: 
ANPRM 10/01/82 (47 FR 43566) 
NPRM 00/00/00 

Boil Ointments 
ANPRM 06/29/82 (47 FR 28306) 
NPRM 00/00/00 


Oil Drug Products 
Final Action 09/21/82 (47 FR 41716) 
Products 


ANPRM 02/12/80 (45 FR 9286) 

NPRM 08/24/82 (47 FR 37068) 

Final Action 06/10/83 (48 FR 27004) 
Corn and Callus Remover 

ANPRM 01/05/82 (47 FR 522) 

NPRM 00/00/00 


Cough/Cold (Anticholinergic/Expectorant) 
Products 


ANPRM 09/09/76 (41 FR 38312) 
NPRM 07/09/82 (47 FR 30002) 
Final Action 00/00/00 

Cough/Coid (Antihistamine) Products 
ANPRM 09/09/76 (41 FR 38312) 
NPRM 12/00/83 

Cough/Coid (Antitussive) Products 
ANPRM 09/09/76 (41 FR 38312) 
NPRM 12/00/83 

Cough/Cold (Bronchodilator) Products 
ANPRM 09/09/76 (41 FR 38312) 
NPRM 10/26/82 (47 FR 47520) 
Final Action 00/00/00 


/Cold (Combination) Products 
ANPRM 09/09/76 (41 FR 38312) 
NPRM 00/00/00 

Cough/Cold (Nasal Decongestant) 
Products 


ANPRM 09/09/76 (41 FR 38312) 
NPRM 12/00/83 

Dandruff, Seborrheic Dermatitis and 

Psoriasis Control 

ANPRM 12/03/82 (47 FR 54646) 
NPRM 00/00/00 

Diaper Rash Products 
ANPRM 09/07/82 (47 FR 39406) 

Aid Products 

ANPRM 01/05/82 (47 FR 454) 
NPRM 00/00/00 

Emetic Products 

ANPRM 03/21/75 (40 FR 12902) 


NPRM 09/05/78 (43 FR 39544) 

Exocrine 
ANPRM 12/21/79 (44 FR 75666) 
NPRM 12/00/83 

External Anaigesic Products 

ANPRM 12/04/79 (44 FR 69768) 
NPRM 02/08/83 (48 FR 05852) 
Final Action 00/00/00 

Fever Blister Products (internal) 
ANPRM 01/05/82 (47 FR 502) 
NPRM 00/00/00 

Fever Biister/Coid Sore Products 
ANPRM 09/07/82 (47 FR 39436) 

Hormone (Topical) Products 
ANPRM 01/05/82 (47 FR 430) 
NPRM 00/00/00 

Hypo/Hyperphosphatemia Products 

ANPRM 12/09/80 (45 FR 81154) 
NPRM 12/00/83 

Toenail Relief Products 

ANPRM 10/17/80 (45 FR 69128) 
NPRM 09/03/82 (47 FR 39120) 
Final Action 00/00/00 

insect Bites and (Relief) 
ANPRM 09/07/82 (47 FR 39412) 

insect Repellant Drug Products 

ANPRM 01/05/82 (47 FR 424) 
NPRM 06/10/83 (48 FR 26986) 
Final Action 00/00/00 

internal Anaigesic Products 

ANPRM 07/08/77 (42 FR 35346) 
NPRM 09/00/83 

internal Deodorant Products 
ANPRM 01/05/82 (47 FR 512) 
NPRM 00/00/00 

Laxative Products 

ANPRM 03/21/75 (40 FR 12902) 
NPRM 09/00/83 

Leg Muscle Cramps (Noctural Relief) 

Products 


ANPRM 10/01/82 (47 FR 43562) 
Maile Genital Desensitizer Products 
ANPRM 09/07/82 (47 FR 39412) 


ANPRM 12/07/82 (47 FR 55075) 
NPRM 00/00/00 
Mercurial (Topical) Products 
ANPRM 01/05/82 (47 FR 436) 
Nailbiting/Thumbsucking Deterrent 
Products 
ANPRM 10/17/80 (45 FR 69122) 
NPRM 09/03/82 (47 FR 39096) 
Final Action 00/00/00 


ighttime Sleep Aid Products 
ANPRM 12/08/75 (40 FR 57292) 
NPAM 08/13/78 (43 FR 25544) 
Final Action 12/00/83 
ic Products 
ANPRid 05/06/80 (45 FR 30002) 
NPRM C3/28/83 (48 FR 29788) 
Final Action 00/00/00 
Oral Cavity {Health Care) Products 
ANPRM 05/25/82 (47 FR 22760) 
NPRM 00/00/00 
Discomfort 


(Relief) Products 

ANPRM 05/25/82 (47 FR 22712) 
NPRM 00/00/00 

Oral Mucosal injury Products 
ANPRM 11/02/79 (44 FR 63270) 
NPRM 07/26/83 (48 FR 33984) 
Final Action 00/00/00 

Otic Products 
ANPRM 12/16/77 (42 FR 63556) 
NPRM 07/09/82 (47 FR 30012) 


47375 


Current and Projected Ruremakings 


Final Action 00/00/00 


Remedies 

ANPRM 10/01/82 (47 FR 43540) 

NPRM 00/00/00 
Pediculicide Products 

ANPRM 06/29/82 (47 FR 28312) 

NPRM 00/00/00 
Poison ivy/Oak/Sumac Prevention 

ANPRM 09/07/82 (47 FR 39412) 
Poison Treatment Products 

NPRM 00/00/90 
Skin Bleaching Products 

ANPRM 11/03/78 (43 FR 51546) 

NPRM 09/03/82 (47 FR 39108) 

. Final Action 00/00/00 

Skin Protectant Products 

ANPRM 08/04/78 (43 FR 34628) 

NPRM 02/15/83 (48 FR 6820) 

Final Action 00/00/00 

Deterrent Products 

ANPRM 01/05/82 (47 FR 490) 

NPRM 00/00/00 
Stomach Acidifier Products 

ANPRM 10/19/79 (44 FR 60316) 

NPRM 12/00/83 
Vaginal Drug Products 

ANPRM 09/00/83 
Wart Remover Products 

ANPRM 10/03/80 (45 FR 65609) 

NPRM 09/03/82 (47 FR 39102) 

Final Action 00/00/00 
Weight Control Products 

ANPRM 02/26/82 (47 FR 8466) 

NPRM 00/00/00 
Small Entity: No 
Additional information: SMALL 
BUSINESSES CONT: The effects, if any, 
vary depending on the individual 
rulemaking. However, the agency 
anticipates that the rules would not 
have a significant economic impact on 
a substantial number of small entities 
as defined by the Regulatory Flexibility 
Act. NPRM for “Male Genital 
Desensitizer Products” to be included in 
NPRMs for “External Analgesic 
Products.” NPRM for “Mercurial 
(Topical) Products” to be included in 
NPRMs for “Antimicrobial Products.” 
“Poison Ivy/Oak/Sumac Prevention” to 
be included in NPRMs for “External 
Analgesic and Skin Protectan 
Products.” 


Agency Contact: William E. Gilbertson, 
Director, Division of OTC Drug 
Evaluation, Department of Health and 
Human Services, Food and Drug 
Administration, Nat Cent for Drugs & 
Biologics (HFD-510), 5600 Fishers Lane, 
Rockville, MD 20857, 301 443-4960 


RIN: 0905-AA06 


115. REYE SYNDROME - LABELING 
FOR SALICYLATE-CONTAINING DRUG 
PRODUCTS 
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to require certain over-the-counter 
(OTC) and prescription salicylate- 
containing drug products for human use 
to bear a warning against the use-of the 
products for the treatment of flu or 
chickenpox in children or adolescents 
under 16 years of age, because 
salicylates may be associated with the 
development of Reye syndrome in this 
age group. 
Timetable: 
Action Date FR Cite 
ANPRM 12/28/82 47 FR 57886 
ANPRM Comment 12/28/82 47 FR 57886 
Period Begin 
ANPRM — 02/28/83 


Additional information: SMALL 
BUSINESSES CONT: Although there 
would be costs involved for relabeling 
and possible product reformulations, 
the agency believes, at this time, that 
impacts on small businesses would be 
insufficient to warrant a regulatory 
flexibility analysis under the Regulatory 
Flexibility Act. 


Agency Contact: Paul O. Fehnel, fr., 
Chief, Precedent Regs & Leg Activities 
Br., Department of Health and Human 
Services, Food and Drug 
Administration, Nat Center for Drugs & 
Biologics (HFN-7), Rockville, MD 20857, 
301 443-6490 


RIN: 0905-AA07 


116. SUCROSE AND CORN SUGAR, 
CORN SYRUP, AND INVERT SUGAR 
Legal Authority: 21 USC 321(s) Federal 
Food, Drug, and Cosmetic Act; 21 USC 348 
Federal Food, Drug, and Cosmetic Act; 21 
ee ee ee 
ic 

CFR Citation: 21 CFR 182; 21 CFR 184 


Abstract: These two proposed rules 
would affirm the GRAS (generally 
pan oe ca apreing  carte eee 
and corn sugar, corn syrup, and invert 
sugar. This action is the result of a re- 
evaluation of the safety of these food 


ingredients as part of FDA's review of 
the safety of all GRAS-ingredients. 


Timetable: 
Action 


NPRM 
NPRM Comment 
Period Begin 
NPRM Comment 
Period End 
Notice of 30-day 
ext. of Com. 
Per. 
Final Action 
Smail Entity: No 
Additional Information: SMALL 
BUSINESSES CONT: Because the effect 
of the two proposals is to maintain 
current known uses of sucrose and corn 
sugar, corn syrup, and invert sugar 
covered by the proposals, there could 
be no significant economic impact on 
large or small businesses. 
Agency Contact: Corbin I. Miles, Chief, 
GRAS Review Branch, Department of 
Health and Human Services, Food and 
Drug Administration, Bureau of Foods 
(HFF-335), 200 C Street, SW, 
Washington, DC 20204, 202 472-4750 


RIN: 0905-AA09 


11/30/82 
11/30/82 


FR Cite 


47 FR 53917 
47 FR 53917 


01/31/83 


02/04/83 48 FR 05279 


00/00/00 


117. CAFFEINE 

Priority: Agency Determination 

Legal Authority: 21 USC 321(s) Federal 
Food, Drug, and Cosmetic Act; 21 USC 371(a) 
Federal Food, Drug, and Cosmetic Act; 21 
USC 341 Federal Food, , and Cosmetic 
Act; 21 USC 371(e) Federal Food, Drug, and 
Cosmetic Act 

CFR Citation: 21 CFR 165; 21 CFR 181 


Abstract: This proposed rule would 
announce the agency’s tentative 
conclusion that a prior sanction exists 
for the use of caffeine in soft drinks. A 
companion proposal would propose the 
revocation of the food standard for 
soda water which requires that soda 
water designated by any name that 
includes the word “cola” or “pepper” 
contain caffeine. 


Timetable: 
Action 
NPRM 


Period Begin 
Period End 


Date FR Cite 


10/21/80 45 FR 69816 
10/21/80 45 FR 69816 


12/22/80 


10/00/83 


Current and Projected Rulemakings 


Additional Information: ADDITIONAL 
AGENCY CONTACT: Prince Harrill (for 
food standard proposal), Deputy . 
Director, Division of Food Technology 
(see Agency contact heading for 
address); phone 202-245-1164. SMALL 
BUSINESSES CONT: Because the 
proposed rule would announce the 
agency's tentative conclusion that a 
prior sanction exists for the use of 
caffeine in soft drinks, there should be 
no economic impact on any business, 
large or small, in the affected industry. 


Agency Contact: Lawrence Lin (for 
GRAS status), Consumer Safety Officer, 
Department of Health and Human 
Services, Food and Drug 
Administration, Bureau of Foods (HFF- 
334}, 200 C Street, SW, Washington, DC 
20204, 202 426-8950 


RIN: 0905-AA10 
AE SATE A NPT 


118. LABELING OF SODIUM CONTENT 
OF FOODS 

Priority: Agency Determination 

Legal Authority: 21 USC 321 Federal 
Food, Drug, and Cosmetic Act; 21 USC 343 
Federal Food, Drug, and Cosmetic Act; 21 


USC 371 Federal Food, Drug, and Cosmetic 
Act 


CFR Citation: 21 CFR 101.9; 21 CFR 
101.13; 21 CFR 105.69 


Abstract: This proposed rule would 
have three primary purposes: (1) to 
require that the sodium content of foods 
be included as part of the nutrition 
labeling information whenever nutrition 
labeling is required or is provided 
voluntarily; (2) to define certain terms, 
some of which are now used in the 
marketplace, to ensure consistency in 
their meaning and applicability to the 
general food supply; and (3) to revoke 
the requirement that sodium be listed in 
milligrams per 100 grams and require 
only listing of sodium in milligrams per 
serving. The proposal would leave 
intact the current exemption in 21 CFR 
101.9{a) which permits manufacturers 
voluntarily to provide information on 
sodium content alone without triggering 
a requirement for full nutrition labeling; 
by doing so, the agency hopes to 
encourage voluntary quantitative 
sodium labeling. 


Timetable: 
Action Date FR Cite 


NPRM 06/18/82 47 FR 26580 
NPRM Comment 06/18/82 47 FR 26580 
Period Begin 
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Notice of 90-day 08/10/82 47 FR 34574 
ext. of Com. 
Per. 

NPRM Comment 08/17/86: 
Period End . 

Final Action 10/00/83 


Smail Entity: No 

Additional information: SMALL 
BUSINESSES CONT: FDA estimates 
that approximately 3,500 food 
manufacturing firms would incur total 
first year costs of as much as $14.7 
million and recurring annual costs of 
$0.5 million to comply with this 
proposed rule. The agency believes that 
this proposal would not have a 
significant impact on a substantial 
number of small businesses. If certain 
products or sectors of the industry 
anticipate unique burdens from it, FDA 
is interested in minimizing their 
burdens by special provisions. The 
exemption of very small firms, special 
labeling variations for certain products, 
or extension of the effective date are 
among alternatives the agency is willing 
to consider if information on the need 
for, and the anticipated cost saving of, 
such flexibilities are reasonably 
demonstrated. 


Agency Contact: F. Edward 
Scarbrough, Chief, Regulatory Affairs 
Staff, Department of Health and Human 
Services, Food and Drug 
Administration, Bureau of Foods (HFF- 
204), 200 C Street, SW, Washington, DC 
20204, 202 245-3117 


RIN: 0905-AA11 : 


119. POLICY FOR REGULATING 
CARCINOGENIC CHEMICALS IN FOOD 
AND COLOR ADDITIVES 

Priority: Agency Determination 

Legal Authority: 21 USC 321 Federal 
Food, Drug, and Cosmetic Act; 21 USC 348 
Federal Food, Drug, and Cosmetic Act; 21 
USC 371(a) Federal Food, Drug, and Cosmet- 


ic Act; 21 USC 376 Eederat Food, Drug, and 
Cosmetic Act 


CFR Citation: 21 CFR Chapter 1 


Abstract: The Food aid Drug 
Administration is considering proposing 
a new policy for use in assuring the ~ 
safe use of food additives and color 
additives that contain minor amounts of 
carcinogenic chemicals. This policy 
would replace the current case-by-case 
approach to regulating such additives 
with an approach that applies 
consistent standards. This advance 
notice of proposed rulemaking 


describes the scientific and regulatory 
problems confronting the agency with 
respect to such additives and explains 
the need to consider a change in FDA’s 
present approach. This advance notice 
also discusses the alternatives that the 


agency is considering. 
Timetable: 
Action Date FR Cite 


ANPRM 04/02/82 47 FR 14464 
ANPRM Comment 04/02/82 47 FR 14464 
Period Begin 
ANPRM Comment 07/01/82 
Period End 
NPRM 02/00/84 
Smali Entity: Undetermined 


Additional information: ADDITIONAL 
AGENCY CONTACT: Alan M. Rulis 
(for risk assessment procedures}, 
Consumer Safety Officer (see Agency 
Contact heading for address), phone 
(202) 472-5676. 


Agency Contact: Terry C. Troxell (for 
policy and rules), Consumer Safety 
Officer, Department of Health and 
Human Services, Food and Drug 
Administration, Bureau of Foods (HFF- 
334), 200 C Street, SW, Washington, DC 
20204, 202 472-5690 


RIN: 0905-AA12 


120. INFANT FORMULA; LABELING 
REQUIREMENTS 

Legal Authority: 21 USC 321(n) Federal 
Food, Drug, and Cosmetic Act; 21 USC 
321(aa) Federal Food, Drug, and Cosmetic 
Act; 21 USC 343(a) Federal Food, Drug, and 
Cosmetic Act; 21 USC 343(j) Federal Food, 
Drug, and Cosmetic Act; 21 USC 350a Feder- 
al Food, Drug, and Cosmetic Act; 21 USC 
371(a) Federal Food, Drug, and Cosmetic Act; 
21 USC 371(e) Federal Food, Drug, and Cos- 
metic Act 

CFR Citation: 21 CFR 105; 21 CFR 107 


Abstract: This proposed rule would 
revise labeling requirements for infant 
formula to require the label declaration 
of nutrients under the Infant Formula 
Act of 1980, expiration dating, and 
directions for preparation and use, 
including a pictogram and a symbol to 
indicate the need for dilution. This 
proposal would provide necessary 
information for health care 
professionals and assist consumers, 
including those who cannot read 
English, in the appropriate preparation 
and use of infant formula to assure the 
health and well being of formula-fed 
infants. 


» 


17377 


Current and Projected Rulemakings 


- 


Timetable: 
Action Date FR Cite 


NPRM 07/12/83 48 FR 31880 
NPRM Comment 07/12/83 48 FR 31880 
Period Begin 
NPRM Comment 

Period End 
Final Action 
Smail Entity: No 


Additional information: SMALL 
BUSINESSES CONT: The agency 
estimates that this proposed rule would 
impose a one-time cost of 
approximately $50,000 total for the 
industry (5 firms). Because sales of 
infant formula in the U.S. are estimated 
to exceed $500 million annually, the 
cost of this proposed rule would not 
have a perceptible effect. 


Agency Contact: Nicholas Duy, 
Consumer Safety Officer, Department of 
Health and Human Services, Food and 
Drug Administration, Bureau of Foods 
(HFF-204), 200 C Street, SW, 
Washington, DC 20204, 202 245-3117 


RIN: 0905-AA13 


09/12/83 


00/00/00 


121. NEW ANIMAL DRUGS FOR USE 
IN ANIMAL FEEDS; DEFINITION AND 
GENERAL CONSIDERATIONS; 
REVISED PROCEDURES REGARDING 
MEDICATED FEED APPLICATIONS 
Legal : 21 USC 360b Federal 
Food, Drug, and Cosmetic Act; 21 USC 371(a) 
Federal Food, Drug, and Cosmetic Act 

CFR Citation: 2f CFR 207; 21 CFR 210; 


21 CFR 225; 21 CFR 226; 21 CFR 501; 21 
CFR 514; 21 CFR 558 


Abstract: This proposed rule would 
revise the existing rules to provide 
revised criteria for the need of an 
approved medicated feed application 
for the manufacture of medicated feeds. 


Timetable: 
Action 


NPRM 

NPRM Comment 
Period Begin 

NPRM Comment 
Period End 

Tentative Final 
Rule 

Tentative Final 
Rule Comment 
Period begins 

Tentative Final 
Rule Comment 
Period ends 

Final Action 


01/09/81 
01/09/81 


FR Cite 


46 FR 2456 
46 FR 2456 


04/09/81 
07/29/83 48 FR 34574 


07/29/83 48 FR 34574 


10/27/83 


04/00/84 i 
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Small Entity: No 

Additional information: SMALL 
“BUSINESSES CONT: Although there 
would be costs involved for several 
sectors of the medicated feed industry, 
FDA believes, at this time, that impacts 
on small businesses would be 
insufficient to warrant a regulatory 
flexibility analysis under the Regulatory 
Flexibility Act. 

Agency Contact: George Graber, 
Director, Division of Animal Feeds, 
Department of Health and Human 
Services, Food and Drug 
Administration, Bureau of Veterinary 
Medicine (HF V-220), 5600 Fishers Lane, 
Rockville, MD 20857, 301 443-4438 


RIN: 0905-AA15 


122. NATIONAL ENVIRONMENTAL 
POLICY ACT; POLICY AND 
PROCEDURES 


Legal Authority: 21 USC 371(a) Federal 
Food, Drug, and Cosmetic Act; 42 USC 4332 


Environmental Policy Act in accordance 
with the Council on Environmental 
Quality’s regulations (40 CFR 1500- 
1508). This rule, which has agency-wide 
applicability, would change the 
environmental documents and 
procedures followed for environmental 
review of actions proposed by or 


Date FR Cite 


12/11/79 44 FR 71742 
12/11/78 44 FR 71742 


02/11/80 


11/00/83 


Fishers Lane, Rockville, MD 20857, 301 
443-4500 


RIN: 0905-AA16 


123. MEDICAL DEVICE REPORTING 


Legal Authority: 21 USC 352(t) Federal 
Food, Drug, and Cosmetic Act; 21 USC 360j 
Federal Food, Drug, and Cosmetic Act; 21 
USC 371(a) Federal Food, Drug, and Cosmet- 
ic Act; 21 USC 374(e) Federal Food, Drug, 
and Cosmetic Act 

CFR Citation: 21 CFR 803 


Abstract: This proposed rule would 
establish requirements for the 
submission to FDA of reports 
concerning medical devices that may 
have caused or contributed to a death 
or serious injury. 


11/18/80 
11/18/80 


FR Cite 


45 FR 76183 
45 FR 76185 


02/17/81 
11/24/81 46 FR 57568 


05/27/83 
05/27/83 


48 FR 24014 
48 FR 24014 


begins 

Revised NPRM 
Comment Period 
end 


07/26/83 


Final Action 


Smaii Entity: No 

Additional information: SMALL 
BUSINESSES CONT: Under this 
proposed rule, there would be costs to 
the medical device industry associated 
with submission of reports to FDA. 
However, the costs incurred by small 
business are estimated by FDA to be 
insufficient to warrant a regulatory 
flexibility analysis under the Regulatory 
Flexibility Act. 

Agency Contact: Robert A. Forst, Legal 
Associate, Department of Health and 
Human Services, Food and Drug 
Administration, Nat Cent for Devices & 
Rad Health (HFK-140), 8757 Georgia 
Avenue, Silver Spring, MD 20910, 301 
427-7114 


RIN: 0905-AA17 


04/00/84 


124. PROSTHETIC HAIR FIBERS FOR 
IMPLANTATION INTO THE HUMAN 
SCALP 


Authority: 21 USC 352(r) Federal 


Legal : 
Food, Drug, and Cosmetic Act; 21 USC 360(f). 


Federal Food, Drug, and Cosmetic Act; 21 
USC 360(h) Federal Food, Drug, and Cosmet- 
ic Act; 21 USC 360(i) Federal Food, Drug, and 
Cosmetic Act; 21 USC 371(a) Federal Food, 
Drug, and Cosmetic Act 

CFR Citation: 21 CFR 895 


Current and Projected Rulemakings 


Abstract: This proposed rule would 
make prosthetic hair fibers intended for 
implantation into the human scalp to 
simulate natural hair or conceal 
baldness a banned medical device. 
FDA has determined that prosthetic 
hair fibers intended for such use 
present substantial deception and an 
unreasonable and substantial risk of 
illness or injury, that the deception or 
risk cannot be corrected or eliminated 
by labeling or change in labeling, and 
that the deception or risk associated 
with use of the device presents an 
unreasonable, direct, and substantial 
danger to the health of individuals. 
Timetable: 
Action Date 
NPRM 06/03/83 
NPRM Comment 06/03/83 
Period Begin 
NPRM Comment 08/02/83 
Period End 
Final Action 
Small Entity: No 


Additional information: SMALL 
BUSINESSES CONT: FDA is unaware 
of any businesses continuing at the 
present time in the manufacture, 
distribution, or implantation of 
prosthetic hair fibers. The proposed rule 
is intended to prevent the future 
recurrence of such activities. 


Agency Contact: Pamela F. Wojtowicz, 
Consumer Safety Officer, Department of 
Health and Human Services, Food and 
Drug Administration, Nat Cent for 
Devices & Rad Health (HFK-114), 8757 
Georgia Avenue, Silver Spring, MD 
20910, 301 427-7218 


RIN: 0905-AA18 


FR Cite 


48 FR 25126 
48 FR 25126 





03/00/84 


125. PREMARKET APPROVAL; 
PROCEDURES FOR MEDICAL 
DEVICES 

Priority: Agency Determination 

Legal Authority: 21 USC 351 Federal 
Food, Drug, and Cosmetic Act; 21 USC 353 
Federal Food, Drug, and Cosmetic Act; 21 
USC 360 Federal Food, Drug, and Cosmetic 
Act; 24 USC 360c to 360j Federal Food, Drug, 
and Cosmetic Act; 21 USC 371(a) Federal 
Food, Drug, and Cosmetic Act; 21 USC 373 
Federal Food, Drug, and Cosmetic -Act; 21 
USC 374 Federal Food, Drug, and Cosmetic 
Act; 21 USC 375 Federal Food, Drug, and 
Cosmetic Act; 21 USC 379 Federal Food, 
Drug, and Cosmetic Act; 21 USC 381 Federal 
Food, Drug, and Cosmetic Act 


CFR Citation: 21 CFR 814 


Abstract: This proposed rule would 
establish requirements for submission 
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to FDA of applications for premarket ‘ 
approval including safety and 
effectiveness data for all class Ill 
{(premarket approval) medical devices. 
The rule would establish procedures for 
manufacturers to demonstrate the 
safety and effectiveness of these 
medical devices. 


FR. Cite 
45 FR 81769 
45 FR 81769 


12/12/80 
NPRM Comment 12/12/80 
Period Begin 
NPRM Comment 02/10/81 
Period End 
Notice of 60-day 02/17/81 
Ext. of Com. 
Per. 
Final Action 12/00/83 


Small Entity: Not Applicable 


Agency Contact: Charles H. Kyper, 
Acting Premarket Approval 
Coordinator, Department of Health and 
Human Services, Food and Drug 
Administration, Nat Cent for Devices & 
Rad Health (HFK-402), 8757 Georgia 
Avenue, Silver Spring, MD 20810, 301 
427-7445 


RIN: 0905-AA19 





46 FR 12502 


126. DENTAL DEVICES; 
CLASSIFICATION 


Priority: Agency Determination 


Legal Authority: 21 USC 360c Federal 
Food, Drug, and Cosmetic Act; 21 USC 371(a) 
Federal Food, Drug, and Cosmetic Act 

CFR Citation: 21 CFR 872 


Abstract: This proposed rule would 
classify commercially distributed dental 
devices into one of three regulatory 
classes, depending upon the regulatory 
controls needed to assure their safety 
and effectiveness. 


Timetable: 
Action 


NPRM 
NPRM Comment 





Date 


12/30/80 
12/30/80 


FR Cite 


45 FR 85962 
45 FR 85962 


03/02/81 


Notice of 30-day 
Ext. of Com. 
Per. 

Final Action 01/00/84 


Small Entity: Not Applicable 


03/06/81 46 FR 15519 


Agency Contact: Darryl G. Singleton, 
Dental Officer, Department of Health 
and Human Services, Food and Drug 
Administration, Nat Cent for Devices & 
Rad Health (HFK-460), 8757 Georgia 
Avenue, Silver Spring, MD 20910, 301 
427-7555 


RIN: 0905-AA20 


127. DETACHED CIGARETTE FILTERS 
AS MEDICAL DEVICES; 


- CLASSIFICATION 


Legal Authority: 21 USC 360c Federal 
Food, Drug, and Cosmetic Act; 21 USC 371(a) 
Federal Food, Drug, and Cosmetic Act 


CFR Citation: 21 CFR 868 


Abstract: FDA plans to issue a 
proposed rule to classify into one of 
three regulatory classes those detached 
cigarette filters that FDA has concluded 
are medical devices based on evidence 
showing that manufacturers or vendors 
intend the articles to cure, mitigate, 
treat, or prevent disease or to affect the 
structure or function of the body within 
the meaning of section 201(h) of the act. 
The classification would be dependent 
upon the regulatory controls needed to 
assure the safety and effectiveness of 
the device. The proposal is a follow-up — 
to FDA’s November 25, 198€ decision 
granting, in part, a request to regulate 
certain detached cigarette filters as 
medical devices and denying requests 
to regulate as devices cigarettes and 
attached cigarette filters, generally. 


Timetable: 
Action 

NPRM 

Small Entity: No 


Agency Contact: Robert A. Forst, Legal 
Associate, Department of Health and 
Human Services, Food and Drug 
Administration, Nat Cent for Devices & 
Rad Health (HFK-140), 8757 Georgia 
Avenue, Silver Spring, MD 20910, 301 
427-7114 


RIN: 0905-AA21 





Date 
11/00/83 


FR Cite 


128. PROTECTION OF HUMAN 
SUBJECTS; PRISONERS USED AS 
RESEARCH SUBJECTS 


— Authority: 21 USC 346 Federal 

‘ood, Drug, and Cosmetic Act; 21 USC 348 
Fetters Food. Drug, and Cosmetic Act; 21 
USC 352 Federal Food, Drug, and Cosmetic 
Act; 21 USC 353 Federal Food, Drug, and 
Cosmetic Act; 21 USC 355 Federal Food, 
Drug, and Cosmetic Act; 21 USC 356 Federal 
Food, Drug, and Cosmetic Act; 21 USC 357 


47379 


Current and Projected Rulemakings 


Federal Food, Drug, and Cosmetic Act; 21 


21 USC 376 Federal Food, Drug, and Cosmet- 
ic Act; 21 USC 381 Federal Food, Drug, and 
Cosmetic Act; 42 USC 216 Public Health 
Service Act; 42 USC 262 Pubiic Health Serv- 
CFR Citation: 21 CFR 50 


Abstract: This proposed rule would 
establish conditions under which 
biomedical research on prisoners would 
be accepted in satisfaction of FDA’s- 
regulatory requirements. In the Federal 
Register of July 7, 1981 (46 FR 35085), 
FDA stayed indefinitely the effective 
date of the original rule, pending final 
action on its proposal. FDA's original 
rule, published May 30, 1980 (45 FR 
36386), had been challenged in court by 
several prisoners and a drug 
manufacturer because the rule would 
have virtually banned-research on 
prisoners. Under the new proposal 
published December 18, 1981, FDA 
would accept, in addition to the 
categories of research listed in the 
original rule, the results of biomedical 
research on prisoners if the sponsor of 
the proposed research establishes that 
the conditions set forth by the National 
Commission for the Protection of 


. Human Subjects of Biomedical and 


Behavioral Research had been met. 
Timetable: 
Action 


NPRM 

NPRM Comment 
Period Begin 

NPRM Comment 
Period End 

Final Action 


Smail Entity: No 


Additional information: SMALL 
BUSINESSES CONT: Any costs the 
proposed rules would impose would not 
affect any small entities as defined by 
the Regulatory Flexibility Act. The only 
companies currently conducting 
research on prisoners are among the 
largest pharmaceutical companies. 


Agency Contact: Halyna P. Breslawec, 
Staff Pharmacist, Department of Health 
and Human Services, Food and Drug 
Administration, Office of Health Affairs 
(HFY-2), 5600 Fishers Lane, Rockville 
MD 20857, 301 443-1382 


RIN: 0905-AA22 : 
SADE LAE SE DERSLER RE 


FR Cite 


46 FR 61666 
46 FR 61666 


12/18/81 
12/18/81 


02/16/82 
12/00/83 
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January 21, 1983 (48 FR 2735). The 
proposed rule is the result of a 
retrospective review of the regulation. 


Date 
01/00/84 


FR Cite 


Timetabie: 
Action 
NPRM 


Small Entity: No 
Additional information: Old title during 
review: “Common or Usual Names for 


Drug Administration, Bureau of Foods, 
200 C Street, S.W., Washington, D.C. 


CFR Citation: 21 CFR 110 


Abstract: This tentative final rule 
represents the next action on FDA's 
revisions to the Current Good 


Regulatory Flexibility Act. 


Date FR Cite 


06/08/79 47 FR 33238 

NPRM Comment 06/08/79 47 FR 33238 

Period Begin 
NPRM Comment 12/31/79 

Period End 
interim Final Rule 03/00/84 
Additional information: Old title during 
review: “Current Good Manufacturing 
Practice in Manufacturing, Processing, 
Packing, or Holding Human Food 
(Umbrella Rule)” 
Agency Contact: F. Leo Kauffman, 
Chief, Formulation Sec. Plant & Protein 
Br., Department of Health and Human 
Services, Food and Drug 
Administration, Bureau of Foods, 200 C 
Street, S.W., Washington, D.C. 20204, 
202 245-1164 


RIN: 0905-AA72 


131. @ADDITIONAL STANDARDS FOR 
DIAGNOSTIC SUBSTANCES FOR 
LABORATORY TESTS; BLOOD 
GROUPING SERUM 


Legal Authority: 21 USC 262 Federal 
Food, Drug, and Cosmetic Act; 21 USC 371(a) 
Federal Food, Drug, and Cosmetic Act 


CFR Citation: 21 CFR 660 


Abstract: As part of FDA's 
retrospective review of its existing 
regulations for blood and blood 
products, FDA proposes to amend the 
additional standards for blood grouping 
serum. In the future, FDA intends to 
publish additional proposed rules based 
on the ongoing review of the regulations 
for blood and blood products. 


Timetable: 
Action 

NPRM 

Smail Entity: No 
Agency Contact: Joseph Wilczek, 
Consumer Safety Officer, Department of 
Health and Human Services, Food and 
Drug Administration, Nat. Cent. for 
Drugs & Biologics (HFN-813), 8800 
Rockville Pike, Bethesda, MD 20205, 301 
443-1306 


RIN: 0905-AA75 


Date 
03/00/84 


132. PANEL ON REVIEW OF 
BACTERIAL TOXOIDS AND 
BACTERIAL VACCINES WITH U.S. 
STANDARDS OF POTENCY 


Current and Projected Rulemakings 


Legal Authority: 42 USC 262 Federal 
Food, Drug, and Cosmetic Act 


CFR Citation: 21 CFR 620 


Abstract: This proposed rule would 
place bacterial toxoids and bacterial 
vaccines with U.S. Standards of 
Potency in categories designated as (1) 
safe and effective and not misbranded, 
(2) unsafe or ineffective and 
misbranded and (3) not within category 
(1) or (2) on the basis that available 


- data are insufficient to classify such 


products. The proposal would bring 
these products into conformance with 
current standards of safety and 
effectiveness. 


Timetable: 

Action Date 

NPRM 12/00/83 

Smali Entity: Undetermined 

Agency Contact: Steven F. Falter, 
Consumer Safety Officer, Department of 
Health and Human Services, Food and 
Drug Administration, Nat Cent for 
Drugs & Biologics (HFN-813), 8800 
Rockville Pike, Bethesda, MD 20205, 301 
443-1306 


RIN: 0905-AA80 





133. PANEL ON REVIEW OF BLOOD 
AND BLOOD PRODUCTS 

Priority: Agency Determination 

Legal Authority: 42 USC 262 Federal 
Food, Drug, and Cosmetic Act 

CFR Citation: 21 CFR 606; 21 CFR 610; 
21 CFR 640; 21 CFR 660 

Abstract: This proposed rule would 
place blood and blood products in 
categories designated as (1) safe and 
effective and not misbranded, (2) 
unsafe or ineffective and misbranded 
and (3) not within category (1) or (2) on 
the basis that available data are 
insufficient to classify such products. 
This proposal would bring these 
products into conformance with current 
standards of safety and effectiveness. 


Timetabie: 

Action Date 
NPRM 03/00/84 
Small Entity: Yes 


FR Cite 
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Agency Contact: Steven F. Falter, 
Consumer Safety Officer, Department of 
Health and Human Services, Food and 
Drug Administration, Nat Cent for 
Drugs & Biologics (HFN-813), 8800 
Rockville Pike, Bethesda, MD 20205, 301 


134. PANEL ON REVIEW OF 
ALLERGENIC EXTRACTS 


Priority: Agency Determination 

Legal Authority: 42 USC 262 Federal 
Food, Drug, and Cosmetic Act 

CFR Citation: 21 CFR 600.13; 21 CFR 
680.1; 21 CFR 680.2; 21 CFR 680.3 


Abstract: This proposed rule would 
place allergenic extracts in categories 
designated as (1) safe and effective and 
not misbranded, (2) unsafe or 
ineffective and misbranded, and (3) not 
within category (1) or (2) on the basis 
that available data are insufficient to 
classify such products. The proposal 
would bring these products into 
conformance with current standards of 
safety and effectiveness. 

Timetable: 
Action Date 


NPRM 11/00/83 


Small Entity: No 

Agency Contact: Michael L. Hooten, 
Consumer Safety Officer, Department of 
Health and Human Services, Food and 
Drug Administration, Nat Cent for 
Drugs & Biologics (HFN-813), 8800 
Rockville Pike, Bethesda, MD 20205, 301 
443-1306 


RIN: 0905-AA83 


135. GOOD LABORATORY PRACTICE 
FOR NONCLINICAL LABORATORY 
STUDIES 


21 USC 346 Federal 


Act; 21 USC 352 Federal Food, Drug, and 
Cosmetic Act; 21 USC 353 Federal Food, 
Drug, and Cosmetic Act; 21 USC 355 Federal 


Drug, and Cosmetic Act; 21 USC 376 Federal 
Food, Drug, and Cosmetic Act; 21 USC 381 
Federal Food, Drug, and Cosmetic Act; 42 
USC 216 Public Health Service Act; 42 USC 


262 Public Health Service Act; 42 USC 263 
CFR Citation: 21 CFR 58 

Abstract: This proposed rule will 
propose revisions to the regulations 
covering Good Laboratory Practice for 
Nonclinical Laboratory Studies based 
upon the agency’s review of these 
existing rules under Executive Order 
12291 and the Regulatory Flexibility 
Act. 


Timetable: 

Action Date 
NPRM 12/00/83 
Small Entity: Undetermined 


Agency Contact: Paul D. Lepore, Staff 
Scientist, Department of Health and 
Human Services, Food and Drug 
Administration, Bioresearch Monitoring 
Staff (HFC-30), 5600 Fishers Lane, 
Rockville, MD 20857, 301 443-2390 


RIN: 0905-AA84 
PEL NTU NO ATES A OEE ENE 


136. EXEMPT INFANT FORMULA 
Legal Authority: 21 USC 321(n) Federal 
Food, Drug, and Cosmetic Act; 21 USC 
321(aa) Federal Food, Drug, and Cosmetic 
Act; 21 USC 343(a) Federal Food, Drug, and 
Cosmetic Act; 21 USC 350a Federal Food, 
Drug, and Cosmetic Act; 21 USC 371(a) Fed- 
eral Food, Drug, and Cosmetic Act 


CFR Citation: 21 CFR 107.3; 21 CFR 
107.50 


Abstract: The Infant Formula Act of 
1980 exempts from some of its 
requirements specialty infant formulas 
that are intended for use by infants 
with special dietary needs. This 
proposed rule would implement the 
exemption provisions of the Infant 
Formula Act of 1980 by establishing the 
terms and conditions under which those 
infant formulas would continue to be 
exempt. 


Timetable: 
Action Date FR Cite 


NPRM 07/12/83 48 FR 31875 
NPRM Comment 07/12/83 48 FR 31875 
Period " 
NPRM Comment 09/12/83 
Period End 
Final Action 
Smail Entity: No 


00/00/00 


Current and Projected Rulemakings 


Agency Contact: Nicholas Duy, 
Consumer Safety Officer (HFF-204), 
Department of Health and Human 
Services, Food and Drug 
Administration, Bureau of Foods (HFF- 
204), 200 C Street, S.W., Washington, 
D.C, 20204, 202 245-3117 


RIN: 0905-AA85 


137. PRIOR SANCTION FOR LEAD IN 
TIN CANS 


Legal Authority: 21 USC 32i(s) Federal 
Food, Drug, and Cosmetic Act; 21 USC 371(a) 
Federal Food, Drug, and Cosmetic Act 


CFR Citation: 21 CFR 181 


Abstract: This proposed rule would 
codify a prior sanction for lead that 
migrates from solder used in tin cans. It 
would resolve a long standing question 
about the legal status of lead used in 
making tin cans. ° 
Timetable: 
Action Date 
NPRM 02/00/84 
Small Entity: Not Applicable 

Contact: Bondell Anderson, 
Consumer Safety Officer, Department of 
Health and Human Services, Food and 
Drug Administration, Bureau of Foods 
(HFF-334), 200 G Street, S.W., 
Washington, D.C. 20204, 202 472-5740 


RIN: 0905-AA86 


138. IRRADIATION IN THE 
PRODUCTION, PROCESSINGS, AND 
HANDLING OF FOOD 


Priority: Agency Determination 
Legal Authority: 21 USC 321 Federal 


Act; 21 USC 348 Federal Food, Drug, and 
Cosmetic Act; 21 USC 373 Federal Food, 
Drug, and Cosmetic Act; 21 USC 374 Federal 
Food, Drug, and Cosmetic Act 

CFR Citation: 21 CFR 179.25; 21 CFR 
179.26 


Abstract: This proposed rule would 
permit the sterilization of food with 
ionizing radiation and would prescribe 
necessary labeling. This proposal has 
resulted from increased interest in 
irradiation in food processing by 
industry and Congress, as well as the 
completion of a report by FDA’s 
Irradiated Food Committee. 





Federal Register { Vol. 48, No. 201 / Monday, October 17, 1983 / Unified Agenda 


Legal Authority: 21 USC 321(n) Federal 
Food, Drug, and Cosmetic Act; 21 USC 343(a) 
Federal Food, Drug, and Cosmetic Act; 21 


establish new label warning 
requirements for certain protein 


products for rapid weight loss is related 
to the sudden onset of cardiac 
arrhythmias and death in otherwise 
healthy individuals. 


Date FR Cite 
06/11/82 47 FR 25379 
06/11/82 47 FR 25379 
08/10/62 


Final Action 10/00/83 
Small Entity: Not Applicable 


Agency Contact: Victor P. Frattali, Dep. 
Director, Div. of Nutrition, Department 
of Health and Human Services, Food 


Washington, D.C. 20204, 202 245-1064 
RIN: 0905-AA89 


140. COMMON OR USUAL NAMES 


Legal Authority: 21 USC 321(n) Federal 
Food, Drug, and Cosmetic Act; 21 USC 343 
Federal Food, Drug, and Cosmetic Act; 21 
USC 371 Federal Food, Drug, and Cosmetic 
Act 


CFR Citation: 21 CFR 102.75; 21 CFR 
102.76 


Abstract: This final rule will establish 
common or usual names for vegetable 
protein products and names and 
definitions of nutritional equivalence 
for substitutes for the five major protein 
foods. The final rule will provide 
consistency in the labeling and in the 
nutrient content of vegetable protein 
substitutes for the five major protein 
foods. 


Timetable: 
Action Date 


NPRM 06/14/74 
NPRM Comment 06/14/74 
Period Begin 
NPRM Comment 08/14/74 
Period -End 
Interim Final Rule 07/14/78 
Final Action 04/00/84 
Smaili Entity: Not Applicable 
Agency Contact: Elizabeth Campbell, 
Consumer Safety Officer, Department of 
Health and Human Services, Food and 
Drug Adminisiration, Bureau of Foods 
(HFF-312), 200 C Street, S.W., 
Washington, D.C. 20204, 202 245-3092 


RIN: 0905-AA90 


FR Cite 


43 FR 30471 


141. ABBREVIATED NEW ANIMAL 
DRUG APPLICATIONS FOR POST-1962 
ANIMAL DRUGS 


Priority: Agency Determination 


Legal Authority: 21 USC 360b Federal 
Food, Drug, and Cosmetic Act 


CFR Citation: 21 CFR 514.1; 21 CFR 
514.2; 21 CFR 514.3; 21 CFR 514.11 


Abstract: This proposed rule would 
permit applicants to file abbreviated 
new animal drug application (ANADAs) 
for products identical to approved post- 
1962 drugs and to omit certain reports 
that are rejuired in full NADAs to 
show safety and effectiveness of the 
product. It would apply only to certain 
drug products specified by FDA. If 


Current and Projected Rulemakings 


adopted, the proposed rule would 
reduce duplicative testing of drugs and 
also reduce the cost to the 
manufacturer of getting the affected 
drugs on the market. 


Timetable: 

Action Date 
NPRM 12/00/83 
Small Entity: Undetermined 
Agency Contact: Richard Lehmann, 
Veterinary Medical Officer, Department 
of Health and Human Services, Food 
and Drug Administration, Bureau of 
Veterinary Medicine (HF V-120}, 5600 
Fishers Lane, Rockville, MD 20857, 301 
443-3134 

RIN: 0905-AA91 


FR Cite 


142. INVESTIGATIONAL NEW ANIMAL 
DRUGS FOR EXPORT 


Legal Authority: 21 USC 360b Federal 
Food, Drug, and Cosmetic Act 


CFR Citation: 21 CFR 511.1 


Abstract: This tentative final rule 
would detail requirements and 
procedures for the submission of a 
notice of investigational exemption to 
export an investigational new animal 
drug. 

Timetable: 

Action Date FR Cite 


NPRM 01/06/78 43 FR 1100 

NPRM Comment 01/06/78 43 FR 1100 
Period Begin 

Tentative Final 
Rule 


Smail Entity: Undetermined 


Agency Contact: Frank Pugliese, 
Consumer Safety Officer, Department of 
Health and Human Services, Food and 
Drug Administration, Bureau of 
Veterinary Medicine (HFV-102), 5600 
Fishers Lane, Rockville, MD 20857, 301 
443-4313 


RIN: 0905-AA93 


11/00/83 


143. AVAILABILITY OF BULK NEW 
ANIMAL DRUG SUBSTANCES TO 
VETERINARIANS 


Legal Authority: 21 USC 360b Federal 
Food, Drug, and Cosmetic Act 


CFR Citation: 21 CFR 514.1 


Abstract: This proposed rule would 
permit veterinarians to obtain bulk new 
animal drug substances for 
compounding products for use in their 
own practice. A number of 
veterinarians have requested that the 
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regulations be revised in order that bulk 
new animal drug substances may be 
legally obtained by them for use in their 
practices. 


Date 
11/00/83 


Small Entity: Yes 
Agency Contact: Frank 
Consumer Safety Officer, Separtainal of 
Health and Human Services, Food and 
Drug Administration, Bureau of 
Veterinary Medicine (HFV-102), 5600 
Fishers Lane, Rockville, MD 20857, 301 
443-4313 


FR Cite 
NPRM 


RIN: 0905-AB01 


144. OBLIGATIONS OF CLINICAL 
INVESTIGATORS 


Priority: Agency Determination 
hope Authority: 21 USC 346 Federal 


CFR Citation: 21 CFR 16.1; 21 CFR 56.1; 
21 CFR 56.2; 21 CFR 56.3; 21 CFR 56.8; 21 
CFR 56.15; 21 CFR 56.21; 21 CFR 56.25; 21 
CFR 56.26; 21 CFR 56.34; 21 CFR 56.80; 21 
CFR_ 56.82; 21 CFR 56.85; 21 CFR 56.87; 21 
CFR 56.90; ... 


Abstract: This final rule will clarify 
existing regulations governing the 
conduct of persons who conduct 
clinical investigations on new drug 
products and extends the regulations to 
include persons who conduct clinical 
investigations on medical devices, food 
or color additives, and electronic 
products. This final rule will provide 
greater protection of the rights and 
safety of subjects in clinical 
investigations and help ensure the 
quality and integrity of the research 
data used to support the marketing of 
FDA-regulated products. 


Timetabie: 
Action Date FR Cite 


NPRM 08/08/78 43 FR 35186 
NPRM Comment 08/08/78 43 FR 35186 
Period Begin 
NPRM Comment 12/06/78 
Period End 
Final Action 02/00/84 
Small Entity: Not Applicable 
Agency Contact: Marilyn Watson, 
Consumer Safety Officer, Department of 
Health and Human Services, Food and 
Drug Administration, Nat Cent for 
Drugs & Biologics (HFN-7), 5600 Fishers 
Lane, Rockville, MD 20857, 301 443-3640 
RIN: 0905-AB02 


145. BENZYL ALCOHOL 

Legal : 21 USC 321 Federal 
Food, Drug, and Cosmetic Act; 21 USC 352 
Federal Food, Drug, and Cosmetic Act; 21 
USC 371 Federal Food, Drug, and Cosmetic 
Act 

CFR Citation: 21 CFR 201.320 


Abstract: This proposed rule would 
require the labeling of bacteriostatic 
water for injection and bacteriostatic 
sodium chloride injection containing 
benzyl alcohol to contain a warning 
against use in newborns. The proposed 
rule is based upon published reports of 
deaths among premature infants in two 
hospitals from benzyl alcohol toxicity. 
FDA has alerted health professionals 
and manufacturers to the problem. 


Timetable: 
Action 

NPRM 

Smali Entity: No 
Agency Contact: Richard L. Arkin, 
Regulatory Counsel, Department of 
Health and Human Services, Food and 
Drug Administration, Nat Cent for 
Drugs & Biologics (HFN-7), 5600 Fishers 
Lane, Rockville, MD 20857, 301 443-4690 


RIN: 0905-AB03 


Date 
11/00/83 


FR Cite 


146. SPONSORED COMPOUNDS IN 
FOOD-PRODUCING ANIMALS; 
OPERATIONAL DEFINITION OF THE 
NO-RESIDUE REQUIREMENT ; 
Legal Authority: 21 USC 342 Federal 
Food, Drug, and Cosmetic Act; 21 USC 343 
Federal Food, Drug, and Cosmetic Act; 21 
USC 348 Federal Food, Drug, and Cosmetic 


« Act, 21 USC 360b Federal Food, Drug, and 


Cosmetic Act; 21 USC 371(a) Federal Food, 


Current and Projected Rulemakings 


Org, and Cosmetic At 2 USC 376 Federal 
Food, Drug, and Cosmetic 


CFR 500.88; 21 CFR 514.1; 21 CFR 514.11; 
21 CFR 514.115 


Abstract: This reproposal would 
establish an operational definition of 
the no-residue requirements of the anti- 
cancer clauses of the Federal Food, 
Drug, and Cosmetic Act regarding food 
additives, color additives, and drugs 
intended for use in food-producing 


animals. 


03/20/79 
03/20/79 


FR Cite 


44 FR 17070 
44 FR 17070 


07/18/79 


02/11/83 
11/00/83 


Agency Contact: Joseph Settapani, Dep 
Associate Dir for Human Food Safety, 
Department of Health and Human 
Services, Food and Drug 
Administration, Bureau of Veterinary 
Medicine (HFV-301), 5600 Fishers Lane, 
Rockville, MD 20857, 301 443-4500 


RIN: 0905-AB04 
TREE SHOR SN ORR RO REE ARE 


147. SOLID CONTENT WEIGHT OR 
DRAINED WEIGHT FOR CANNED 
FRUITS AND VEGETABLES 

Priority: / . oe 

Legal Authority: 21 USC 321(n) Federal 
Food, Drug, and Cosmetic Act; 21 USC 343 
Federal Food, Drug, and Cosmetic Act; 21 
USC 371 Federal Food, Drug, and Cosmetic 
Act 


CFR Citation: 21 CFR 101.105; 21 CFR 
101.107 
Abstract: This final rule will amend the 


appropriate regulations to permit the 
declaration of the solid content weight 
(fill weight), in addition to the net 
quantity of contents, on the labels of 


' canned fruits and vegetables. The rule 


will permit industry to voluntarily 
provide additional labeling information 
in the interest of improving consumer's 
ability to make value comparisons in 
the marketplace. 


Timetable: 
Action Date FR Cite 


NPRM 11/07/75 40 FR 52171 
NPRM Comment 11/07/75 40 FR 52171 
Period Begin 
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Reprop. Comment 12/09/77 42 FR 62282 
Per. to 


CFR Citation: 21 CFR 510.300; 21 CFR 
510.301; 21 CFR 5148 


Abstract: This praposed rule would 


accurate assessment of adverse effects 
related to dosage and species, and to 
clarify the responsiblity of premix 
manufacturers in reporting adverse 
effects from use of medicated feeds. 


Date 
12/00/83 


FR Cite 


Fishers Lane, Rockville, MD 20857, 301 
RIN: 0905-AB06 


143. NEW DRUG APPROVAL 


CFR Citation: 21 CFR 310; 21 CFR 312; 
21 CFR 314; 21 CFR 430; 21 CFR 431; 21 
CFR 433 


Abstract: This proposed rule would 
revise extensively the NDA rules to 
improve the efficiency of FDA's 


-operations and to update and clarify its 


internal policies in reviewing and 
expediting applications for new drugs. 
These revisions are believed necessary 
to improve the efficiency of the drug 
review process. The result would be 
greater assurance that safe and 
effective new drugs are approved as 
promptly as possible. The undertaking 
reflects FDA's commitment to refine 
and improve the entire IND/NDA 
process. The IND/NDA rules were 
scheduled for retrospective review 
announced by FDA in its July 2, 1982 
notice (47 FR 29004) establishing 
priorities for reviewing the agency's 
existing rules under the Regulatory 
Flexibility Act and Executive Order 
12291. This rule will be reviewed by the 
President's Task Force on Regulatory 
Relief. This item was previously listed 
in the agenda as New Drug Approval 
Process: Revision of IND/NDA Rules 
(RIN 0905-AA00). 


Timetable: 
Action 


NPRM 
NPRM Comment 
Period Begin 
NPRM Comment 
Period End 
Final Action 
Smaii Entity: No 
Agency Contact: Michael C. McGrane, 
Regulatory Counsel, Department of 
Health and Human Services, Food and 
Drug Administration, Nat Cent. for 
Drugs & Biologics (HFN-7), 5600 Fishers 
Lane, Rockville, MD 20857, 301 443-5229 


RIN: 0905-AB08 


Date 


10/19/82 
10/19/82 


FR Cite 


47 FR 46622 
47 FR 46622 


12/20/82 


12/00/83 


150. NEW DRUG APPROVAL 
PROCESS; REVISION OF IND RULES 


Priority: Task Force 


Legal Authority: 21 USC 351 Federal 
Food, Drug, and Cosmetic Act; 21 USC 352 
Federal Food, Drug, and Cosmetic Act; 21 
USC 353 Federal Food, Drug, and Cosmetic 
Act; 21 USC 355 Federal Food, Drug, and 
Cosmetic Act; 21 USC 356 Federal Food, 
Drug, and Cosmetic Act; 21 USC 357 Federal 
Food, Drug, and Cosmetic Act; 21 USC 371 
Federal Food, Drug, and Cosmetic Act; 42 
USC 262 Public Heaith Service Act 

CFR Citation: 21 CFR 312 


* NPRM Comment 


Current and Projected Rulemakings 


Abstract: This proposed rule would 
revise extensively the IND rules to 
improve the efficiency of FDA's 
operations and to update and clarify its 
internal policies in reviewing and 
expediting applications for new drugs. 
These revisions are believed necessary 
to improve the efficiency of the drug 
review process. The result would be 
greater assurance that safe and 
effective new drugs are approved as 
promptly as possible. The undertaking 
reflects FDA’s commitment to refine 
and improve the entire IND/NDA 
process. The IND/NDA rules were 
scheduled for retrospective review 
announced by FDA in its July 2, 1982 
notice (47 FR 29004) establishing 
priorities for reviewing the agency's 
existing rules under the Regulatory 
Flexibility Act and Executive Order 
12291. This rule will be reviewed by the 
President's Task Force on Regulatory 
Relief. This item was previously listed 
in the agenda as New Drug Approval 
Process: Revision of IND/NDA Rules 
(RIN 0905-AA00). 


Timetabie: 
Action 
NPRM 


FR Cite 


48 FR 26760 
48 FR 26760 


Date 


06/09/83 
06/09/83 
Period Begin 
NPRM Comment 
Period End 

Final Action 


Small Entity: No 


Agency Contact: Steven H. Unger, 
Regulatory Counsel, Department of 
Health and Human Services, Food and 
Drug Administration, Nat Cent for 
Drugs & Biologics (HFN-7), 5600 Fishers 
Lane, Rockville, MD 20857, 301 443-5220 


RIN: 0905-AB09 


151. @FOOD SUBSTANCES AFFIRMED 
AS GENERALLY RECOGNIZED AS 
SAFE (GRAS) FOR BOTH DIRECT AND 
INDIRECT USES; PROCEDURE FOR 
LISTING 


Legal Authority: 21 USC 321(s) Federal 
Food, Drug, and Cosmetic Act; 21 USC 348 
Federal Food, Drug, and Cosmetic Act; 21 
USC 371(a) Federal Food, Drug, and Cosmet- 
ic Act 

CFR Citation: 21 CFR 184; 21 CFR 186 


Abstract: This proposed rule would 
amend the GRAS regulations to make 
clear that FDA will no longer list in 21 
CFR Part 186 the indirect uses of 
substances that it has affirmed as 
generally recognized as safe (GRAS) for 
direct use in 21 CFR Part 184. It also 


08/08/83 


00/00/00 
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Current and Projected Rulemakings 


47 FR 27817 
47 FR 27817 


Agency Contact: Susan 

Consumer Safety Officer, Department of 
Health and Human Services, Food and 
Drug Administration, Bureau of Foods 
(HFF-335), 200 € Street, S.W., 
Washington, D.C. 20204, 202 426-9463 


RIN: 0905-AB25 


CFR Citation: 21 CFR 101 


Abstract: This proposed rule would 


revise the food ingredient labeling 
regulations concerning the use of 
stabilizers and emulsifiers. 


Timetable: 
Action Date 
NPRM 03/00/84 


FR Cite 


Smail Entity: No 

Contact: Elizabeth J. Campbell, 
Consumer Safety Officer, Department of 
Health and Human Services, Food and 
Drug Administration, Bureau of Foods 
(HFF-312), 200 C Street, S.W., 
Washington, D.C. 20204, 202 245-3092 


DRINKS IN CANS 


Legal Authority: 21 USC 343(e) Federal 
Food, Drug, and Cosmetic Aot; 21 USC 371{a) 
Federal Food, Drug, and Cosmetic Act 


CFR Citation: 21 CFR 1 


Abstract: This proposed rule would 
revise the placement requirements for 
required label statements with regard to 
soft drinks in cans. 


11/16/82 47 FR 51588 
11/16/82 47 FR 51588 


NPRM 

NPRM Comment 

NPRM Comment 01/17/83 
Period End” 

Final Action 11/00/83 

Small Entity: Undetermined 


Agency Contact: Raymond W. Gill, 
Consumer Safety Officer, Department of 
Health and Human Services, Food and 
Drug Administration, Bureau of Foods 
(HFF-312), 200 C Street, S.W., 
Washington, D.C. 20204, 202 245-3092 


RIN: 0905-AB27 


154. @SUBSTANCES AFFIRMED AS 
GENERALLY RECOGNIZED AS SAFE 
(GRAS) 

Legai Authority: 21 USC 321(a) Federal 
Food, Drug, and Cosmetic Act; 21 USC 348 
Federal Food, Drug, and Cosmetic Act; 21 
USC 371{a) Federal Food, Drug, and Cosmet- 
ic Act 

CFR Citation: 21 CFR 184; 21 CFR 186 


Abstract: This proposed rule would 
amend FDA’s regulations on substances 
affirmed as generally recognized as safe 
(GRAS) to incorporate the general 
conditions of current good 
manufacturing practice and to eliminate 
the requirement that a GRAS 
affirmation regulation contain explicit 
details of the conditions of use that are 
affirmed as GRAS. 


Timetable: 
Action Date FR Cite 


NPRM 09/07/82 47 FR 39199 
NPRM Comment 09/07/62 47 FR 39199 
NPRM Comment 11/08/82 

Period End 
Final Action 
Smail Entity: No 
Agency Contact: Lawrence J. Lin, 
Consumer Safety Officer, Department of 
Health and Human Services, Food and 
Drug Administration, Bureau of Foods 
(HFF-335), 200 C Street, S.W., 
Washington, D.C. 20204, 202 426-8950 


RIN: 0905-AB28 


11/00/83 


155. @CHANGES IN PROPER NAMES 
OF CERTAIN BIOLOGICAL PRODUCTS 


Legal Authority: 21 USC 201 Federal 
Food, Drug, and Cosmetic Act; 21 USC 321 


Act; 21 USC 352 Federal Food, Drug, and 


Cosmetic Act; 21 USC 360 Federal Food, 
and Cosmetic Act; 21 USC 371 Federal 
and Cosmetic Act; 21 USC 501 

Drug, and Cosmetic Act; 21 

oo 2 


States Adopted Names. 
Timetable: 
Action 


10/31/80 45 FR 72409 
10/31/80 45 FR 72409 


NPRM 

NPRM Comment 
Period Begin 

NPRM Comment 12/30/80 
Period Ena 

Final Action 03/00/84 


Small Entity: Not Applicable 
Agency Contact: Steven F. Falter, 


Health and Human Services, Food and 
Drug Administration, Nat Cent for 
Drugs & Biologics (HFN-813), 8800 
Rockville Pike, Bethesda, MD 20205, 301 
443-1306 


Legal Authority: 21 USC 321 Federal 
Food, Drug, and Cosmetic Act, 21 USC 352 


CFR Citation: 21 CFR 601; 21 CFR 640 
Abstract: This proposed rule would 
revise, simplify, and update the labeling 
requirements for any blood and blood 
component product that is collected or 
manufactured in a blood bank. 
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10/31/80 45 FR 72416 
Comment 10/31/80 45 FR 72416 
Begin 


Action Date 

NPRM Comment 12/30/80 
Period End 

Final Action 03/00/84 

Small Entity: Not Applicable 


DEPARTMENT OF HEALTH AND HUMAN SERVICES (HHS) 
Public Health Service (PHS)—Food and Drug Administration 


unnecessary 
requirements and to allow flexibility 


without undermining protection of the 
public health. 


these final rules to determine which 
should be maintained in effect and 
which may no longer be necessary for 
the review and approval of antibiotic 
drugs. One aspect of this retrospective 
review has been completed by 
publication of a final rule exempting 
antibiotic drugs and antibiotic 
susceptibility medical devices from 
certification. 
Timetable: 
Action 


Begin Review 04/00/82 

End Review 11/00/83 

Small Entity: Undetermined 

Agency Contact: Robert J. Meyer, 
Consumer Safety Officer, Department of 
Health and Human Services, Food and 
Drug Administration, Nat Cent for 
Drugs & Biologics (HFN-7), 5600 Fishers 
Lane, Rockville, MD 20857, 301 443-5220 
RIN: 0905-AA74 


Date FR Cite 


159. BUBBLE BATH PRODUCTS 
Legal Authority: 21 USC 321(n) Federal 
Food, Drug, and Cosmetic Act; 21 USC 362 
Federal Food, Drug, and Cosmetic Act; 21 
USC 371(a) Federal Food, Drug, and Cosmet- 
ic Act 

CFR Citation: 21 CFR 740.17 


Abstract: As part of its retrospective 
review, FDA is reviewing this 1980 final 
rule requiring that labels of cosmetic 
bubble bath products bear a prescribed 
caution statement and adequate 
directions for their safe use. Petitions 
from two trade associations assert, 
among other things, that the 
requirements of the rule are unjustified 
and place an undue burden on industry. 


Timetabie: 
Action Date 


Begin Review 06/00/82 
interim stay of 02/18/83 48 FR 07169 
effective date 


FR Cite 


Current and Projected Rulemakings 


Agency Contact: Steven F. Falter, 
Consumer Safety Officer, Department of 
Health and Human Services, Food and 
Drug Administration, Nat Cent for 

& Biologics (HFPN-813), 8800 
Rockville Pike, Bethesda, MD 20205, 301 
443-1306 


RIN: 0905-AB30 


Existing Regulations Under Review 


Action 
- Notice of 
Proposed Stay 
with request for 
comment 
End Review 04/00/84 


Small Entity: Undetermined 


Agency Contact: Heinz J. Eiermann, 
Director, Division of Cosmetics 
Technology, Department of Health and 
Human Services, Food and Drug 
Administration, Bureau of Foods (HFF- 
440), 200 C Street, S.W., Washington, 
DC 20204, 202 245-1530 


RIN: 0905-AA76 


Date FR Cite 
02/18/83 48 FR 07203 


160. INVESTIGATIONAL EXEMPTIONS 
FOR INTRAOCULAR LENSES 

Priority: Agency Determination 

Legal : 21 USC 331 Federal 
Food, Drug, and Cosmetic Act; 21 USC 351 
Federal Food, Drug, and Cosmetic Act; 21 
USC 352 Federal Food, Drug, and Cosmetic 
Act; 21 USC 360j Federal Food, Drug, and 
Cosmetic Act; 21 USC 371 Federal Food, 
Drug, and Cosmetic Act; 21 USC 374 Federal 
Food, Drug, and Cosmetic Act; 21 USC 381 
Federal Food, Drug, and Cosmetic Act 


CFR Citation: 21 CFR 813 


Abstract: As part of its retrospective 
review, FDA is reviewing this rule in 
Part 813 that requires sponsors to 
submit to FDA an application before 
beginning a clinical study of an 
investigational intraocular lens 
intended to be surgically implanted into 
the eye to replace the natural lens. 
FDA's regulations in Part 812 provide 
requirements for the performance of a 
clinical study of investigational devices 
other than intraocular lenses. To 
eliminate unnecessary regulations, FDA 
is considering whether a clinical study 
of an intraocular lens may be regulated 
by FDA under the more general 
requirements in Part 812, instead of the 
specific requirements in Part 813. 
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03/00/83 
09/00/83 


Small Entity: Undetermined 


Contact: Frank Morlock, 
Paralegal Specialist, Department of 
Health and Human Services, Food and 
Drug Administration, Nat Cent for 
Devices & Rad Health (HFK-140), 8757 
Georgia Avenue, Silver Spring, MD 
20910, 301 427-7114 


RIN: 0905-AA77 


161. RECORDS AND REPORTS; 
ELECTRONIC PRODUCTS 


Priority: Agency Determination 


Legal Authority: 42 USC 263 Public 
Health Service Act 


CFR Citation: 21 CFR 1002 


Abstract: As part of its retrospective 
review, FDA plans to determine the - 
need for revision of the various records 
and reports requirements in Part 1002 
for radiation-emitting electronic 
products to eliminate unnecessary 
requirements and to allow flexibility 
without undermining protection of the 
public health. 


Begin Review 04/00/82 
End Review 12/00/83 


Small Entity: Undetermined 


Agency Contact: John G. Bailey, 
Director, Technical Information Staff, 
Department of Health and Human 
Services, Food and Drug 
Administration, Nat Cent for Devices & 
Rad Health (HFX-25), 5600 Fishers 
Lane, Rockville, MD 20857, 301 443-3434 


RIN: 0905-AA78 


FR Cite 


162. PERFORMANCE STANDARDS 
FOR IONIZING RADIATION EMITTING 
PRODUCTS 


Priority: Agency Determination , 
Legal Authority: 42 USC 263f Public 
Health Service Act 

CFR Citation: 21 CFR 1020.30; 21 CFR 
1020.31; 21 CFR 1020.32 


Abstract: These rules establish 
certification and reporting requirements 
for manufacturers and assemblers of 
diagnostic x-ray system components, 
radiographic equipment, and 
fluoroscopic equipment. The rules also 


identify specific standards for such 
items as radiation leakage, amount of 
material between patient and image 
reception, and measuring compliance. 
The review of the rules is intended to 
identify any undue burden they may 
impose and whether they need to be 
revised to respond effectively to the 
dynamic technological environment. 


Timetable: 
Action 


Begin Review 04/00/82 
End Review 07/00/84 

Small Entity: Undetermined 

Agency Contact: Harvey Rudolph, 
Chief Medical Practices Section, 
Department of Health and Human 
Services, Food and Drug 
Administration, Nat Cent for Devices & 
Radiological, Health (HFX-76), 5600 
Fishers Lane, Rockville, MD 20857, 301 
443-4600 


RIN: 0905-AA94 


Date FR Cite 


NO ON ee 


163. CURRENT GOOD 
MANUFACTURING PRACTICE FOR 
MEDICATED PREMIXES 


Priority: Agency Determination 
Legal Authority: 21 USC 351 Federal 


Food, Drug, and Cosmetic Act; 21 USC 371 
Federal Food, Drug, and Cosmetic Act 


CFR Citation: 21 CFR 226 


Abstract: These rules are intended to 
ensure that medicated premixes, 
intended for use in the manufacture of 
medicated feeds, are safe under their 
intended conditions of use and have the 
identity, strength, quality, and purity 
they purport or are represented to 
possess. The review of the rules is 
intended to determine whether they 
impose any undue burden on the 
medicated premix industry and whether 
they continue to represent current good 
manufacturing practice. 


Timetable: 
Action 


Begin Review 09/01/82 
End Review 12/00/84 


Small Entity: Undetermined 


Agency Contact: Robert S. Brigham, 
Chief Petitions and Regulations Branch, 
Department of Health and Human 
Services, Food and Drug 
Administration, Bureau of Veterinary 
Medicine (HFV-238), 5600 Fishers Lane, 
Rockville, MD 20857, 301 443-6243 


RIN: 0905-AA95 


Date FR Cite 


- 


47387 


Existing Regulations Under Review 


164. NEW ANIMAL DRUG APPROVAL 

PROCESS; REVIEW OF NADA RULES 

Authority: 21 USC 360(b) Federal 
Cosmetic 


Legal 
Food, Drug, and Act; 21 USC 371 
Federal Food, Drug, and Cosmetic Act 


CFR Citation: 21 CFR 5141; 21 CFR 
5148 


Abstract: These rules are being 
reviewed for the purpose of improving, 
to the extent possible, FDA’s practices, 
procedures and policies with respect to 
the agency's review of original and 
supplemental new animal drug 
applications (NADA’s). The review is 
intended to improve the efficiency of 


‘the NADA review process and to 


identify any unnecessary burdens 
imposed by the rules. 


Timetable: 
Action 


Begin Review 08/00/82 
End Review 12/00/83 

Small Entity: Undetermined 

Agency Contact: Richard A. Carnevale, 
DVM, Acting Dep Associate Dir for Sci 
Eval, Department of Health and Human 
Services, Food and Drug 
Administration, Bureau of Veterinary 
Medicine (HFV-101), 5600 Fishers Lane, 
Rockville, MD 20857, 301 443-4313 


RIN: 0905-AA96 


Date FR Cite 


165. CURRENT GOOD 
MANUFACTURING PRACTICE FOR 
MEDICATED FEEDS 

Authority: 21 USC 351 Federal 
Food, Drug, and Cosmetic Act; 21 USC 360(b) 
Federal Food, Drug, and Cosmetic Act; 21 
USC 371 Federal Food, Drug, and Cosmetic 
Act 


CFR Citation: 21 CFR 225 


Abstract: These rules are intended to 
ensure that medicated feeds are safe 
and effective under their intended 
conditions of use and that edible 
products from treated animals are safe 
for consumption. The review of the 
rules is intended to determine whether 
they impose any undue burden on the 
medicated feed industry and whether 
they continue to represent current good 
manufacturing practice. 


Timetable: 
Action 


Begin Review 
End Review 


Date FR Cite 


06/17/82 
12/00/84 
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methods of assay to determine 
compliance with such standards; (3) 
effective periods for certificates and 
other conditions under which they shall 
cease to be effective as to certified 


11/00/82 
04/00/84 


FR Cite 
Begin Review 
End Review 
Smaii Entity: No 


Agency Contact: Robert D. Bradley, 
Consumer Safety Officer, Department of 
Health and Human Services, Food and 
Drug Administration, Nat Cent for 
Drugs & Biologics (HFN-7), 5600 Fishers 
Lane, Rockville, MD 20857, 301 443-6490 


RIN: 0905-AA98 | 


167. DRUGS USED FOR TREATMENT 
OF NARCOTIC ADDICTS 


Legal : 21 USC 355 Federal 
Food, Drug, and Cosmetic Act; 21 USC 371 
Federal Food, Drug, and Cosmetic Act; 42 
USC 242a Public Health Service Act; 42 USC 
257 Public Health Service Act 
CFR Citation: 21 CFR 291 


Abstract: The rules covered by this 
review govern the use of methadone in 
the maintenance and treatment of 
narcotic addicts. The rules include 
conditions for use of methadone and 
appropriate methods of professional 
practice for medical treatment of the 
narcotic addiction of various classes of 
addicts. This review will help to 
determine what level of flexibility is 
most appropriate in satisfying the intent 
of the law, while still adopting to 
changing conditions. 


Timetabie: 
Action 

Begin Review 01/00/82 
End Review 12/00/83 
Small Entity: Undetermined 


Date FR Cite 


DEPARTMENT OF HEALTH AND HUMAN SERVICES (HHS) 
Public Health Service (PHS)—Food and Drug Administration 


FR Cite 


Final Action 06/07/83 48 FR 26313 


Final Action 
Effective 


Small Entity: No 


07/07/83 48 FR 26313 


Agency Contact: Rada Proehl 301 443- 
1306 


P 
RIN: 0905-AA05 


170. REVOCATION OF THE 
REQUIREMENT FOR THE SEROLOGIC 
TEST FOR SYPHILIS 


CFR Citation: 21 CFR 640; 21 CFR 640.5 


Completed: 
Reason Date 


Withdrawn 08/16/83 
Small Entity: Undetermined 


FR Cite 


Existing Regulations Under Review 


Agency Contact: Edwin V. Dutra, Jr., 
Regulatory Counsel, Department of 
Health and Human Services, Food and 
Drug Administration, Nat Cent for 
Drugs & Biologics (HFN-7), 5600 Fishers 
Lane, Rockville, MD 20857, 301 443-6490 


RIN: 0905-AA99 


168. BIOAVAILABILITY AND 
BIOEQUIVALENCE REQUIREMENTS 


Legal Authority: 21 USC 321(p) Federal 
Food, Drug, and Cosmetic Act; 21 USC 351 


CFR Citation: 21 CFR 320 


Abstract: These rules establish 
requirements concerning the 
bioavailability and bioequivalence of 
drugs intended for human use. The 
agency is reviewing these rules to 
determine whether they impose any 
undue burden and to otherwise 
reexamine their requirements. 


Timetable: 
Action 
Begin Review 11/00/82 

End Review 12/00/83 

Smail Entity: Undetermined 

Agency Contact: Richard L. Arkin, 
Regulatory Counsel, Department of 
Health and Human Services, Food and 
Drug Administration, Nat Cent for 
Drugs & Biologics (HFN-7), 5600 Fishers 
Lane, Rockville, MD 20857, 301 443-6490 


RIN: 0905-AB00 


Date FR Cite 


Completed Actions 


Agency Contact: Joseph Wilczek 301 
443-1306 


RIN: 0905-AA81 


171. TEMPORARY EXEMPTIONS 
FROM FOOD LABELING 
REQUIREMENTS FOR CONDUCTING 
AUTHORIZED FOOD LABELING 
EXPERIMENTS 


CFR Citation: 21 CFR 101.108 
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HHS—PHS—FDA 


Date FR Cite 


04/08/83 48 FR 15236 
04/08/83 48 FR 15236 


Agency Contact: F. Edward Scarbrough 
202 245-3117 


RIN: 0905-AA92 


COMPLETED REVIEWS 


172. COMMON OR USUAL NAMES 
FOR NON-STANDARDIZED FOODS-- 
JUICE BEVERAGES 


Priority: Agency Determination 
CFR Citation: 21 CFR 102.30; 21 CFR 
102.32; 21 CFR 102.33 


Completed: 

Reason Date 
End Review 07/00/83 
Small Entity: Undetermined 


Agency Contact: Howard Pippin 202 
245-3092 


RIN: 0905-AA71 


173. CURRENT GOOD 
MANUFACTURING PRACTICE IN 
MANUFACTURING, PROCESSING, 
PACKING, OR HOLDING HUMAN 
FOOD (UMBRELLA RULE) 


Priority: Task Force 
CFR Citation: 21 CFR 110 


DEPARTMENT OF HEALTH AND HUMAN SERVICES (HHS) 
Public Health Service (PHS)—Health Resources and Services Administration 


175. MINIMUM REQUIREMENTS FOR 
CONSTRUCTION AND EQUIPMENT 
FOR HOSPITAL AND MEDICAL 
FACILITIES 


Priority: Agency Determination 

Legal Authority: 42 USC 216; 42 USC 
291c; 42 USC 300s . 

CFR Citation: 42 CFR 124, Subpart C 


Abstract: The Secretary is required to 
issue regulations containing standards 
for construction, modernization, and 
equipment for medical facilities assisted 
under Titles VI and XVI of the PHS 
Act. The current standards are 
contained in a manual entitled 
“Minimum Requirements for 
Construction and Equipment for 
Hospital and Medical Facilities,” which 
are incorporated by reference into 
regulation at 42 CFR Part 124, Subpart 
C. The NPRM proposes to delete the 
incorporation by reference of this 
manual from regulation; the manual 
would continue to be updated and 
issued as regulation. 


Timetable: 
Action Date FR Cite 


NPRM 12/02/82 47 FR 54314 
NPRM Comment 12/02/82 
Period Begin 


Action Date 


NPRM Comment 01/31/83 
Period End 

Final Action 

Small Entity: No 


Agency Contact: Florence B. Fiori, 
Associate Director for Health Facilities, 
Department of Health and Human 
Services, Health Resources and 
Services Administration, Parklawn 
Building, 5600 Fishers Lane, Rockville, 
MD 20857, 301 443-6560 


RIN: 0905-AA34 


FR Cite 


10/30/83 


176. REASONABLE VOLUME OF 
UNCOMPENSATED SERVICES TO 
PERSONS UNABLE TO PAY (HILL- 
BURTON) 


Priority: Agency Determination 


Legal Authority: 42 USC 216; 42 USC 
300r; 42 USC 300s; 42 USC 300s-6 


CFR Citation: 42 CFR 124, Subpart F 


Abstract: The existing regulations at 42 
CFR Part 124, Subpart F establish 
specific requirements that recipients of 
Federal assistance under Title VI or 
Title XVI of the PHS Act made 
assurances that they will make 
available in the facility constructed, 
modernized or converted with that 


Completed Actions 


Completed: 

Reason Date 
End Review 01/00/83 
Smaii Entity: Undetermined 


Agency Contact: F. Leo Kauffman 202 
245-1164 


RIN: 0905-AA72 
ECAR ORR OAS ASS ERASERS ASNT 


174. BLOOD AND BLOOD PRODUCTS 


CFR Citation: 21 CFR 610; 21 CFR 640; 
21 CFR 660 


Completed: 

Reason Date 
End Review 10/00/83 
Small Entity: No 


Agency Contact: Steven F. Falter 301 
443-1306 


RIN: 0905-AA75 
BILLING CODE 4150-06-T 


Current and Projected Rulemakings 


assistance, a reasonable volume of 
services to persons unable to pay for 
services. The proposed regulation 
would provide increased flexibility to 
obligated facilities and reduce 
administrative burden while assuring 
access to intended beneficiaries. 


Timetable: 
Action 

NPRM 

Small Entity: No 
Agency Contact: Florence B. Fiori, 
Associate Director for Health Facilities, 
Department of Health and Human 
Services, Health Resources and 
Services Administration, Parklawn 
Bldg., 5600 Fishers Lane, Rockville, MD 
20857, 301 443-6560 


RIN: 0905-AA35 


Date 
00/00/00 


FR Cite 


177. HEALTH SYSTEMS AGENCY AND 
STATE HEALTH PLANNING AND 
DEVELOPMENT AGENCY REVIEWS; 
CERTIFICATE OF NEED 


Priority: Agency Determination, Task Force 
Legal A 2 42 USC 216 Public 
Health Service Act; 42 USC 300k-1 to 300n-1 
CFR Citation: 42 CFR 143, Subpart D; 42 
CFR 123, Subpart E 





47390 
HHS—PHS—HRSA 


Abstract: The Certificate of Need 
(CON) Program is a State-run program 
requiring health care providers to 
submit certain proposed large capital 
expenditures for review by the State 
Health Planning and Development 
Agency which determines whether the 
expenditures are needed. If the 
proposed expenditures are found to be 
unneeded, the provider faces penalties- 
which vary from State to State--if the 
project proceeds. The proposed rules 
would raise minimum thresholds for. 
planned projects to be reviewed. Also, 
States could exempt from review 
certain projects intended solely for 
medical research. States also may 
modify the requirements for a health 
maintenance organization (HMO) or 
combination of such organizations to . 
qualify for an exemption. The proposed 
rules also would give State agencies 
greater discretion in determining the 
types of projects to be reviewed, the 
procedures to be followed, and the 
criteria to be considered in reviewing 


applications. 


Date FR Cite 


08/10/83 48 FR 36390 

NPRM Comment 08/10/83 48 FR 36390 

Period Begin 
NPRM Comment 10/11/83 

Period End 
Final Action 
Small Entity: No 
Agency Contact: John Heyob, Acting 
Associate Dir. for Health Planning, 
Department of Health and Human 
Services, Health Resources and 
Services Administration, Parklawn 
Bidg., 5600 Fishers Lane, Rockville, MD 
20857, 301 443-6560 


~ RIN: 0905-AA38 


00/00/00 


178. LIMITATION ON FEDERAL 
PARTICIPATION FOR CAPITAL 
EXPENDITURES 


Priority: Agency Determination, Task Force 


Legal = 42 USC 1320a-1 Social 
Security Act; 42 USC 216 Public Health Serv- 
ice Act; 42 USC 300k-1 to 300n-1 Public 
Health Service Act 


CFR Citation: 42 CFR 100, Subpart A 
Abstract: This NPRM sets forth 


provisions under which the Secretary 
may deny Federal reimbursement under 
Title XVHI (Medicare) and Title XIX 
(Medicaid), for expenses related to 


capital expenditures (1) which the 
Designated Planning Agency (DPA) has 
found to be inconsistent with 
established standards, criteria or plans 
developed under the Public Health 
Service (PHS) Act; or (2) for which the 
DPA was not provided notice as 
required. The NPRM includes changes 
made in response to comments received 
on the NPRM published in the Federal 
Register on March 19, 1976; changes 
necessary to conform to the 
amendments to Title XV of the PHS Act 
enacted by the Health Planning and 
Resources Development Amendments 
of 1979 (P.L. 96-79), the Health Programs 
Extension Act of 1981 (P.L. 97-35); and 
changes necessary to conform to the 
amendments to Section 1122 of the 
Social Security Act enacted by the 
Social Security Amendments of 1983 
(P.L. 98-21). Also, many States have 
discontinued their agreements with the 
Department to perform reviews under 
the Section 1122 program because the 
requirements of Section 1122 are 
inconsistent with the Department's 
requirements for acceptable certificate 
of (cont) 


Timetabie: 
Action 


NPRM 

NPRM Comment 
Period Begin 

NPRM Comment 
Period End 

Final Action 


Smaii Entity: No 
Additional Information: ABSTRACT 
CONT: need programs. Now, 


requirements for CON and Section 1122 
reviews are as alike as possible. 


Agency Contact: John Heyob, Acting 
Associate Dir. for Health Planning, 
Department of Health and Human 
Services, Health Resources and 
Services Administration, Parklawn 
Bidg., 5600 Fishers Lane, Rockville, MD 
20857, 301 443-6560 


RIN: 0905-AA39 





Date 


08/10/83 
08/10/83 


FR Cite 


48 FR 36402 
48 FR 36402 





10/11/83 


00/00/00 


179. GRANTS FOR ADVANCED NURSE 
TRAINING PROGRAM 


Legal Authority: 42 USC 216; 42 USC 
296! 


CFR Citation: 42 CFR 57, Subpart Z 


Abstract: These regulations implement 
the Secretary’s authority to make grants 
to public and nonprofit private 
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Current and Projected Rulemakings 


collegiate schools of nursing to meet the 
costs of projects to (1) plan, develop, 


| 


and operate, (2) significantly expand, or | 


(3) maintain existing programs for the 
advanced training of professional 
nurses to teach in the various fields of 
nurse training, to serve in 
administrative or supervisory 
capacities, or to serve in other 
professional nursing specialties 
determined by the Secretary to require 
advanced training. The amendment 
deletes the designation of six nursing 
specialties as the only specialty areas 
requiring advanced training and by 
removing funding preferences for 
certain specialties. 


Timetabie: 
Action Date FR Cite 


NPRM 02/01/83 48 FR 4492 
NPRM Comment 02/01/83 

Period Begin 
NPRM Comment 03/03/83 

Period End 
Final Action 


Smaii Entity: No 


Agency Contact: Mrs. Gretchen 
Osgood, Deputy Director, Div. of 
Nursing, BHPr, Department of Health 
and Human Services, Health Resources 
and Services Administration, 5600 
Fishers Lane, Room 5C-26, Rockville, 
MD 20857, 301 443-5766 


RIN: 0905-AA42 








10/00/83 


180. GRANTS EOR PREDOCTORAL, 
GRADUATE, AND FACULTY ~ 
DEVELOPMENT EDUCATION 
PROGRAMS IN FAMILY MEDICINE 


Legai Authority: 42 USC 216; 42 USC 
295g-6{a) 


CFR Citation: 42 CFR 57, Subpart Q 


Abstract: These regulations apply to 
grants for schools of medicine or 
osteopathy, hospitals, and other public 
or private nonprofit entities to plan, 
develop, and operate or participate in 
predoctoral, graduate, or faculty 
training. The development of a 
technical amendment is needed to 
conform existing regulations to the 
Omnibus Budget Reconciliation Act of 
1981 (P.L. 97-35). 


Timetable: 
Action 

Final Action 
Small Entity: No 





Date 
12/00/83 
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Legal Authority: 42 USC 216; 42 USC 
2959-4; 42 USC 295g-4(a) 
CFR Citation: 42 CFR 57, Subpart FF 


Abstract: These regulations set forth 
requirements for grants for residency 
training programs in general internal 
medicine or general pediatrics. The 
statute expressly states that the 
Secretary will define training by 
regulation. The development of a 
technical amendment is needed to 
conform existing regulations to the 
Omnibus Budget Reconciliation Act of 
1981 (P.L. 97-35). 


Timetable: 

Action 

Final Action 12/00/83 
Small Entity: No 


Agency Contact: Kenneth P. Moritsugu, 
M.D., Director, Division of Medicine, 
BHPr, Department of Health and 
Human Services, Health Resources and 
Services Administration, 5600 Fishers 
Lane, Room 4C-25, Rockville, MD 20857, 
301 443-6190 


RIN: 0905-AA44 


182. GRANTS FOR NURSE 
PRACTITIONER TRAINEESHIP 
PROGRAMS 


Legal Authority: 42 USC 216; 42 USC 
296m; 42 USC 254e 
CFR Citation: 42 CFR 57, Subpart AA 


Abstract: This final regulation governs 
a grant program to provide traineeships 
for nurse practitioner training to 
registered nurses. The rule deletes the 
requirement that trainees must be 
residents of health manpower shortage 
areas and provides instead that 
applicants from such areas be given 
special considerations; the rule modifies 
practice commitment requirements and 
includes conditions for waiver or 
suspension of repayments. No funding 
for future traineeships is anticipated. 
The rule is needed to administer 


existing traineeships and to monitor 
compliance and repayment/waivers. 
Timetabie: 
Action 


(Past) interim 
Final Rule 
interim Final Rule 01/00/84 
Smail Entity: No 
Agency Contact: Ms. jo Eleanor Elliot, 
Director, Division of Nursing, BHPr, 
Department of Health and Human 
Services, Health Resources and 
Services Administration, 5600 Fishers 
Lane, Room 5C-26, Rockville, MD 20857, 
301 443-5786 


RIN: 0905-AA47 


Date FR Cite 
05/06/80 45 FR 29803 


183. STANDARDS FOR THE 
ACCREDITATION OF EDUCATIONAL 
PROGRAMS FOR AND THE 
CREDENTIALING OF RADIOLOGIC 
PERSONNEL 


Priority: Agency Determination 
: PL 97-35 Consumer Pa- 


Legal 
tient Rad Health and Safety Act of 1981; 42 
USC 10004 


CFR Citation: 42 CFR 75 


Abstract: The Department is proposing 
rulemaking to establish standards for 
both the accreditation of educational 
programs and the certification of 
radiologic personnel. Standards have 
been developed after consultation with 
relevant professional and State officials 
for accreditation of educational 
institutions and certification of 
radiologic personnel. The categories of 
personnel to be affected by the initial 
standards are: radiographers, dental 
hygienists, dental assistants, radiation 
therapy technologists, and nuclear 
medicine technologists. The standards 
are mandatory for agencies of the 
Federal Government. Standards are 
voluntary for States. 


Timetabie: 
Action 


NPRM 

NPRM Comment 
Period Begin 

NPRM Comment 
Period End 

Final Action 00/00/00 


Small Entity: No . 


07/12/83 48 FR 31966 
07/13/83 _ 


11/09/83 


5600 
Fishers Lane, Room 8-95, Rockville, MD 
20857, 301 443-6757 


RIN: 0905-AA49 
2 RS RAR RRNA AOE 


184. TRAINING GRANTS FOR 
PREVENTIVE MEDICINE RESIDENCY 
PROGRAM 


Legal Authority: 42 USC 295h-1c 
CFR Citation: 42 CFR 57, Subpart EE 


Abstract: These regulations would 
implement provisions of the Omnibus 
Budget Reconciliation Act of 1981 (P.L. 
97-35) which give the Secretary new 
authority for a grants program which 
will assist schools of medicine, 
osteopathy, and public health in the 
planning and development of new 
residency programs and the 
maintenance and improvement of 
existing residency training programs in 
preventive medicine. Funds from this 
program can be used to provide 
financial assistance to trainees in the 
residency programs. Notice of Proposed 
Rulemaking (NPRM) during third 
quarter of FY 1983, if included in FY 
1983 appropriations. 


Timetable: 
Date 


NPRM 10/00/83 


Small Entity: No 

Agency Contact: Kenneth P. Moritsugu, 
M.D., Director, Division of Medicine, 
BHPr, Department of Health and 
Human Services, Health Resources and 
Services Administration, 5600 Fishers 
Lane, Room 4C-25, Rockville, MD 20857, 
301 443-6190 


RIN: 0905-AA50 
_ ERE RSS AREER AL 


185. INDIAN HEALTH 
SERVICE/HEALTH RESOURCES AND 
SERVICES ADMINISTRATION; 
PREGRADUATE EDUCATION 
SCHOLARSHIP PROGRAM 

Legal Authority: 25 USC 1601 et seq 
indian Health Care improvement Act; 25 USC 
1601 et seq Indian Health Care Amendments 
of 1980 


CFR Citation: 42 CFR 36, Subpart J 


Abstract: This proposed rule covers the 
new four year pregraduate scholarship 
program authorized by the Indian 


‘ Health Care Amendments of 1980, Pub. 


L. 96-537, which is intended to 
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Indians to enter the health 


05/17/83 48 FR 22171 

NPRM Comment 05/17/83 48 FR 22171 
Period Begin 

NPRM Comment 07/01/83 


12/00/83 
12/00/83 


deemed necessary for the individual 
exercising the private practice option 
for the use of equipment and supplies 
and for the lease or acquisition of other 
equipment and supplies. Upon the 
expiration of the private practice 
agreement, the Secretary may sell to 
the individual equipment and other 
property of the United States utilized 
by the individual in providing health 
services. Sales may be made at fair 
market value, except that the Secretary 


Timetable: 
Action 

NPRM 

Smaii Entity: No 


Agency Contact: James J. Corrigan, 
Associate Bureau Director, Department 
of Health and Human Services, Health 
Resources and Services Administration, 
Legislation and Policy, BHCDA, Room 
7-05, 5600 Fishers Lane, Rockville, MD 
20857, 301 443-2380 


RIN: 0905-AA57 


Date 
12/00/83 


187. NURSING STUDENT LOAN 
PROGRAM (NSL); DEBT 
MANAGEMENT; DELINQUENCY 
RATES 


Legal Authority: 42 USC 216; 42 USC 
297a to 297h 


CFR Citation: 42 CFR 57, Subpart D 


Abstract: The final rule would set a 
performance standard which will 
require schools to achieve a 
delinquency rate of not more than 5 
percent, and establish a series of 
performance check points for schools 
unable to reach or maintain the 5 
percent standard on or after 12/31/83; 
define delinquent accounts as those 
more than 60 days overdue; and 
establish a uniform formula for 
computing borrower and dollar 
delinquency rates; require schools to 
use credit bureaus, collection agents, 
and litigation in collecting delinquent 
loans; require the submission of 
financial aid transcripts by loan 
applicants; require that repayment 
schedules allow for payments to be 
made no less often than quarterly, with 
monthly payments required for 
borrowers who become more than 60 
days past due; and other requirements 
for repayment and the submission and 
retention of reports. 


Date FR Cite 


06/03/83 48 FR 25072 
06/04/83 


07/18/83 


12/00/83 


Current and Projected Rulemakings 


Agency Contact: Mrs. Alice M. Swift, 
Chief, Program Dev. Branch, DSA, 
BHPr, Department of Health and 
Human Services, Health Resources and 
Services Administration, 5600 Fishers 
Lane, Room 8-48, Rockville, MD 20857, 
301 443-4540 


RIN: 0905-AA58 
RAS RE a RR A IIT 


188. GRANTS FOR MATERNAL AND 
CHILD HEALTH SERVICES FEDERAL 
SET-ASIDE PROGRAM 


Legal Authority: 42 USC 701 to 709 


CFR Citation: 42 CFR 51a; 42 CFR 51d; 
42 CFR Sif 


Abstract: The Omnibus Budget 
Reconciliation Act of 1981 (Pub. L. 97- 
35) revised Title V of the Social 
Security Act to establish the Maternal 
and Child Health Service Block Grant. 
In the block grant there is a Federal 
Set-Aside Program which provides for 
the retention of 10 to 15 percent of the 
appropriation in each fiscal year for 
continuation of certain categorical 
programs (special projects of regional 
and national significance, maternal and 
child health research and training, 
genetic disease testing, counseling and 
information and hemophilia diagnostic 
and treatment centers). A Final Rule, 
published on June 25, 1982, made 
regulations for the previous programs 
applicable to the set-aside authority 
until regulations specifically designed 
for the set-aside could be developed. 
Timetable: 
Action Date FR Cite 
NPRM 01/12/83 48 FR 1323 
NPRM Comment 01/12/83 

Period Begin 
NPRM Comment 

Period End 
Final Action 
Smaii Entity: No 
Agency Contact: James J. i 
Associate Bureau Director, Department 
of Health and Human Services, Public 
Health Service, Legislation and Policy, 
BHCDA, Room 7-05, 5600 Fishers Lane, 
Rockville, MD 20857, 301 443-2380 


RIN: 0905-AA61 


02/11/83 


11/00/83 


189. PROGRAM GRANTS FOR 
MIGRANT HEALTH SERVICES 


Legal : 42 USC 216 Public 
Health Service Act; 42 USC 254b Public 
Health Service Act 

CFR Citation: 42 CFR 56 
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1979. Because of administrative changes 
and new policy direction, a new NPRM 
will be developed to place greater 
emphasis on and to facilitate State 
participation in this program. The new 
NPRM would also simplify the 
regulation and incorporate the 
provisions of Pub. L. 95-626. These 
regulations will simplify application 
requirements for States, give certain 
priorities to awards to States, and will 
offer alternatives for States to meet 
requirements which have tended to be 
barriers to States. 


Date  FRCite 
12/19/80 45 FR 85966 
12/00/83 


Timetabie: 
Action 
Previous NPRM 
NPRM 


become grantees under this program. 
Not every State will choose to 
implement this approach and it is 
anticipated that many who do will 
implement it in co-application with 
existing grantees. Therefore, it is 
expected that this regulation will not 
have a significant impact on a 
substantial number of small entities as 
defined by the Regulatory Flexibility 
Act. 


Agency Contact: James J. 

Associate Bureau Director, Department 
of Health and Human Services, Public 

Health Service, Legislation and Policy, 

BHCDA, Room 7-05, 5600 Fishers Lane, 
Rockville, MD 20857, 301 443-2380 


RIN: 0905-AA62 


190. PROGRAM GRANTS FOR BLACK 
LUNG CLINICS 


Legal Authority: 30 USC 937(a) 
CFR Citation: 42 CFR 55a 


Abstract: This is a notice of proposed 
rulemaking (NPRM) which would 
amend the current Biack Lung Clinics 
regulation. It would implement an 
administrative decision to simplify the 
regulation and to foster a greater role 
for the States in the administration of 


the program. 


Date 
10/00/83 


FR Cite 
NPRM 

Smali Entity: No 
Agency Contact: James J. Corrigan. 
Associate Bureau Director, Department 
of Health and Human Services, Public 
Health Service, Legislation and Policy, 


. BHCDA, Room 7-05, 5600 Fishers Lane, 


Rockville, MD 20857, 301 443-2380 
RIN: 0905-AA64 


191. HEALTH MAINTENANCE 
ORGANIZATIONS 


Legal Authority: 42 USC 216, as amend- 
ed; 42 USC 300e to 300e-17, as anended 


CFR Citation: 42 CFR 110 


Abstract: The regulations at 42 CFR 
Part 110, Subparts A.B,C,H, & I would 
be amended to provide needed 
régulatory guidance concerning certain 
provisions in the Health Maintenance 
Organization Amendments of 1981. 
These rules govern the organization and 
operation of health maintenance 
organizations (HMOs). These rules 
specifically establish criteria for 
submitting a grant, loan, or loan 
guarantee application; establish 
requirements for certain employers and 
States to offer to their employees the 
option of membership in qualified 
HMOs; and establish requirements for 
continued compliance of Federally 
qualified HMOs. Changes would 
include regulatory interpretations of 
community rating by class, the 
definition of primary care outside of the 
HMO's service area, and the protection 
of HMO members from liability of 
payment of any fees which are the legal 
obligation of the HMO. In addition, the 
regulations would be amended to delete 
burdensome or unnecessary regulatory 
provisions. 

Timetable: 

Action Date FR Cite 


NPRM 03/22/83 48 FR 12060 
NPRM Comment 03/22/83 

Period Begin 
NPRM Comment 05/23/83 

Period End 
Final Action 
Smail Entity: No 


01 /00/84 


Current and Projected Rulemakings 


Agency Contact: Dwight Blankenbaker. 
Director, Policy Office, HMO, 
Department of Health and Human 
Services, Public Health Service, Bureau 
of HMOs & Resources Development, 
5600 Fishers Lane, Rockville, MD 20857, 
301 443-4106 


RIN: 0905-AA65 


192. DISCONTINUANCE OF 
APPROVAL OF MODIFICATIONS IN 
NOTES, GUARANTEED UNDER TITLE 
VI OR Vil OF THE PHS ACT, 
PROPOSED TO PERMIT USE OF 
NOTES AS COLLATERAL FOR TAX- 
EXEMPT ETC 


Priority: Agency Determination 
Legal A : 42 USC 216; 42 USC 
291j to I; 42 USC 293i 

CFR Citation: 42 CFR 53; 42 CFR 57 


Abstract: The Department of Health 
and Human Services will add a new 
section to regulations for making and 
guaranteeing loans for construction and 
modernization of hospitals and medical 
facilities and to regulations for 
guaranteeing loans for the construction 
of teaching facilities for health 
professions personnel. 

Timetable: 
Action 


NPRM 
NPRM Comment 
Period Begin 
NPRM Comment 
Period End 
Final Action 
Smaili Entity: No 
Agency Contact: Florence B. Fiori, 
Associate Director for Health Facilities, 
Department of Health and Human 
Services, Health Resources and 
Services Administration, Parklawn 
Bidg., 5600 Fishers Lane, Rockville. MD 
20857, 301 443-6560 


RIN: 0905-AB10 
A ER SE RC CNR CEREMONIES 


193. PROJECT GRANTS AND LOANS 
FOR HOME HEALTH SERVICES AND 
TRAINING 


Priority: Agency Determination 

Legal Authority: 42 USC 255 

CFR Citation: 42 CFR Sie 

Abstract: Title Ill of the Public Health 

Service Act was amended by section 6 
of the Orphan Drug Act of 1983 (P.L. 97- 
414). The effect of the amendment 


authorizes a new program of grants and 
loans to support home health services. 


Date FR Cite 


11/18/80 45 FR 76212 
11/18/80 45 FR 76212 


01/19/81 


09/00/83 
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and requires the Secretary to 
develop and carry out demonstration 


projects regarding patients at risk of 
institutionalization and alternative 


Fishers Lane, Room 7-05, Rockville, MD 
20857, 301 443-2380 


RIN: 0905-AB11 


= 42 USC 216; 42 USC 


Legal 
300Y to 300Y11 


CFR Citation: 42 CFR 51; 45 CFR 74; 45 
CFR 96 


Abstract: Section 1932 of the Public 
Health Service Act was amended by 
section 8 of the Orphan Drug Act of 
1983 (P.L.97-414). The effect of the 
amendment requires the Secretary to 
promulgate separate regulations for the 
Primary Care Block Grant taking into 
consideration the distinctive features of 
the program such as: the program 
consists principally of community 
health centers; the States have the 
option of assuming responsibility for _ 
the program; the States have to make a 
substantial financial contribution; if a 
State opts for the block, it agrees to 
ennai aeeerty seage- at 


Date 
11/00/83 


FR Cite 


Agency Contact: James J. Corrigan, 
Associate Bureau Director, Department 
of Health and Human Services, Health 
Resources and Services Administration, 
Legislative and Policy, BHCDA, 5600 
Fishers Lane, Room 7-05, Rockville, MD 
20857, 301 443-2380 


RIN: @905-AB12 


195. HEALTH PROFESSIONS 
STUDENT LOAN (HPSL) PROGRAM; 
DUE DILIGENCE 

Legal Authority: 42 USC 216; 42 USC 
294m to 294q 

CFR Citation: 42 CFR 57, Subpart C 
Abstract: This notice of proposed 
rulemaking will amplify due diligence 
requirements in the regulations 
implementing the Health Professions 


Student Loan Program (Section 740 of 
the Public Health Service Act). 


Timetabie: 
Action 

NPRM 

Smaii Entity: No 
Agency Contact: Mrs. Alice M. Swift, 
Chief, Program Dev. Br., DSA, BHPr, 
Department of Healfh and Human 
Services, Public Health Service, 5600 


Fishers Lane, Room 8-48, Rockville, MD 
20857, 301 443-4540 


RIN: 0905-AB14 


Date 
11/00/83 


FR Cite 


196. NURSING STUDENT LOAN (NSL) 
PROGRAM; DUE DILIGENCE 


Legal Authority: 42 USC 216; 42 USC 
297a to 297h 


CFR Citation: 42 CFR 57, Subpart D 
Abstract: This notice of proposed 
rulemaking will amplify due diligence 
requirements in the regulations 
implementing the Nursing Student Loan 
Program (Section 835 of the Public 
Health Service Act). 

Timetabie: 
Action 
NPRM 


Smail Entity: No 


Date FR Cite 


11/00/83 


Current and Projected Rulemakings 


Agency Contact: Mrs. Alice M. Swift, 
Chief, Program Dev. Br.,DSA, BHPr, 
Department of Health and Human 
Services, Public Health Service, 5600 
Fishers Lane, Room 8-48, Rockville, MD 
20857, 301 443-4540 


RIN: 0905-AB15 


197. HEALTH EDUCATION 
ASSISTANCE LOAN (HEAL) 
PROGRAM; PROGRAM REGULATIONS 


Legal Authority: 42 USC 216; 42 USC 
294-2941 


CFR Citation: 42 CFR 60 


Abstract: These final regulations 
include all of the regulations governing 
the HEAL Program and incorporate 
changes in response to public 
comments received on the interim-final 
regulations. These regulations include 
technical amendments made to sections 
727-739 of the Public Health Services 
Act by P.L. 96-76 and P.L. 96-538 which 
were published as final regulations on 
January 27, 1981. These regulations also 
include technical amendments made to 
sections 727-739 of the Act by P.L. 97-35 
not previously published as regulations. 


Timetable: 
Action 

Final Action 
Small Entity: No 
Agency Contact: Mrs. Alice M. Swift, 
Chief, Program Dev. Br., DSA, BHPr, 
Department of Health and Human 
Services, Health Resources and 
Services Administration, 5600 Fishers 


Lane, Room 8-48, Rockville, MD 20857, 
301 443-4540 


RIN: 0905-AB20 


Date 
10/00/83 


198. @TECHNICAL AMENDMENTS TO 
INDIAN HEALTH SERVICE GRANT 
REGULATION REVISING 42 CFR PART 
36, SUBPARTS H AND J, TO 
CONFORM WITH 45 CFR 74 


Legal Authority: 5 USC 301; 25 USC 450; 
25 USC 1601 


CFR Citation: 42 CFR 36, Subpart H; 42 
CFR 36, Subpart J; 45 CFR 74 


Abstract: IHS has been directed by the 
Department to revise 42 CFR 36, 
Subparts H and J, as required by the 
Uniform Administrative Requirements 
for Grants-in-Aid to State and local 
Governments, Circular No. A-102, 
Revised (published September 12, 1977, 
42 FR 45828), to conform with the 
Department's regulations on grant 
administration (45 CFR Part 74). 
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Changes to Subpart H are governed by 
Section 107(c) of P.L. 93-638 requiring 
proposed changes to be submitted to 
the Committees on Interior and Insular 
Affairs of the respective Houses of 
Congress and be published in the 
Federal Register with at least a 60-day 
comment period. IHS is also to consult 
with the tribes and the final rule may 
not go into effect until 30 days after 
publication in the Federal Register. 
Changes to Subpart J are governed by 
Section 702(b) of P.L. 94-437 which 
requires that any changes be published 
in the with at least a 60-day comment 
period and that IHS will consult with 
appropriate national or regional Indian 
organizations to the extent practicable. 


Date 
10/00/83 


FR Cite 





~ 


Additional information: 
REGULATIONS MERGED: RIN 0905- 
AB18, Grants for Development, 
Construction, and to make this new - 
action Operations of Facilities and 
Services, merged with RIN 0905-AB19, 
Indian Health Care Improvement Act 
Programs 

Contact: Richard J. McCloskey, 
Dir, Off of Legislation & Regulations, 
IHS, Department of Health and Human 
Services, Health Resources and 
Services Administration, 5600 Fishers 
Lane, Room 6A-14, Rockville, MD 20857, 
301 443-1116 


RIN: 0905-AB23 


199. @HEALTH PROFESSIONS 
STUDENT LOAN PROGRAM: 
PERFORMANCE STANDARD 


- Legal Authority: 42 USC 216; 42 USC 


294 m tog 
CFR Citation: 42 CFR 57 


DEPARTMENT OF HEALTH AND HUMAN SERVICES (HHS) 
Public Health Service (PHS)—Health Resources and Services Administration 


COMPLETED RULEMAKINGS 


200. REPEAL OF FIRST-YEAR 
ENROLLMENT INCREASE 
REQUIREMENT 


CFR Citation: 42 CFR 57, Subpart B 
ed: 
Date 
Withdrawn 08/16/83 
Small Entity: No 


FR Cite 


Agency Contact: Florence B. Fiori 301 


436-7700 
RIN: 0905-AA36 


201. TITLE XVI WAIVER AND 
RECOVERY 


CFR Citation: 42 CFR 124, Subpart H 


FR Cite 


202. EXCHANGE VISITORS 
PROGRAMN-CRITERIA FOR 
EVALUATING COMPREHENSIVE PLAN 
TO REDUCE RELIANCE ON ALIEN 
PHYSICIANS 


CFR Citation: 45 CFR 51 

Completed: 

Reason Date FR Cite 
interim Final Rule 01/20/83 48 FR 2538 
Small Entity: No 


Agency Contact: Kenneth P. Moritsugu, 
M.D. 301 443-6190 


RIN: 0905-AA41 


203. HEALTH PROFESSIONS 
CURRICULUM DEVELOPMENT 


CFR Citation: 42 CFR 57, Subpart NN 
Completed: 

Reason Date 
Action Suspended 08/16/83 


FR Cite 


Small Entity: No 


Agency Contact: Mr. David B. Hoover 
301 437-6838 


RIN: 0905-AA45 


47395 


Current and Projected Rulemakings _ 


Abstract: This proposed rule would 

amend existing regulations governing 

the Health Professions Student Loan 

(HPSL) program and would modify the 

procedures for determining whether or 

not a school is in compliance with the 5 
. percent performance standard: 


Timetable: 
Action Date 


NPRM 06/03/83 
NPRM Comment 06/04/83 
Period Begin 
NPRM Comment 07/05/83 
Period End 
Final Action 
Smaii Entity: No 
Agency Contact: Mrs. Alice M. Swift, 
Chief, Prog. Dev. Br., DSA, BHPr, 
Department of Health and Human 
Services, Health Resources and 
Services Administration, 5600 Fishers 
Lane, Room 8-48, Rockville, MD 20857, 
301 443-4540 


RIN: 0905-AB24 


FR Cite 
48 FR 25071 
48 FR 25071 


11/00/83 


Completed Actions 


204. PROJECT GRANTS FOR 
ESTABLISHMENT OF DEPARTMENTS 
OF FAMILY MEDICINE 


CFR Citation: 42 CFR 57, Subpart R 
Completed: Fs 
Reason Date FR Cite 
Final Action 05/04/83 48 FR 20214 
Small Entity: No 


Agency Contact: Kenneth P. Moritsugu, 
M.D., M.P.H. 301 443-6190 


RIN: 0905-AA48 





205. CONTRACT HEALTH SERVICE 
DELIVERY AREA FOR THE 
PENOBSCOT RESERVATION 


CFR Citation: 42 CFR 36.22 
Completed: 

Reason Date FR Cite 
Withdrawn 05/27/83 48 FR 23854 
Smali Entity: No 

Agency Contact: Jim Mitchell 301 443- 
2694 


RIN: 0905-AA52 
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Action Suspended 08/16/83 

Smaii Entity: No 

Agency Contact: James J. Corrigan 301 
443-2340 


RIN: 0905-AA60 


208. GRANTS FOR COMMUNITY 
HEALTH SERVICES PROGRAM 


CFR Citation: 42 CFR 5ic 
Compieted: 
Reason 


Date FR Cite 





Decision Not To 08/16/83 
Revise 


Smatt Entity: No 


Completed: 

Reason Date 
Action Suspended 08/16/83 
Small Entity: No 


Agency Contact: Mrs. Alice Swift 301 
443-4540 


RIN: 0905-AB13 


210. GRANTS FOR TRAINEESHIPS IN 
HEALTH ADMIN., HOSPITAL ADMIN., 
OR HEALTH POLICY ANAL. AND 
PLNG. AT PUBLIC OR NONPROFIT 
PRIVATE EDUC.INSTS. AND OTHER 
THAN SCHS. OF PUB. HLTH 


CFR Citation: 42 CFR 58, Subpart D 
Completed: 

Reason Date 

Action Suspended 08/16/83 
Small Entity: No 


Agency Contact: Jeseph Kadish, Ed.D. 
301 436-6607 


RIN: 0905-AB16 





211. GRANTS FOR GRADUATE 
PROGRAMS IN HEALTH 
ADMINISTRATION 


CFR Citation: 42 CFR 58, Subpart A 
Completed: ; 
Reason Date 

Action Suspended 08/16/83 
Small Entity: No 


Agency Contact: Joseph Kadish, Ed.D. 
301 436-6607 


RIM: 0905-AB17 


FR Cite 


212. GRANTS FOR DEVELOPMENT, 
CONSTRUCTION, AND OPERATIONS 
OF FACILITIES AND SERVICES 


CFR Citation: 42 CFR 36, Subpart H 

Completed: 

Reason 

To be included in 
new RIN 0905- 
AB23 


Smaii Entity: No 


Date FR Cite 


Completed Actions 


Agency Contact: Richard }. McCloskey 
301 443-1116 


RIN: 0905-AB18 
RR RE PRE RO EC ISL AR TI 


213. INDIAN HEALTH CARE 
IMPROVEMENT ACT PROGRAMS 
CFR Citation: 42 CFR 36, Subpart J 
Compieted: 
Reason 
To be included in 

new RIN 0905- 

A823 


Smail Entity: No 


Agency Contact: Richard J. McCloskey 
301 443-1116 


RIN: 0905-AB19 


214. CHARGING INTEREST AND 
PENALTIES ON DELINQUENT 
CONTRACT ACCOUNTS ~ 


CFR Citation: 41 CFR 3 to 4; 42 CFR 36, 
Subpart | 

Completed: 

Reason Date 

Action Suspended 08/16/83 

Small Entity: Undetermined 


Agency Contact: Richard J. McCloskey 
301 443-1116 


RIN: 0905-AB21 





215. SALE OF PROPERTY ACQUIRED 
THROUGH DEFAULT ON A LOAN OR 
LOAN GUARANTEE UNDER TITLE VI 
OR XVI OF THE PHS ACT 
CFR Citation: 42 CFR 124 
Completed: 
Reason Date 
Decision Not to 08/16/83 

Revise 
Smail Entity: No 
Agency Contact: Florence B. Fiori 301 
436-7700 


RIN: 0905-AB22 
BILLING CODE 4150-0¢-T 
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DEPARTMENT OF HEALTH AND HUMAN SERVICES (HHS) 
Public Health Service (PHS)—National institutes of Health 


Current and Projected Rulemakings 


216. NATIONAL LIBRARY OF 
MEDICINE PROGRAMS. REVISION OF 
GENERAL RULES FOR THE 
NATIONAL LIBRARY OF MEDICINE 
AND NATIONAL LIBRARY OF 
MEDICINE GRANTS 


Legal Authority: 42 USC 216; 42 USC 
276; 42 USC 280b-4 
CFR Citation: 42 CFR 4; 42 CFR 59a; 42 
CFR 63; 42 CFR 64 


Abstract: All of the regulations are 
being substantially clarified and 
reduced in size by eliminating out of 
date or otherwise available information. 
The regulations at 42 CFR Part 4 pertain 
to the access of facilities and library 
collections. Those at.42 CFR Part 59a . 
deal with NLM extramural programs. 
Part 59a is being amended to remove 
the requirement that photocopies of 
biomedical material be provided 
without charge to users. The regulations 
at 42 CFR Part 63 deal with both NIH 
and NLM traineeships. Part 63 is 


proposed to be deleted because NIH no 
longer has general traineeship authority 
and the sole remaining NLM program is 
unfunded. The regulations at 42 CFR 
Part 634 govern the training grants of 
NIH and NLM. 





NPRM 
Small Entity: No 

Agency Contact: Kenneth Carney, 
Executive Officer, Department of Health 
and Human Services, Public Health 
Service, National Library of Medicine, 
Bethesda, MD 20209, 301 496-6491 


RIN: 0905-AA66 


11/00/83 


217. NATIONAL INSTITUTES OF 
HEALTH CENTER GRANTS 42 CFR 
52A 


Legal Authority: 42 USC 287d; 42 USC 
289c-2; 42 USC 289c¢-6 


DEPARTMENT OF HEALTH AND HUMAN SERVICES (HHS) 
Public Health Service (PHS)—National Institutes of Health 


COMPLETED RULEMAKINGS 


218. PROTECTION OF HUMAN 
SUBJECTS: REGULATIONS ON 
RESEARCH INVOLVING CHILDREN 


CFR Citation: 45 CFR 46 





Date _—‘*FR Cite 


03/08/83 48 FR 9814 
06/06/83 48 FR 9814 





Final Action 
Final Action 
Effective 


Small Entity: No 


Agency Contact: Dr. Charles McCarthy 
301 496-7163 


RIN: 0905-AA69 


219. NATIONAL RESEARCH SERVICE 
AWARDS 


CFR Citation: 42 CFR 66 

io 
Completed: . 
Reason Date FR Cite 


Final Action 06/03/83 48 FR 24879 
Final Action 06/03/83 48 FR 24879 
Effective 








DEPARTMENT OF HEALTH AND HUMAN SERVICES (HHS) 
Health Care Financing Administration (HCFA) 


220. MEDICAID COST SHARING 
Priority: Task Force 

Legal Authority: 42 USC 1396 

CFR Citation: 42 CFR 447.50 to 447.59 


Abstract: This regulation revises the 
rule concerning imposition of cost 
sharing amounts on Medicaid 
recipients. It removes the prohibition on 


States from imposing deductibles, 
coinsurance or copayments on 
categorically or medically needy 
individuals with certain exceptions. 
States are precluded from imposing 
such charges for services furnished to 
children, pregnant women and certain 
institutionalized patients. It prohibits 
imposition of deductibles, cost sharing 


CFR Citation: 42 CFR 59a 


Abstract: The regulations would cover 
grants by the National Institutes of 
Health for support of research and 
demonstration centers. They would 
replace existing regulations covering 
only centers supported by the National 
Heart, Lung and Blood Institute. These 
regulations would be available for other 
center programs which may be created 
in the future or operated under the 
general research authorities of NIH. 


Timetable: 
Action 

NPRM 
Small Entity: No 


Agency Contact: Lowell D. Peart, NIH 
Regulations Officer, Department of 
Health and Human Services, National 
Institutes of Health, Bethesda, MD 
20205, 301 496-4606 


RIN: 0905-AA68 





10/00/83 


Completed Actions 


Smail Entity: No 


Agency Contact: William F. Raub, 
Ph.D. 301 496-1096 


RIN: 0905-AA70 
BILLING CODE 4150-04-T 


Current and Projected Rulemakings 


or similar charges for emergency and 
family planning services and supplies to 
any individual. Services furnished by 
an HMO to a categorically needy 
individual who is enrolled in the HMO 
are also exempt in cost sharing. 
Medically needy HMO enrollees may 
also be exempt. 
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Abstract: This regulation clarifies State 
responsibilities regarding Medicaid 
eligibility based on residency. It gives 
States greater flexibility in regard to 
interstate agreements. It is intended to 
provide greater flexibility to States. 
(Regulatory Reform) This regulation is a 
review item of the Presidential Task 
Force on Regulatory Relief. 


Timetable: 
Action Date FR Cite 
NPRM 09/30/82 47 FR 43095 
Final Action 01/00/84 
Small Entity: No 


Agency Contact: Marinos Svolos, 
Director, Department of Health and 
Human Services, Health Care Financing 
Administration, Div of Medicaid 
Eligibility Policy, Room 416, East High 
Rise Bidg, 6325 Security Blvd, 
Baltimore, MD 21207, 301 594-9050 


Legal Authority: 31 USC 951 to 953; 42 
USC 1396b(d}(2)} 

CFR Citation: 42 CFR 447.401 to 447.430 
States to establish procedures to 
identify overpayments made to 
providers of services and report them to 
HCPA on a timely basis. It is intended 


to reduce State and Federal Medicaid 
costs and improve program efficiency. 
Timetable: 
Action 

NPRM 

Final Action 
Smail Entity: No 
Agency Contact: Guy Harriman, Chief, 
Department of Health and Human 
Services, Health Care Financing 
Administration, Recovery Evaluation 
Branch, Room 1-B-2, Meadows East 
Bidg, 6300 Security Blvd, Baltimore, MD 
21207, 301 594-8194 

RIN: 0998-AA04 


Date FR Cite 


04/05/83 48 FR 14664 
05/00/84 


223. CONDITIONS OF APPROVAL AND 
REAPPROVAL AND PROCEDURES 
FOR REDUCTION OF FFP 


Legal Authority: 42 USC 1396b 


CFR Citation: 42 CFR 433.110 to 433.114; 
42 CFR 433.116 to 433.117; 42 CFR 433.119 
to 433.123; 42 CFR 433.127; 42 CFR 433.130 
to 433.131 

Abstract: This regulation would 
establish conditions for initial approval 
of MMIS and for subsequent 
reapproval. It would also establish 
procedures for reduction of FFP for 
MMIS in those States failing to meet 
initial or reapproval standards. It is 
intended to improve effectiveness of 
States’ MMIS; to ensure efficient system 
operations; to better detect cases of 
fraud, waste and abuse effectively; and 
to reduce Medicaid program costs. 


Timetable: 
Action 


NPRM 

Final Action 
Small Entity: No 
Agency Contact: Charles Booth, 
Division Director, Department of Health 
and Human Services, Health Care 
Financing Administration, Div’ of 
Methods & Syst Requiremts, Rm 2-A-1, 
Meadows East Bldg, 6300 Security Blvd, 
Baltimore, MD 21207, 301 594-5415 

RIN: 0938-AA05 


Date FR Cite 


03/03/83 48 FR 9038 
06/00/84 





224. WITHHOLDING THE FEDERAL 
SHARE OF PAYMENTS TO RECOVER 
MEDICARE OR MEDICAID 
OVERPAYMENTS 


Legal Authority: PL 97-35, Sec 2104; 42 
USC 1396m 


Current and Projected Rulemakings 


CFR Citation: 42 CFR 405.375; 42 CFR 
447.30 to 447.31; 42 CFR 447.301 * 


Abstract: This regulation recovers 
overpayments to providers and 

physicians under Medicare and 
Medicaid by withholding the Federal - 
share of payments to them. It is 
intended to improve financial 
management, promote efficiency and 
increase accountability for 
overpayments. 


Timetable: 


Action 
NPRM 
Final Action 
Smaili Entity: No 

Agency Contact: Guy Harriman, Chief. 
Department of Health and Human 
Services, Health Care Financing 
Administration, Recovery Evaluation 
Branch, Room 1-B-2, Meadows East 
Bidg, 6300 Security Bivd, Baltimore, MD 
21207, 301 594-8193 


RIN: 0938-AA09 
SRR ar AE OT TTS 


225. INTEREST ASSESSMENT ON 
OVERPAYMENTS AND 
UNDERPAYMENTS TO PROVIDERS 
AND SUPPLIERS 

Legal Authority: 42 USC 13959 

CFR Citation: 42 CFR 405.376; 42 CFR 
405.419 

Abstract: This regulation gives HCFA 
the authority to assess interest on 
overpayments to Medicare providers 
and suppliers of services and requires 
HCPA to pay interest on 
underpayments. It conforms HCFA 
actions to the Federal Claims Colection 
Act and to existing Departmental 
regulations. It is intended to improve 
efficiency and to promote better 
management. 

Timetabie: 


Action Date FR Cite 


Interim Final Rule 12/06/82 47 FR 54811 
Final Action 03/00/84 


Smaiil Entity: No 

Agency Contact: Guy Harriman, Chief, 
Department of Health and Human 
Services, Health Care Financing 
Administration, Recovery Evaluation 
Branch, Room 1-F-2, Meadows East 
Bldg, 6300 Security Bivd, Baltimore, MD 
21207, 301 594-8194 , 


RIN: 0838-AA11 
LRN 


Date FR Cite 
02/10/83 48 FR 06304 
05/00/84 
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Legal A = 42 USC 1395x(o(7); 42 
Pomerreive 


CFR Citation: 42 CFR 405.236; 42 CFR 
405.402; 42 CFR 405.419; 42 CFR 405.429; 
42 CFR 405.1031; 42 CFR 405.1101; 42 CFR 
405.1201 to 405.1202; 42 CFR 405.1227; 42 
CFR 405.1231; 42 CFR 405.1702; 42 CFR 
405.1731 


Abstract: These regulations would 
establish home health aide training, 
supervision, and duty requirements 
applicable to all home health agencies 
that provide home health aide services 
under Part A or B of the Medicare 
program. They would require home 
health agencies participating in 
Medicare to meet conditions, including 
bonding or establishment of escrow 
accounts, to ensure the financial 
security of the Medicare program. The 
regulation would also amend the 
existing Medicare definition of a foreign 
trained physical therapist by deleting 
certain outdated requirements. 


Date 

01/00/84 
Small Entity: No 
Agency Contact: Stefan Miller, Branch 
Chief, Department of Health and 
Human Services, Health Care Financing 
Administration, Ambulatory Service 
Branch, 1-E-1 DE, 1894 Gwynn Oak 
Ave, Baltimore, MD 21207, 301 597-5914 


RIN: 0938-AA13 


227. CEILING ON THE RATE OF 
HOSPITAL COST INCREASES AND 
CHANGES IN HOSPITAL COST LIMIT 
EXCEPTIONS 


Legal Authority: 42 USC 1395x(v); 42 
USC 1395hh; 42 USC 1395ww 

CFR Citation: 42 CFR 405.460; 42 CFR 
405.463 


Abstract: This regulation establishes a 
target rate reimbursement system 
applicable to a hospital's first three cost 
reporting periods beginning on or after 
October 1, 1982. It also provides for 
appropriate exemptions, exceptions, 
and adjustments from the limits in 

_cases where events beyond the 
hospital’s control or extraordinary 
circumstances distort the hospital’ s 
increase in costs. 


FR Cite 


interim Final Rule 09/30/82 47 FR 43296 
Final Action 10/00/63 — 


Smaii Entity: No 

Agency Contact: Marilyn Koch, 
Division Director, Department of Health 
and Human Services, Health Care 
Financing Administration, Division of 
Health Care Cost Containment, Room 
190 East High Rise, 6325 Security Blvd, 
Baltimore, MD 21207, 301 594-9344 


RIN: 0938-AA15 


228. LIMITATION OF REASONABLE 
CHARGES FOR SERVICES IN 
HOSPITAL OUTPATIENT SETTINGS 


Legal Authority: 42 USC 1395(v)(1)(k); 42 
USC. 1395u(b)(3); 42 USC 1302 
CFR Citation: 42 CFR 405.502 


Abstract: This regulation establishes 
reasonable charge limits for routine 
physician services provided in hospital 
outpatient settings. It is intended to 
reduce program costs and implement a 
statutory requirement. 


Timetable: 
Action Date FR Cite 


Interim Final Rule 10/01/82 47 FR 43610 
Final Action 01/00/84 


Small Entity: No 

Agency Contact: Leonard Nowacki, 
Program Analyst, Department of Health 
and Human Services, Health Care 
Financing Administration, Div of Med 
Services Reimbursement, Rm 1-G-1, 
East Low Rise Bldg, 6325 Security Blvd, 
Baltimore, MD 21207, 361 594-2871 


RIN: 0938-AA17 
SR ae A RAEI TOO AMBIEN 


229. HOME AND COMMUNITY BASED 
SERVICES 


Legal Authority: 42 USC 1302 


CFR Citation: 42 CFR 435.726; 42 CFR 
435.735; 42 CFR 495.217; 42 CFR 496.217; 
42 CFR 440.180; 42 CFR 440.302; 42 CFR 
441.303; 42 CFR 441.304; 42 CFR 441.306; 
42 CFR 441.310; 42 CFR 436.3; 42 CFR 
435.232 


Abstract: This regulation allows States 
to reduce Medicaid expenses for 
institutional care and gives the 
beneficiary an opportunity to receive 
necessary services at home. Clarifies 
the deeming of income methodology to 


Current and Projected Rulemakings 


prevent unnecessary institutionalization 
to qualify for benefits. It is intended to 
revise regulations to provide maximum 
flexibility to the States and make them 
less burdensome. 


Timetable: 
Action Date FR Cite 


interim Final Rule 10/01/81 46 FR 48524 
Final Action 10/00/83 
Small Entity: No 

Contact: Robert Wren, 
Division Director, Department of Health 
and Human Services, Health Care 
Financing Administration, Div of 
Provider Services, Room 405, East High 
Rise Bldg, 6325 Security Bivd, 
Baltimore, MD 21207, 301 594-9820 
RIN: 0938-AA19 
SR ATL. it LA EET LE SATE AOE ES LLL IE ONLI 
230. CONDITIONS OF PARTICIPATION 
FOR HOSPITALS 


Priority: Task Force 

Legal Authority: 42 USC 1395t; 42 USC 
1396d; 42 USC 1395hh; 42 USC 1395x 

CFR Citation: 42 CFR 482.1 to 482.66 
Abstract: This regulation simplifies 
requirements which hospitals must meet 
to be certified to participate in 
Medicare and Medicaid. It is intended 
to reduce Federal requirements, 
simplify and clarify regulations, and 
provide maximum flexibility in hospital 
administration while strengthening 
patient health and safety. Because of 
the large number of comments received, 
the date for issuance of a final rule is _ 
undetermined. However, this remains a 
priority regulation. This regulation is a 
review item of the Presidential Task 
Force on Regulatory Relief. 

Timetabie: 


Action 


NPRM 

Final Action 
Small Entity: No 
Agency Contact: Sheila Ryan, Division 
Director, Department of Health and 
Human Services, Health Care Financing 
Administration, Division of Standards 
and Ceriificiation,. 1-D-3 Dogwood East 
Bidg, 1849 Gwynn Oak Ave, Baltimore, 
MD 21207, 301 594-3775 

RIN: 0938-AA23 

POR RAE SR STRAIT BE INET 


231. HHA COST LIMITS (EFFECTIVE 
01/01/84) 


phan: stesuniatbeabiiniataed 


Date FR Cite 


01/04/83 48 FR 299 
12/00/83 
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Marilyn Koch, 
Director, Department of Health and — 
Sentai vanth Conv 
Administration, Div of Health Care 


10/00/83 
12/31/83 


Marilyn Koch, 
Division Director, Department of Health 
and Human Services, Health Care 
Financing Administration, Div of Health 


CFR Citation: 42 CFR 405.460 


Abstract: This notice responds to 
public comments on the limits on total 
general operating costs and makes 
changes in the methodology for 
applying the limit based on some of the 
comments. 


Timetable: 


Action Date FR Cite 


interim Final Rule 09/30/82 47 FR 43282 
Final Action 10/00/83 


Smaii Entity: No 

Agency Contact: Marilyn Koch, 
Director, Department of Health and 
Human Services, Health Care Financing 
Administration, Division of Health Care 
Cost Containment, Room 190 East High 
Rise Building, 6325 Security Blvd, 
Baltimore, MD 21207, 301 594-9344 


Legal Authority: 42 USC 1395x(v)(1)(M) 
CFR Citation: 42 CFR 405.420 

Abstract: This regulation clarifies 
Medicare policy regarding 
reimbursement for services provided as 
free care under a Hill-Burton obligation. 
Timetable: 

Action Date FR Cite 
Interim Final Rule 10/01/82 47 FR 43656 
Next Action Undetermined 

Small Entity: No 

Agency Contact: Paul Trimble, Chief. 
Department of Health and Human 
Services, Health Care Financing 
Administration, Provider Accounting 
Policy Br, Room 1-A-5, East Low Rise 
Bldg, 6325 Security Blvd, Baltimore, MD 
21207, 301 594-8646 

RIN: 0938-AA28 


235. HOSPICE CARE 
Legal = 42 USC 1395c; 42 USC 
1395d; 42 USC 1395e; 42 USC 1395f; 42 
USC 1395h; 42 USC 1395x; 42 USC 1395y; 
42 USC 1395z; 42 USC 1395aa; 42 USC 
1395bb; 42 USC 1395c¢ 


CFR Citation: 42 CFR 418, (New); 42 CFR 
421; 42 CFR 489; 42 CFR 400; 42 CFR 405; 
42 CFR 408; 42 CFR 409; 42 CFR 420 


Current and Projected Rulemakings 


Abstract: This regulation authorizes 
coverage under Medicare Part A for 
hospice care for terminally ill 
beneficiaries with a life expectancy of 6 
months or less. It is intended to provide 
a basic and coordinated range of 
services to hospices while giving 
hospices flexibility to furnish some of 
those services under arrangements. 


Timetable: 
Action 


NPRM 
NPRM Comment 
Period Begin 
NPRM Comment 
Period End 
Final Action 
Smail Entity: No 
Agency Contact: Robert Streimer, 
Office Director, Department of Health 
and Human Services, Health Care 
Financing Administration, Office of 
Coverage Policy, BERC, 401 EHR, 6325 


Date FR Cite 


08/22/83 48 FR 36146 
08/22/83 


09/21/83 


10/01/83 


- Security Blvd., Baltimore, MD 21207, 301 


594-9690 
RIN: 0938-AA29 


236. REDUCTION IN ERROR RATE 
TOLERANCE 


Legai Authority: 42 USC 1396b(u) 


CFR Citation: 42 CFR 431.800; 42 CFR 
431.802; 42 CFR 431.803 


Abstract: This regulation replaces 
existing rules and procedures for 
disallowing Federal Financial 
Participation (FFP) in erroneous 
Medicaid payments due to eligibility 
errors as detected through the Medicaid 
Quality Control (MQC) system. It 
establishes, with certain exceptions, a 
3% target error rate for quarters 
beginning after March 30, 1983, and 
provides discretion in applying fiscal 
penalties. : 

Timetable: 

Action Date FR Cite 


interim Final Rule 06/24/83 48 FR 29450 
See related 08/31/83 48 FR 39476 
NPRM 


Next Action Undetermined 
Smaili Entity: No 
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HHS—HCFA 


Agency Contact: Helene Fredeking, 
Division Director, Department of Health 
and Human Services, Health Care 
ing Administration, Div. of 
trol Review, BOC, Room 2- 
M-1 ELR, 6325 Security Bivd., Baltimore, 
MD 21207, 301 597-1380 


RIN: 0938-AA30 


237. LIMITATION ON PAYMENT FOR 
SERVICES FURNISHED TO 
EMPLOYED AGED AND THEIR 
SPOUSES 


Priority: Agency Determination 
Legal Authority: PL 97-248, Sec 116(b) 
CFR Citation: 42 CFR 405.340; 42 CFR 


405.341; 42 CFR 405.342; 42 CFR 405.343; 
42 CFR 405.344 


Abstract: This regulation requires 
employers to offer their employees age 
65 through 69 and their dependents the 
same health benefits as are offered to 
their younger employees. The provision 
makes Medicare the secondary payor 
for such employees. This provision 
amends the Federal Age Discrimination 
in Employment Act (ADEA). 


Date FR Cite 
Interim Final Rule 04/13/83 48 FR 15902 
Next Action Undetermined 


ishman, 
Division Director, Department of Health 
and Human Services, Health Care 
Financing Administration, Div. of 
Medicare Eligibility, BERC, Rm. 448 
EHR, 6325 Security Blvd., Baltimore, 
MD 21207, 301 594-9077 


RIN: 0938-AA31 : 

NRE A OE A APO OEE OREO CR TEE! 
238. PROHIBITION OF RECOGNITION 
PAYMENTS UNDER CERTAIN 
PERCENTAGE ARRANGEMENTS 


Priority: Agency Determination 
Legal Authority: 42 USC 1395x(v\(7\c); 
42 USC 1395xx 

CFR Citation: Not yet determined 


Abstract: This regulation provides that 
no cost which a provider incurs under a 
contract would be considered 
“reasonable” if determined as a 
percentage (or other proportion) of the 
provider's charges, revenues, or claim 
for reimbursement, except in certain 
cases. It is intended to preclude 
Medicare reimbursement for services 


when payment is not related to the 
value of those services. 


Timetabie: 
Action 

NPRM 

Smail Entity: No 


Contact: Bill Goeller, Chief. 
Department of Health and Human 
Services, Health Care Financing 
Administration, Reimbursement Policy 
Branch, Room 1-H-5, East Low Rise 
Bidg, 6325 Security Blvd, Baltimore, MD 
21207, 301 594-1802 


RIN: 0938-AA32 


Date 
00/00/00 


239. AMENDING COST REPORTS AND 
REOPENING COST REPORT 
DETERMINATIONS AND DECISIONS 
Legal ; 42 USC 1302; 42 USC 
1395f(b); 42 USC 1395g; 42 USC 1395i{a); 42 
USC 1395x(v); 42 USC 1395hh; 42 USC 
13959; 42 USC 1395ww; 42 USC 1395xx; 42 
USC 405; 42 USC 1395g(a); 42 USC 
1395x{v); 42 USC 1395i; 42 USC 139500 
CFR Citation: 42 CFR 405.453(f); 42 CFR 


405.1833; 42 CFR 406.1686; 42 CFR 
405.1887 


Abstract: This proposal would establish 
rules to govern and distinguish between 
the amending of cost reports and the 
reopening of Medicare cost report 
determinations and decisions. This 
proposal would provide guidance to 
intermediaries and the Provider 
Reimbursement Review Board 
concerning the circumstances under 
which those actions may be taken. 


Timetable: 
Action 
NPRM 


Small Entity: No 

Agency Contact: Harold Fishman, 
Division Director, Department of Health 
and Human Services, Health Care 
Financing Administration, Div. of 
Medicare Eligibility, BERC, Rm. 448 
EHR, 6325 Security Blvd., Baltimore, 
MD 21207, 301 594-9077 


RIN: 0938-AA33 


Date 
12/00/83 


240. RECOGNITION OF STATE 
REIMBURSEMENT CONTROL 
SYSTEMS 


Priority: Agency Determination 


Legal Authority: 42 USC 1302; 42 USC 
1395(a)(1)(F); 42 USC 18395hh; 42 USC 
1305wwi(c) 


47401 


Current and Projected Rulemakings 


CFR Citation: 42 CFR 403.300; 42 CFR 
405.302; 42 CFR 403.304; 42 CFR 403.306; 
42 CFR 403.308; 42 CFR 403.310; 42 CFR 
403.312; 42 CFR 403.314; 42 CFR 403.316; 
42 CFR 403.318; 42 CFR 403.320; 42 CFR 
403.322 

Abstract: This regulation permits 
payment to hospitals under-a State 
applied alternative reimbursement 
system if that system meets certain 
statutory requirements. The rule also 
specifies other criteria necessary for 
approval. 


Timetable: e 
Action 
Final Rule with 


comment 
NPRM 
Smail Entity: No 
Agency Contact: Anthony Lovecchio, 
Chief, Special Programs Branch, 
Department of Health and Human 
Services, Health Care Financing 
Administration, Bureau of Eligibility, 
Reimbursement & Cov., 1-A-1 ELR, 6325 
Security Blvd., Baltimore, MD 21207, 301 
594-4011 


RIN: 0938-AA34 


Date 
10/00/83 


03/00/84 


241. SURVEY AND CERTIFICATION 
PROCEDURES 
Authority: 42 USC 1395t; 42 USC 


1395x; 42 USC 1395bb; 42 USC 1395cc; 42 
USC 1395hh; 42 USC 1396a; 42 USC 1396(i) 


CFR Citation: 42 CFR 405; 42 CFR 431; 
42 CFR 441; 42 CFR 442; 42 CFR 489; 42 
CFR 490 


Abstract: This regulation streamlines, 


- simplifies and integrates survey and 


certification procedures for providers 
and suppliers under Medicare and 
Medicaid. Provides for the granting of 
“deemed status” to skilled nursing 
facilities, accredited by the JCAH. It is 
intended to accomplish effective 
monitoring with greater flexibility to 
States without loss of quality of health 
services. As a result of Congressional 
language, final regulations could not be 
issued before July 03, 1983. This 
regulation is a review item of the 
Presidential Task Force on Regulatory 
Relief. 


Timetabie: 

Action Date 

NPRM 05/27/82 47 FR 23404 
Next Action Undetermined 

Small Entity: No 
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Legal Authority: Pi 96-123, Sec 201 
CFR Citation: 42 CFR 431.800 to 431.802 
Abstract: These regulations would 
codify in the CFR the Federal . 
requirements for implementing a 
Medicaid Quality Control system that 
are now contained in the State 


Human Services, Health Care Financing 
Administration, Office of Quality 


Legal Authority: 42 USC 1395hh; 42 USC 
1395x 


CFR Citation: 42 CFR 405.415 


life guidelines to insure the continued 
use of the “utility” concept in Medicare; 
and prohibits the use of investment 
incentive proposals which would 
accelerate depreciation. It is intended 
to prevent waste and inefficiency in the 
Medicare program. 
Timetable: , 
Action Date FR Cite 
NPRM 09/30/82 47 FR 43085 
NPRM Comment 09/30/82 

Period Begin 
NPRM Comment 11/29/82 


10/00/83 


Agency Contact: Bernard Patashnik, 
Director, Department of Health and 
Human Services, Health Care Financing 
Administration, Div of Institn] Serv 
Reimbursemt, Rm 1-A-5, East Low Rise 
Bldg, 6325 Security Blvd, Baltimore, MD 
21207, 301 597-1335 


RIN: 0938-AA40 


244. DEEMING OF INCOME BETWEEN 
SPOUSES; CATEGORICALLY NEEDY 


Legal Authority: 42 USC 1302 


CFR Citation: 42 CFR 435.121; 42 CFR 
435.734; 42 CFR 436.711; 42 CFR 435.723 


Abstract: This regulation reinstates 
former Medicaid rules in 1902(f} States 
for determining the financial eligibility 
and the level of Medicaid payments for 
institutional care of aged, blind and 
disabled categorically-needy 
individuals when one spouse is 
institutionalized. It is intended to 
reinstate our former rule which was 
recently upheld in court. 


Timetabie: 
Action Date FR Cite 


NPRM 07/23/83 47 FR 31899 
interim Final Rule 09/01/83 

with Comment 

Period 
Next Action Undetermined 
Small Entity: No 
Agency Contact: Marinos Svolos, 
Division Director, Department of Health 
and Human Services, Health Care 
Financing Administration, Div of 
Medicaid Eligibility Policy, Rm 416, East 
High Rise Bldg, 6325 Security Blvd, 
Baltimore, MD 21207, 301 594-9051 
RIN: 0938-AA41 


245. MEDICAID CONTRACTS WITH 
HMOS AND PHPS 


Legal Authority: PL 97-35, Sec 2178; 42 
USC 1302 


CFR Citation: 42 CFR 431.501 to 431.597; 
42 CFR 434 

Abstract: This regulation encourages 
greater use of HMOs and similar health 
care plans in providing Medicaid 
services. The regulation also eliminates 
requirements not specified in the law, 
thus affording States greater flexibility 
in administering the program. 
Timetable: 
Action 


NPRM 


Date FR Cite 


09/30/82 47 FR 43087 
12/00/83 


Current and Projected Rulemakings 


Small Entity: No 


Agency Contact: Bernard Truffer, 
Chief, Department of Health and 
Human Services, Health Care Financing 
Administration, Hlth Orgn Rembrsmt 
Sec, Div of ARS, Rm 1-C-1, East Low 
Rise Bldg, 6325 Security Blvd, 
Baltimore, MD 21207, 301 597-1369 


RIN: 0938-AA42 


246. PAYMENTS TO HMOS AND CMPS 


Legal Authority: 42 USC 1395x(s)(2)(H); 
42 USC 1395mm 


CFR Citation: 42 CFR 417, (New) 


Abstract: This regulation authorizes 
both prospective reimbursement under 
risk-sharing contracts and cost-based 
reimbursement under reasonable cost 
reimbursement contracts for Health 
Maintenance Organizations (HMOs) 
and other medical plans. This provision 
modifies current law requirements for 
contracting with HMOs. 


Action 

NPRM 

Small Entity: No 
Agency Contact: Bernadette 
Schumaker, Acting Division Director, 
Department of Health and Human 
Services, Health Care Financing 
Administration, Div. of Alternative 
Reimb. Systems, BERC, 1-A-1 ELR, 6325 
Security Blvd., Baltimore, MD 21207, 301 
597-1336 

RIN: 0938-AA43 


Date 
12/00/83 


FR Cite 


247. RHC PROSPECTIVE 
REIMBURSEMENT 


Legal Authority: 42 USC 1395i(a)(3) 


CFR Citation: 42 CFR 405.2401 to 
405.2437; 42 CFR 405.2440 to 405.2441; 42 
CFR 447.371 


Abstract: This regulation establishes a 
prospective payment method for 
services under Medicare and Medicaid. 
It is intended to provide incentives for 
more efficient delivery of rural health 
clinic services. 

Timetable: 

Action Date FR Cite 


NPRM 12/01/82 47 FR'54113 
Revised NPRM 00/00/00 


Small Entity: No 
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HHS—HCFA 


Agency Contact: Bernadette 
Schumaker, Director, 
Department of Health and Human 
Services, Health Care Financing 
Administration, Div of Altern 
Reimbursemt Systems, Rm 1-B-1, East 
Low Rise Bldg, 6325 Security Blvd, 
Baltimore, MD 21207, 301 597-1049 


RIN: 0938-AA44 


248. PHYSICIAN CERTIFICATION AND 
PLAN OF TREATMENT 
REQUIREMENTS 


Legal Authority: PL 96-499, Sec 930(e); 
42 USC 1302; 42 USC 1395hh 


CFR Citation: 42 CFR 405.1633; 42 CFR 
405.1634; 42 CFR 405.1717 


Abstract: These rules confirm interim 
final rules published on October 26, 
1982 (47 FR 47388) with changes that 
make it possible for certain additional 
physicians to certify need for home 
health services and to establish and 
review a plan of treatment for those 
services, and make other clarifying 
changes with respect to certification for 
home health services and outpatient 
physical therapy and speech pathology 
services. 


Date FR Cite 


interim Final Rule 10/26/82 47 FR 47388 
Final Action 11/00/83 


Small Entity: No 


Agency Contact: Raymond T. Johnson, 
Branch Chief, Department of Health 
and Human Services, Health Care 
Financing Administration, Utilization 
Effectiveness Branch, BERC, Rm. 455 
EHR, 6325 Security Blvd., Baltimore, 
MD 21207, 301 594-9370 


RIN: 0938-AA46 


249. ACCESS TO BOOKS, 
DOCUMENTS, AND RECORDS OF 
SUBCONTRACTORS 


Legal Authority: 42 usc 1395x(v) 
CFR Citation: 42 CFR 420.300 to 420.304 


Abstract: This regulation authorizes the 
Secretary to review providers’ books 
and records to verify costs of contracts 
of $10,000 and over for a 12-month 
period. It is intended to strengthen 
HCFA's capacity to effectively detect 
fraud and abuse and to conform 
Medicare procedures with those of 
other Federal agencies that purchase 
services from the private sector. 


Timetable: 
Action Date FR Cite 


Interim Final Rule 12/30/82 47 FR 58260 
NPRM 08/25/83 48 FR 38758 
NPRM Comment 10/24/83 

Period End 
Final Action 
Small Entity: No 
Agency Contact: Leslie Miscevic, 
Program Analyst, Department of Health 
and Human Services, Health Care 
Financing Administration, Validation 
Planning Branch, Room 2-Q-3, East Low 
Rise Bldg, 6325 Security Blvd, 
Baltimore, MD 21207, 301 597-1376 


RIN: 0938-AA47 


12/00/83 


250. TIMELY CLAIMS PAYMENT - 
MEDICAID 


Legal Authority: 42 USC 1396a(37) 
CFR Citation: 42 CFR 447.45 


Abstract: This regulation improves 
timeliness of Medicaid claims. It is 
intended to improve State program 
management and increase provider 
participation in Medicaid. 
Timetable: 


Action Date FR Cite 


Next Action Undetermined 


Smail Entity: No 

Agency Contact: Newton Dikoff, 
Director, Department of Health and 
Human Services, Health Care Financing 
Administration, Division of Standards, 
BPO, Room 1-B-4, Meadows East Bldg, 
6300 Security Blvd, Baltimore, MD 
21207, 301 594-8190 


RIN: 0938-AA48 


251. REIMBURSEMENT FOR 
LABORATORY SERVICES 


Authority: 42 USC 1395i(h); 42 
USC 1395u 


CFR Citation: 42 CFR 405.503 


Abstract: This regulation would require 
Medicare carriers to use independent 
laboratories’ charges to physicians in 
determining the customary charges of 
independent laboratories. It is intended 
to more accurately reflect the 
customary charges of independent 
laboratories. 


47403 


Current and Projected Rulemakings 
_ Timetable: 


Action Date FR Cite 


Next Action Undetermined 
Small Entity: No 


Agency Contact: Paul Riesel, Chief, 
Department of Health and Human 
Services, Health Care Financing 
Administration, Physicn Practitnr 
Reimbrsmt Br, Rm 1-A-4, East Low Rise 
Bidg, 6325 Security Blvd, Baltimore. MD 
21207, 301 597-1843 


RIN: 0938-AA49 


252. PAYMENT FOR LTC AND 
INPATIENT HOSPITAL SERVICES 


Legal Authority: 42 USC 1302 


CFR Citation: 42 CFR 447.205; 42 CFR 
447.252 to 447.256; 42 CFR 447.258; 42 CFR 
447.260; 42 CFR 447.265; 42 CFR 447.271 to 
447.272 


Abstract: This regulation makes minor 
changes and clarifications to the 
procedural requirements for States to 
obtain approval of their inpatient 
reimbursement rates. It is intended to 
respond to public comments to the 
regulations published on September 30, 
1981 and operational experience gained 
implementing those regulations. 


Timetabie: 
Action Date FR Cite 


Interim Final Rule 09/30/81 46 FR 47964 
Final Action 10/00/83 

Small Entity: No 

Agency Contact: Richard Lyman, 
Program Analyst, Department of Health 
and Human Services, Health Care 
Financing Administration, Long-Term 
Care Section, Room 1-A-1, East Low 
Rise Bldg, 6325 Security Blvd, 
Baltimore, MD 21207, 301 594-9286 


RIN: 0938-AA51 


253. REDUCTION OF NUMBER OF 
PROVIDERS DEALING DIRECTLY 
WITH HCFA 


Legal Authority: 42 USC 1395h; 42 USC 
1395kk 


CFR Citation: 42 CFR 421; 
405.2001 (a) 

Abstract: This regulation reduces the 
number of providers dealing with 
HCFA. It is intended to promote 
efficiency and reduce program costs. 


42 CFR 





Legal Authority: PL 97-248, Sec 137(b) 
CFR Citation: 42 CFR 435; 42 CFR 436 


1981. The regulations would also 
respond to public comments received 
on the September 30 regulations. 
Because of changes required by TEFRA 
and in order to respond to comments, 
an NPRM will be published rather than 
a final regulation. 

Timetabie: 
Action 

NPRM 

Smaii Entity: No 
Agency Contact: Marinos Svolos, 
Director, Department of Health and 
Human Services, Health Care Financing 
Administration, Div of Medicaid 
Eligibility, Room 416, East High Rise 
Bidg, 6325 Security Blvd, Baltimore, MD 
21207, 301 594-9050 


RIN: 0938-AA58 


Date 
01/00/84 


FR Cite 


256. INTERMEDIATE SANCTION 
Legal Authority: 42 USC 1395m; 42 USC 
1396e 


CFR Citation: 42 CFR 442.1 to 442.2; 42 
CFR 442.117 to 442.118; 42 CFR 489.1 to 
489.3; 42 CFR 489.53 

Abstract: This regulation permits 
intermediate sanctions short of 
decertification for long term care 
facilities (Skilled Nursing Facilities and 
Intermediate Care Facilities) that are 
out of compliance with the conditions 
of participation. Authorizes HCFA to 
“look behind” State agency surveys on 
compliance where the adequacy of the 
State's determination is questionable. It 
is intended to decertify facilities for 
noncompliance where health and safety 
are jeopardized. 
Timetabie: 
Action 

NPRM 

Smaii Entity: No 
Agency Contact: Nancy Calk, Program 
Analyst, Department of Health and 
Human Services, Health Care Financing 
Administration, Compliance & 
Enforcement Branch, 2nd Floor, 
Dogwood East Bldg, 1848 Gwynn Oak 
Ave, Baltimore, MD 21207, 301 594-7651 


RIN: 0938-AA60 


Date 
10/00/83 


FR Cite 


257. MEDICAID ELIGIBILITY 
DETERMINATION AND INFORMATION 
RETRIEVAL SYSTEM 

Legal Authority: 42 USC 1396b 

CFR Citation: Not applicable 


that States with Medicaid 

Information Systems would have to 
meet. The proposed system is intended 
to improve program management 
efficiency. 

Timetable: 


Action Date FR Cite 


Next Action Undetermined 

Small Entity: No 

Agency Contact: William Grant, 
Division Director, Department of Health 
and Human Services, Health Caré 
Financing Administration, Office of 
Methods & Systems, Rm. G-E-7, 


Meadows East Bldg, 6300 Security Blvd, 
Baltimore, MD 21207, 301 594-7847 


RIN: 0338-AA63 


258. THIRD PARTY LIABILITY (TPL) 
AND PREMIUM FFP RATES 


Legal : 42 USC 1396a(a}(25}; 42 
USC 1396b{d){2) 

CFR Citation: 42 CFR 4322; 42 CFR 
432.50; 42 CFR 432.60; 42 CFR 433.15; 42 
CFR 433.45; 42 CFR 433.136; 42 CFR 
433.139; 42 CFR 433.149; 42 CFR 433.151 to 
433.152; 42 CFR 433.145 

Abstract: This regulation provides _. 
States with flexibility in establishing 
their programs so as to maximize 
operational efficiency and promote 
cost-avoidance procedures. It is 
intended to promote program 
management efficiency and reduce 
program costs by increasing TPL 
recoveries. 
Timetabtie: 
Action 
NPRM 


Small Entity: No 

Agency Contact: William Hickman, 
Director, Department of Health and 
Human Services, Health Care Financing 
Administration, Division of Operations, 
BPO, Room 367, Meadows East Bldg, 
6300 Security Blvd, Baltimore, MD 
21207, 301 594-9101 


RIN: 0938-AA65 


Date 
11/00/83 


FR Cite 


259. COLLECTION AND COMPROMISE 
OF CLAIMS 


Legal Authority: 31 USC 3711 
CFR Citation: 42 CFR 401.601 to 401.625 
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Current and Projected Rulemakings 


HHS—HCFA 


Abstract: This regulation addresses the 
collection and of all debts 


standards {at 4 CFR Parts 101-105) to 
HCFA’s operating needs. Allows the 
Administrator to exercise the full range 
of authority delegated by the Secretary. 


Final Rule 04/30/83 
Final Rule with 10/00/83 
Comment Period 


Small Entity: No 

Agency Contact: Tom Czerwinski, 
Division Director, Department of Health 
and Human Services, Health Care 
Financing Administration, Office of 
Management Services, Room 217, East 
Low Rise Bldg, 6325 Security Blvd, 
Baltimore, MD 21207, 301 594-3068 


RIN: 0938-AA66 


FR Cite 


Action 
interim 


260. COVERAGE OF OPTOMETRISTS’ 
SERVICES 


Legal Authority: PL 96-499, Sec 937 


CFR Citation: 42 CFR 405.232a; 42 CFR 
405.232c 

Abstract: This regulation provides 
coverage for previously uncovered 
services furnished by optometrists. It is 
intended to assure access to care and 
proper use of program funds. 


Date FR Cite 


06/23/82 47 FR 27084 
10/00/83 


Agency Contact: James Hannon, Chief, 
Department of Health and Human 
Services, Health Care Financing 
Administration, Physician & Other Med’ 
Services Branch, Room, 463, East High 
Rise Bldg, 6325 Security Blvd, 
Baltimore, MD 21207, 301 594-9514 


RIN: 0938-AA72 


261. CRITERIA AND STANDARDS FOR 
EVALUATING CARRIERS 

Legal Authority: 42 USC 1395u 

CFR Citation: 42 CFR 421.200 to 421.205 
Abstract: This proposal would provide 
for issuance of criteria and standards 


through the Federal Register for 
evaluating carrier performance. 


Timetable: 
Action 


NPRM 

Small Entity: No 
Agency Contact: Newton Dikoff, 
Director, Department of Heaith and 
Human Services, Health Care Financing 
Administration, Division of Standards, 
Room 1-B-4, Meadows East Bldg, 6300 
Security Blvd, Baltimore, MD 21207, 301 
594-8190 


RIN: 0938-AA73 


Date 
00/00/00 


Abstract: This notice will notify 
Medicaid State agencies with Medicaid 
Management Information Systems of 
new system requirements for diagnostic 


coding; procedure coding for physicians; 


uniform billing for hospitals; standard 
electronic media billing formats and 
conventions for hospital bills and 
uniform billing for physician services. It 
is intended to reduce the administrative 
burden on providers and promote 
program efficiency. 
Timetable: 

Action 


Date FR Cite 


Proposed Notice 04/19/83 48 FR 16750 


Final Action 
Small Entity: No 
Agency Contgct: Charles Booth, 
Director, Department of Health and 
Human Services, Health Care Financing 
Administration, Div of Method & 
Systems Requirmts, Rm 2-A-1, 
Meadows East Bldg, 6300 Security Blvd, 
Baltimore, MD 21207, 301 594-5415 


RIN: 0938-AA75 


05/00/84 


263. TRANSFER OF RESOURCES 
Legal Authority: PL 97-248, Sec 132(c) 


CFR Citation: 42 CFR 436.605; 42 CFR 
435.605 


Abstract: This regulation permits 
States, in evaluating an individual's 
financial eligibility for Medicaid to 
count as a resource the uncompensated 
value of resources (such as savings or - 
property) that the individual has 
transferred to someone else for less 
than fair market value within the 24 


47405 


months preceding a Medicaid 


exceeds 
$12,000, States may bar an individual 
from Medicaid eligibility for periods 
exceeding 24 months. 
Timetable: 
Date 


01/00/84 


FR Cite 
NPRM 


Agency Contact: Marinos Svolos, 
Director, Department of Health and 
Human Services, Health Care Financing 
Administration, Div of Medicaid 
Eligibility Policy, Rm 416, East High 
Rise Bldg, 6325 Security Blvd, 
Baltimore, MD 21207, 301 594-9050 


RIN: 0938-AA77 


264. MENTAL RETARDATION— 
DEFINITION OF “PERSONS WITH 
RELATED CONDITIONS” 


Legal Authority: ° 42 USC 1302; 42 USC 
1396d ; 


CFR Citation: 42 CFR 435.1009 


Abstract: This regulation would amend 
Medicaid regulations on intermediate 
care facility services for the mentally 
retarded persons with related 
conditions by revising the current 
definition of “persons with related 
conditions”. This definition is presently 
tied to the definition of developmental 
disability in the Developmental 
Disabilities Assistance and Bill of 
Rights Act (DDABRA). This regulation 
establishes a Medicaid definition of 
conditions related to mental retardation 
that would meet the specific needs of 
the Medicaid program and would be 
independent of the definition of 
developmental disablility in the 
DDABRA. 


Timetable: 
Action 


NPRM 

Final Action 
Smali Entity: No 
Agency Contact: Robert Wren, 
Director, Department of Health and 
Human Services, Health Care Financing 
Administration, Div of Provdr Servcs 
Coverage Policy, Rm 405, East High 
Rise Bldg, 6325 Security Blvd, 
Baltimore, MD 21207, 301 594-8820 


RIN: 0938-AA78 
LSA ABEND SLE LILLIE EE! REET OLD IOI IT RIE 


Date FR Cite 


02/23/83 48 FR 7593 
00/00/00 
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CFR Citation: 42 CFR 435.1008; 42 CFR 
436.1004 - 


Legal Authority: 42 USC 1396Ga; 42 USC 
1396b 


CFR Citation: 42 CFR 435.722; 42 CFR 


Agency Contact: Marinos Svolos, 
Division Director, Department of Health 
and Human Services, Health Care 
Financing Administration, Division of 
Medicaid Eligibility, Room 416 East 
High Rise, 6325 Security Blvd., 
Baltimore, MD 21207, 301 594-9050 

RIN: 0938-AB00 


267. BENEFIT PERIOD 
DETERMINATIONS 


Legal Authority: 42 USC 1395; 42 USC 
1395x 


CFR Citation: 42 CFR 405; 42 CFR 409, 
(New) 

Abstract: These regulations would (1) 
state clearly that it is the type of 
facility in which the beneficiary is an 
inpatient not the level of care received 
that determines whether a benefit 
period has ended; and (2) specify the 
standards or criteria which would be 
used to determine whether an 
institution is of a type in which a 
beneficiary stay would end a benefit 
period. These regulations would also: 
make conforming changes to other 
sections of the regulations to apply 
these same standards and criteria with 
respect to determinations regarding the 
provision of home health services 
durable medical equipment, and 
ambulance services. 


Timetabie: 
Action Date 
NPRM 00/00/00 
Small Entity: Undetermined 


Contact: Bob Wren, Director, 
Division of Provider Services, 
Department of Health and Human 
Services, Health Care Financing 
Administration, Room 405 East High 
Rise, 6325 Security Boulevard, 
Baltimore, Maryland 21207, 301 594-9820 
RIN: 0938-AB03 


268. CLAIMS PROCESSING QUALITY 
CONTROL 


Legal Authority: 42 USC 1396a{a}(4}; 42 
USC 1396b(r}(4) 


CFR Citation: 42 CFR 431.800 


condition for annual MMIS* approval 


Current and Projected Rulemakings 


and reapproval. These changes are 

intended to increase State flexibility in 
requirements and reduce the 

burden on States under the current 

MQC system. 

Timetable: 


Action FR Cite 


48 FR 36151 
48 FR 36151 


08/08/83 
NPRM Comment 08/09/83 


00/00/00 


Agency Contact: William McQuay, 
Branch Chief, Department of Health 
and Human Services, Health Care 
Financing Administration, Payments 
Processing Branch, BQC, 2-L-i ELR, 
6325 Security Bivd., Baltimore, 
Maryland 21207, 301 597-2946 


RIN: 0938-AB04 


269. MISCELLANEOUS CONFORMING 
AMENDMENTS 


Legal Authority: 42 USC 1302 
CFR Citation: 42 CFR 405; 42 CFR 408; 
42 CFR 409; 42 CFR 430; 42 CFR 431; 42 
CFR 433; 42 CFR 435; 42 CFR 441; 42 CFR 
442, 42 CFR 456 


Abstract: These rules amend existing 
Medicare and Medicaid regulations to 
conform them to statutory and policy 
changes that have occurred since those 
regulations were last published. The 
pertinent statutory changes are 
primarily those contained in the 
Omnibus Reconciliation Acts of 1980 
and 1981 (P.L. 96-499 and P.L. 97-35}, the 
Tax Equity and Fiscal Responsibility 
Act of 1982 (PL. 97-248), the Social 
Security Admendments of 1983 (P.L. 98- 
21), and the Continuing Appropriations 
for Fiscal Year 1982 {P.L. 97-161). 
Timetable: 

Action Date 


Final Rule with 00/00/00 

Comment Period 
Smail Entity: No 
Agency Contact: Luisa iglesias, 
Technical Assistant, Department of 
Health and Human Services, Health 
Care Financing Administration, BERC 
Regulations Staff, 4235 North, 300 
Independence Ave., S.W., Washington, 
DC 20201, 202 245-0383 


RIN: 0938-AB05 


FR Cite 
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CFR Citation: 42 CFR 44150; 42 CFR 
441.51; 42 CFR 441.55; 42 CFR 441.56; 42 
CFR 441.57; 42 CFR 441.58; 42 CFR 441.59; 
42 CFR 441.60; 42 CFR 441.61; 42 CFR 
441.62; 42 CFR 441.70; 42 CFR 441-71; 42 
CFR 441.75; 42 CFR 441.80; 42 CFR 441.85 


Abstract: This regulation would 
eliminate the penalty under Medicaid 
which reduces Federal funds for a 
State’ s Aid to Families with Dependent 


08/22/83 48 FR 38611 

NPRM Comment 08/22/83 

Period Begin 
NPRM Comment 10/21/83 

Period End 
Final Action 
Small Entity: No 
Agency Contact: Robert Wren, 
Division Director, Department of Health 
and Human Services, Health Care 
Financing Administration, Div. of 
Provider Services, BERC, 405 EHR, 6325 
Security Blvd., Baltimore, Maryland 
21207, 301 594-9620 


RIN: 0938-AB06 


00/00/00 


1. SPENDDOWN 
Priority: Task Force 


Legal Authority: 42 USC 1396a({a)(17); 42 
USC 1396a{r) 


CFR Citation: 42 CFR 435.732; 42 CFR 
435.631, 42 CFR 436.732, 42 CFR 436.831 


period 
would ordinarily preclude eligibility 


except that incurred medical 
reduce income to the eligibility level. 


Timetable: 
Action Date FR Cite 


NPRM 09/02/83 48 FR 39959 
NPRM Comment 09/02/83 

Penod Begin 
NPRM Comment 

Period End 
Final Action 
Small Entity: No 
Agency Contact: Marinos Svolos, 
Director, Div. of Medicaid Eligibility, 
Department of Health and Human 
Services, Health Care 
Administration, Room 416 East High 
Rise Bldg.,, 6325 Security Boulevard, 
Baltimore, MD 21207, 301 594-9050 


RIN: 0938-AB07 


11/01/83 


00/00/00 


272. UTILIZATION AND QUALITY 
CONTROL PEER REVIEW 
ORGANIZATION AREA 
DESIGNATIONS 


Legai Authority: 42 USC 1302 

Abstract: This notice establishes areas 
throughout the United States for the 
purpose of entering into contracts for 
the Utilization and Quality Control Peer 
Review Program. 

Timetable: 


Action Date FR Cite 


Proposed Notice 08/15/83 48 FR 36976 


Final Action 
Small Entity: No 


Agency Contact: Anthony J. Tirone. 
Director, Department of Health and 


12/00/83 


Maryland 21207, 301 594-1827 
RIN: 0938-AB10 


Legal Authority: 

1320c-5; 42 USC 1320c-6; 42 USC 1320c-9 
CFR Citation: 42 CFR 474.30 to 474.50; 42 
CFR 474.0 

Abstract: This regulation would 
establish certain rights and 


47407 


Current and Projected Rulemakings 


responsibilities of health care 
practioners and other persons who 
provide health care services and 
establishes sanctions and penalties that 


impose certain related responsibilities 
on utilization and quality control peer 
review organizations. These regulations 
are intended to assure that the public 
receives medically necessary, quality 
health services. 
Timetabie: 
Action 

NPRM 

Small Entity: No 
Agency Contact: Anthony J. Tirone, 
Director, PRO Implementation Task 
Force, Department of Health and 
Human Services, Health Care Financing 
Administration, 1-P-1 Dogwood East 
Bldg., 1849 Gwynn Oak Avenue, 
Baltimore, Maryland 21207, 301 594-9208 


RIN: 0938-AB11 


Date 
11/00/83 


FR Cite 


CFR Citation: 42 CFR 433; 42 CFR 431; 
42 CFR 456; 42 CFR 466 

Abstract: This regulation would set 
forth requirements for the conduct of 
review and relations with Medicaid 
with respect to Utilization and Quality 
Control Peer Review Organizations. 
This regulation would redirect, simplify 
and enhance the cost-effectiveness of 
the program of peer review under 
Medicare. 

Timetable: 

Action 

NPRM 


Smaili Entity: No 

Agency Contact: Anthony J. Tirone, 
Director, PRO Implementation Task 
Force, Department of Health and 
Human Services, Health Care Financing 
Administration, 2-K-3 Dogwood East 
Building, 1849 Gwynn Oak Avenue, 
Baltimore, Maryland 21207, 301 594-1827 


RIN: 0938-AB12 
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obtained or generated by Utilization 
and Quality Control Peer Review 
Organizations (PROs). This regulation 
provides PROs with the right to access 
necessary information and sets forth 
their responsibilities to assure that 
information once acquired is adequately 
safeguarded and used for proper 


11/00/83 

Smaii Entity: No 

Contact: Anthony J. Tirone, 
Director, PRO Implementation Task 
Force, Department of Health and. 
Human Services, Health Care Fi 
Administration, 2-K-3 Dogwood East 
Building, 1849 Gwynn Oak Avenue, 
Baltimore, Maryland 21207, 361 594-1827 


RIN: 0938-AB13 


Legal Authority: 42 USC 1320c to 1320c- 
12; 42 USC 1302 


CFR Citation: 42 CFR 460; 42 CFR 462 


Abstract: This regulation establishes 
areas throughout the United States for 
the purpose of entering into contracts 
for the Utilization and Quality Control 
Peer Review Organization (PRO) 
program. It also defines organizations 
eligible to become PROs. 


Date FR Cite 


NPRM 08/15/83 48 FR 36970 
NPRM Comment 08/15/83 48 FR 36970 
Period Begin 
NPRM Comment 09/14/83 
iod End 


12/00/83 


Agency Contact: Anthony J. Tirone, 
Director, Department of Health and 
Human Services, Health Care Financing 
Administration, Dogwood East Building, 
1849 Gwynn Oak Avenue, Baltimore, 
Maryland 21207, 301 594-1827 


RIN: 0938-AB14 


PERIOD BEGINNING 01/01/84 


Legal Authority: 42 USC 1395i-2(d)(2) 
Abstract: The notice announces 
Medicare’s monthly hospital insurance 
premium for the uninsured aged for the 
12 months beginning January 1, 1964. 
Timetable: 
Action 

Notice 

Small Entity: No 
Agency Contact: Sol Mussey, 
Supervisory Actuary, Department of 
Health and Human Services, Health 
Care Financing Administration, 1-C-11 
Oak Meadows Building, 6325 Security 
Boulevard, Baltimore, Maryland 21207, 
301 594-1024 


RIN: 0938-AB15 


Date 
09/30/83 


FR Cite 


278. PART B PREMIUM FOR 12- 
MONTH PERIOD BEGINNING 01/01/84 


Legal : 42 USC 1395r(c)(1); 42 
USC 1395r(c)(4); 42 USC 1395r(g)(1) 
Abstract: This notice announces the 
monthly actuarial rates for aged (age 65 
and over) and disabled (under age 65) 
enrollees in the Medicare 
Supplementary Medical Insurance (SMI) 
program for the 12 months beginning 
January 1, 1984. It also announces the 
monthly SMI premium rate to be paid 
by all enrollees during the 12 months 
beginning January 1, 1984. 

Timetable: 
Action 

Notice 

Small Entity: No 
Agency Contact: Joseph N. Romano, 
Supervisory Actuary, Department of 
Health and Human Services, Health 
Care Financing Administration, 1-C-11 
Oak Meadows Building, 6325 Security 


Boulevard, Baltimore, Maryland 21207, 
301 594-1023 


RIN: 0938-AB16 
FENRIS A RES LCR ADEIE TI OE 


Date 
09/30/83 





Current and Projected Rulemakings 


279. INPATIENT HOSPITAL 
DEDUCTIBLE (1964) 


Legal Authority: 42 USC 1395e 
Abstract: This notice provides for cost 
sharing amounts payable by the 
beneficiary. It will inform the public of 
the revised rates. 


10/00/83 
Small Entity: No 
Agency Contact: Sol Mussey, 
Supervisory Actuary, Department of 
Health and Human Services, Health 
Care Financing Administration, 1-C-11 
Oak Meadows Building, 6325 Security 
Boulevard, Baltimore, Maryland 21207, 
301 594-1024 


RIN: 0938-AB17 
RRO Ca OS oe RAR AL SIME 


260. PERFORMANCE CRITERIA AND 
STATISTICAL STANDARDS FOR 
EVALUATING INTERMEDIARY 
PERFORMANCE DURING FISCAL 
YEAR 1984 


Legal Authority: 42 USC 1395h 
Abstract: This notice would update the 
performance criteria and statistical 
standards to be used for evaluating the 
performance of fiscal intermediaries in 
the administration of the Medicare _ 
program for fiscal year 1984. The results 
of the evaluations would be considered 
whenever HCFA enters into, renews, or 
terminates an intermediary agreement; 
assigns or reassigns providers of 
services to an intermediary; or 
designates regional or national 
intermediaries. 


Timetabie: 


Action Date 
Proposed Notice 10/00/83 
Small Entity: Not Applicable 
Agency Contact: Newton Dikoff, 
Director, Division of Standards, 
Department of Health and Human 
Services, Health Care Financing 
Administration, Room 1-B-4 Meadows 
East Building, 6325 Security Boulevard, 
Baltimore, Maryland 21207, 301 594-8190 


RIN: 0938-AB19 


FR Cite 


281. PERFORMANCE CRITERIA AND 
STATISTICAL STANDARDS FOR 
EVALUATING INTERMEDIARY 
PERFORMANCE DURING FISCAL 
YEAR 1983 


Legal Authority: 42 USC 1395h 
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evaluations may be considered when 
HCFA enters into, renews, or 
terminates an intermediary; or 


Director, Division of Standards, 
Department of Health and Human 
Services, Health Care Financing 
Administration, Room 1-B-4 Meadows 


CFR Citation: 42 CFR 431.625; 42 CFR 
435.1009; 42 CFR 440.2; 42 CFR 440.10; 42 
CFR 440.20; 42 CFR 440.80; 42 CFR 
440.160; 42 CFR 441.151; 42 OFR 447.40 


Abstract: This regulation revises 
several definitions and clarifies 
ambiguities in existing Medicaid 
regulations. These changes are a part of 
the Department's regulatory reform 
effort to clarify those regulations that 
are ambiguous or that have been 
identified as problematic. 


Date FR Cite 


00/00/00 


Agency Contact: William Hickman, 
Director, Division of Operations, 
Department of Health and Human 
Services, Health Care Financing 
Administration, Room 367 Meadows 
East Building, 6325 Security Boulevard, 
Baltimore, MD 21207, 301 594-9101 


RIN: 0938-AB21 


263. @PART A PREMIUM FOR 
UNINSURED AGED FOR 12-MONTH 
PERIOD BEGINNING 01/01/85 


Legal Authority: 42 USC 1395i-2(4)(2) 
CFR Citation: 42 CFR 405.106 


Abstract: This notice announces 
Medicare's monthly hospital insurance 
premium for the uninsured aged for the 
12 months beginning January 1, 1985. 


Supervisory Actuary, Department of 
Health and Human Services, Health 
Care Financing Administration, 1-C-11 
Oak Meadows Building, 6325 Security 
Boulevard, Baltimore, Maryland 21207, 
301 594-1024 


RIN: 0938-AB22 


284. @PART B PREMIUM FOR 12- 
MONTH PERIOD BEGINNING 01/01/85 


Legai Authority: 42 USC 1395r(c)(1); 42 
USC 1395r(cH4); 42 USC 13959(g)(1) 


CFR Citation: 42 CFR 405.902 


Abstract: This notice announces the 
monthly actuarial rates for aged {age 65 
and over) and disabled {under age 65) 
enrollees in the Medicare 
Supplementary Medical insurance (SMI) 
program for the 12 months 

January 1, 1985. It also announces the 
monthly SMI premium rate to be paid 
by all enrollees during the 12 months 
beginning January 1, 1985. 


Date 

09/30/84 
Small Entity: Not Applicable 
Agency Contact: Joseph N. Romano, 
Supervisory Actuary, Department of 
Health and Human Services, Heaith 
Care Financing Administration, 1-C-11 
Oak Meadows Building, 6325 Security 
Boulevard, Baltimore, Maryland 21207, 
301 594-1023 
RIN: 0938-AB23 


285. @PEER REVIEW ORGANIZATION: 
(PRO): RECONSIDERATIONS AND 
APPEALS 

Legal Authority: 42 USC 1302; 42 USC 
1320c-4; 42 USC 1320c-6; 42 USC 1395pp 
CFR Citation: 42 CFR 473.7; 42 CFR 
473.18; 42 CFR 473.20; 42 CFR 473.22; 42 


CFR 4723.24, 42 CFR 473.28; 42 CFR 473.30, 
42 CFR 473.34; 42 CFR 473.36 
Abstract: This proposal implements 
that portion of Public Law 97-248 
addressing reconsiderations and 
appeals of PRO deniai determinations. 
It would establish procedures for (1) a 
PRO to reconsider its denial 
determinations regarding medical 
i reasonableness and 
appropriateness of services and 
application of the waiver of liability 
provision; (2) appeals to the Department 
following a PRO reconsideration; and 
{3) judicial review following 
administrative hearings. 


Timetable: 
Action 


NPRM 

Smali Entity: No 
Agency Contact: Kay Terry, Director, 
Division of Peer Review, Department of 
Health and Human Services, Health . 
Care Financing Administration, 2-K-3 
Dogwood East Building, 1849 Gwynn 
Oak Avenue, Baltimore, Maryland 
21207, 301 584-7810 


RIN: 0938-AB24 





Date 
11/00/83 


286. @CORRECTION: MEDICARE AND 
MEDICAID 


Legal Authority: 42 USC 1302; 42 USC 
1395hh 

CFR Citation: 42 CFR 405; 42 CFR 408; 
42 CFR 409; 42 CFR 440 

Abstract: This document corrects 
typographical errors in recently 
published final rules that apply to 
hospital insurance entitlement and 
benefits. It also makes technical 
corrections and editorial changes in 
other Medicare regulations that deal 
with payment of hospital insurance 
benefits, principles of reimbursement, 
beneficiary appeals, and appeals by 
providers and suppliers of Medicare 
services. The technical and editorial 
changes are needed primarily to 
conform the amended rules to other 
regulations that have been amended to 
reflect statutory and policy 

that occurred after these rules were last 
published. They will have little if any 
economic impact, since they are merely 
conforming changes. - 

Timetable: 


Action Date FR Cite 


Small Entity: No 





HHS—HCFA 

Contact: Luisa V 
Technical Assistant, Department of 
Health and Human Services, Health 
Care Financing Administration, BERC 
Regulations Staff, Rm. 4235 North Bldg., 


300 Indp. Ave. SW., Washington, D.C. 


287. @PROSPECTIVE PAYMENTS FOR 
MEDICARE INPATIENT HOSPITAL 


Legal = 42 USC 1302; 42 USC 
1395x{v); 42 USC 1395y: 42 USC 1395cc; 42 
USC 1395hh; 42 USC 139500; 42 USC 
1395ww, 42 USC 1395xx 


CFR Citation: 42 CFR 405.162 to 405.163; 
42 CFR 405.310(m), (New); 42 CFR 405.401; 
42 CFR 405.404; 42 CFR 405.414, (New); 42 
CFR 405.460; 42 CFR 405.463; 42 CFR 
405.470 to 405.476, (New); 42 CFR 405.482; 
42 CFR 405.550(e); 42 CFR 405.1627 to 
405.1630; 42 CFR 405.1801 to 405.1807; 42 
CFR 405.1835 to 405.1841; 42 CFR 
405.1873; 42 CFR 489: ... 


Abstract: This interim fina! ruie 
implements the prospective payment 
system for Medicare inpatient hospital 
services, effective for cost reporting 
periods beginning on or after October 1, 
1985, under which payment will be 
made at a predetermined fixed rate for 
each discharge based on the patient's 
diagnosis. These regulations set forth 
the method by which rates will be 
determined; explains the three-year 
transition phase for the 
prospectivepayment system; provide for 
certain exceptions and adjustments to 
prospective payment rates; require all 
hospitals participating in Medicare to 
furnish all nonphysiciar inpatient 
services, either directly or under 
arrangements, unless a hospital meets 
certain waiver criteria; and make 
orming to a number of 
existing Medicare regulations to 
ensurethat rules governing Medicare 
coverage, eligibility, medical review, 
and provider and beneficiary appeals 
are consistent with the objectives of the 
prospective payment system. RIN 0938- 
AB01 will be combined with this 
regulation. 
Timetabie: 
Action Date 
Interim Final -Rule 09/01/83 
Final Action 12/31/83 


Small Entity: Yes 


FR Cite 


Agency Contact: Michael Maher, 
Director, Office of Reimbursement 
Policy, Department of Health and 
Human Services, Health Care Financing 
Administration, 181 East High Rise, 
6325 Security Boulevard, Baltimore, 
Maryland 21207, 301 594-9760 


RIN: 0938-AB26 


268. @DELAY OF SINGLE 
REIMBURSEMENT LIMIT FOR SNFS 


Legal Authority: 42 USC 1395x(v)(1) 
CFR Citation: 42 CFR 405.460 


Abstract: This notice delays the 
effective date for the establishment of a 
single reimbursement limit for SNFs 
from October 1, 1982 to October 1, 1983. 


FR Cite 





Final Action 10/00/83 


Smaii Entity: No 


Agency Contact: Michael C. Notzon, 
Department of Health and Human 
Services, Health Care Financing 
Administration, Div. of Health Care 
Cost Containment, Rm 159, East High 
Rise, 6325 Security Blvd., Baltimore, MD 
21207, 301 594-9670 


RIN: 0938-AB27 


289. @SCHEDULE OF TARGET RATE 
PERCENTAGES FOR LIMITS ON THE 
RATE OF HOSPITAL COST 
INCREASES AND UPDATING 
FACTORS FOR TRANSITION 
PROSPECTIVE PAYMENT RATES 


Legal 42 USC 1395wwi(b); 42 
USC 1395ww(d) 
CFR Citation: 42 CFR 405.463 


Abstract: This notice sets forth target 
rate percentages needed to limit the 
rate of increase on hospital inpatient 
operating costs and related updating 
factors for use in computing the 
hospital-specific portions of transition 
payment rates under the prospective 
payment system. 


Timetable: 

Action Date 

Final Notice with 09/30/83 
Comment 


FR Cite 


Final Action 
Small Entity: No 


00/00/00 
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Agency Contact: Marilyn Koch, 
Division Director, ORP, Department of 
Health and Human Services, Health 
Care Financing Administration, 190 East 
High Rise, 6325 Security Boulevard, 
Baltimore, Maryland 21207, 301 594-9344 


RIN: 0938-AB28 


290. G@ELIMINATION OF LOWER OF 
COST OR CHARGES AGGREGATE 
METHOD FOR COMPUTING 
DISALLOWANCES 


Legal Authority: 
USC 1395i(a)(2)(B) 


CFR Citation: 42 CFR 405.455, (Revision) 


Abstract: This regulation will eliminate 
application of the lower of cost or 
charges aggregate method for 
computing disallowances under the 
Medicare reimbursement rules in 
determining payment for inpatient 
hospital services furnished in cost 
reporting periods beginning on or after 
October 1, 1983. These changes are 
needed to make the regulations 
consistent with the interim final 
regulations regarding prospective 
payment for Medicare inpatient hospital 
services. 


42 USC 1395f(b); 42 





NPRM 
Small Entity: No 

Agency Contact: Bernard Patashnik, 
Division Director, ORP, Department of 
Health and Human Services, Health 
Care Financing Administration, Room 1- 
A-5 East Low Rise, 6325 Security 
Boulevard, Baltimore, Maryland 21207, 
301 597-1335 


RIN: 0938-AB29 


291. @INPATIENT HOSPITAL 
DEDUCTIBLE (1985) 
Legal Authority: 42 USC 1395e 


Abstract: This notice provides for cost 
sharing amounts payable by the 
beneficiary for inpatient hospital 
services. It will inform the public of the 
revised rates. 


Timetable: 
Action 
Notice 





00/00/00 
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HHS—HCFA 


Agency Contact: Sol Mussey, 
Supervisory Actuary, Department of | 
Health and Human Services, Health 
Care Financing Administration, 1-C-11 
Oak Meadows Building, 6325 Security 
Boulevard, Baltimore, Maryland 21207, 


292. @MEDICARE ECONOMIC INDEX 
FOR REASONABLE CHARGES 
(EFFECTIVE 07/01/84) 


Legal Authority: 42 USC 1395u 

CFR Citation: 42 CFR 405.504 
Abstract: This notice sets forth the 
economic index used in the calculation 
of prevailing charges for physicians’ 
services under Part B of Medicare. 


Agency Contact: Joseph N. Romano, 
Supervisory Actuary, Department of 
Health and Human Services, Health 
Care Financing Administration, 1-C-11 
Oak Meadows Building, 6325 Security 
Boulevard, Baltimore, Maryland 21207, 
301 594-1023 


RIN: 0938-AB31 


293. @REVISED RCE LIMITS - CY1984 
Legal Authority: 42 USC 1395xx(a)(2)(B) 
CFR Citation: 42 CFR 405.482 


Abstract: This notice updates the 
reasonable compensation equivalent 
(RCE) limits for provider-based 
physicians for 1984. 


12/30/83 
Small Entity: No 


Agency Contact: Henry Hehir, Division 
Director, Department of Health and 
Human Services, Health Care Financing 
Administration, 1-A-3 East High Rise 
Building, 6325 Security Boulevard, 
Baltimore, Maryland 21207, 301 597-1811 


RIN: 0938-AB32 
ORR ARE eR ER RT RITES BST A 


294. ®@MEDICARE PROGRAM WAIVER 
OF LIABILITY PROVISIONS 


Legal Authority: 42 USC 1395hh; 42 USC 
1395pp; 42 USC 1302; PL 97-248 


CFR Citation: 42 CFR 405.195; 42 CFR 
405.196; 42 CFR 405.332 

Abstract: This proposed rule would 
revise regulations that establish a 
procedure for use of a favorable waiver 
of liability presumption for providers. 
Instead, a provider's liability would be 
based solely on findings of each 
individual case. The proposed rule will 
also incorporate statutory language 
added by P.L. 97-248 which prescribes 
the circumstances under which 
notification by the Secretary to a 
provider or other person that a pattern 
of inappropriate utilization has occurred 
in the past will result in a finding that 
the provider or person knew the 
services could not be paid for. 


Timetable: 
Action 

NPRM 

Small Entity: No 
Agency Contact: Harold Fishman, Dir., 
Div. of Medicare Eligibility Policy, 
Department of Health and Human 
Services, Health Care Financing 
Administration, 448 East High Rise, 
6325 Security Boulevard, Baltimore, 
Maryland 21207, 301 594-9077 


RIN: 0938-AB33 


Date 
10/00/83 


FR Cite 


295. @FORMS USED FOR CLAIMING 
PAYMENT 


CFR Citation: 42 CFR 405.1662 


47411 


Current and Projected Rulemakings 


Abstract: This regulation revises the 
Medicare regulations pertaining to 
applications and related forms used in 
requesting payment for services under 
the Medicare program. 


Final Rule with 00/00/00 
Comment 


Smail Entity: No 

Agency Contact: Charles Booth, 
Director, Department of Health and 
Human Services, Health Care Financing 
Administration, BPO, Div. of Methods & 
Systems Requirements, Room 2-A-1 ME 
Bldg., 6325 Security Boulevard, 
Baltimore, Maryland 21207, 301 594-5415 


RIN: 0938-AB34 


296. @ADJUSTMENT OF FEDERAL 
SHARE FOR UNCASHED OR FOR 
CANCELLED MEDICAID CHECKS 
Legal : 42 USC 303; 42 USC 
603; 42 USC 1203; 42 USC 1302; 42 USC 
1353; 42 USC 1383(Note) 


CFR Citation: 45 CFR 2015; 45 CFR 
201.67 


Abstract: This proposal would provide 
that the Federal share of cancelled 
(voided) checks be refunded to the 
Federal government since there has 
been no State expenditure. The 
proposal would also require States to 
refund to the Federal government the 
Federal share of all uncashed checks 
since these checks would no longer be 
considered amounts expended. 


Timetable: 
Date 
00/00/00 


FR Cite 
NPRM 

Smail Entity: No 
Agency Contact: David McNally, 
Director, Div. of State Agency Financial 
Mgt, Department of Health and Human 
Services, Health Care Financing 
Administration, Room 350 Meadows 
East Building, 6325 Security Boulevard, 
Baltimore, Maryland 21207, 301 597-1398 


RIN: 0938-AB35 
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Revised Final 09/01/83 46 FR 39740 


Date FR Cite 
09/29/82 47 FR 42894 
10/01/62 





CFR Citation: 42 CFR 405.160; 42 CFR 
405.162; 42 CFR 405.402; 42 CFR 405.437: 
42 CFR 405.452: 42 CFR 405.1627: 42 CFR 
405.1629 


05/16/83 
Smaii Entity: No 


Agency Contact: William Goeller 301 
594-1803 


RIN: 0938-AA14 


301. NURSING SALARY COST 
DIFFERENTIAL 


CFR Citation: 42 CFR 405.430 
Sa See 
Reason Date FR Cite 
Final Action 10/01/82 47 FR 43618 
Fina! Action 40/01/62 

Effective 


Small Entity: No 


Agency Contact: William Goeller 301 
594-1803 


RIN: 0938-AA16 





302. SERVICES COVERED UNDER 


CFR Citation: 42 CFR 405.322 to 405.522 
Completed: os 
Reason Date FR Cite 
Final Action 04/05/63 48 FR 14802 
Final Action 05/05/83 

Effective 
Small Entity: No 


Agency Contact: Herbert Pollock 301 
594-4978 


RIN: 0938-AA18 
MRE RVR AR eR HOARE RR NS 


303. ASSISTANTS AT SURGERY 


CFR Citation: 42 CFR 405.502(a)(10); 42 
CFR 405.580 


Completed: 
Reason 


Final Action 
Final Action 
Effective 


Small Entity: No 








Date ‘FR Cite 
02/18/83 48 FR 7172 
10/01/82 


Completed Actions 


Agency Contact: Lerry Oday 301 594- 
9320 


RIN: 0938-AA20 


304. LIEN PROVISIONS 

Priority: Agency Determination 

CFR Citation: 00 CFR Not applicable 
Completed: 
Reason 


No further action 
anticipated 
Smaii Entity: No 


Agency Contact: Larry Oday 301 594- 
9320 


RIN: 0938-AA21 


305. UPDATE OF TOTAL HOSPITAL 
COST LIMITS (EFFECTIVE 10/1/83) 


Priority: Agency Determination 
CFR Citation: 00 CFR Not applicable 


04/15/83 
Small Entity: No 


Agency Contact: Marilyn Koch 301 594- 
9344 ‘ 


RIN: 0938-AA26 


306. PROSPECTIVE REIMBURSEMENT 
FOR ESRD DIALYSIS SERVICES 
Priority: Agency Determination 
CFR Citation: 42 CFR 405.231; 42 CFR 
405.240; 42 CFR 405.251; 42 CFR 405.402; 
42 CFR 405.438 to 405.441; 42 CFR 405,502; 
42 CFR 405.541 to 405.542: 42 CFR 405.544; 
42 CFR 405.690 to 405.691 
Completed: 
Reason 
Final Action 
Final Action 
Effective 
Smail Entity: Yes 
Agency Contact: Bernadette 
Schumaker 301 597-1049 


RIN: 0938-AA36 


“Date  FRCite 


05/11/83 48 FR 21254 
08/01/83 


307. MEDICAID COST SHARING - 
DEFINITION OF NOMINAL 
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HHS—HCFA 


CFR Citation: 42 CFR 447.54 
Date 
07/00/83 


308. ELIMINATION OF THREE-DAY 
HOSPITAL REQUIREMENT FOR SNF 


07/00/83 t~S” 
Smail Entity: No 


Agency Contact: Tom Hoyer 301 594- 
9446 


RIN: 0938-AA45 


309. FREEDOM OF CHOICE 
CFR Citation: 42 CFR 431.51; 42 CFR 


Date FR Cite 
05/24/83 48 FR 23212 
06/22/83 


Agency Contact: Stanley Katz 301 594- 
9595 


RIN: 0938-AA52 


310. PAYMENT FOR DURABLE 
MEDICAL EQUIPMENT 


CFR Citation: 42 CFR 405.514 


07/00/83 
Small Entity: No 
Agency Contact: Ronald Wren 301 594- 


311. SUSPENSION OF HEALTH CARE 
PROFESSIONALS FOR PROGRAM- 
RELATED CRIMES 


CFR Citation: 42 CFR 420; 42 CFR 455; 
42 CFR 489 


Date 
07/00/83 


FR Cite 


Agency Contact: James F. Patton 301 
594-8000 


RIN: 0938-AA54 


312. CONDITIONS OF COVERAGE OF 
SUPPLIERS: ESRD (SELF-DIALYSIS 
TRAINING) 


CFR Citation: 42 CFR 405.2102; 42 CFR 
405.2123 to 405.2124; 42 CFR 405.2130; 42 
CFR 405.2132; 42 CFR 405.2134; 42 CFR 
405.2136; 42 CFR 405.2139 to 405.2140; 42 
CFR 405.2163 


Completed: 
Reason Date 
Withdrawn 07/00/83 
Small Entity: No 


Agency Contact: Stanley Rosenfeld 301 
597-5901 


RIN: 0938-AA55 


FR Cite 


313. CONDITIONS OF PARTICIPATION 
FOR HOME HEALTH AGENCIES— 
HOME HEALTH AIDES 
CFR Citation: 42 CFR 405.236; 42 CFR 
405.1031; 42 CFR 405.1101; 42 CFR 
405.1202; 42 CFR 405.1227; 42 CFR 
405.1702; 42 CFR 405.1731 
Compieted: 
Reason 
Withdrawn 
Combined with 
RIN 0938-AA13 
Smaii Entity: No 


Agency Contact: Stefan Miller 301 597- 
5915 


RIN: 0938-AA59 


Date 
04/00/83 


314. REVISIONS TO CRITERIA AND 
STANDARDS FOR EVALUATING 
INTERMEDIARIES 


CFR Citation: 42 CFR 421.100; 42 CFR - 


421.120; 42 CFR 421.122 
Date —- FRR Cite 
02/18/83 48 FR 7176 
02/18/83 





Completed Actions 


Agency Contact: Newton Dikoff 301 
594-8190 


RIN: 0938-AA62 


315. PENALTY FOR FAILURE TO 

MAKE A SATISFACTORY SHOWING 
OF AN EFFECTIVE INSTITUTIONAL 
UTILIZATION CONTROL PROGRAM 


CFR Citation: 42 CFR 456.650 to 456.657 


Reason 
Withdrawn 


Date 
07/00/83 


Smail Entity: No 
Agency Contact: Pamela Butler 301 
594-8092 


RIN: 0938-AA68 
SBA OR SY RO AEE MES 


316. TEMPORARY DELAY IN 
PERIODIC INTERIM PAYMENTS 


CFR Citation: 00 CFR Not applicable 
Compieted: 


Reason Date FR Cite 
Final Action 05/27/83 48 FR 23915 
Small Entity: No 


Agency Contact: William Goeller 301 
594-1802 


RIN: 0938-AA69 
AE ER NR RARE cat NER 


317. MEDICAID MANAGEMENT 
INFORMATION SYSTEMS: 
PERFORMANCE STANDARDS 


CFR Citation: 00 CFR Not applicable 

Compieted: 

Reason 

Final Action 

Final Action 
Effective 

Smali Entity: No 


Agency Contact: Newton Dikoff 301 
594-8190 


RIN: 0938-AA70 
POOR, Ee Oo AE RE REE ARTE EER 


318. INTEREST ON DISPUTED 
MEDICAID CLAIMS 


CFR Citation: 42 CFR 433.38 
Completed: 
Reason Date FR Cite 


Final Action 06/27/83 48 FR 29480 
Final Action 07/27/83 
Effective 3 


Small Entity: No 





Date FR Cite 


05/31/83 48 FR 24204 
05/31/83 
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CFR Citation: 42 CFR 405.520 to 405.521; 
42 CFR 405.560 to 405.575 


CFR Citation: 42 CFR 405.371; 42 CFR 
420.300 to 420.307 


07/00/83 
Transferred to 
Office of 
inspector 
General 


Small Entity: No 


Agency Contact: James Patton 301 594- 
8000 


RIN: 0938-AA85 
MA A SO PRT REMAT ORNR AT 


323. REVIEW AND RECOMPUTATION 
OF PERIODIC INTERIM PAYMENTS TO 
PROVIDERS OF SERVICES 


CFR Citation: 42 CFR 405.454() 
Completed: 

Reason Date 
Withdrawn 06/13/83 
Smaii Entity: No 


Agency Contact: Bernard Patashnik 
301 597-1335 


RIN: 0938-AA87 


FR Cite 


324. HOSPITAL INSURANCE 
ENTITLEMENT AND BENEFITS 


CFR Citation: 42 CFR 400; 42 CFR 
405.101 to 405.120; 42 CFR 405.122 to 
405.128; 42 CFR 405.130 to 405.133; 42 CFR 
405.151; 42 CFR 405.161; 42 CFR 405.180 to 
405.181; 42 CFR 408; 42 CFR 409 


Completed: 
Reason 

Final Action 
Final Action 
Effective 
Smaii Entity: No 


Agency Contact: Luisa Iglesies 202 245- 


RIN: 0938-AA88 
AON EA NT REE AE NEE YR HS 


325. ESRD CONDITIONS OF 
PARTICIPATION 


CFR Citation: 42 CFR 405.2100 to 2171 
Completed: 

Reason Date 
Withdrawn 07/00/83 
Smail Entity: No 


Agency Contact: Stanley Rosenfeld 301 
597-5901 


RIN: 0938-AA90 


03/25/83 48 FR 12526 
04/25/83 


FR Cite 


326. PERSONAL CARE SERVICES 
CFR Citation: 42 CFR 440.170 
Completed: 
Reason Date 
Withdrawn 07/00/83 
Smaii Entity: No 


FR Cite 


Completed Actions 
Agency Contact: Robert Wren 301 594- 
9820 
RIN: 0938-AA96 


327. REHABILITATION SERVICES 
CFR Citation: 42 CFR 440.130 
Completed: 

Reason Date 
Withdrawn 03/00/83 
Small Entity: No 


Agency Contact: Robert Wren 301 594- 


RIN: 0938-AA97 


FR Cite 


328. LOWEST CHARGE LEVEL FOR 
MEDICAL SERVICES SUPPLIES, 
EQUIPMENT 


CFR Citation: 00 CFR Not applicable 
Completed: 

Reason Date 
Withdrawn 07/00/83 
Small Entity: No 


Agency Contact: Paul Riesel 301 594- 
9690 


RIN: 0938-AAS8 


FR Cite 


329. PROVIDER REIMBURSEMENT 
REVIEW BOARD: EXPEDITED 
ADMINISTRATIVE REVIEW 


CFR Citation: 42 CFR 400 to 499; 42 CFR 
401.106; 42 CFR 401.108; 42 CFR 405.1842; 
42 CFR 405.1867 


Completed: 
Reason 
Final Action 
Final Action 
Effective 
Small Entity: No 


Agency Contact: Stanley Katz 301 594- 
9595 


RIN: 0938-AAS9 


Date FR Cite 


05/23/83 48 FR 22920 
06/22/83 


330. LESSER OF THE REASONABLE 
COST OR CUSTOMARY CHARGES 


CFR Citation: 42 CFR 405.455 
Completed: 
Reason 
Combined with 
RIN 0938-AB26 
Small Entity: No 


Date 
07/00/83 


FR Cite 
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HHS—HCFA 


Agency Contact: Paul Trimble 301 594- © Agency Contact: William Goeller 301 
8640 594-1803 


RIN: 0938-AB01 RIN: 0938-AB02 


331. PROHIBITION AGAINST 332. MEDICARE PROGRAM; 
PAYMENT FOR ANTI-UNION REIMBURSEMENT OF LEGAL 
ACTIVITIES EXPENSES AND RELATED COSTS 


CFR Citation: 42 CFR 405.451 CFR Citation: Not yet determined 
yaa REN 2 Ee og Completed: 





Date Reason Date FR Cite 


05/12/83 Withdrawn 05/24/83 
Smaii Entity: No 


Completed Actions 


Agency Contact: Leila Carp 301 594- 
2728 
RIN: 0938-AB09 


333. MEDICARE ECONOMIC INDEX 
CHARGES 


Final Action (07/01/83 48 FR 30459 
Final Action 07/01/83 
Effective 
Smail Entity: No 
Agency Contact: Joseph Romano 301 
594-1023 
RIN: 0938-AB18 
{¥® Doc. 63-28031 Filed 10-14-83; 8:45 am] 
BILLING CODE 4150-04-T 
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AGENCY: Department of Housing and 
Urban Development. 


ACTION: Semiannual agenda, under 
Executive Order 12291 and the 
Regulatory Fiexibility Act, of regulations 
expected to be issued and under review. 


SUMMARY: In accordance with Section 
5 of Executive Order 12291, “Federal 
Regulation,” the Department is 
publishing its Agenda of proposed 
regulations already issued or expected 
to be issued, and of currently effective 
rules that are under review. Also, under 
Section 602 of the Regulatory Flexibility 
Act, the Department has prepared a 
regulatory flexibility agenda of 
regulations expected to be proposed or 
promulgated which are likely to have a 
significant economic impact on a 
substantial number of small entities. As 
permitted by Executive Order 12291 and 
the Regulatory Flexibility Act, the two 
agendas are combined for publication. 
The Agenda appearing hereinafter is 
also the agenda of rules under 
development or review prepared for 
transmittal to the House Committee on 
Banking, Finance and Urban Affairs and 
the Senate Committee on Banking, 
Housing and Urban Affairs as required 
by Section 7(0) of the Department of 
HUD Act. 


FOR FURTHER INFORMATION 
CONTACT: Grady J. Norris, Assistant 
General Counsel for Regulations, 
Department of Housing and Urban 
Development, Room 10278, 451 7th 
Street, S.W., Washington, D.C. 20410, 
(202) 755-7055. (This is not a toll-free 
number.) 


SUPPLEMENTARY INFORMATION: 
Executive Order 12291, “Federal 
Regulation,” issued on February 17, 1981 
(46 FK 13193), requizes each agency to 
pubiish semiannually an agenda of 
regulations that the agency has issued or 

to issue of currently effective 
regulations that are under agency 
review. 

The Regulatory Flexibility Act, 5 
U.S.C. 601 et seq., requires each agency 
to publish semiannually a regulatory 
flexibility agenda of rules expected to 


be proposed or promulgated which are 
likely to have a significant economic 
impact on a substantial number of 
“small entities," meaning small 
businesses, small organizations, or small 
governmental jurisdictions. 


Executive Order 12291 and Section 
605 of the Regulatory Flexibility Act 
each permit incorporation of the agenda 
it requires with any other prescribed 
agenda. Accordingly, the agenda set out 
below combines the information 
required by the Executive Order and by 
the Regulatory Flexibility Act. In 
addition, the Agenda contains certain 
information not required by either the 
Executive Order or by the Act which the 
Department considers useful, both better 
to inform the public and to enhance the 
Department's own inventory control 
over its body of regulations. 


For purposes of Executive Order 
12291, “regulation” or “rule” is defined 
as “an agency statement of general 
applicability and future effect designed 
to implement, interpret, or prescribe law 
or policy or describing the procedure or 
practice requirements of an agency,” 
subject to certain exceptions. The 
Agenda published below concentrates 
upon regulatory material contained, or 
expected to be contained, in the Code of 
Federal Regulations (CFR) (or 
incorporated therein by reference) 
following publication in the Federal 
Register. As appropriate, however, 
issuances in the nature of general 
statements of policy may be published 
in the Federal Register but not for 
codification in the CFR. 


The Department also is subject to 
certain requirements involving 
congressional review of rulemaking 
actions, including publication of an 
agenda. Section 7(0) of the Department 
of Housing and Urban Development Act 
(42 U.S.C. 3535({0)) requires that the 
Secretary transmit to the congressional 
committees having jurisdictional 
oversight (the Senate Committee on 
Banking, Housing and Urban Affairs and 
the House Committee on Banking, 
Finance and Urban Affairs) a 
semiannual agenda of all rules or 
regulations which are under 
development or review by the 
Department. A rule appearing on the 
agenda cannot be published for 
comment before or during the first 15 
calendar days of continuous session of 
Congress after transmittal of the agenda. 
If, within such period, either Committee 
notifies the Secretary that it intends to 
review any rule or regulation or portion 


thereof which appears on the agenda, 
the Secretary must submit to both 
Committees a copy of the rule or 
regulation, in the form it is intended to 
be proposed, at least 15 calendar days 
of continuous session before it is 
published for comment. The Semiannual 
Agenda appearing hereinafter is the 
agenda transmitted to the Committees in 
compliance with the foregoing 
requirement. 


The agenda items are divided first by 
program office. Within each program 
office, the agenda items are divided into 
three groups: (i) current and projected 
rulemakings, (ii) reviews of existing 
regulations, and (iii) completed or 
withdrawn regulations and completed 
reviews. Within each grouping, rules are 
listed in chronological order by the Part 
number of the CFR affected. Where a 
rule affects multiple parts of the CFR, 
the rule is listed by the first affected 
Part number. Rules which are 
designated “priority” include all 
regulations designated for priority 
development or review by the 
Department, all regulations that are 
“major rules” under section 1(b) of 
Executive Order 12291, and all 
regulations designated for review by the 
Presidential Task Force on Regulatory 
Relief. 


Under Executive Order 12291, a 
“major rule” means “any regulation that 
is likely to result in: 1) an annual effect 
on the economy of $100 million or more; 
2) a major increase in costs or prices for 
consumers, individual industries, 
Federal, State, or local government 
agencies, or geographic regions; or 3) 
significant adverse effects on 
competition, employment, investment, 
productivity, innovation, or on the 
ability of United States-based 
enterprises to compete with foreign- 
based enterprises in domestic or export 
markets.” 


Items listed in this Agenda are from 
the following Offices within the 
Department: Office of the Secretary; 
Office of Housing (including the former 
Office of Neighborhoods, Voluntary 
Associations and Consumer Protection); 
Office of Community Planning and 
Development; Government National 
Mortgage Association; Office of Fair 
Housing and Equal Opportunity; Office 
of Administration; and Office of the 
Inspector General. 


DATED: August 26, 1983. 


John J..Knapp, 
General Counsel. 
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Office of the Secretary—Current and Projected Rulemakings 
Title 


implementation of the Equal Access to Justice Act in Administrative Proceedings (S-3-82; FR-1547) 2501-AA00 
Production or Disclosure of Material or information (S-9-83; FR-1820) 2501-AA16 
Board of Contract Appeals Regulations (S-1-79) 2501-AA04 
“Suspension and Debarment (S-2-79; FR-1676) .... ; 2501-AA05 
Mortgagee Review Board (S-3-79) 2501-AA06 
Proceedings Before a Hearing Officer (S-4-79) 2501-AA07 
*Nonjudicial Foreclosure of Multifamily Mortgages (S-4-82; FR-1583) ... 2501-AA01 
Protection of Human Subjects in Research (S-6-83; FR-1807) 2501-AA15 
*Federal National Mortgage Association (FNMA) (S-3-81) 2501-AA10 
t Solar Energy and Energy Conservation Program (S-5-82; FR-1700) 2501-AA02 


SC@ONANMSWN= 





‘ “Indicates priority regulation. 


Office of the Secretary—Compieted Actions 











Rulemaking: Policy and Procedures (S-1-82) 

Production or Disclosure of Material information (S-2-83; FR-1721) 
Release or Denial of Classified Material (S-4-83; FR-1705) 
*Intergovernmental Review of Federal Programs (S-1-83; FR-1680) 


*|ndicates priority regulation. 
Office of Housing—Current and Projected Rulemakings 


“Nondiscrimination Based on Handicap in Federally-Assisted Programs and Activities (H-70-78; FR-770) 
*Lead Based Paint Poisoning Prevention (H-81-82; FR-1748)... 
Standards for Design, Construction and Alteration of Publicly-Owned Residential Structures (H-71-78; FR-822)... 
“Elimination of Minimum Property Standards (MPS) for One- and Two-Family Dwellings (H-74-82; FR-1655) 
*Minimum Property Standards for Multifamily Housing - MPS (H-69-81; FR-1529) 
Use of Materials Bulletin No. 38i - HUD Building Product Standards and Certification Program for the Grademarking of 


Use of Materials Bulletin No. 85 - HUD Building Product Standards and Certification Program for Poly (Vinyl Chioride) 
Plastic Windows (H-105-82) 
Use of Materials Bulletin No. 86 - HUD Building Product Standards and Certification Program for EPDM Roofing 


Mutua! Mortgage Insurance and Insured Home Improvement Loans-Deregulation (H-58-81; FR-1728) 
Use of Materials Bulletin No. 39a - HUD Building Product Standards and Certification Program for Aluminum Windows 


to Minimum Property Standards for Solar Heating and Domestic Hot Water Systems (H-6-80; FR-1320) 
Use of Material Bulletin No. 78a, PE, ABS, PVC and PB Piping for Domestic Cold Water (H-33-79; FR-1154) 
Use of Materials Bulletin No. 59b-HUD Building Product Standards Certification Program for Wood Windows (H-34-79; 


Users Fee Schedule for the Technical Suitability of Products Program (H-56-83; FR 1827) 

*Minimum Property Standards for Care-Type Housing -- MPS (H-39-83; FR-1776) 

*Delegations to Particular Positions; Revision (H-45-83; FR-1793) 

Property Improvement Loans - Maximum Mortgage Amounts (H-43-82; FR-1640) 

Interest Charge on Late Premium Payments (H-26-81; FR-1616) 

Property Improvement and Mobile Home Loans (H-57-81; FR-1656) 

Combination and Manufactured (Mobile) Home Lot Loans High Cost Area Limits (H-19-82; FR-1551).... 
Simplification of FHA interest Rate Changes (H-23-83; FR-1738) 

“Property Improvement and Mobile Home Programs Approval of Lending Institutions (H-60-83 
Property improvement and Mobile Home Loans - Approval of Lending institutions (H-90-82; FR-1713 
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Office of Housing—Current and Projected Rulemakings—Continued 





rn ee Seren ee 
stata — 2502-AA57 
"Growing Equity Mortgages (H-85-82: FR-1573) sescsceeesenel 2502-AA58 
Eligibility of Mortgages involving a Dwelling Unit in a Cooperative Housing Development (H-83-82. FR-1742) 2502-AA61 
Mutual Mortgage Insurance and insured Home improvement Loans-Miscellaneous i (H-44-81; FR-1623) 2502-AA88 
issue Date of Debentures (H-51-81; FR-1501) 2502-AA91 
Modification of the Graduated Payment Mortgage Program (H-8-80, FR-1242) 2502-AB00 

ee ee ee Sane nae eee ee epaaaeED SPhate Cheyee Ore 
FR-1028)..... oes | 2502-AB02 
Mortgage Insurance for One-to-Four-Family Residences Adjustment f tor Fire @ Damage ( # 19-79, : FRESN) . 2502-AB03 
Mortgage Insurance - Occupancy of Property (H-1-78; FR-968) ... sesssesssssesereseseeee} 2502-AB10 
Mortgagee Approval - Eligibility ; ) 2502-AB12 
Deficiency Judgements - Singie Family HUD/FHA-insured Mortgages (H-95-82; FR-1717) 2502-AB27 
ae insurance and Home improvement Loan: Elimination of Appendix A (H-18-83; FR-1722)... sane ..| 2502-AB60 
Mutual Mortgage insurance and Rehabilitation Loans--Disaster Victims (H-48-53; FR-1802) | 2502-AB69 

ne a ee | 

FR-1415).... citi ..| 2502-AB79 
*Maximum » Amount - - Section 203(h) (H-61-83).. 2502-AB82 

Veteran Qualifications--Eligibility ee for Mutual er Insurance and Rehabilitation Loans eee 83; FR- 
1801)... ..| 2502-AB89 
Coinsurance Program (H-28-80- FR-1094).. } 2502-AB01 
under National Housing Act (Use of Inferior Liens) (H-45-81; FR-1559) 2502-AA30 
2502-AA59 


BESSTES B 


2502-AB98 

2502-AA47 

2502-AA63 

2502-AA77 

Mortgage 2502-AA90 
Deletion of Statutory Mortgage Limits (H-66-83) .... a on a sasaki 
Section 223(A) Amendment (H-65-83) 2502-AB92 
Limitation on Prepayment for Bond Financed Projects (H-54-83; FR-1819) ...| 2502-ACO1 
Cooperative Housing Mortgage Insurance Subordinated Secretary-held Mortgages (H-33-83; FR-1756) ---| 2502-AB97 
“Preferences for Persons Displaced and Living in Substandard Housing (H-22-80; FR-1597) ...| 2502-AA34 
Prohibited Lease Terms (H-117-82; FR-1608) 2502-AA70 
“Rental Assistance for Families in Shared Housing (H-49-83; FR-1804) 2 ..-----c--seccneneccnsnernesnesnenneensensnnsnennnsensnennnanennesnnie 2502-AB72 
Occupancy Policies in Assisted Projects for the Elderly (H-59-83; FR-1829) 2502-AB87 
2502-AB91 

| 2502-AA53 


2502-AA43 
| 2502-AA74 


jon and 
i Payments Program (FY 1983) (H-97-82; FR-1711) 
if Market Rent (FMR) Schedules for New Construction and 
eee Sees 
gape mnt areata Reexamination of Family income for Public Housing and Section 6 (H- 
eee ‘Subpart 8 (H-55-79; FR- 
| Turnkey tl Homeownership Opportunities Programs (H-7-83: FF 1696)— ee : 
“Indian Preferences (H-51-83; FR-1808).... pikeccioenitiemiis 


47 
46 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
) 
60 
61 
62 
63 
64 
65 
66 
67 
68 
63 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
64 
85 
86 
87 
88 
89 
90 


o 
a 


KEES 
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Office of Housing—Current and Projected Rulemakings—Continued 


Public Housing 

“Low-income Public inceamaen Requirements, 

*Tenant Allowances for Utilities (H-95-78; FR-350) 

Repeal of the Rule on Individual Metering of Utilities for Existing PHA-Owned Projects (H-36-83; FR-1769) 

Wage Rate Regulation Covering PHA Development and Modernization (H-13-83; EN SAS aii oiaccciitenitegiaie’ 6 


Housing 
Service (H-60-79; FR-1202) 
*Government Officials, Conflicts of interest (H-127-82) 
*Section 8-Amendments Implementing sections 324(1), 323(3) and 329 H of the HCD Amendments of 1981, and 
section 211 (b) of the HCD Amendments of 1979 (H-130-82; FR-1675) 
*Section 8-Limit on Contract Rent increasés (H-132-82; FR-1703) 
*Rent increase Notification (H-135-82; FR-1677) 
eS ee Seen ee Substantial Rehabilitation, Availability of Units Under Contract at initial Occupancy 


Section 6 Housing Assistance Payments Program - Moderate Rehabilitation (H-38-81; FR-1527) 

Section 8 Housing Assistance Payments Program - Existing Housing 

Targeting of Section 8 Certificates of Family Participation (H-22-83; FR-1736) 

Section 8 Housing Assistance Payment Program Section 8 Existing Housing Certificates for Families Residing in HUD- 
held or HUD-owned Projects (H-73-83) 

Section 8 Housing Assistance Payments Programs Portability of Section 8 Existing Housing Certificates (H-46-83; FR- 


Section 8 Housing Assistance Payments Program State Housing Agencies (H-98-82; FR-1626) 
“Eligibility of Existing Structures and Moderate Rehabilitation to Meet Needs of Non-Elderly Handicapped (H-40-81; 


Housing for the Elderly or Handicapped (H-99-82, FR-1463) 


Bonding Requirement: Loans for Housing for the Elderly or Handicapped (H-57-83; FR-1824) 

“Additional Assistance Program for Projects with HUD-Iinsured or HUD-Held Mortgages (H-89-78) 

*Section 8 HAPP-Special Allocations (H-44-83; FR-1795) 

ee eee Fair Market Rent Schedules, Existing Housing (H-102-82; FR- 


*Section 8 Housing 
Notos ot Pumbaaions @478-0 

*Section 8 Housing Assistance Payments Program Fair Market Rent Schedules (1984) for the Section 8 Existing 
Housing and Moderate Rehabilitation Program (H-71-83) 

Annual Contributions for Operating Subsidy - Performance Funding System (H-109-82). 

*Annual Contributions for Operating Subsidy Performance Funding System-Energy Conservation Adjustments (H-26- 


*Fair Market Rent-based operating subsidy (H-32-83; FR-1762) 

Review of Applications for Housing Assistance and Allocation of Housing Assistance Funds (H-4-81; FR-1512) 
*Section 8-Litigation by PHAs to Recover Wrongfully Used Section 8 Funds (H-126-82; FR-1692) 

Intrgduction, Land Registration, and Appiication of Regulations to ceteie and Future Filings (H-80-82; FR-1595) 


Amendments to Procedural and Enforcement Regulations (H-107-82) 

Manufactured Home Procedural and Enforcement Regulations Monitoring inspection Fee (H-30-83; FR-1767) 
*Manufactured Home Procedural and Enforcement Regulations Monitoring inspection Fee (H-11-83; FR-1699) 

*Manufactured Home Construction and Safety Standards (Voluntary Consenus Standards) (H-72-82; FR-1633) 





138 Use of Materials Bulletin No. 73a - HUD Building Product Standards and Certification Program for Plastic Plumbing 
Fixtures (H-22-81; FR-1358) 
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Office of Housing—Existing Regulations Under Review—Continued 


2502-AB17 
2502-AAS1 
2502-AB41 
2502-AB46 


2502-AB64 
2502-AC03 
2502-AB42 
2502-AB34 
2502-AB21 


*Direct Endorsement Processing . 2502-AA07 

*Advance Mortgage Insurance Premiums (H-139-82; FR-1690) 2502-AA25 
eye mee FR-1524 and 

FR-1689)..... a neil anata 2502-AA54 

Revision to Graduated ‘Mortgage Program (H-94-82) .. cad a a eek ae 

Issue Date of Debentures (H-24-81; FR-1339) 2502-AA83 

Flexible Amortization Periods on Single Family Mortgages (H-38-79; FR-1162) 2502-AB07 

“Multifamily Housing, Urban Renewal, and Low Cost and Moderate income Mortgage insurance (H-88-82; FR-1490) 2502-AA08 

“Mortgage insurance - Existing Projects (H-62-78; FR-1034) 2502-AA37 
ee eae ae Da Sian eae - ee 

Areas (H-25-83; FR-1745) ... ou 2502-AB51 

2502-AB53 

2502-AA22 

2502-AA14 

2502-AA15 

2502-AA45 

2502-AA78 

2502-AB16 

| 2502-AB54 

2502-AB36 

| 2502-AA26 

Mortgagor 2502-AA35 

ma Housing Program (H-76-82; FR-1563) 2502-AA04 

PHA-Owned Projects - Personne! Policies & Compensation, Certification of Housing Managers (H-77-82; FR-1629) ... 2502-AA55 

“Comprehensive improvement Assistance Program, Low-income Housing (H-21-83; FR-1731) 2502-AB63 

Section 8 New Construction and and Substantial Rehabilitation - Consolidation of Parts a 39-81; FR-1532) 2502-AA28 

2502-AA95 

2502-AA10 

2502-AB45 

2502-AA46 


2502-AB15 
2502-AB18 
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Office of Community Planning and Development—Current and Projected Rulemakings 


Relocation Assistance and Real Property Acquisition (CPD-15-83).............-.-..... Sepia 
Provision of Replacement Housing Under the Uniform Relocation Assistance and Real Property Acquisition Policies 
Act of 1970, ee ee ee nm a aia 
ee Procedures for Protection and Enhancement of Environmental Quality 


eecceccecccecsecscceroscoes: erereccsecerccccesons 


; Near Hazardous Operations Handling Conventional Fuels or Chemicals of an 


Administration Requirements for Lump Sum Drawdown of CDBG Funds for Property Rehabilitation Financing 
rn in a ooo seegpsnccliocad neti ldiyresibadenopagesiacchscibaeninntiasniacabikedl ee 
Development Block Grants; Grant Closeouts (CPD-2-79; FRR-969) -.--n..n-nennnne-onenernennenenenennansnanannen 


Development 
Revision of the Distress Eligibility Criteria for the UDAG Program (CPD-10-83; FR-1823)...........-.-.-.-0-crsscnssrenensanacenen sana 
I a rt ONIN geisha eaochaechssaccceepdignaonctysnecitioenngee itbbadesseonapiieytiignsigenapstanate sail 


tbban Homesteading (CPD-2579. I sich seh esisceaei vini nal Sige a tinier Magician aiagaada 
*Enterprise Zones (CPD-1 a ea piSialiipseeeecnsensisanuliines 
Removal of Part 710 Financing Private New Community Development (Chapter Vil, Subchapter B—Assistance for New 
RUIN Ummm WRITER oO TN on damascene onsctte sapseclenntedngieninctagnliemertinsabgcmesitbc a 


Section 312 Rehabilitation Loan Program (CPD-24-78) ..........-..cu--suscssssssssssesesesessnsercenessnseastnarssnesssnanansnnsnnensstnenatnnensnassnnenssennenees 
Office of Community Planning and Development—Completed Actions 
*UDAG - Housing Eligibility (CPD-16-82; FR-1729) ... 


CDBG, Discretionary Grants from Secretary's Fund in Behalf of New Communities (CPD-39-78) .. 
CDBG Amendment--Definitions “Metropolitan City” and “Urban County” (CPD-1-83; FR-1726) .................--.srsssssenerssneneee 
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Office of Community Planning and Development—Completed Actions—Continued 


Discriminatory Housing Practices (FH&EO-1-82) 
Housing Under Executive Order 11063 (FH&EO-2-82) 


ee ee ee 
a Ra csionahialereiosenr tceosonlbeclpsosatumnstetetnsiecBeasensd 
*implementation of Section 109 of the Housing and Community Development Act of 1974 (FH&EO-13-78; FR-1058) 
*implementation of Age Discrimination Act of 1975 (FH&EO-1-79; FR-1161) 


Office of Fair Housing and Equal Opportunity—Existing Regulations Under Review 








2529-AA14 
2529-AA13 


2529-AA15 











? 
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Office of Administration—Current and Projected Rulemakings 


Title 


Organization, Function, and Delegations of Authority Subpart C - Secretary’s Delegations of Authority to Heads of 


cach adh ions geileca etnias ences asleep ioaipatsshcac seteliakiavameeteoeseasbivadatenchapsimedactianinagpsctaiiicciams 


Ste ae, en ee -1628) 
Administrative Ciaims; Collection of Claims by the Government under the Federal Claims Collection Act of 1966; 
Standards for Collection of Claims (ADM-1-62; FR-1644) ...... 


HUD Procurement Regulations (ADM- 


2535-AA01 


1-83) 
HUD Procurement Regulations re: The Office of Small and Disadvantaged Business Uitiization (ADM-3-62, FR-1647).. 


Office of the Inspector General—Current and Projected Rulemakings 


OMB Circular A-102, Uniform Requirements for Assistance to State and Local Government, Audit Requirements 
Non ederal Governmental 


Audit Requirements (IG-1-83; FR-1813). 


Establishment of Office of Inspector General -(IG-1-81; FR-1651) -/ 
of 


DEPARTMENT OF HOUSING AND URBAN DEVELOPMENT (HUD) 


Office of the Secretary (HUDSEC) 


1. IMPLEMENTATION OF THE EQUAL _ Timetable: 


Abstract: The Equal Access to Justice 
Act provides that in certain Federal 
agency adversary adjudications pending 
between October 1, 1981 and September 
30, 1984, the agency that conducts the 
proceeding shall award attorney fees 
and other expenses to qualified parties 
who prevail against the agency, unless 
(1) the position of the agency as a party 
to the proceeding was substantially 
justified; (2) special circumstances 
make an award unjust; or (3) the 
prevailing party engaged in conduct 
which unduly and unreasonably 
protracted the final resolution of the 
matter in controversy. The rule will 
establish procedures for the submission 

, and consideration of applications for 
award. In light of the limited number of 
proceedings to which the rule will be 
applicable, the potential costs of the 
rule are expected to be minimal. 


Action Date 
Interim Final Rule 06/00/00 


Agency 

Department of Housing and Urban 
Development, Office of the Secretary, 
Office of General Counsel, 202 755-6550 


RIN: 2501-AA00 


2. @PRODUCTION OR DISCLOSURE 
OF MATERIAL OR INFORMATION (S- 
9-83; FR-1820) 
Legal Authority: 42 USC 3535(¢) 
CFR Citation: 24 CFR 15 
Abstract: Would amend HUD 
regulations on the production of 


Current and Projected Rulemakings 


material requested under the Freedom 
of Information Act and demands for 
information made on employees by 
subpoena or other order by a court or 
other authority to make it clear that an 
employee of the Office of Inspector 
General is not covered by the 
Secretary's production and disclosure 
regulations contained in Part 15. 
Timetable: 
Action 

Final Action 
Small Entity: No 
Agency Contact: David White, 
Assistant General Counsel for Admin 
Law, Department of Housing and Urban 
Development, Office of the Secretary, 
202 755-7137 


RIN: 2501-AA16 


Date 
10/00/83 


3. BOARD OF CONTRACT APPEALS 
REGULATIONS (S-1-79) 


Legal Authority: 41 USC 601 et seq Con- 
tract Disputes Act of 1978 

CFR Citation: 24 CFR 20 
Abstract: Would revise the rules of 
procedure of HUD Board of Contract 
Appeals to implement statutory changes 





made by the Contract Disputes Act of 


07/08/80 45 FR 46012 
Interim Final Rule 10/00/83 


Smaii Entity: No 

Agency Contact: Phillip Schulman, 
Asst Gen Coun for Insp Gen & Admn 
Proceedngs, it of Housing and 
Urban Development, Office of the 
Secretary, 202 755-5557 

RIN: 2501-AA05 


aro naamn pcanaeceamepae ai atet 


Legal Authority: 12 USC 1715(b) National 


Housing Act 
CFR Citation: 24 CFR 25 


available to the Mortgagee Review 
Board; and, clarify procedural rights 
available to mortgagees. No identified 
costs would be associated with the 
actions. The alternative of retaining the 
existing regulation has been considered. 


08/28/80 45 FR 57437 
09/00/83 
11/00/83 


Prceedngs, Department of Housing and 
Urban Development, Office of the 


Abstract: Would set forth uniform 
procedures governing debarment and 
suspension proceedings and 
administrative actions taken by the 
Mortgagee Review Board. It would also 
apply in any other HUD p 

where a hearing is conducted except 
where Part 26 rules are inconsistent 
with governing statute or regulations. 
No additional costs arise from these 
requirements. No alternative approach 
was considered. 


Timetable: 
Action 


NPRM 

Final Action 
Smaii Entity: No 
Agency Contact: Phillip L. Schulman, 
Assistant General Counsel, Department 
of Housing and Urban Development, 
Office of the Secretary, Insp Gen and 
Admin Proceedings Division, 202 755- 
5557 

RIN: 2501-AA07 


09/00/83 
11/00/83 


7. NONJUDICIAL FORECLOSURE OF 
MULTIFAMILY MORTGAGES (S-4-82; 
FA-1583) 

Priority: Agency Determination 

Legal Authority: 12 USC 3711 Multifamily 
Mortgage Foreclosure Act; 12 USC 3717 Mul- 
tifamily Mortgage Foreclosure Act 

CFR Citation: 24 CFR 27 
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Abstract: Would implement the 
Multifamily Mortgage Foreclosure Act 
of 1981. That Act authorizes the 
Secretary to exercise a statutory non- 
judicial power of sale with regard to 
defaulted multifamily mortgages held 
by the Secretary under Title II of the 
National Housing Act or under Section 
312 of the Housing Act of 1964. 


Timetable: 
Action Date FR Cite 


NPRM 11/15/82 47 FR 51406 
NPRM Comment 01/14/83 

Period Begin 
Final Action 
Small Entity: No 


Agency Contact: Geoffrey L. Patton, 
Attorney-Advisor, Department of 
Housing and Urban Development, 
Office of the Secretary, Office of 
General Counsel, 202 755-5351 


RIN: 2501-AA01 


10/00/83 


8. @PROTECTION OF HUMAN 
SUBJECTS IN RESEARCH — FR- 
1807) 

Priority: Undetermined 


Legal Authority: Executive Order to be 
issued 


CFR Citation: 24 CFR 46 


Abstract: In response to a Presidential 
Commission, an Interagency Task Force 
on the Protection of Human Subjects in 
Research has proposed that all Federal 
agencies adopt a common policy and 
uniform regulations for the protection of 
human subjects in research. An 
Executive Order is expected to be 
issued shortly to implement this 
proposal and to set the Government- 
wide policy. 

HUD has agreed to adopt the policy 
and to issue a regulation based on a 
model previously promulgated by the 
Department of Health and Human 
Services on this subject. 


Timetable: 

Action Date 
NPRM 11/15/83 
Smail Entity: Undetermined 


Additional information: Compliance 
costs for HUD’s adoption of the model 
regulation will be minimal, because 
almost all research conducted by HUD 


‘falls within categories exempted from 


the requirements of the model 
regulation. The infrequent projects that 
may not be exempt (perhaps one every 
two years) have in the past been 
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proposed by organizations already 
subject to the Department of Health 
and Human Services regulation, and 
thus would not have any incremental 
compliance costs for the organization, 
other than the actual project 
requirements. 


Costs would be slight. 


Affected Sectors: Profit and Non-profit 
Research Organizations. 


Levels of Government Affected: only 


& R, Department of Housing and Urban 
Development, Office of the Secretary, 
Policy Development and Research, 202 
755-5360 


RIN: 2501-AA15 


9. FEDERAL NATIONAL MORTGAGE 
ASSOCIATION (FNMA) (S-3-81) 


Legal Authority: 12 USC 1723a Federal 
Natl Mortgage Association Charter Act 
CFR Citation: 24 CFR 81 


Abstract: Provisions governing (1) the 
definition of terms related to the 
functions of the Federal National 
Mortgage Association (FNMA), (2) the 
operations of FNMA, (3) applicable 
reporting requirements, (4) examination 


and audits of FNMA, and {5) book-entry 
procedures for FNMA securities. 


Timetable: 
Action 

NPRM 

Smaii Entity: No 
Agency Contact: John A. Maxim, 
Assoc Gen Cnsl for Insured Housing 
and Fin, Department of Housing and 


Urban Development, Office of the 
General Counsel, 202 755-6274 


RIN: 2501-AA10 


Date 
00/00/00 


FR Cite 


10. SOLAR ENERGY AND ENERGY 
CONSERVATION PROGRAM (S-5-82; 
FR-1700) 


Legal Authority: 12 USC 3601 et seq 
Energy Security Act 


CFR Citation: 24 CFR 1800 


Absiract: The Solar Energy and Energy 
Conservation Bank has issued a 
Solicitation of Proposals to States for 
their participation in the Bank’s 
program (47 FR 37960{August 27, 1982)). 
Assistance will coordinate financial 
assistance made available by the Bank 
with energy auditing and assistance 
programs at the State level or the 
Residential Conservation Service (RCS) 
program under the Department of 
Energy. The Solicitation includes for 
planning and pre-implementation 


DEPARTMENT OF HOUSING AND URBAN DEVELOPMENT (HUD) 


Office of the Secretary (HUDSEC) 


COMPLETED RULEMAKINGS 


11. STANDARDS OF CONDUCT (S-2- 
81; FR-1503) 


CFR Citation: 24 CFR O 


Date FR Cite 


05/13/83 . 48 FR 21567 
06/27/83 48 FR 21567 


CFR Citation: 24 CFR 10 


Completed: 
Reason 


Final Action 
Final Action 
Effective 


Smail Entity: No 


Agency Contact: Grady J. Norris 202 
755-7055 


RIN: 2501-AA08 


Date FR Cite 


12/29/82 47 FR 56624 
03/10/83 48 FR 10057 


13. PRODUCTION OR DISCLOSURE 
OF MATERIAL INFORMATION (S-2-83; 
FR-1721) 


CFR Citation: 24 CFR 15 


47427 
Current and Projected Rulemakings 


purposes, an Appendix of terms and 
conditions for financial assistance. 
Following the receipt of proposals from 
States, and prior to the authorization of 
expenditure of funds for financial 
assistance, the Bank will issue an 
interim rule based upon the Solicitation 
of Proposals and the responses 
received. The Bank has determined that 
distributing funds through this 
procedure will achieve the most rapid, 
effective, and innovative use of the 
limited amount of funding now 
available for the program. 


Timetable: 
Action Date FR Cite 


interim Final Rule 05/31/83 48 FR 24254 
Final Action 12/00/83 


Francis, Manager, Department of 
Housing and Urban Development, 
Office of the Secretary, Solar Energy 
and Energy Conservation Bank, 202 755- 
7166 


RIN: 2501-AA02 


Completed: 
Reason 
Final Action 
Final Action 
Effective ; 
Smaii Entity: No 

Agency Contact: David White 202 755- 
7137 

RIN: 2501-AA11 


12/13/82 47 FR 55669 
03/10/83 48 FR 10057 


14. RELEASE OR DENIAL OF 
CLASSIFIED MATERIAL (S-4-83; FR- 
1705) 

CFR Citation: 24 CFR 15.81 
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15. INTERGOVERNMENTAL REVIEW 
OF FEDERAL PROGRAMS (S-1-83; FR- 
1680) 

Priority: Agency Determination 

CFR Citation: 24 CFR 50; 24 CFR 52; 24 
CFR 570; 24 CFR 590; 24 CFR 720; 24 CFR 


814; 24 CFR 870; 24 CFR 880; 24 CFR 881; 
24 CFR 883; 24 CFR 885; 24.CFR 891 


DEPARTMENT OF HOUSING AND URBAN DEVELOPMENT (HUD) 


Office of Housing (OH) 


16. NONDISCRIMINATION BASED ON 
HANDICAP IN FEDERALLY-ASSISTED 
PROGRAMS AND ACTIVITIES (H-70- 
78; FR-770) 

Priority: Agency Determination 

Legal 29 USC 794, Rehabilita- 
tion Act of 1973; 29 USC 706 Rehabilitation 
Act Amendments of 1974 

CFR Citation: 24 CFR 8 


Abstract: Would add a new 24 CFR 8 
Part to set forth procedures and policies 
to assure nondiscrimination based on 
handicap im programs and activities 
receiving Federal financial assistance. 


04/19/78 
interim Final Rule 05/06/83 
interim Rule 05/18/83 


FR Cite 


43 FR 16652 
48 FR 29638 
48 FR 22470 


06/15/83 48 FR 27528 


06/15/83 48 FR 27529 


Final Action 


Small Entity: No 

Agency Contact: John Putman, Spec 
Adv to Dep UnderSec for Intrgovtal 
Rels, Department of Housing and Urban 
Development, Office of Housing, Off of 
Dep UnderSec for Intrgovtal Relations, 
202 755-5857 


RIN: 2502-AA40 


42/00/83 


CFR Citation: 24 CFR 35 


Abstract: Would develop regulations 
consistent with the Lead-Based Paint 


Poisoning Prevention Act. Alternatives 
to address the problem are being 
developed at this time. The potential 
cost is estimated to exceed $100 million 
per year. This action would benefit 
children susceptible to lead-based paint 
poisoning and would avoid cost of 
medical treatment and reduce the 
occurrence of mental retardation traced 
to lead-base paint. 

Timetabie: 


ANPRM 10/00/83 

Small Entity: Yes 

Agency Contact: Jack R. VanNess, 
Director, Department of Housing and 
Urban Development, Office of Housing, 
Technical Support Division, 202 755- 
4956 


RIN: 2502-AA06 


18. STANDARDS FOR DESIGN, 
CONSTRUCTION AND ALTERATION — 
OF PUBLICLY-OWNED RESIDENTIAL 
STRUCTURES (H-71-78; FR-822) 


Legal Authority: 42 USC 4151 et seq Ar- 
chitectural Barriers Act of 1968 


CFR Citation: 24 CFR 40 


Abstract: Prescribes standards for the 
design, construction, and alteration of 
publicly-owned residential structures to 
insure that physically handicapped 
persons will have ready access to, and 
use of, such structures. Includes: H-56- 
81. Review completed. 

Timetable: 


Action 


Previous NPRM 
NPRM 


Smail Entity: No 


Date FR Cite 


02/21/73 44 FR 10586 
00/00/00 


Compteted 


_ Completed: 


06/24/83 48 FR 29206 
09/30/83 48 FR 29206 


Reason 


Final Action 
Final Action 
Effective 

Small Entity: No ‘ 

Agency Contact: Dr. June Koch 202 
755-6480 

RIN: 2501-AA17 

BILLING CODE 4210-01-T 


Current and Projected Rulemakings 


Additional information: Includes: H-56- 
81. 

Agency Contact: John E. Bonkoski, 
Environmental Clearance Officer for 
Housing, Department of Housing and 
Urban Development, Office of Housing, 
Policy and Budget, 202 755-6740 


RIN: 2502-AB13 


19. ELIMINATION OF MINIMUM 
PROPERTY STANDARDS (MPS) FOR 
ONE- AND TWO-FAMILY DWELLINGS 
(H-74-82; FR-1655) 

Priority: Task Force 

= 42 USC 3535(d) Depart- 


Legal 
ment of HUD Act 
CFR Citation: 24 CFR 200 


Abstract: Would revise eligibility 
criteria for single family housing by 
accepting applications for properties 
which comply with local codes rather 
than MPS 4900.1 whose health and 
safety provisions require a level of 
performance substantially equivalent to 
a nationally recognized model building 
code. 
Timetable: 
Action 


NPRM 


Small Entity: No 


Agency Contact: Donald R. Fairman, 
Department of Housing and Urban 
Development, Office of Housing, 
Manufactured Housing and 
Construction, Standards, 202 755-5718 


RIN: 2502-AA03 


Date 
10/00/83 


20. MINIMUM PROPERTY STANDARDS 
FOR MULTIFAMILY HOUSING - MPS 
(H-69-81; FR-1529) 


Priority: Major, Task Force 





Legal Authority: 42 USC 3535(d) Sec 
7(d), Dept of HUD Act 


CFR Citation: 24 CFR 200 


Abstract: Would amend the present 
Minimum Property Standards (MPS) by 
adopting anew MPS for Multifamily 
Housing. This new MPS would replace 
the present MPS for Multifamily 
Housing, 4910.1. It would delete 
marketability and livability items from 
the present Multifamily MPS 4910.1, to 
the same extent that they were deleted 
from the MPS One- and Two-Family 
Dwellings, and would adopt by 
reference nationally recognized model 
building codes, or other state and local 
codes, to provide health and safety 
protection. 


Date FR Cite 


NPRM 02/24/83 48 FR 8032 
NPRM Comment 02/24/83 

Period Begin 
NPRM Comment 04/25/83 

Period End 
Final Action 
Small Entity: No 
Agency Contact: Richard A. Atwell, 
Department of Housing and Urban 
Development, Office of Housing, 
Manufactured Hsing and Const 
Standards, 202 755-6590 


RIN: 2502-AA31 


11/00/83 


21. USE OF MATERIALS BULLETIN 
NO. 38] - HUD BUILDING PRODUCT 
STANDARDS AND CERTIFICATION 
PROGRAM FOR THE GRADEMARKING 
OF LUMBER (H-104-82) 


Legal Authority: 42 USC 3535(d) Depart- 
ment of HUD Act 


CFR Citation: 24 CFR 200 


Abstract: Would promulgate HUD Use 
of Materials Bulletin No. 38i (UM 38i). 
UM 38i accepts recently listed agencies 
for the grademarking of lumber and 
finger jointed lumber. 


Timetable: 
Action 

NPRM 

Small Entity: No 
Agency Contact: Leslie Breden, 
Department of Housing and Urban 
Development, Office of Housing, 


Manufactured Housing and Const 
Standards, 202 755-5929 


RIN: 2502-AA66 
Ae REARS STARE sat 


Date 
00/00/00 


FR Cite 


Legal Authority: 42 USC 3535(d) Depart- 
ment of HUD Act 


CFR Citation: 
200.941 
Abstract: Would promulgate HUD Use 
of Materials Bulletin No. 85 (UM 85). 
UM 85 accepts recently published 
product standards for poly (vinyl 
chloride) plastic windows. In addition, 
it would provide for a certification 
program for these products. 


Timetable: 


24 CFR 200.935; 24 CFR 


Date 
00/00/00 


FR Cite 
NPRM 

Small Entity: No 
Agency Contact: Leslie Breden, 
Department of Housing and Urban 
Development, Office of Housing; 
Manufactured Housing and Const 
Standards, 202 755-5929 

RIN: 2502-AA67 


23. USE OF MATERIALS BULLETIN 
NO. 86 - HUD BUILDING PRODUCT 
STANDARDS AND CERTIFICATION 
PROGRAM FOR EPDM ROOFING 
MEMBERS (H-106-82) 


Legal Authority: 42 USC 3535(d) Depart- 
ment ~f HUD Act 


CFR Citation: 24 CFR 200 

Abstract: Would promulgate HUD Use 
of Materials Bulletin No. 86 (UM 86). 
UM 86 accepts recently published 
product standards for EPDM roofing 
membrane. In addition, it would 
provide for a certification program for 
these products. 

Timetable: 

Action Date 

NPRM 00/00/00 

Small Entity: Yes 

Agency Contact: Leslie Breden, 
Materials Engineer, Department of 
Housing and Urban Development, 
Office of Housing, Manufactured 
Housing and Const Standards, 202 755- 
5929 


RIN: 2502-AA68 
SRR RE Se ARTE SER NOREEN 5 UTS 








Legal Authority: 12 USC 1715 National 
Housing Act; 42 USC 3535(d) Department of 
HUD Act, PL 89-174 

CFR Citation: 24 CFR 200; 24 CFR 202; 
24 CFR 203 

Abstract: Would increase the 
effectiveness and efficiency of the 
Department's basic Single Family 
Housing programs through the 
elimination of unnecessary regulations, 
the streamlining of processing 
procedures and the simplification of the 
remaining requirements. Potential 
benefits include increased efficiency 
and effectiveness of program 
requirements. Review completed. 


Timetable: 
Action 

NPRM 

Smaii Entity: No 


Agency Contact: john J. Coonts, 
Director, Department of Housing and 
Urban Development, Office of Housing, 
Single Family Development Division, 
202 755-6720 


RIN: 2502-AA94 


Date FR Cite 


12/00/83 


25. USE OF MATERIALS BULLETIN 
NO. 39A - HUD BUILDING PRODUCT 
STANDARDS AND CERTIFICATION 
PROGRAM FOR ALUMINUM 
WINDOWS (H-1-80; FR-1405) 


Legal A = 42 USC 3535(d) Depart- 
ment of HUD Act 


CFR Citation: 24 CFR 200 


Abstract: Would promulgate HUD Use 
of Materials Bulletin No. 39a (UM 39a). 
UM 39a accepts recently published 
product standards for aluminum 
windows. In addition, would provide 
for a certification program for these 
products. 

Timetable: 


Action 


NPRM 

NPRM Comment 08/05/83 
Period Bedi 

NPRM Comment 09/06/83 
Period End 

Final Action 

Small Entity: No 


Date 


08/05/83 48 FR 35668 
48 FR 35668 


12/00/83 





09/03/80 45 FR 58374 
00/00/00 


Lega! Authority: 
ment of HUD Act, 12 USC 1715 (0) 


CFR Citation: 24 CFR 200.935, 24 CFR 
200.939 


Abstract: Would promulgate HUD Use 
of Materials Bulletin No. 59b (UM 59b). 
UM 59b accepts recently published 
product standards for wood windows. 
In addition, would provide for a 


Housing and Urban Development, 
Office of Housing, Manufactured 
Housing and Const Standards, 202 755- 
5929 


Legal Authority: 12 USC 1701 et seq Na- 
tional Housing Act 

CFR Citation: 24 CFR 200.925; 24 CFR 
200.926 


Abstract: Would insure financing of 
properties with manufactured homes 
under Title If of the National Housing 
Act, as a means to broaden affordable 
home ownership opportunities. To 
qualify for such financing, the 
manufactured homes, foundations and 
sites must meet prescribed standards to 
insure adequate security for HUD- 
insured mortgages. By such action 
homeowners can expect reduced 


housing cost without sacrificing housing 
quality or durability. 


Timetable: 
Action Date FR Cite 


interim Final Rule 02/24/83 48 FR 7731 
Interim Rule. 04/06/83 

Effective 
Final Action 
Smail Entity: No 
Agency Contact: John Coonts, Director, 
Department of Housing and Urban 
Development, Office of Housing, Single 
Family Development Division, 202 755- 
6720 


00/00/00 


RIN: 2502-AB24 


Legal Authority: 12 USC 1701 National 
Housing Act 

CFR Citation: 24 CFR 200 

Abstract: This rule establishes a new 
system of fees to be charged 
manufacturers of new i 
construction products and materials for 
which HUD's acceptance is sought 
under the Technical Suitablilty of 
Products Program. The rule will 
conserve federal funds by shifting a 
portion of the costs associated with 
determining the acceptability of a 
product to the manufacturer. 
Timetable: 

Action Date FR 

interim Final Rule 11/00/63 


Small Entity: Undetermined 


Office of Manufctd Housing & Construct 
Stds, 202 755-5718 


RIN: 2502-AB78 


31. @MINIMUM PROPERTY 
STANDARDS FOR CARE-TYPE 
HOUSING — MPS (H-39-83; FR-1776) 
Priority: Agency Determination - 
Legal Authority: 42 USC 3535(d) Dept of 
HUD Act 

CFR Citation: 24 CFR 200 
Abstract: Would amend the present 
minimum property standards (MPS) by 
adopting a new MPS for Care-Type 
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housing. This new MPS would replace 
the present MPS for Care-Type housing 
4920.1. It would delete marketablility 
and livability items from the present 
Care-Type MPS 4920.1 to the same 
extent they were deleted from the MPS 
for one and two family dwellings 4900.1 
and as proposed for the multifamily 
MP§ 4910.1 and would adopt by 
reference nationally recognized Model 
Building Codes or other State and local 
codes to provide health and safety 


Urban Development, Office of Housing, 
Manufactured Housing and Const. 
Standards, 202 755-6590 


RIN: 2502-AB86 


32. @DELEGATIONS TO PARTICULAR 


Legal Authority: 42 USC 1437 U S Hous- 
ing Act of 1937; 42 USC 3535(d) Department 
of HUD Act 

CFR Citation: 24 CFR 200, Subpart D 


Abstract: Revises the programmatic 
redelegation of authority to authorize 
Area Directors to determine that a 
substantial breach or default under the 
‘ ACC exists for the purpose of 
terminating the ACC. 


09/00/83 


Department of Housing and ‘Urban 
Development, Office of Housing, 
Management Analysis and Services 
Division, 202 755-8964 

RIN: 2502-ACOO 


AEE EK NEE ET ESE EIE SE ae ROSE NDS A 
tbe. 


33. PROPERTY IMPROVEMENT 


Legal Authority: 42 USC 5301 Housing & 
“ Community Development 


Amendments of 
1981 
CFR Citation: 24 CFR 203(a); 24 CFR 
203(b); 24 CFR 202(c) 
Abstract: Would implement the 
maximum loan amounts authorized for 
property improvement loans. Would 
clarify distinction between Class 1{a) 
and Class 1(b) loans. 
Timetable: 
Action 
Final Action 
Small Entity: No 
Agency Contact: William L. Halpern, 
Acting Director, Department of Housing 
and Urban Development, Office of 
Housing, Office of Title I Insured Loans, 
202 755-6680 


RIN: 2502-AA52 


Date FR Cite 
10/30/83 


34. INTEREST CHARGE ON LATE 
PREMIUM PAYMENTS (H-26-81; FR- 
1616) 


Legal : 31 USC 952 Claims Col- 
lection Act; 12 USC 1707 National Housing 
Act, as amended; 12 USC 1709 National 
Housing Act, as amended; 12 USC 1710 Na- 
tional Housing Act, as amended; 12 USC 
1713 National Housing Act, as amended; 12 
USC 1715k National Housing Act, as amend- 
ed; 12 USC 1715w National Housing Act, as 
amended ‘ 


CFR Citation: 24 CFR 201; 24 CFR 207; 
24 CFR 220; 24 CFR 232 

Abstract: Problem: Moritgagees do not 
pay morigage insurance premium on a 
timely basis and 4% late charge 
currently being levied has not proved to 
be an adequate incentive. Alternatives: 
Mortgage Insurance Premium Collection 
Specialists Present 4% late charge. 
Benefit: The primary purpose of this 
change is to increase the premium 
collections due the Department. 
Timetable: 
Action 

NPRM 

Small Entity: No 
Agency Contact: Shirley A. Evans, 
Director, Office of Finance and 
Accounting, Department of Housing and 
Urban Development, Office of Housing, 
202 755-6310 =i; 


RIN: 2502-AA84 


Date 
00/00/00 


47431 


Current and Projected Rulemakings 


35. PROPERTY IMPROVEMENT AND 
MOBILE HOME LOANS (H-57-61; FR- 
1656) 


Legal Authority: 12 USC 1701 National 
Housing Act 


CFR Citation: 24 CFR 201 


Abstract: Would amend and revise Part 
201 in accordance with the 
Department's deregulation efforts. 


’ Would reduce the regulations by 


approximately twenty-five percent and 
clarify the remaining. Review 
completed. 


Timetable: 
Action 
NPRM 
Smail Entity: No 


Additional information: Includes: H-90- 
82, H-91-82; H-92-62. 

Agency Contact: William L. Halpern, 
Acting Director, Department of Housing 
and Urban Development, Office of 
Housing, Office of Title 1 Insured Loans, 
202 755-6680 


RIN: 2502-AA93 


Date 
12/00/83 


36. @COMBINATION AND 
MANUFACTURED HOME 
LOT LOANS HIGH COST AREA LIMITS 
(H-19-82; FR-1551) 


Legal Authority: 42 USC 5301 Housing & 
Community Development Amendmnts of 1981 


CFR Citation: 24 CFR 201.1504 (b) 
Abstract: Would permit higher 
maximum loan amounts in certain 
designated geographic high cost areas. 
Would base determination of these 
areas on land costs extracted from 
203(b) data. 
Timetabie: 
Action 

NPRM 

Future Notice 
Smail Entity: No 
Agency Contact: William L. Halpern, 
Acting Director, Department of Housing 
and Urban Development, Office of 


Housing, Office of Title I Insured Loans, 
202 755-6680 


RIN: 2502-AB18 


Date FR Cite 


06/28/82 47 FR 27867 
00/00/00 


37. SIMPLIFICATION OF FHA 
INTEREST RATE CHANGES (H-23-83; 
FR-1738) 

Legal Authority: 12 USC 1709 National 
Housing Act; 42 USC 3535(d). Department of 
HUD Act 
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provides changes in the interest rates 
and ing changes on FHA-insured 





and Urban Development, Office of 
Housing, Office of Financial 


Legal Authority: 42 USC 3535(d); 12 USC 
1703 


CFR Citation: 24 CFR 201 


Abstract: Sets out requirements for 
HUD approval in granting a contract of 
insurance to financial institutions to 
participate in the Title I program. 
Provides for “user fees” and for the 
termination of the insurance contract or 
appropriate administrative sanctions. 


Agency Contact: Andrew Zirneklis, 
Mortgagee Review Board Officer, 
Department of Housing and Urban 
Development, Office of Housing, Office 
of Lender Certification, 202 426-3976 


RIN: 2502-AB84 


Legal Authority: 12 USC 1703; 42 USC 
3535(d) 


CFR Citation: 24 CFR 202 


Abstract: The proposed rule sets out 
the requirements for HUD's approval in 
granting a contract of insurance to new 
eligible financial institutions to 
participate in its property improvement 
and manufactured home loan insurance 
programs. The regulation will help 
ensure that these financial institutions 
are responsible institutions in a position 
to offer adequate lending services and 
facilities to loan applicants who seek to 
participate in this program. The 
regulations will set forth a number of 
requirements which seek to ensure the 
viability and stability of eligible lenders 
and will provide for termination of the 
contract of insurance and a variety of 
administrative sanctions against 
lenders that violate statutes or 
regulations or prudent lending practices. 


Department of Housing and Urban 
Development, Office of Housing, Office 
of Lender Certification, 202 755-3976 


RIN: 2502-AB94 


40. SECOND MORTGAGES OR LIENS 
ON FHA-INSURED MORTGAGES— 
ESCROW ACCOUNTS ASSOCIATED 
WITH INTEREST BUY-DOWNS (H-84- 
82; FR-1590) 


Legal Authority: 12 USC 1709 National 
Housing Act; 12 USC 1715 National Housing 
Act 


CFR Citation: 24 CFR 203.32; 24 CFR 
213.520; 24 CFR 234.55 


Abstract: Would reverse current 
prohibition against the use of insured 
mortgages on properties with secondary 
mortgages or liens. These amendments 
also provide for the recapture of funds 
placed into escrow accounts to reduce 


Current and Projected Rulemakings 


the mortgagor’s monthly payments to 
principal and interest in the early years 
of the mortgage. No alternatives are 
being considered. No potential costs 
have been identified. Potenfial benefits 
include greater homeownership 
opportunities for homebuyers, allowing 
sellers to recapture funds used to buy 
down interest rates and increased use 
of buy down which would allow more 
families to qualify for mortgages. 


Timetable: 


Action 
interim Final Rule 12/00/83 
Small Entity: No 


Agency Contact: John Coonts, Director, 
Department of Housing and Urban 
Development, Office of Housing, Single 
Family Development Division; 202 755- 
6720 


RIN: 2502-AA57 


41. GROWING EQUITY MORTGAGES 
(H-85-82; FR-1573) 

Legal Authority: 12 USC 1715z-10 
tional Housing Act; PL 93-383 i 
Community Development Act of 1974 
CFR Citation: 24 CFR 203.47 


Abstract: Would increase the 
availability of homeownership 
financing, by insuring growing equity 
mortgages. The principal advantage of 
this type of financing is that its 
shortened term and more rapid 
principal reduction should encourage 
increased investment in residential 
mortgages. Policy choices included the 
manner of establishing the annual 
increase {index of fixed amount) and 
the size of such an increase if a fixed 
amount. No potential costs have been 
identified. 


Na- 
and 


NPRM 

NPRM Comment 08/03/83 
Period Begin 

NPRM Comment 
Period End 

Final Action 

Small Entity: No 


Agency Contact: John Coonts, Director, 
Department of Housing and Urban 
Development, Office of Housing, Single 
Family Development Division, 202 755- 
6720 


RIN: 2502-AA58 


48 FR 35140 
10/03/83 


04/00/84 
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42. ELIGIBILITY OF MORTGAGES 


DEVELOPMENT (H-93-82; FR-1742) 


Legal Authority: 12 USC 1709 National 
Housing Act 


CFR Citation: 24 CFR 203.43c 


Abstract: Would relax some 
restrictions which have unnecessarily 
inhibited activity under the program. 
The rule would delete the requirement 
that corporation waiver the right of first 
refusal and it would eliminate the 
limitation of the mortgage term on an 
individual share to the term remaining 
on the blanket mortgage. No 
alternatives are being considered and 
no potential costs have been identified. 


Agency Contact: John C. Coonts, 
Director, Department of Housing and 
Urban Development, Office of Housing, 
Single Family Development Division, 
202 755-6720 


RIN: 2502-AA61 


43. MUTUAL MORTGAGE INSURANCE 
AND INSURED HOME IMPROVEMENT 
LOANS-MISCELLANEOUS 
REGULATIONS (H-44-81; FR-1623) 


Legal Authority: 12 USC 1703 Housing & 

ity Development Amendments of 

1980; 12 USC 1709 Housing & i 
Amendments 


CFR Citation: 24 CFR 203; 24 CFR 213; 
24 CFR 220; 24 CFR 221; 24 CFR 234; 24 
CFR 235; 24 CFR 240 


Abstract: Would make miscellaneous © 
changes to 1) allow a mortgage limit 
increase of up to 10 percent in the 
Section 235 program to make dwellings 
accessible to the physically 
handicapped, 2) allow title insurance 
relief for communities meeting 
conditions involving claims filed by 
American Indian tribes, 3) remove all 
references to “remaining economic life” 
and 4) change the definition of 
“mortgage”. 
Timetable: 
Action 


Date FR Cite” 


Interim Final Rule 12/00/83 
Small Entity: -No 


Agency Contact: John J. Coonts, 
Director, Department of Housing and 
Urban Development, Office of Housing, 
Single Family Development Division, 
202 755-6720 


RIN: 2502-4A88 


44. ISSUE DATE OF DEBENTURES (H- 
51-81; FR-1501) 


Legal Authority: 12 USC 1701 et seq Na- 
tional Housing Act, as amended 

CFR Citation: 24 CFR 203.410 

Abstract: Would change the methods 
by which debenture interest is 
computed when a property is conveyed 
to the Secretary in exchange for 
insurance benefits. 


NPRM 12/00/83 
Smail Entity: No 

Contact: Richard B. Buchheit, 
Director, Department of Housing and 
Urban Development, Office of Housing, 
Single Family Servicing Division, 202 
755-6672 


RIN: 2502-AA91 


45. MODIFICATION OF THE 
GRADUATED PAYMENT MORTGAGE 
PROGRAM (H-8-80; FR-1242) 


Legal Authority: 12 USC 1715z-10 Na- 
tional Housing Act; PL 96-153 Housing and 

i Amendments of 
1979 


CFR Citation: 24 CFR 203; 24 CFR 234 


Abstract: Provides for an alternative 
graduated payment mortgage with a 
lower cash down payment than under 
the existing program. This provision 
should make homeownership available 
to a broader segment of the population. 


interim Final Rule 05/30/80 45 FR 36840 
interim Rule 06/30/80 
effective 


Next Action Undetermined 
Small Entity: No 


Agency Contact: john C. Coonts, 
Director, Department of Housing and 
Urban Development, Office-of Housing, 
Single Family Development Division, 
202 755-6720 

RIN: 2502-AB00 


47433 


Current and Projected Rulemakings 


APPLICATION OF LATE CHARGES (H- 
9-79; FR-1028) 


Legal : .12 USC 1715b Nationai 
Housing Act; 42 USC 3535(d) Department of 
HUD Act 

CFR Citation: 24 CFR 203.22(a); 24 CFR 
203.24({a) (4); 24 CFR 203.558; 24 CFR 
213.518; 24 CFR 222.6; 24 CFR 234.37 


Abstract: Would provide that insured 
single family mortgages will no longer 
require 30 days advance notice of 
prepayment or payment on interest 
payment date. Would also permit 
mortgagees to collect late charges 
within the purview of the security 
instruments. 

Timetable: 


Action 
Interim Final Rule 10/00/83 


Small Entity: No 

Contact: Richard Bucheit, 
Director, Department of Housing and 
Urban Development, Office of Housing, 
Single Family Servicing Division, 202 
755-6672 


RIN: 2502-AB02 
AREA NRA SOSA NRE 


47. MORTGAGE INSURANCE FOR 
ONE-TO-FOUR-FAMILY RESIDENCES 
ADJUSTMENT FOR FIRE DAMAGE (H- 
19-79; FR-837) 


Legal Authority: 12 USC 1715b National 
Housing Act, as amended; 42 USC 3535(d) 
Department of HUD Act 


CFR Citation: 24 CFR 203 


Abstract: Allows conveyance or 
assignment of fire damaged property 
when the fire insurance policy has been 
terminated (or renewal refused) and the 
mortgagee has been unable to obtain 
adequate insurance to protect its 
investment. 


Timetabie: 


Action Date FR Cite 
interim Final Rule 08/26/80 45 FR 56800 
interim Rule 09/22/86 

effective 
Final Action 


Small Entity: No 








09/00/83 
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- Agency Contact: Richard Bucheit, 
Director, Department of Housing and 
Urban Development, Office of Housing, 
Single Family Servicing Division, 202 
735-6672 


Legal Authority: 12 USC 1713 National 
Housing Act, as amended 

CFR Citation: 24 CFR 203.670 to 203.683 
Abstract: Prescribes revised criteria for 


This revision attempts td take into 
account the public comments on, and 
HUD’s own experience under, the 
existing rule in achieving the objective 
of limiting occupied conveyance to 
where it is in HUD’s interest while at 
the same time ensuring due process to 
occupants. 


04/20/79 44 FR 23800 
Interim Final Rule 09/10/80 45 FR 59561 
Revised NPRM 12/00/83 


Smaii Entity: No 

Agency Contact: Freemen Grote, 
Director, Department of Housing and 
Urban Development, Office of Housing, 
Single Family Property Disposition 
Division, 202 755-5740 


Housing 
ris Ghdtendliteating Ron oe eandied 


CFR Citation: 24 CFR 203; 24 CFR 207: 
24 CFR 211 


Abstract: Amended Part 203 to simplify 
and reorganize mortgagee approval 
requirements. Amended financial 
reporting requirements for mortgagees 
and moved the requirements relating to 
the withdrawal] of mortgagee approval 
to Part 25. 


Timetable: 
Action 
interim Final Rule 07/30/80 45 FR 50560 
interim Rule 09/10/80 
effective 
Next Action Undetermined 
Small Entity: No 
Mortgagee Review Board Officer, 
Department of Housing and Urban 


Development. Office of Housing, Office 
of Mortgagee Activities, 202 426-3976 


RIN: 2502-AB12 


- 50. DEFICIENCY JUDGEMENTS - 


SINGLE FAMILY HUD/FHA-INSURED 
MORTGAGES (H-95-82; FR-1717) 
Legal Authority: 12 USC 1701 et seq Na- 
tional Housing Act 
CFR Citation: 
CFR 203.360 


Abstract: Would require HUD approved 
mortgagees to ebtain deficiency 
judgements applicable to state law and 
HUD procedures on any single family 
HUD/FHA Insurance Mortgage. 


Timetable: 

Action 

NPRM 

Smaii Entity: No 
Contact: Richard Buchheit, 

Director, Department of Housing and 


Urban Development, Office of Housing, 
Single Family Servicing Division, 202 
755-6672 


24 CFR 203.351(a)(4); 24 


Date 
12/00/83 


FR Cite 


RIN: 2502-AB27 


51. MORTGAGE INSURANCE AND 
HOME IMPROVEMENT LOAN: 
ELIMINATION OF APPENDIX A (H-18- 
83; FR-1722) 
= 12 USC 1709 National 
Act; 12 USC 1715b National Housing 
Act; 12 USC 1715d National Housing Act; 12 


USC 1715y National Housing Act; 42 USC 
3535(d) Department of HUD Act 


CFR Citation: 24 CFR 203; 24 CFR 234 


Abstract: The rule amends 24 CFR 
Parts 203 and 234 by removing 
Appendix A of each part. It also 
clarifies that the Federal Housing 
Commissioner will make public future 
increases in the statutory maximum. 
limitations for mortgage amounts by 
publication of notice in the Federal 
Register. 


Current 


and Projected Rulemakings 


“Date Ca 


12/00/83 


Action 
Final Action 
Smaii Entity: No 

Agency Contact: John J. Coonts, 
Director, Single Family Devipmnt Div, 
Department of Housing and Urban 


Development, Office of Housing, Office 
of Single Family Housing, 202 755-6720 


RIN: 2502-AB60 


52. @MUTUAL MORTGAGE 
INSURANCE AND REHABILITATION 
LOANS--DISASTER VICTIMS (H-48-53; 
FR-1802) 


Legal Authority: 12 USC 1709 National 
Housing Act 


CFR Citation: 24 CFR 203 


Abstract: The rule is being 
implemented as the result of a statutory 
amendment to the National Housing 
Act and establishes new maximum 
mortgage limits for owner occupied 
single family dwellings which are 
destroyed or substantially damaged as 
the result of a major disaster. 


Timetable: 
Action 

Final Action 
Smail Entity: No 


Agency Contact: John Coonts, Director, 
Department of Housing and Urban 
Development, Office of Housing, Office 
of Single Family Housing Division, 202 
755-6720 


RIN: 2502-AB69 


Date 
10/00/83 


53. @TEMPORARY MORTGAGE 
ASSISTANCE PAYMENTS (TMAP), 
AND ASSIGNMENTS TO HOUSING 
AND URBAN DEVELOPMENT (H-29-81; 
FR-1415) 


Priority: Agency Determination 


Legal Authority: 12 USC 1715b; 12 USC 
1715u 


CFR Citation: 24 CFR 203; 24 CFR 204 
Abstract: Amendment to TMAP and 
Assignment Rule to conform to 
requirements of court Order on date of 


default and issues décided by Court of 
Appeals against Department. 
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Final Action 
Final Action 
Effective 


Small Entity: No 

Contact: Richard B. Buchheit, 
Director, Single Family Servicing 
Division, Department of Housing and 
Urban Development, Office of Housing, 
202 755-8680 


RIN: 2502-AB79 


54. @OMAXIMUM MORTGAGE AMOUNT 
- SECTION 203(H) (H-61-83) 


Legal Authority: 12 USC 1701 National 
Housing Act; Additional Authority Pending 
CFR Citation: 24 CFR 203 


Abstract: Current maximum mortgage 
amount is $14,400. This regulation 
change will increase the limit to the 
current 203(b) limit for the area ($67,500 
to $90,000). Presently, there is little use 
of Section 207(h) which is designed to 
assist disaster victims because of low 
mortgage limits. With this change, 
program will be able to serve the needs 
of disaster victims. 


Date 


00/00/00 
Small Entity: No 
Public Compliance Cost: initial Cost: $0; 
Yearly Recurring Cost: $0 
Sones Levels Affected: Local, 
le 


Agency Contact: John Coonts, Director, 
Single Family Development Division, 
Department of Housing and Urban 
Development, Office of Housing, 202 


FR Cite 


55. @VETERAN QUALIFICATIONS-- 
ELIGIBILITY REQUIREMENTS FOR 
MUTUAL MORTGAGE INSURANCE 
AND REHABILITATION LOANS (H-47- 
83; FR-1801) 

Legal Authority: 12 USC 1709 National 
Housing Act; 12 USC 1715b National Housing 
Act; 12 USC 3535(d) Department of HUD Act 


CFR Citation: 24 CFR 203.18 
Abstract: Rule proposes to eliminate 
the requirement that a veteran submit a 


Certificate of Veteran Status from the 
Veterans Administration in order to 


establish eligibility for special loan . 
terms for veterans. The proposed’ 
change would permit a veteran to 
certify that he or she qualifies as a 
veteran and would require the veteran 
to submit only a copy of his or her 
discharge papers. This change would 
expedite the processing of FHA 
mortgage insurance for veterans and 
eliminate the fee charged by the 
Veterans Administration for issuance of 
a Certificate of Veteran Status. 


Timetable: 


Action Date 


NPRM 10/00/83 
NPRM Comment 10/00/83 
Period Begin 
NPRM Comment 12/00/83 
Period End 
Small Entity: No 
Agency Contact: John J. Coonts, 
Director, Single Family Development 
Division, Department of Housing and 


Urban Development, Office of Housing, 
202 755-6720 


RIN: 2502-AB89 


FR Cite 





56. COINSURANCE PROGRAM (H-28- 
80; FR-1094) 


Legal Authority: 12 USC 1701 et seq Na- 
tional Housing Act 

CFR Citation: 24 CFR 204 

Abstract: Would revise the single 
family coinsurance requirements to 
adopt a recently proposed rule and to 
incorporate certain public comments 
received in response to that proposal. 
This revision: (1) extends coverage to 
include mortgages on condominiums 
and non-occupant owner transactions; 
(2) replaces the stop-loss provision with 
a hold-harmless provision intended to 
protect the secondary market against 
failure of lenders to pass through 
insurance benefits paid by HUD; (3) 
clarifies and simplifies various 
requirements in light of several years’ 
experience with the program; and (4) 
permits coinsuring mortgagees to obtain 
mortgage insurance to cover the risk of 
their 10 percent exposure. Includes H- 
59-81. 


Timetable: 

Action Date FR Cite 
NPRM 11/25/80 46 FR 78164 
Next Action Undetermined 

Smaii Entity: No 


Additional information: Includes: H-59- 
81. 


47435 


Current and Projected Rulemakings 


Agency Contact: John Coonts, Director, 
Department of Housing and Urban 
Development, Office of Housing, Single 
Family Development Division, 202 755- 
6720 


RIN: 2502-AB01 


57. MORTGAGE INSURANCE 
PROGRAM UNDER NATIONAL 
HOUSING ACT (USE OF INFERIOR 
LIENS) (H-45-81; FR-1559) 


12 USC 1713 National 


1715w National Housing Act; 12 USC 1715b 
National Housing Act 

CFR Citation: 24 CFR 205; 24 CFR 207; 
24 CFR 213; 24 CFR 221; 24 CFR 232; 24 
CFR 244 


Abstract: Would amend Parts 205, 207, 
220, 221, 231, 232 and 244 to permit 
second mortgages to be used to secure 
Urban Development Action Grant and 
Community Development Block Grant 
Loans when made in connection with 
multifamily mortgage insurance. 
Specified that the mortgagee of record 
may not be the insurer of a letter of 
credit used in connection with the 
issuance of advances for the programs 
covered by the rule without the prior 
written consent of Commissioner. 


Timetable: 
Action Date FR Cite 


interim Final Rule 08/04/83 48 FR 35389 
Interim Rule 10/10/83 

effective 
Final Action 
Smail Entity: No 
Additional information: Includes: H-27- 
83 (FR-1752). ; 
Agency Contact: Linda D. Cheatham, 
Director, Technical Support Division, 
Department of Housing and Urban 
Development, Office of Housing, Office 
of Multifamily Housing Development, 
202 426-7113 


RIN: 2502-AA30 





03/00/84 


58. ASSURANCE OF COMPLETION 
BONDS (H-87-82; FR-1630) 

Legal Authority: 12 USC 1715b National 
Housing Act, as amended 

CFR Citation: 24 CFR 205; 24 CFR 207; 


24 CFR 213; 24 CFR 221; 24 CFR 232; 24 
CFR 241; 24 CFR 242; 24 CFR 244 


Abstract: Would amend 24 CFR 205, 
207, 213, 221, 232, 241, 242, and 244 
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03/15/82 48 FR 10856 

NPRM Comment 03/15/83 48 FR 10858 

Period Begin 
NPRM Comment 05/16/83 

Period End 
Final Action 
Small Entity: No 
Agency Contact: Linda D. Cheatham. 
Director, Multifamily Technical Support 
Div.. of Housing and Urban 
Development, Office of Housing, Office 
of Multifamily Housing Development, 
202 426-7113 
RIN: 2502-AA59 


02/00/84 


59. OMORTGAGE INSURANCE FOR 


Legal Authority: 12 USC 1715n National 
Housing Act 


CFR Citation: 24 CFR 205 


Abstract: This rule provides for the 
refinancing of existing mortgages 
insured under Title X of the National 
Housing Act. 


Timetabie: 


Action Bate 
interim Final Rule 12/00/83 
Small Entity: Undetermined 
Agency Contact: John J. Coonts, 
Director, Department of Housing and 


Urban Development, Office of Housing, 
Single Family Development Division, 


FR Cite 


INSURANCE (H-25-82; FR-1719) 


Legal Authority: 12 USC 1701 Housing & 
Development Act of 1980; PL 97- 


CFR Citation: 24 CFR 207.33 


Abstract: Would amend 24 CFR 207.33 
to.replace the term “mobile home” with 
the term “manufactured home” and 
increases the maximum mortgage limit 
for manufactured home parks insured 
under Section 207 from $8000 to $9000. 


Timetabie: 
Action 

Final Action 
Small Entity: No 


Agency Contact: John Sheehy, 
Department of Housing and Urban 
Development, Office of Housing, Office 
of Multifamily Housing Development, 
202 755-6223 


RIN: 2502-AA47 


Sate 
12/00/83 


FR Cite 


61. MULTIFAMILY MORTGAGE 
INSURANCE (H-96-82) 


Legal Authority: 12 USC 1713 National 
Housing Act as amended; 12 USC 1715d Na- 
tional Housing Act as amended; 12 USC 
1715k National Housing Act as amended; 12 
USC 17152z-10 National Housing Act as 
amended; 12 USC 1715z-6 National Housing 
Act as amended; 12 USC 1752-9 National 
ee ee eee 17151 Na- 

ing Act as amended, 12 USC 
crime? National Housing Act as amended 
CFR Citation: 24 CFR 207; 24 CFR 213; 
24 CFR 220; 24 CFR 221; 24 CFR 232; 24 
CFR 241; 24 CFR 242; 24.CFR 244 
Abstract: Would amend mortgage 
insurance regulations to require 
payment of fees for rehabilitation 
feasibility processing and for 
reprocessing of outstanding 
commitments after appropriate 
extensions. 


Timetable: 

Action Date FR Cite 
Interim Final Rule 04/00/84 

Smail Entity: No 


Agency Contact: Joseph E. Malloy, 
Department of Housing and Urban 
Development, Office of Housing, Office 
of Multifamily Housing Development, 
202 755-6500 


RIN: 2502-AAG3 


62. DISPOSITION OF GENERAL 
CONTRACTOR’S HOLDBACK (H-13-81) 
Legal Authority: 12 USC 1713 National 
Housing Act 

CFR Citation: 24 CFR 207.26a; 24 CFR 
221.548a; 24 CFR 231.10c; 24 CFR 213.34a 


Current and Projected Rulemakings 


Abstract: Would delete 24 CFR 207.26a 
providing for the holdback of certain 
general contractor's funds. 

Timetable: 


Action 


Next Action Undetermined 


Small Entity: No 
Additional information: Includes: H-15- 
81 (RIN-2502-AA78)}. 


Contact: Linda D. Cheatham. 


Date FR Cite 


Div., Department of | Housing and Urban 
Development, Office of Housing, Office 
of Multifamily Housing Development, 
202 426-7113 


RIN: 2502-AA77 


63. MORTGAGE INSURANCE 
PROGRAMS UNDER NATIONAL 
HOUSING ACT (H-48-81; FR-1525) 


Legal Authority: 12 USC 1713 Housing & 
Community Development 5 


CFR Citation: 24 CFR 207; 24 CFR 213; 
24 CFR 220; 24 CFR 221; 24 CFR 231; 24 
CFR 232; 24 CFR 234; 24 CFR 242; 24 CFR 
244 


Abstract: Would amend Parts 207, 213, 
220, 221, 231, 232, 234, 242 and 244 to 
allow up to a 20% increase in maximum 
project mortgage amounts to cover 
increased costs due to the installation 
of a solar energy system or residential 
energy conservation measures. 


Timetable: — 
Action 


Final Action 


Smail Entity: No 

Agency Contact: Joseph E. Malloy, 
Department of Housing and Urban 
Development, Office of Housing, Office 
of Multifamily Housing Development, 
202 755-6500 


RIN: 2502-AAS0 





Date — 
09/00/83 


_ FR Cite 


64. @DELETION OF STATUTORY 
MORTGAGE LIMITS (H-66-83) 


Legal Authority: 12 USC 1701 National 
Housing Act 

CFR Citation: 24 CFR 207; 24 CFR 213; 
24 CFR 220; 24 CFR 221; 24 CFR 231; 24 
CFR 234; 24 CFR 251; 24 CFR 255 


Abstract: The statutory per unit 
mortgage limits for the multifamiiy 
mortgage insurance programs are 
currently published in the Federal 
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Register under each program section. 
This rule will substitute a statement 
that the limits will be published by 
Departmental Notice. This procedure 
will save the Department the time of 
going through the rulemaking process 
every time the limits are changed by 
the Congress. The public and HUD 
clientele will thus be notified more 
quickly of any changes and HUD Field 
Staff can institute processing under the 
new limits much faster. 


Director, Multifamily Development, 
Department of Housing and Urban 
Development, Office of Housing, Office 
of Multifamily Housing Development, 
202 755-7520 


RIN: 2502-AB77 
65. @SECTION 223(A) AMENDMENT 
: 12 USC 1170 National 


CFR Citation: 24 CFR 207.32a 


Abstract: This rule would correct the 
recent revision to the Section 223(F) 
regulation (published 5/25/83) which 
provided exceptions in determining 
whether a property exceeds the 
rehabilitation threshold making it 
ineligible for Section 223({F) insurance. 
The purchase price of such items as 
ranges and refrigerators will now be 
included determining whether a 
property is eligible since the basic 
limits were substantially raised in the 
5/25/83 rule and those exceptions are 
no longer necessary. 


FR Cite 


90/00/00 — 
Smali Entity: Undetermined 


Agency Contact: James Hamernick, 
Director, Office of Multifamily 
Development, Department of Housing 
and Urban Development, Office of 
Housing, Multifamily Housing 
Development, 202 755-5720 


RIN: 2502-AB92 


66. @LIMITATION ON PREPAYMENT 
FOR BOND FINANCED PRO.IECTS (H- 
54-83; FR-1819) 


Priority: Undetermined 
Legal Authority: 12 USC 1170 National 
Housing Act 


CFR Citation: 24 CFR 207; 24 CFR 231; 
24 CFR 241 


Abstract: This rule will make the cited 
sections consistent with Section 221 
which already contains this provision. 
The prepayment limitation to the 
mortgage insurance regulations was 
added due to the increased use of tax- 
exempt bonds as a financing 
mechanism. Bond purchases typically 
demand a ten-year period during which 
the bonds cannot be called except in 
extraordinary circumstances such as an 
FHA insurance claim. 


Timetable: 

Action Date 
interim Final Rule 04/00/84 
Small Entity: Undetermined 


Agency Contact: James Hamernick, 
Director, Office of Multifamily Housing 
Dev., Department of Housing and Urban 
Development, Office of Housing, 202 
7535-5720 


RIN: 2502-AC01 





FR Cite 


67. @COOPERATIVE HOUSING 
MORTGAGE INSURANCE 
SUBORDINATED SECRETARY-HELD 
MORTGAGES (H-33-83; FR-1756) 


Legal Authority: 12 USC 1715b; 12 USC 
1715e 


CFR Citation: 24 CFR 213 


Abstract: The proposed rule will permit 
unsubsidized multifamily rental housing 
projects with Secretary-held mortgages 
to be converted to cooperatives by 
subordinating the Secretary-held 
mortgage to a new first mortgage. The 
proposal would benefit tenants by 
giving them the opportunity for 
cooperative homeownership at a lower 
cost. The government weuld benefit by 
sharing haif of the equity appreciation 
received by the project owner in selling 
the project to a Cooperative. 


Timetable: 
Action 

NPRM 

Small Entity: No 


Date 
10/00/83 


47437 


Current and Projected Rulemakings 


Agency Contact: James L. Hamernick, 
Director, Department of Housing and 
Urban Development, Office of Housing, 
Multifamily Housing Dvipt, 202 755-5720 


RIN: 2502-AB97 


Legal Authority: 12 USC 1701s Housing 
& Community Development Amendments 
1979 


CFR Citation: 24 CFR 215; 24 CFR 880; 
24 CFR 881; 24 CFR 882; 24 CFR 883; 24 
CFR 884; 24 CFR 885; 24 CFR 886 


Abstract: Would establish preferences 
in the Section 8 and Rent Supplement 
programs for those “living in 
substandard housing”, and for those 
who are “involuntarily displaced.” 
Would also establish an 
administratively-determined preference 
for those paying more than 50 percent 
of their income for rent. 


Timetable: 
Action 

NPRM 

Smaii Entity: No 
Agency Contact: Gwendolyn Carter, 
Program Analyst, Department of 
Housing and Urban Development. 
Office of Housing, Office of Policy and 
Budget, 202 755-5727 

RIN: 2502-AA34 

AA PLE I, LEE LE I, A PRE AE 
69. PROHIBITED LEASE TERMS (H- 
117-82; FR-1608) 

Legal Authority: 12 USC 1715z-1b(b)(3) 
Hsng & Community Develop Amends of 1978; 
42 USC 3535(d) Department of Housing & 
Urban Development Act 


CFR Citation: 24 CFR 215; 24 CFR 221; 
24 CFR 236 ’ 


Abstract: Defines certain lease 
provisions which are prohibited from 
use in certain HUD subsidized 
multifamily housing programs. 


Timetable: 
Action Date FR Cite 


Interim Final Rule 07/23/82 47 FR 31868 

interim Rule 09/10/82 47 FR 31868 
effective 

Final Action 


Small Entity: No 


Date 
12/00/83 





00/00/00 
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83; FR-1804) 
Priority: Agency Determination 
= 12 USC 1701s, 1 


Legal Authority: 
1715; 12 USC 17151; 12 USC 1408; 12 
17152z-1; 42 USC 1437; 42 USC 


Legal = 42 USC 1437d; 12 USC 
1715z-1; 12 USC 1701q 12 USC 1701s 


CFR Citation: 24 CFR 215; 24 CFR 221: 











07/00/84 


Agency Contact: Robert W. Wilden, 
Director, 


i . Department of Housing and 
Urban Office of Housing, 
Elderly and Condo Health Facilities 
Divn, 202 426-8730 
RIN: 2502-AB87 


Legal © 12 USC 1701; 12 USC 
1715b; 12 USC 1715t 12 USC 1437; 12 USC 
17152z-+4, 42 USC 3535 (d); 42 USC 3535 (0) 


CFR Citation: 24 CFR 215; 24 CFR 221; 
24 CFR 236; 24 CFR 860; 24 CFR 880; 24 
CFR 881; 24 CFR 882.209, 24 CFR 885, 24 
CFR 889 
Abstract: Modifies current occupancy 

a : aiatend 


households assigned to one-bedroom 
units and encourage better utilization of 
available units. 


Milner, 
Program Analyst, Department of 


Housing and Urban Development, 
Office of Housing, Office of Policy and 
Budget, 202 755-6454 


RIN: 2502-AB91 


73. FLEXIBLE SUBSIDY PROGRAM (H- 
48-82) 


Legal = 12 USC 1715j National 
Housing Act; PL 95-551 Housing & Communi- 
ty Development Amendments of 1978 

CFR Citation: 24 CFR 219 


Abstract: Would establish a flexible 
subsidy loan program for certain limited 
dividend projects for the correction of 
physical and cash flow deficiencies. 
Interim rule in preparation. (Was listed 
incorrectly on previous agenda as H-14- 
80.) Includes: H-64-82. Interim rule 
published May 21, 1979 (44 FR 29632), 
effective June 19, 1979. 


05/21/79 44 FR 29632 
Previous interim 06/19/79 44 FR 29632 


Rule effective 
Interim Final Rule 00/00/00 


Small Entity: No 
Additional Information: Includes: H-64- 
82. 


Agency Contact: James J. Tahash, 
Director, Department of Housing and 
Urban Development, Office of Housing, 
Program Planning Division, Office of 
Multifamily Housing Management, 202 
755-5654 


RIN: 2502-AA53 


74. URBAN RENEWAL MORTGAGE 
INSURANCE AND INSURED 
IMPROVEMENT LOANS (H-47-81; FR- 
1480) 

Priority: Agency Determination 

Legal Authority: 12 USC 1715k Housing 
& Community Development Act of 1980 
CFR Citation: 24 CFR 220 


Abstract: Would amend Part 220 to 
make eligible for mortgage insurance 
properties located, or to be located, in 
areas designated by the Secretary 
where concentrated housing, physical 
development and public service 
activities are being carried out in a 
coordinated manner, pursuant to a 
locally developed strategy for 
neighborhood improvements. 


interim Final Rule 08/04/83 48 FR 35393 
interim Rule 10/10/83 

effect 
Final Action 
Small Entity: No 
Agency Contact: Joseph E. Malloy, 
Department of Housing and Urban 
Development, Office of Housing, Office 
of Multifamily Housing Development, 
202 755-6500 


RIN: 2502-AA89 


03/00/84 


75. @ONE-TIME MORTGAGE 
INSURANCE PREMIUM FOR GENERAL 
AND SPECIAL RISK INSURANCE 
PROGRAMS (H-63-83) _ 

12 USC 1708 National 


Legal Authority: 
Housing Act; 42 USC 3535(d) Department of 
HUD Act 
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Abstract: Due to lack of actuarial data 
on all programs, the one-time MIP Rule 


11/00/83 


Small Entity: No 

Agency Contact: James B. Mitchell, 
Acting Director, Department of Housing 
and Urban Development, Office of 
Housing, Office of Financial 
Management, 202 426-4325 

RIN: 2502-AB76 


76. @SECTION 221(D)(4) 
COINSURANCE 


12 USC 1701 National 


CFR Citation: 24 CFR 221 


Abstract: Delegates certain mortgage 
insurance functions to approved 
coinsuring lenders. 


A . 
Director, Development Division, 
Department of Housing and Urban 
Development, Office of Housing, Office 
of Multifamily Housing Development, 


77. @REFINANCING OF HOSPITAL 
PROJECTS (H-68-83) 

Priority: Undetermined 

Legal Authority: 12 USC 1715n National 
Housing Act 

CFR Citation: 24 CFR 223 

Abstract: Implementation of this rule 
will enable hospital projects and other 


insured projects to refinance at a lower 
rate cf interest. 


Action 


ANPRM 


Date 
12/00/83 


Small Entity: Not Applicable 

Contact: C. Edward Lewis, Jr.. 
Chief, Health Facilities Branch, 
Department of Housing and Urban 
Development, Office of Housing, Office 
_of Multifamily Housing Development, 
202 426-8730 


RIN: 2502-AB99 


78. CONDOMINIUM PROJECTS - 
MUTUAL MORTGAGE INSURANCE 
AND INSURED LOANS (H-5-82; FR- 


1388) 

Legal Authority: 12 USC 1709 National 
Housing Act; 12 USC 1715 National Housing 
Act 


CFR Citation: 24 CFR 234.26 
Abstract: Provides for HUD/FHA 


mortgage insurance of condominium 
units in projects that have been 
approved for loan guaranty by the 
Administrator of Veterans Affairs. The 
rule also eliminates the requirement 
that a conventionally financed project 
be committed to a plan of condominium 
ownership at least twelve months prior 
to the time individual units are eligible 
for HUD/FHA mortgage insurance, 
although it is still required that at least 
90 percent of the units be sold and the 
title conveyed with respect to 
conventionally financed projects. These 
changes are needed to facilitate 
homeowner purchases of condominium ~ 
properties. 

Action 

interim Final Rule 09/18/81 46 FR 46317 
Final Action 12/00/83 

Smail Entity: No 

Agency Contact: John Coonts, Director, 
Department of Housing and Urban 
Development, Office of Housing, Single 
Family Development Division, 202 755- 
6720 


RIN: 2502-AA43 


79. IMPLEMENTATION OF SECTION 
235 TO REQUIRE RECAPTURE 
PROVISIONS (H-5-81; FR-1425) 

Legal Authority: 12 USC 1715z Housing & 
Community Development Amendments of 
1980 

CFR Citation: 24 CFR 235 


47439 


Abstract: Amends 24 CFR 235-to 
require that the Department recapture, 
in specific instances, the lesser of 
actual assistance provided on behalf of 
eligible mortgagors, or 50% of net 
appreciation less reasonable costs of 
sale and reasonable costs of 
improvements. 

Timetabie: 


Action 


interim Finai Rule 05/27/81 46 FA 28401 
interim Rule 05/27/81 

effective 
Final Action 
Small Entity: No 
Agency Contact: Richard Buchheit, 
Directer, Department of Housing and 
Urban Development, Office of Housing, 
Single Family Servicing Division, 262 
755-6672 





09/00/83 


RIN: 2502-AA74 


80. INCREASE IN SECTION 235 
MAXIMUM MORTGAGE AMOUNTS (H- 
7-81; FR-1397) 


12 USC 1709 National 


Abstract: Amends 24 CFR 235 to 
provide Section 235 mortgage insurance 
and assistance payments for families 
whose incomes are higher than those 
authorized under the original Section 
235 program but who are still priced out 
of the housing market. 


Timetable: 
Action — Date 


interim Final Rule 06/01/81 
Interim Rule 07/13/81 
effective 
Final Action 
Small Entity: No 
Agency Contact: John Coonts, Director, 
Department of Housing and Urban 
Development, Office of Housing, Single 
Family Development Division, 202 755- 
6720 


12/00/83 


RIN: 2502-AA75 


81. SUPPLEMENTARY FINANCING 
FOR INSURED PROJECT 
MORTGAGES (H-29-82; FR-1734) 


Legal Authority: 12 USC 1701 National 
Housing Act 
CFR Citation: 24 CFR 241 
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08/08/83 48 FR 35891 
08/08/83 48 FR 35891 


10/07/83 


CFR Citation: 24 CFR 401, (To be moved 
to 245); 24 CFR 245 


Abstract: Amendment would add 
requirements providing an opportunity 
for tenants in certain types of 
multifamily housing projects to 
comment on requests by a project 
owner for HUD approval of any of the 
following owner action: (1) conversion 
from project-paid utilities to tenant-paid 
utilities; (2) conversion of residential 
units to commercial space, cooperative 
housing or condominiums; (3) a partial 
release of mortgage security; and (4) 
major capital additions to a project. 
The requirements for tenant 
participation in project rent increases, 
as provided in existing 24 CFR 401, 
would be continued with certain 
changes and with exemptions for rent 
utility costs. The amendments 
implement section 202(b)(1) of the 
Housing and Community Development 
Amendments of 1978, as amended in 


Agency Contact: James J. Tahash, 
Director, Program Planning Division, 
Department of Housing and Urban 
Development, Office of Housing, Office 
of Multifamily Housing, 202 755-5654 


RIN: 2502-AB66 


83. COINSURANCE FOR MULTIFAMILY 
RENTAL HOUSING (H-66-78; FR-1198) 


Legal Authority: 12 USC 1701 et seq Na- 
tional Housing Act; PL 93-383 Housing and 
Community Development Act of 1974 

CFR Citation: 24 CFR 251 


Abstract: Would provide for a 
coinsurance program for rental housing 
mortgage loans insured under Sections 
221(d)(3) and 221(d)(4) of the National 
Housing Act. 


Timetable: - 


Action Date 


NPRM 09/00/83 

NPRM Comment 09/00/83 
Period Begin 

NPRM Comment 11/00/83 
Period End 

Final Action 

Smaii Entity: No 


Agency Contact: James B. Mitchell, 
Acting Director, Department of Housing 
and Urban Development, Office of 
Housing, Office of Financial 
Management, 202 426-4325 


RIN: 2502-AA38 





01/00/84 


84. AMENDMENTS TO SECTION 223(F) 
COINSURANCE FOR PRIVATE 
MORTGAGE LENDERS (H-53-81; FR- 
1391) 


Priority: Agency Determination 

Legal Authority: 12 USC 1701 National 
Housing Act 

CFR Citation: 24 CFR 255 

Abstract: Would broaden lender 
eligibility to include mortgage bankers, 
provide for a GNMA guaranteed 
securities program, change the premium 
sharing formula, permit lenders to 


reinsure their risk exposure, and make 
miscellaneous technical corrections. 


Timetable: 


Action Date FR Cite 


Interim Final Rule 05/25/83 48 FR 23386 
Interim Rule 06/28/83 

Effective 
Final Action 


Small Entity: No 


03/00/84 


Current and Projected Rulemakings 


Contact: James Hammernick, 
Director, Department of Housing and 
Urban Development, Office of Housing, 
Office of Multifamily Housing 
Development, 202 755-5720 


RIN: 2502-AA92 
CORRE Se AEE REN CET ETSI TT 


85. @TRANSFER FROM NONPROFIT 
TO PROFIT MOTIVATED OWNERSHIP 
FOR MULTIFAMILY HOUSING 
PROJECTS WITH HUD-INSURED OR 
HUD-HELD MORTGAGES (H-37-83; FR- 
1771) 


Priority: Undetermined 


Legal Authority: 42 USC 3535(d) 
CFR Citation: 24 CFR 265.13 


Abstract: Rule would remove the 
provision which prohibits a nonprofit 
owner transferring a project to a profit- 
motivated owner from receiving any 
remuneration in excess of the nominal 
consideration necessary to effect the 
transfer. The rule would permit the 
selling nonprofit owner to retain the 
amount of purchase proceeds, if any, 
which exceeds the greater of 10 percent 
of the unpaid principal balance of the 
mortgage loan or the costs of restoring 
the project to sound physical and 
financial condition. 


Timetable: 


Action 


NPRM 

NPRM Comment 
Period Begin 

NPRM Comment 
Period End 

Small Entity: No 


Agency Contact: James J. Tahash, 
Director, Program Planning Division, 
Department of Housing and Urban 
Development, Office of Housing, Office 
of Multifamily Housing Management, 
202 755-5654 


RIN: 2502-AB93 





10/00/83 
10/00/83 


12/00/83 


86. RENT DETERMINATIONS FOR 
ASSISTED FAMILIES IN HUD-OWNED 
MULTIFAMILY PROJECTS (H-3-83; FR- 
1645) 


‘Legal Authority: 42 USC 3535(d); 12 USC 


17012z-11; 12 USC 1701z-12; 12 USC 1713()) 
CFR Citation: 24 CFR 290 


Abstract: This rule establishes a 
schedule for increased rental payments 
for families living in HUD-owned 
properties in order to reduce the 
financial costs to the Department. 
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12/00/83 , 


NPRM 


Small Entity: No 


Agency Contact: Marvin Hilman, 
Director, Multifamily Sales Division, 
Department of Housing and Urban 
Development, Office of Housing, Off of 
Multifamily Fnancng and Preservation, 
202 755-7343 


RIN: 2502-AB62 


87. EVICTIONS FROM CERTAIN 
SUBSIDIZED AND HUD-OWNED 
PROJECTS (H-5-83; FR-1661) 


CFR Citation: 24 CFR 450 


Abstract: Clarifies the Department's 
intent that evictions of tenants from 
certain subsidized and HUD-held 
projects be effected solely by judicial 
action. This rule requires the landlord 
to advise the tenant in a termination 
notice, that the tenant is entitled to a 
court proceeding at which he or she 
may present a defense to the eviction. 
The landlord is prohibited from 
resorting to “self-help” evictions or any 
non-judicial process even where such 


actions are authorized by state or local - 


law. This rule is procedural only and 
does not alter in any way the grounds 
for which the landlord may terminate a 
tenancy. 


FR Cite 
interim Final Rule 05/23/83 48 FR 22913 
interim Rule 07/12/83 
effective 
Final Action 


Small Entity: No 


Agency Contact: James J. Tahash, 
Director, Program Planning Division, 
Department of Housing and Urban 
Development, Office of Housing, Off of 
Multifamily Hsing Mngmt and 
Occupancy, 202 755-5654 


RIN: 2502-AB59 
PED eet SRE LE AR AE AE RE SS PIE i IO ts I AOD, 


88. FAIR MARKET RENT SCHEDULES 
FOR NEW CONSTRUCTION AND 
SUBSTANTIAL REHABILITATION - 
SECTIONS 8 AND 23 HOUSING 
ASSISTANCE PAYMENTS PROGRAM 
(FY 1983) (H-97-82; FR-1711) 


Priority: Agency Determination 





03/00/84 


Legal Authority: 42 USC 1437 Housing & 
Community Development Act of 1974 


CFR Citation: 24 CFR 803; 24 CFR 668 
Abstract: Annual revisions of the 
FMRs. 

Timetable: 


Action Date FR Cite 


Interim Final Rule 04/15/83 48 FR 16424 
Interim Rule 05/19/83 

Effective 
Final Action 


Small Entity: No 

Agency Contact: Linda D. Cheatham, 
Director Technical Support Division, 
Department of Housing and Urban 
Development, Office of Housing, Office 
of Multifamily Housing Development, 
202.755-7113 


RIN: 2502-AA09 


10/00/83 


89. @FAIR MARKET RENT (FMR) 


ASSIST. 
PAYMENTS PROGRAM (FY 1984) (H- 
69-83) 


Priority: Agency Determination 

Legal Authority: 42 USC 1437 Housing & 
Community Development Act of 1974 

CFR Citation: 24 CFR 803; 24 CFR 888 
Abstract: Annual Revisions of the 
FMRs 

Timetable: 

Action Date 

Interim Final Rule 01/00/84 

Small Entity: No 

Agency Contact: Linda D. Cheatham, 
Director Technical Support Division, 
Department of Housing and Urban 
Development, Office of Housing, Office 


of Multifamily Housing Development, 
202 426-7113 


RIN: 2502-AB73 


90. DEFINITION OF INCOME, INCOME 
LIMITS, RENT AND REEXAMINATION 
OF FAMILY INCOME FOR PUBLIC 
HOUSING AND SECTION 6 (H-79-82; 
FR-1599) 


Priority: Agency Determination 


Legal Authority: 42 USG 1437 U.S. Hous- 
ing Act of 1937; PL 97-35 Housing & Commu- 
nity Development Amendments of 1981 


CFR Citation: 24 CFR 804; 24 CFR 805; 
24 CFR 813; 24 CFR 860; 24 CFR 861; 24 
CFR 865; 24 CFR 880; 24 CFR 881; 24 CFR 


47441 


Current and Projected Rulemakings 


882; 24 CFR 883; 24 CFR 884; 24 CFR 886; 
24 CFR 889 


Abstract: Would establish a definition 
of “income” in the public housing and 
Section 8 programs and implement 
other changes in income limits and 
frequency of reexamination of income, 
as well as include changes in rents 
which were implemented by interim 
rent increase rules published on May 4, 
1982. NPRM includes: H-64-81: Interim 
rule published May 4, 1982 (47 FR 
19120), effective August 1, 1982. H-68-61: 
Interim rule published May 4, 1982 (47 
FR 19128), effective August 1, 1982. H- 
54-82: Interim rule published April 7, 
1975 (40 FR 15541), effective April 7, 
1975. H-56-82: Interim rule published 
September 26, 1975 (40 FR 323), 
effective September 26, 1975, H-68-79. 
Interim rule published September 9, 
1980 (45 FR 59309), effective October 1, 
1980. 


Timetable: 
Action Date FR Cite 


NPRM 12/29/82 47 FR 57954 
NPRM Comment 12/29/82 

Period Begin 
NPRM Comment 02/28/83 

Period End 
Final Action 
Smaii Entity: No 
Additional information: Additional 
Agency Contact: James J. Tahash, 
Program Planning Division, Office of 
Multifamily Management, (202) 755- 
5654. Includes: H-64-81; H-68-81; H-54- 
82; H-56-82; H-68-79. 
Agency Contact: Edward Whipple, 
Chief, Rental and Occupancy Branch, 
Department of Housing and Urban 
Development, Office of Housing, Office 
of Public Housing, 202 426-7044 


RIN: 2502-AA05 





00/00/00 


91. LOW-INCOME HOUSING- 
HOMEOWNERSHIP OPPORTUNITIES 
TURNKEY Ill PROGRAM 24 CFR PART 
804, SUBPART B (H-55-79; FR-563) 


Legal Authority: 42 USC 1437 et seq U.S. 
Housing Act of 1937, as amended 


CFR Citation: 24 CFR 804 


Abstract: Would amend 24 CFR 804 
relating to management and operations 
of Turnkey III Programs and add a new 
section governing the financing of 
homeowner purchase of Turnkey Hil 
units. Amendments should increase sale 
of homeownership units to homebuyers 
and would clarify certain technical 
program procedure. which have been 
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obstacles to program implementation. 
Included: H-17-81, Separate final rule no 
longer in preparation; H-18-81, Separate 
final rule no longer in preparation; H- 
19-81, Separate final rule no longer in 
preparation; H-71-81, Review 
completed. 
Timetable: 
Action Date FR Cite 
NPRM 12/28/78 43 FR 60830 
interim Final Rule 00/00/00 


Small Entity: No 


Additional Information: Includes: H-17- 
81; H-18-81; H-19-81; H-71-81. 


Department of Housing and Urban 
Development, Office of Housing, Office 
of Public Housing, 202 472-4703 


RIN: 2502-AB08 


Legal = 42 USC 1437 U. S. 
Housing Act of 1937; 42 USC 3535(d) Depart- 
ment of HUD Act 

CFR Citation: 24 CFR 804 


Abstract: The rule would amend 
Subpart B of Part 804 -- Low-Income 
Public Housing --- Turnkey III 
Homeownership Opportunities Program 
-- to permit the use of operating subsidy 
to cover HUD-approved expenses; to 
allow PHA purchase-money mortgage 
financing; and to incorporate other 
technical changes applicable to existing 
Turnkey III projects. 





Project Management Division, 
Department of Housing and Urban 
Development, Office of Housing, Office 
of Public Housing, 202 472-4703 


RIN: 2502-AB56 


93. @INDIAN PREFERENCES (H-51-83; 
FR-1808) 


Legai = 42 USC 1437 et seq U.S. 
Housing Act of 1937; 25 USC 450e(b) Indian 
Self-Determin. & Education Assist. Act 

CFR Citation: 24 CFR 805; 24 CFR 571 


Abstract: Section 7(b) of the Indian 
Self-Determination and Education 
Assistance Act requires that preference 
be given to the greatest extent feasible 
to Indian organizations and economic 
enterprises in contracting and to 
Indians in employment and training. 
The goal is to improve the productivity 
of preference, development and 
management as compared to the current 
regulations implementing Indian 
preference. 


Timetable: 

Action Date 

Notice of Inquiry 08/10/83 

Comment Period 09/10/83 
ends 

Small Entity: No 


Agency Contact: Cyrus Toll, Housing 
Program Specialist, Department of 
Housing and Urban Development, 
Office of Housing, Office of Indian 
Housing, 202 755-6522 


RIN: 2502-AB68 


FR Cite 


94. @BOOK-ENTRY SECURITIES OF 
PUBLIC HOUSING AUTHORITIES (H- 
64-83) 


Legal Authority: 42 USC 1737h(c); 42 
USC 1737i(a); 42 USC 3535 (d) 
CFR Citation: 24 CFR'810, (New) 


Abstract: The regulations will permit 
local housing authorities to issue tax- 
exempt notes and bonds in book-entry 
form through the Federal Reserve 
Banks. Book-entry securities may be 
issued and marketed more efficiently 
than securities in certificate form, and a 
book-entry system will relieve staff 
work in HUD field offices. Savings to 
the Federal Government are estimated 
to be $2-3 million annually. 


Timetable: 
Action 


Final Action 
Final Action 
Effective 


Smail Entity: No 


Date 


09/00/83 
10/00/83 


Current and Projected Rulemakings 


Agency Contact: Robert H. Menke, 
Director, Cash Management Division; 
Department of Housing and Urban 
Development, Office of Housing, Office 
of Financial Management, 202 755-1591 


RIN: 2502-AB75 
ee ee 


95. PUBLIC HOUSING DEVELOPMENT, 
REVISION OF REQUIREMENTS (H-33- 
82; FR-1489) 


Legal Authority: 42 USC 1437 U.S. Hous- 
ing Act of 1937 


CFR Citation: 24 CFR 841 


Abstract: Would prohibit the transfer of 
existing Public Housing Agency (PHA)- 
owned city, county or state assisted 
projects to the public housing program 
under the U.S. Housing Act of 1937, 
except with the prior written approval 
of the Assistant Secretary for Housing. 
The Department has determined that 
the transfer of such projects does not 
contribute to the goals of the 
Administration in providing additional 
low-income housing but only provides 
additional subsidy for projects 
developed and funded under state law. 
No additional costs are anticipated 
since the proposed rule will not result 
in a change to the existing status of 
locally assisted projects. 
Timetable: 
Action Date FR Cite 
NPRM 02/23/83 48 FR 7585 
NPRM Comment 02/23/83 . 
Period Begin 
NPRM Comment 
Period End 
Final Action 
Small Entity: No 
Agency Contact: Raymond W. 
Hamilton, Director, Department of 
Housing and Urban Development, 


Office of Housing, Public Housing 
Development Division, 202 426-0938 


RIN: 2502-AA50 


96. PUBLIC HOUSING DEVELOPMENT, 
REVISION OF REQUIREMENTS (H-103- 
82; FR-1665) 


04/25/83 


09/00/83 


Legal A : 42 USC 3535(d) Depart- 
ment of HUD Act; 42 USC 1437 U.S. Housing 
Act of 1937 


CFR Citation: 24 CFR 841 


Abstract: Would require Headquarters’ 
approval for all public housing projects 
proposed to have dwelling construction 
and equipment costs in excess of 100 
percent of the project prototype cost 
limits. This rule is intended to result in 
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HUD—OH 


reduced costs to the Government as 
well as Public Housing Agencies 
developing such projects. 





06/24/83 
NPRM Comment 06/24/83 
Period Begin 
NPRM Comment 08/23/83 
Period End 
Final Action 
Smaii Entity: No 


Agency Contact: Raymond W. 
Hamilton, Director, Department of 
Housing and Urban Development, 
Office of Housing, Public Housing 
Development Division, 202 426-0938 


RIN: 2502-AB30 


12/00/83 


97. PUBLIC HOUSING DEVELOPMENT; 
MISCELLANEOUS AMENDMENTS (H- 
31-83) 


Authority: 42 USC 1437 U.S. Hous- 
ing Act of 1937 


CFR Citation: 24 CFR 841 


Abstract: The Department proposes to 
make three minor revisions to correct 
program deficiencies as follows: (1) 
Make the time for submission of the 
Actual Development Cost Certificate 
consistent with recent revisions to 
Handbook 7417.1 REV-1, (2) Require 
submission of a Local Governing Body 
Resolution for a Front-end ACC as 
currently required by statute for 
Preliminary Loans and, (3) Make the 
Uniform Act provisions of the 1980 rule 
applicable for projects being processed 
under the 1977 rule. Additional costs to 
the Government and the public\are 
expected to be minimal since the 
amendments only clarify existing 
program requirements. 


ia 


ANPRM 
Small Entity: Undetermined 


Agency Contact: Raymond W. 
Hamilton, Director, Public Housing 
Development Div., Department of 
Housing and Urban Development, 
Office of Housing, 202 426-0948 


RIN: 2502-AB61 


98. LOW-INCOME PUBLIC HOUSING- 
LEASE REQUIREMENTS, EVICTIONS 
AND HEARINGS (H-26-79; FR-1164) 


Priority: Agency Determination, Task Force 


Legal Authority: 42 USC 1437 U.S. Hous- 
ing Act of 1937, as amended 


CFR Citation: 24 CFR 860; 24 CFR 866 


Abstract: Would amend the regulations 
for the Public Housing Program under 
the United States Housing Act of 1937 
to: (1) simplify the requirements for 
provisions included in the lease 
between a Public Housing Agency 
(PHA) and its tenants; (2) limit the 
réquirement for the PHA to provide an 
opportunity for an informal hearing to 


cases involving a denial of admission or | 


PHA determinations of income or rent 
of an assisted tenant; and (3) to provide 
that all evictions of a tenant must be 
carried out through State or local 
judicial process, and that termination of 
tenancy must be based on violation of 
the lease or of Federal, State, or local 
law, or other good cause. Includes: H- 
72-81. Review completed. H-30-81 
Separate proposed rule no longer in 
preparation. 

Timetable: 


Action 

Previous NPRM 

NPRM 

NPRM Comment 
Period Begin 

NPRM Comment 
Period End 

Final Action 

Small Entity: No 


Contact: Edward Whipple, 
Chief, Rental and Occupancy Branch, 
Department of Housing and Urban 
Development, Office of Housing, Office 
of Public Housing, 202 426-0744 


RIN: 2502-AB04 


Date FR Cite 


08/04/80 45 FR 51615 
12/13/82 47 FR 55689 
12/13/82 


02/11/83 


12/00/83 


99. TENANT ALLOWANCES FOR 
UTILITIES (H-95-78; FR-350) 

Priority: Agency Determination, Task Force 
Legal Authority: 42 USC 1437 United 
States Housing Act of 1937; 42 USC 1437a 
United States Housing Act of 1937; 42 USC 
1437d United States Housing Act of 1937; 42 
USC 1437g United States Housing Act of 


1937; 42 USC 3535(d) Department of HUD 
Act 


CFR Citation: 24 CFR 865 


Abstract: HUD published regulations 
regarding the determination of Utility 
Allowances as an interim rule in 
September 1980. The Presidential Task 
Force on Regulatory Relief in August 
1981 targeted these regulations for 
review. The proposed regulations will 
allow PHAs greater flexibility in 
determining utility allowances and 


47443 


Current and Projected Rulemakings 


states in general terms the definition of 

“reasonable amounts for utilities.” 
Interim rule published September 9, 
1980 (45 FR 59502), effective October 1, 
1980. 


Timetable: 
Action Date FR Cite 


interim Final Rule 09/09/80 45 FR 59502 

interim Rule 10/01/80 
effective 

NPRM 08/13/82 

NPRM Comment 08/13/82 
Period Begin 

NPRM Comment 09/27/82 
Period End 

Final Action 

Small Entity: No 


Contact: Charles R. Ashmore, 
Utilities Specialist, Department of 
Housing and Urban Development, 
Office of Housing, Office of Public 
Housing, 202 755-5843 


RIN: 2502-AA42 





47 FR 35249 


00/00/00 


100. @REPEAL OF THE RULE ON 
INDIVIDUAL METERING OF UTILITIES 
FOR EXISTING PHA-OWNED 
PROJECTS (H-36-83; FR-1769) 


Legal = 42 USC 1437; 42 USC 
1437a; 42 USC 1437d; 42 USC 1436g 


CFR Citation: 24 CFR 865.303; 24 CFR 
865.305; 24 CFR 865.310; 24 CFR 865.401 to 
410 


Abstract: Rule amendment to allow 
PHAs to employ a more flexible cost- 
benefit analysis when determining the 
cost-effectiveness of individual 
metering of tenant utilities. 


Timetable: 

Action Date 
Interim Final Rule 10/00/83 
Final Action 02/00/84 


Final Action 04/00/84 
Effective 


Small Entity: No 


Agency Contact: Jack R. Van Ness, 
Director, Department of Housing and 
Urban Development, Office of Housing, 
Office of Public Housing, 202 755-4956 


RIN: 2502-AB81 


FR Cite 


101. WAGE RATE REGULATION 
COVERING PHA DEVELOPMENT AND 
MODERNIZATION (H-13-83; FR-1706) 


Authority: 42 USC 3535(d) Depart- 
ment of HUD Act 


CFR Citation: 24 CFR 868 
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and labor laws of States, tribes and 
local jurisdictions to public housing 
agencies (PHAs) participating in the 





Legal Authority: 12 USC 1437} 
CFR Citation: 24 CFR 668 


clearer guidance on whether Davis- 
Bacon or HUD-determined prevailing 
wage rates apply to certain CIAP- 
eligible work items. 


Executive Assistant to Assistant 
Secretary, Department of Housing and 
Urban Development, Office of Housing, 
Office of Assistant Secretary for 
Housing, Federal Housing 
Commissioner, 202 755-6606 


Legal Authority: 42 USC 1437 

CFR Citation: 25 CFR 868 

Abstract: Amends Comprehensive 
Improvement Assistance Program 
regulations by revising the definition of 
Special Purpose Modernization to 
eliminate (1) the one-time limitation on 


filing an application for Special Purpose 
Modernization for an individual project 
and (2) the deadline on Public Housing 
Agencies for filing such applications. 
These revisions are intended to 
encourage Public Housing Agencies to 
make energy-related improvements 
which are cost-effective. 


Timetable: 
Action 


Date FR Cite 


Interim Final Rule 08/16/83 48 FR 37023 


Comment Period 10/17/83 
on int Final 
Rule ends 


Small Entity: No 
Agency Contact: Pris Buckler. 
Department of Housing and Urban 


Development, Office of Housing. Office 
of Public Housing, 202 755-5595 


= 42 USC 1437 et seqU.S. 


Legal 
Housing Act of 1937; 42 USC 3535(d) Depart- 
ment of HUD Act 


CFR Citation: 24 CFR 869 


Abstract: Adds a new Part 869 to 
provide for an extension of Annual 
Contributions Contract {ACC) to (1) 
permit continued payment of operating 
subsidy after completion of debt 
service; and (2) provide a contractual 
basis for continued operation as low- 
income housing. Permits operation of 
project as lower-income housing after 
completion of debt service in 
accordance with a plan approved by 
HUD. Proposed rule reflecting 
significant changes in interim rule in 
preparation. 
Timetable: 
Action 
interim Rule 
effective 
Interim Final Rule 00/00/00 
Smail Entity: No 
Agency Contact: Richard L. Rivard, 
Housing Management Officer, 
Department of Housing and Urban 
Development, Office of Housing, Office 
of Public Housing, 202 755-5595 


RIN: 2502-AA36 


Date 
09/15/80 


FR Cite 





Current and Projected Rulemakings 


105. GOVERNMENT OFFICIALS, 
CONFLICTS OF INTEREST (H-127-82) 


Priority: Agency Determination 


Legal Authority: PL 97-35 Housing & 
Community Development Amendments of 
1981 


CFR Citation: 24 CFR 880;.24 CFR 881; 
24 CFR 882; 24 CFR 883; 24 CFR 884; 24 
CFR 886; 24 CFR 888; 24 CFR 889 
Abstract: Would prevent possible 
conflicts of interest on the part of 
Federal, State and local government 
officials with regard to participation in 
projects assisted under Section 8. 
Timetable: 
Action 

NPRM 

Smaii Entity: No 
Agency Contact: John J. Knapp, 
Department of Housing and Urban 
Development, Office of the General 
Counsel, 202 755-7244 


RIN: 2502-AA13 


00/00/00 


106. SECTION 8-AMENDMENTS 
IMPLEMENTING SECTIONS 324(1), 
323(3) AND 329 H OF THE HCD 
AMENDMENTS OF 1961, AND 
SECTION 211 (8) OF THE HCD 
AMENDMENTS OF 1979 (H-130-82; FR- 
1675) 


Abstract: a.)Would extend Section 8 
eligibility to include substantially 
rehabilitated manufactured home parks 
and to permit provision of Section 8 
assistance to owners of manufactured 
home parks where only the space in the 
park is rented. b.)Would require that 
Section 8 Housing be modest in design. 
c.}Would limit Section 8 contract rent 
increases for new construction and 
substantial rehabilitation projects to 
operating increases incurred for 
comparable units in the market area. 
d.)Would (1) limit cost and rent 
increases after selection of proposal to 
unforeseen factors beyond owner's 
control, design changes required by the 
Department or local government, (2) 
require preference for projects located 
on land provided by State or local 
governments, provided that land is 
suitable for such housing and that it 
will be cost effective, and (3) permit 
assistance.in substantial rehabilitation 
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HUD—OH 


and moderate rehabilitation programs 
for rental of units which contain no 
bathroom or kitchen facilities. 


01/00/84 


Additional information: Includes: H- 
131-82; H-132-82; H-133-82. 

Agency Contact: Joseph Malloy, 
Department of Housing and Urban 
Development, Office of Housing, Office 
of Multifamily Housing Department, 202 
755-6500 


’ RIN: 2502-AA16 


107. SECTION 8-LIMIT ON CONTRACT 
RENT INCREASES (H-132-82; FR-1703) 


Priority: Agency Determination 
Legal Authority: PL 97-35 Housing & 


CFR Citation: 24 CFR 880; 24 CFR 881 


Abstract: Would limit Section 8 
contract rent increases for new 
construction and substantial 
rehabilitation projects to operating 
increases incurred for comparable units 
in the market area. 


Next Action Undetermined 
Smail Entity: No 


Agency Contact: James J. Tahash, 
Department of Housing and Urban 
Development, Office of Housing, Office 
of Multifamily Housing Development, 
Program Planning Division, 202 755-5654 


RIN: 2502-AA18 


108. RENT INCREASE NOTIFICATION 
(H-135-82; FR-1677) 


Priority: Agency Determination 
Legal Authority: PL 97-35; PL 97- 35 


: 24 CFR 880; 24 CFR 881 


Abstract: Would provide that Section 8 
contracts must require the owner to 
notify tenants at least 90 days prior to 
expiration of contract of any rent 
increase which may occur as a result of 
the contract expiration. 


03/25/83 48 FR 12554 

NPRM Comment 03/25/83 48 FR 12554 

Period ! 
NPRM Comment 05/24/83 

Period End 
Final Action 
Smail Entity: No 
Agency Contact: James J. Tahash, 
Department of Housing and Urban 
Development, Office of Housing, Office 
of Multifamily Housing Development, 
Program Planning Division, 202 755-5654 


RIN: 2502-AA21 


12/00/83 


109. SECTION 8 NEW CONSTRUCTION 
AND SUBSTANTIAL REHABILITATION, 
AVAILABILITY OF UNITS UNDER 
CONTRACT AT INITIAL OCCUPANCY 
(H-138-82; FR-1688) 

Priority: Agency Determination 

Legal Authority: PL 97-35 Housing & 
Community Development Amendments of 
1981 

CFR Citation: 24 CFR 880; 24 CFR 881 


Abstract: Would require that contracts 
for Section 8 newly constructed and 
substantially rehabilitated units provide 
that the owner make available to 
eligible families at initial occupancy the 
number of units for which assistance is 
committed under the contract. 


Timetable: 
Action 


NPRM 
NPRM Comment 
Period Begin 
NPRM Comment 
Period End 
Final Action 
Smali Entity: No 
Agency Contact: James J. Tahash, 
Department of Housing and Urban 
Development, Office of Housing, Office 
of Multifamily Housing Development, 
Program Planning Division, 202 755-5654 


RIN: 2502-AA24 





Date FR Cite 





02/23/83 
04/25/83 


12/00/83 


110. SECTION 8 HOUSING 
ASSISTANCE PAYMENTS PROGRAM - 
MODERATE REHABILITATION (H-38- 
81; FR-1527) 

Legal Authority: PL 95-557 Housing and 
Community Development Act of 1974; 42 USC 
1437 U.S. Housing Act of 1937 


CFR Citation: 24 CFR 882 


! 


02/23/83 48 FR 7586 


47445 


Current and Projected Rulemakings 


Abstract: Simplifies and reduces 
program requirements for local PHAs — 
and participating owners, provides 
greater local flexibility and implements 
provision of the HCD Amendments of 
1981. 


Timetable: 


Action Date 


Prior interim Rule 11/09/79 
Prior interim Rule 12/10/79 
effective 
interim Final Rule 08/09/82 
interim Rule 09/28/82 
eliect 
Final Action 
Smail Entity: No 
Agency Contact: Louise Kleffner, 
Director, Department of Housing and 
Urban Development, Office of Housing, 
Moderate Rehabilitation Division, 202 
755-5597 


RIN: 2502-AA86 


FR Cite 
44 FR 65061 


47 FR 34376 
47 FR 34376 


00/00/00 


111. SECTION 8 HOUSING 
ASSISTANCE PAYMENTS PROGRAM - 
EXISTING HOUSING (H-75-82; FR- 
1539) 

Legal Authority: 42 USC 1437 Housing & 
Community Development Act of 1974 


CFR Citation: 24 CFR 882.204; 24 CFR 
882.209; 24 CFR 882.216 


Abstract: Would clarify procedures for 
selecting applicants and for determining 
the appropriate unit size for a family; 
would also give an applicant who is 
denied housing assistance, or certificate 
holder whose assistance is reduced or 
terminated, a reasonable opportunity to 
request an informal hearing. 


Timetable: 
Action 

NPRM 

Final Action 
Small Entity: No 
Additional Information: Includes: H-49- 
8i. 

Agency Contact: Gerald J. Benoit, 
Director, Department of Housing and 


Urban Development, Office of Housing, 
Existing Housing Division, 202 755-5353 


RIN: 2502-AB23 





Date FR Cite 


07/26/82 47 FR 36169 
12/00/83 





112. TARGETING OF SECTION 8 
CERTIFICATES OF FAMILY 
PARTICIPATION (H-22-83; FR-1736) 
Legal Authority: 42 USC 1347f US. 
Housing Act of 1937 

CFR Citation: 24 CFR 882 
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families who may otherwise lose their 
assistance because (1) HUD was outbid 


Certificates of Family Participation to 
eligible tenants residing in projects 
being sold by HUD. 


Legal Authority: 42 USC 1437 U S Hous- 
ing Act of 1937 


CFR Citation: 24 CFR 882 


Abstract: Would amend Part 882 to 
permit Section 8 Existing Housing 
Certificates of Family Participation to 
certain categories of eligible families. In 
general the “targeting” of Certificates 
would be provided to avoid 
displacement caused by the termination 
of project-based subsidy for example 
when HUD is out-bid at a foreclosure 
sale or when an owner elects not to 
renew a Housing Assistance Payments 





03/31/84 
Small Entity: No 
Agency Contact: Gerald Jj. Benoit, 
Director, Department of Housing and 
Urban Development, Office of Housing. 
Existing Housing Division, 202 755-5353 
RIN: 2502-AB85 


‘ 


114. @SECTION 8 HOUSING 
ASSISTANCE PAYMENTS PROGRAMS 
PORTABILITY OF SECTION 8 
EXISTING HOUSING CERTIFICATES . 
(H-46-83; FR-1800) 


Legal Authority: 42 USC 1437 U.S. Hous- 
ing Act of 1937 

CFR Citation: 
882.209 
Abstract: To establish a method for 
transferring Section 8 Existing 
Certificates between Public Housing 
agencies to permit families to move 
from the jurisdiction of one PHA to the 
jurisdiction of another and supplement 
the mobility mechanisms that are 
already in place. 
Timetabie: 

Action Date 
NPRM 03/00/84 
Smali Entity: Undetermined 
Agency Contact: Gerald J. Benoit, 
Director, Department of Housing and 
Urban Development, Office of Housing, 
Existing Housing Division, 292 755-7353 


24 CFR 882.103; 24 CFR 


FR Cite 


- RIN: 2502-ABs8 


115. SECTION 8 HOUSING 
ASSISTANCE PAYMENTS PROGRAM 
STATE HOUSING AGENCIES (H-98-82; 
FR-1626) 


Legal Authority: 42 USC 3535(d) Depart- 
ment of HUD Act 


CFR Citation: 24 CFR 883.207(c) 
Abstract: Would prohibit State 


Agencies from transferring Fiscal Year 
1982 and subsequent year State Agency 
funding authority after initial 
assignment of such authority to a 
certain project. This will establish 
greater Federal Control over the 
spending of State Agency funds. 
Timetabie: cs 2 
Action Date 
Interim Final Rule 08/02/82 
interim Rule 09/20/82 
etiect 
Final Action 
Smaii Entity: No 
Agency Contact: Cherie Charles, 
Department of Housing and Urban 
Development, Office of Housing, Off of 
State Agencies and Bond Fnancd Progs, 
202 426-0730 


RIN: 2502-AA64 


FR Cite 
47 FR 33263 


11/00/83 


Current and Projected Rulemakings 


116. ELIGIBILITY OF EXISTING 
STRUCTURES AND MODERATE 
REHABILITATION TO MEET NEEDS 
OF NON-ELDERLY HANDICAPPED (Hi- 
40-81; FR-1543) 

Priority: A b a 

Legal : 12 USC 1701g Sec 202, 
Housing Act of 1959; PL 96-399 Housing and 
Community Development 

CFR Citation: 24 CFR 885 

Abstract: Would make eligible for 
financing under Section 202 loan 
program the acquisition, with or 
without moderate rehabilitation, of 
housing and related facilities for the 
non-elderly handicapped. 


Timetable: 


Action 


Interim Final Rule 11/16/62 47 FR 51565 
Interim Rule 11/16/82 

effective 
Final Action 
Small Entity: No 


Agency Contact: Robert W. Wilden, 
Director, Department of Housing and 
Urban Development, Office of Housing, 
Office of Multifamily Housing 
Development, Elderly, Coop, Congregate 
and Health, Facilities Division, 202 426- 
8730 


RIN: 2502-AA29 


12/00/83 


117. HOUSING FOR THE ELDERLY OR 
HANDICAPPED (H-99-82; FR-1463) 


Legal Authority: 12 USC 1701q Housing 
Act of 1959 


CFR Citation: 24 CFR 885 


Abstract: Review of 24 CFR 885 with a 
view toward simplification of the 
program. 


Timetable: 
Action 

NPRM 

Small Entity: No 


Agency Contact: Robert W. Wilden, 
Department of Housing and Urban 
Development, Office of Housing, Office 
of Multifamily Housing Development, 
202 755-8730 


RIN: 2502-AB28 


Date FR 
00/00/00 


118. @INCREASE iN ELEVATOR 
BUILDING COST LIMITS (H-58-83; FR- 
1828) 


Priority: Agency Determination 
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Legal Authority: 12 USC 1701q; 42 USC 


Section 202 
in effect before the Final Rule issued 
March 18, 1983. This is intended to 
accommodate the needs of developers 
in high cost areas who must often use 
elevator type construction and find the 
lower limits unworkable. 


Date FR Cite 


to the higher limits 


09/30/83 

NPRM Comment 09/30/83 

Period Begin 
NPRM Comment 10/30/83 

Period End 
Smail Entity: No 
Agency Contact: Robert W. Wilden, 
Director, Department of Housing and 
Urban Development, Office of Housing, 
Elderly, Cooperative, Congregate and, 
Health Facilities Division, 202 426-8730 


RIN: 2502-AB90 


Legal Authority: 12 USC 1715q 
CFR Citation: 24 CFR 885 


Abstract: Would increase the minimum 
amount of assurance of completion 
bonds for projects involving new 
construction or moderate or substantial 
rehabilitation from 50 percent to 100 
percent of the total cost of construction 
or rehabilitation. This change would 
bring HUD regulations into line with 
the basic procurement policy of other 
Federal Agencies that engage in 
construction and would provide the 
Department with additional security 
and protection. 





Date 
10/00/83 
Small Entity: No 
Agency Contact: Robert W. Wilden, 
Director, Department of Housing and 


Urban Development, Office of Housing, 
Elderly and Condominium Health 


FR Cite 





Facilities, Division, Office of 
Multifamily Housing, Development, 202 
426-7113 


120. ADDITIONAL ASSISTANCE 
PROGRAM FOR PROJECTS WITH 
HUD-INSURED OR HUD-HELD 
MORTGAGES (H-89-78) 


Priority: Major 

Legal Authority: 42 USC 1437 Housing & 
Community Development Act of 1974 

CFR Citation: 24 CFR 886 


Abstract: Amended 24 CFR 886, 
Subpart A to remove the requirement 
that HUD annually inspect 100% of the 
units ynder HUD-insured or HUD-held 
mortgages and to call for inspections 
based on a reasonable sample. THis 
brings this requirement in line with 
other programs which permit 
inspections on a sample basis. 
Timetable: 

Action Date FR Cite 


interim Final Rule 12/26/78 43 FR 60157 
interim Rule 12/26/78 

effective 
Final Action 
Smaii Entity: No 
Agency Contact: james J. Tahash, 
Director, Department of Housing and 
Urban Development, Office of Housing, 
Program Planning Division, Office of 
Multifamily Housing Management, 202 
755-5654 


RIN: 2502-AA41 


00/00/00 


121. @SECTION 8 HAPP-SPECIAL 
ALLOCATIONS (H-44-83; FR-1795) 
Legal Authority: 42 USC 1437c(b); 42 
USC 1437f, 42 USC 3535(d) 

CFR Citation: 24 CFR 886, Subpart A 
Abstract: This rule provides authority 
to approve Fair Market Rents (based on 
a percentage of Fair Market Rents 
published for the Section 8 New 
Construction Programs) for units which 
(1) were previously assi under 
Section 101 of the Housing and Urban 
Development Act of 1965 (Rent 
Supplement) or Section 236(f}(2) of the 
National Housing Act (Rental 
Assistance Payments) and (2) are now 
being converted to the Section & 
Program. 


Current and Projected Rulemakings 


Timetable: 
Action Date FR Cite 


interim Final Rule 08/09/83 48 FR 36101 
Final Action 04/00/84 


Small Entity: No 


Director, Program Planning Division, 
Department of Housing and Urban 
Development, Office of Housing, Office 
of Multifamily Housing Management, 
202 755-5654 


RIN: 2502-AB83 


122. SECTION 6 HOUSING 
ASSISTANCE PAYMENTS PROGRAM, 
FAIR MARKET RENT SCHEDULES, 
EXISTING HOUSING (H-102-862; FR- 
1668) 


Priority: Agency Determination 


Legal Authority: 42 USC 1437 Housing 
and Community Development Act of 1974 


CFR Citation: 24 CFR 888 


Abstract: Would change the method of 
establishing the Fair Market Rents and 
would amend the FMR schedules at 24 
CFR 888 to issue the 1983 annual 
revision of the FMRs for the Section 8 
Existing Housing and Moderate 
Rehabilitation Program. 


Timetable: 


Action Date FR Cite 


NPRM 12/13/82 47 FR 55764 
NPRM Comment 12/13/82 

Period Begin 
NPRM Comment 02/11/63 

Period End 
Final Action 
Smaii Entity: No 
Agency Contact: Gerald J. Benoit, 
Director, Department of Housing and 
Urban Development, Office of Housing, 
Existing Housing Division, 202 755-5350 
RIN: 2502-AA65 


09/23/83 


SCHEDULES, 
EXISTING HOUSING (H-36-81; FR-1587 
AND 1669) 


Legal Authority: 42 USC 1437 Housing & 
Community Development of 1974 


CFR Citation: 24 CFR 888 


Abstract: Would amend the Fair 
Market Rent (FMRs) schedules at 24 
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03/10/83 


00/00/00 


Agency Contact: Gerald J. Benoit, 
Director, Department of Housing and 


Authority: 42 USC 1437 U S Hous- 
ing Act of 1937 


CFR Citation: 24 CFR 888 


Abstract: To be used to adjust rents 
under the Section 8 Housing Assistance 
Payments Program 








10/31/83 


Director, Department of Housing and 
Urban Development, Office of Housing, 
Existing Housing Division, 202 755-5353 


(1984) FOR THE SECTION 8 EXISTING 
HOUSING AND MODERATE 
REHABILITATION PROGRAM (H-71-83) 


Legal : 42 USC 1437 U S Hous- 
ing Act of 1937 


CFR Citation: 24 CFR ses 


Abstract: Would amend the Fair 
Market Rents (FMRS) Schedules at 24 
CFR 888 to issue the 1984 annual 
revision of the FMRS for the Section 8 
Existing Housing and the Moderate 
Rehabilitation Programs. 


Timetable: 
Action 
NPRM 


Small Entity: No 

Contact: Gerald J. Benoit, 
Director, Department of Housing and 
Urban Development, Office of Housing, 
Existing Housing Division, 202 755-5353 


RIN: 2502-AB71 


FR Cite 


Date 
12/31/83 


126. ANNUAL CONTRIBUTIONS FOR 
OPERATING SUBSIDY - 
PERFORMANCE FUNDING SYSTEM 
(H-109-82) 

Legal Authority: 42 USC 1437 et seq U.S. 
Housing Act of 1937; 42 USC 3535(d) Depart- 
ment of HUD Act 


CFR Citation: 24 CFR 890.102; 24 CFR 
890.108; 24 CFR 890.109 


Abstract: Would require a recalculation 


’ of Operating Subsidy for units withheld 


from occupancy and for units which are 
substandard. 


NPRM 
Small Entity: No 


Agency Contact: J. Milton Slifkin, 
Department of Housing and Urban 
Development, Office of Housing, Fiscal 
Management Division, Office of Public 
Housing, 202 426-1872 


RIN: 2502-AB32 


40/00/83 


127. ANNUAL CONTRIBUTIONS FOR 
OPERATING SUBSIDY 
PERFORMANCE FUNDING SYSTEM- 
ENERGY CONSERVATION 
ADJUSTMENTS (H-26-83; FR-1747) 


Priority: Agency Determination 


42 USC 1437g United 
States Housing Act of 1937; 42 USC 1437 
note ing & Community Development Act 
of 1974; 42 USC 3535(d) Department of HUD 
Act 


CFR Citation: 24 CFR 890 


Abstract: Amends the distribution of 
operating subsidies under the 


Current and Projected Rulemakings 


Performance Funding System by 


providing for the assessment of a five 
percent penalty on operating subsidies 
for fiscal year 1983 (or 1984) for those 
PHAs that have not demonstrated 
energy conservation efforts. 


Action 
interim Final Rule 00/00/00 
Small Entity: No 


Agency Contact: J. Milton Slifkin. 
Fiscal Management Division, 
Department of Housing and Urban 
Development, Office of Housing, Office 
of Public Housing, 202 426-1872 


RIN: 2502-AB55 





126. FAIR MARKET RENT-BASED 
OPERATING SUBSIDY (H-32-83; FR- 
1762) 


Priority: Agency Determination 


Legal Authority: 42 USC 1437g US Hous- 
ing Act of 1937 


CFR Citation: 24 CFR 890 


Abstract: This rule is a revision of the 
method of calculating operating 
subsidies paid to Public Housing 
Agencies under Section 9 of the United 
States Housing Act of 1937. Under the 
current system, Federal funding is 
based on the amount needed to cover 
operating costs. The rule would 
establish a new funding formula using 
fair market rents to determine operating 
subsidies for public housing projects as 
well as subsidies for capital 
improvements. The FMRs used in this 
new system are the FMRs established 
pursuant to Part 888 for the Section 8 
Existing Housing Program. 


FR Cite ‘ 


Next Action Undetermined 
Small Entity: No 


Additional Information: Includes: H-73- 
81; H-38-82. 


Agency Contact: John T. Comerford, 
Department of Housing and Urban 
Development, Office of Housing, Fiscal 
Management Division, Office of Public 
Housing, 202 426-1873 


RIN: 2502-AB57 
ae MRR RRL RRS Se ARN HO 





Federal Register / Vol. 46, No. 201 / Monday, October 17, 1983 / Unified Agenda 


129. REVIEW OF APPLICATIONS FOR 
HOUSING ASSISTANCE AND 
ALLOCATION OF HOUSING 
ASSISTANCE FUNDS (H-4-61; FR-1512) 
Legal Authority: 42 USC 1439 Housing 
and Community Development Act of 1974; US 
Hous Act 1937, amended by Housing Commu- 
nity Develop Act 1981 
CFR Citation: 24 CFR 891 


Abstract: Revises 24 CFR 891 to include 
a more explicit description of the 
process to be followed by HUD field 
offices in allocating and reallocating 
funds, including procedures for 
consultation with local governments; 
elimination of the areawide housing 
opportunity plan as a formal part of the 
allocation process; and changes in the 
criteria for local government and HUD 
review of applications for assisted 
housing. Includes CPD-42-81 and CPD- 
43 Rulemaking for the Areaswide 
Housing Opportunity Program has been 
assumed by the Office of Housing. 


Date FR Cite 
12/15/80 45 FR 82273 


Agency Contact: Robert J. Coyle, 
Program Analyst, Department of 
Housing and Urban Development, 
Office of Housing, Office of Policy and 
Budget, 202 755-6454 


RIN: 2502-AA73 


130. SECTION 8-LITIGATION BY PHAS 
TO RECOVER WRONGFULLY USED 
SECTION 8 FUNDS (H-126-82; FR- 
1692) 


Priority: Agency Determination 
Legal Authority: PL 97-35 Housing & 


Community Development Amendments of 
1981 


CFR Citation: 24 CFR 892 


Abstract: Would permit PHAs to retain, 
out of judgments obtained by them in 
recovering amounts wrongfully paid as 
a result of fraud and abuse in the 
Section 8 program, an amount equal to 
the greater of 1) legal expenses incurred 
in obtaining the judgment or 2) 50 
percent of the amount actually collected 
on the judgments. 


+ 


Date FR Cite 


NPRM 02/23/83 486 FR 7590 
NPRM Comment 02/23/83 

Period 
NPRM Comment 04/25/83 

Period End 
Final Action 
Small Entity: No 
Agency Contact: Gershon M. Ratner, 
Associate General Counsel, Department 
of Housing and Urban Development, 
Office of Housing, Office of Litigation, 
202 755-1300 


RIN: 2502-AA12 ” 


Timetable: 
Action 


03/00/84 


131. LAND 
REGISTRATION, AND APPLICATION 
OF REGULATIONS TO EXISTING AND 
FUTURE FILINGS (H-80-62; FR-1595) 


Legal = 15 USC 1701 et seq in- 
terste Lnd Sales Full Discisre Act of 1968 


CFR Citation: 24 CFR 1700; 24 CFR 1710; 
24 CFR 1730 


Abstract: Would amend current 
regulations to reduce verbiage and a 
number of exemption and registration 
requirements for developers in the land 
sales industry. These proposed changes 
are part of an overall plan to eliminate 
unnecessary documentation and 
duplication and to relieve the industry 
of the regulatory requirements to the 
extent practical without any significant 
detriment to the industry or consumer. 
(Was listed on previous agenda as 
NVACP-1-80.} 


Timetable: 
Action Date 


NPRM 12/00/83 

NPRM Comment 01/00/84 
Period Begin 

NPRM Comment 03/00/84 
Period End 

Final Action 

Final Action 
Effective 

Small Entity: No 


Agency Contact: Fred W. Pfaender, 
Department of Housing and Urban 
Development, Office of Housing, Office 
of Interstate Land Sales Registration, 
202 755-8182 


RIN: 2502-AA56 


FR Cite 


07/00/84 
09/00/84 


132. FEDERAL MANUFACTURED 


HOME CONSTRUCTION AND SAFETY 


STANDARDS (H-46-82; FR-1637) 
Priority: Major, Task Force 


47449 


Current and Projected Rulemakings 


Legal Authority: 42 USC 5401 et seq Nat! 
Mictrd Hous Cnstn & Sfty Sids Act 1974 


CFR Citation: 24 CFR 3280 
Abstract: As a result of conducting 


doe putanatie maaan: 2 
is necessary for the Department to 
revise the existi construction and 


Relief included the Standards among a 
list of 30 federal regulations to be 
reconsidered under Executive Order 
12291. As a result of the standard 
revisions, the safety and durability of 
manufactured homes will be improved. 
As part of this revision, changes have 
been made in the regulations with a de- 
regulatory purpose. Was listed on 
previous agenda as NVACP-3-81. 
Includes: H-71-82. Advance Notice of 
Proposed Rulemaking published August 
28, 1981 (46 FR 43466). 


Timetable: .« 
Action FR Cite 


Final Action 47 FR 55669 
ANPRM Révision- 06/07/79 44 FR 32711 
Manufactured 
Home 
Construction & 
Safety Stds 
NPRM 08/16/83 
NPRM Comment_ 08/16/83 
Period Begin 
NPRM Comment 10/17/83 
Period End 
Small Entity: No 
Additional information: Includes: H-71- 
82. ‘ 


Government Levels Affected: State, 
Federal 

Agency Contact: Richard Mendlen, 
Department of Housing and Urban 
Development, Office of Housing, 
Manufactured Hsing and Const 
Standards, 202 755-5798 


RIN: 2502-AA01 
Sk he RR RO RR A 


133. MANUFACTURED HOMES- 
ALTERNATIVE CONSTRUCTION 
METHODS (H-3-62; FR-1443) 

Authority: 42 USC 5401 et seq Natl 
Mictrd Hous Cnstn & Sfty Stds Act 1974 


CFR Citation: 24 CFR 3282 
Abstract: Would permit manufactured 
home manufacturers to file requests for 


alternative construction methods with 
the Secretary in limited circumstances. 
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The rule would also allow 
manufacturers to build homes which, 
though not in technical compliance with 
the standards contained in 24 CFR 3280, 
meet the same level of quality, 
durability, and safety as required by 
the standards. This measure facilitates 
the use of innovative construction 
methods or technology and allows the 
Department to refrain from taking 
enforcement action based on failures to 
conform with the standards created 
during the employment of these 
innovative approaches. A determination 
whether to issue a final rule is under 
review. (Was listed on previous agenda 
as NVACP-2-81.) 


Timetable: 

Action FR Cite 
NPRM 08/07/81 46 FR 40496 
Final Action 11/00/83 
Smaii Entity: No 


Contact: Richard Mendlen, 
Standards Officer, Department of 
Housing and Urban Development, 
Office of the General Counsel, 
Manufactured Housing and, 
Construction Standards, 202 755-5798 


CFR Citation: 24 CFR 3282 


Abstract: Allows DAPIAS to develop 
and accept designs which the DAPIA 
has prepared. Eliminates requirement 
that IPIAS keep a permanent record of 
data plates; and clarifies other portions 
of the Procedural Enforcement 





Enforcement Officer, Department of 
Housing and Urban Development, 
Office of Housing, Manufactured 


Housing and Const Standards, 202 755- 
6920 


RIN: 2502-AB31 


135. MANUFACTURED HOME 
PROCEDURAL AND ENFORCEMENT 
REGULATIONS MONITORING 
INSPECTION FEE (H-30-83; FR-1767) 
Legal Authority: 42 USC 5419; 42 USC 
3535(d) 


CFR Citation: 24 CFR 3282.454 
Abstract: Would apply the 
manufactured home monitoring 


inspection fee to each manufactured 
home section rather than to each home. 


Timetable: 

Action Date 
NPRM 10/00/83 
Small Entity: Not Applicable 


Agency Contact: John S. Mason, 
Director, Enforcement Division, 
Department of Housing and Urban 
Development, Office of Housing, 
Manufactured Housing Standards 
Division, 202 755-6920 

RIN: 2502-AB48 





FR Cite 


REGULATIONS MONITORING 
INSPECTION FEE (H-11-83; FR-1699) 


Legat Authority: 42 USC 5419; 42 USC 
3535(d) 

CFR Citation: 24 CFR 3282.454 
Abstract: Would-permit the Secretary 
of Housing and Urban Development to 
raise or lower the Manufactured Home 
Monitoring Inspection Fee by placing a 


notice of the new fee in the Federal 
Register. 


Action Date FR Cite 

NPRM 04/20/83 48 FR 16910 

NPRM Comment 04/20/83 48 FR 16910 
Period Begin 

NPRM Comment 06/20/83 





Action 


Begin Review 
End Review 
Final Action 





08/01/83 
08/19/83 
12/00/83 


Current and Projected Rulemakings 


Small Entity: Not Applicable 
Agency Contact: John S. Mason, 
Director, Enforcement Branch, 
Department of Housing and Urban 
Development, Office of Housing, 
Manufactured Housing Standards 
Division, 202 755-6920 


RIN: 2502-AB65 


137. MANUFACTURED HOME 
CONSTRUCTION AND SAFETY 
STANDARDS (VOLUNTARY 
CONSENUS STANDARDS) (H-72-82; 
FR-1633) 


Priority: Major 


Legal : 42 USC 401 et seq Nati 
Mfctrd Hous Crnstrn & Sfty Stds Act 1974 


CFR Citation: Not yet determined 


Abstract: This is a request for 
responses to develop and maintain 
voluntary consensus standards for 
residential manufactured homes. In an 
effort to adhere to OMB Circular A-119, 
“Federal Participation in the 
Development and Use of Voluntary 
Standards”, the Department is 
interested in working with voluntary 
standards bodies in developing and 
adopting voluntary standards for use as 
the Federal Manufactured Home 
Construction and Safety Standards. The 
request for response would identify 
those private organizations qualified 
and interested in developing and > 
maintaining standards which can meet 
the intent of the Act. Responses to 
ANPRM are now being considered. 


Timetable: 
Action Date FR Cite 


ANPRM 07/07/82 47 FR 29605 
ANPRM Comment 07/07/82 
Period Begin 
ANPRM Comment 07/31/82 
Period End 
Next Action Undetermined 
Small Entity: No 


Agency Contact: James McCollom, 
Director, Department of Housing and 
Urban Development, Office of Housing, 
Manufactured Housing Standards 
Division, 202 766-5210 


RIN: 2502-AA02 
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DEPARTMENT OF HOUSING AND URBAN DEVELOPMENT (HUD) 


Office of Housing (OH) 


138. USE OF MATERIALS BULLETIN 
NO. 73A - HUD BUILDING PRODUCT 
STANDARDS AND CERTIFICATION 
PROGRAM FOR PLASTIC PLUMBING 
FIXTURES (H-22-81; FR-1358) 


Legal = 42 USC 3535(d) Depart- 
ment of HUD Act; 12 USC 1715(b) 


24 CFR 200.935; 24 CFR 


Abstract: Would promulgate HUD Use 
of Materials Bulletin No. 73a (UM 73a). 
UM 73a accepts recently published 
standards for plastic plumbing fixtures. 
In addition, would provide for a 
certification program for these products. 
Timetable: 
Action Date FR Cite 
NPRM 08/05/83 48 FR 35671 
NPRM Comment 08/05/83 48 FR 35671 

Period Begin 
NPRM Comment 09/06/83 

Period End 
Final Action 
Small Entity: No 


Agency Contact: Leslie Breden, 
Materials Engineer, Department of 
Housing and Urban Development, 
Office of Housing, Manufactured 
Housing and Const Standards, 202 755- 
5929 


RIN: 2502-AA81 


03/00/84 


139. USE OF MATERIALS BULLETIN 
NO. 82 - HUD BUILDING PRODUCT 
STANDARDS AND CERTIFICATION 
PROGRAM FOR SEALED INSULATING 
GLASS UNITS (H-4-80; FR-1356) 


Legal Authority: 42 USC 3535(d) Depart- 
ment of HUD Act; 12 USC 1715(b) National 


: 24 CFR 200.935; 24 CFR 


Abstract: Would promulgate HUD Use 
of Materials Bulletin No. 82({UM82). UM 
82 accepts recently published standards 
for sealed insulating glass units. In 
addition, would provide for a 
certification program for these products. 


Timetable: ei 3 
Action Date FR Cite 


NPRM 08/08/83 48 FR 35890 
NPRM Comment 08/08/83 48 FR 35890 
Period Begin 
NPRM Comment 09/07/83 
Period End 





Date 
03/00/84 


FR Cite 
Final Action 
Small Entity: No 


Agency Contact: Leslie Breden, 
Materials Engineer, Department of 
Housing and Urban Development, 
Office of Housing, Manufactured 
Housing and Const Standards, 202 755- 
5929 


RIN: 2502-AA98 


140. @INDEXED FHA INTEREST RATE 
(H-55-83; FR-1821) 


Priority: Undetermined 


Legal Authority: 12 USC 1709-1 

CFR Citation: 24 CFR 201; 24 CFR 203; 
24 CFR 205; 24 CFR 207;-24 CFR 213; 24 
CFR 220; 24 CFR 221; 24 CFR 232; 24 CFR 
234; 24 CFR 235; 24 CFR 236; 24 CFR 241; 
24 CFR 242; 24 CFR 244 


Abstract: This rule would provide for a 
more efficient system to adjust 
maximum interest rates applicable to 
HUD’s mortgage insurance programs. 
The Department is considering using 
the interest rates in accordance with 
the fluctuations in the index based on 
these indicators. 


Timetable: 


Action Date FR Cite 


Next Action Undetermined 
Small Entity: No 


Agency Contact: James B. Mitchell, 
Deputy Director, Department of Housing 
and Urban Development, Office of 
Housing, Office of Financial 
Management, 202 426-4325 


RIN: 2502-AB80 


141. HUD-OWNED MULTIFAMILY 
PROJECTS - MANAGEMENT AND 
DISPOSITION (H-69-78; FR-432) 


Priority: Agency Determination 


Legal Authority: 12 USC 1701 to 11 
Housg & Community Dvipmnt Amndmnts of 
1978 


CFR Citation: 24 CFR 290 


Abstract: Establishes the policies the 
Department follows in managing and 
disposing of HUD-owned multifamily 
projects. Proposed rule includes: H-61- 
81. 


Existing Regulations Under Review 


Timetable: 
Action Date FR Cite 


interim Final Rule 10/01/79 44 FR 56608 
interim Rule 10/30/79 

effective 
End Review 
Smail Entity: No 


Additional information: Includes: H-61- 
81. 


Agency Contact: Marvin T. Hilman, 
Director, Department of Housing and 
Urban Development, Office of Housing, 
Multifamily Sales Division, 202 755-7393 


RIN: 2502-AA39 


00/00/00 


142. INDIAN HOUSING (H-31-82) 
Legal Authority: 42 USC 1437 et seq U.S. 
Housing Act of 1937 

CFR Citation: 24 CFR 805 

Abstract: Would delete excessive 
Federal requirements and assure that 


Indian housing activities are undertaken 
in the most cost-effective manner. 


Timetable: 


Action Date FR Cite 


Next Action Undetermined 
Small Entity: No 


Agency Contact: Patricia Arnaudo, 
Deputy Director, Department of Housing 
and Urban Development, Office of 
Housing, Office of Indian Housing, 202 
755-6522 


RIN: 2502-AA49 


143. INDIAN PUBLIC HOUSING 
PROGRAM (H-101-82) 

Legal Authority: 42 USC 1437 et seq U.S. 
Housing Act of 1937 

CFR Citation: 24 CFR 805 

Abstract: Except for statutory © 
requirements, the deregulation of all 
Indian Housing regulations is under 
consideration. This will lower the cost 
and improve the delivery of public 
housing to Indian people. 


Timetable: 
Action 

End Review 
Small Entity: No 


Date 
00/00/00 


FR Cite 


} 
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Agency Contact: Patricia Arnaudo, 
Acting Director, Department of Housing 
and Urban Development, Office of 
Housing, Office of Indian Programs, 202 


_ RIN: 2502-A829 


AMENDMENTS (H-114-82; FR-1619) 
Priority: Agency Determination 


Legal Authority: 42 USC 1437 et seq 
United States Housing Act of 1937 


CFR Citation: 24 CFR 811 
Abstract: Would be changed to reflect 
technical 





Agency 

Department of Housing and Urban 
Development, Office of Housing, Off of 
State Agencies and Bond Fnancd Progs, 
202 755-8135 


RIN: 2502-AA11 


145. PROJECT MANAGEMENT; 


CFR Citation: 24 CFR 865 


Abstract: Added a new Subpart E to 
implement a set-aside of $25,000,000 in 
loan authority from the FY 1980 
Modernization Program to modernize 
oil-fired heating plants in Public 








Contact: Charles Ashmore, 
Department of Housing and Urban 
Development, Office of Housing, Office 
of Public Housing, 202 755-6640 


RIN: 2502-AB17 


146. SECTION 8 HOUSING 
ASSISTANCE PAYMENTS PROGRAM, 
EXISTING (H-36-82; FR-1521) 


Legal Authority: 42 USC 1437 U.S. Hous- 
ing Act of 1937 


CFR Citation: 24 CFR 882.120 


Abstract: Would delete Section 882.120 
of the Section 8 Existing Housing 
Program regulation to eliminate the 
authority to use higher FMRs for 
recently completed housing. 
Timetable: a 
Action Date FR Cite 
NPRM 06/28/82 47 FR 27869 
Next Action Undetermined 

Small Entity: No 

Agency Contact: Gerald J. Benoit, 
Director, Department of Housing and 


Urban Development, Office of Housing, 
Existing Housing Division, 202 755-5353 


RIN: 2502-AA51 





147. SECTION 8 HOUSING 

ASSISTANCE PAYMENTS PROGRAM, 

EXISTING HOUSING (H-23-80; FR- 

1264) 

Legal Authority: PL 97-35 Housing & 
f Amendments of 

1981; 42, USC 1437 US Housing Act of 1937 


CFR Citation: 24 CFR 882.102; 24 CFR 
882.107; 24 CFR 882.108; 24 CFR 882.215 


Abstract: Implements recent statutory 
changes regarding the lease term and 
termination of tenancy under the 
Section 8 Existing Housing Program. 
Action Date FR Cite 
Interim Final Rule 08/03/82 47 FR 33497 
Interim Rule 09/21/82 47 FR 41735 

effective 
Next Action Undetermined 
Small Entity: No 

Contact: Gerald J. Benoit, 

Director, Department of Housing and 


Urban Development, Office of Housing, 
Existing Housing Division, 202 755-5353 


RIN: 2502-AB41 





Existing Regulations Under Review 


148. SECTION 8 HOUSING 
ASSISTANCE PAYMENTS PROGRAM - 
EXISTING CONTRACT 
ADMINISTRATION (H-58-78; FR-659) 
Priority: Undetermined 


Legal Authority: 42 USC 1437 US Hous- 
ing Act of 1937 

CFR Citation: 24 CFR 882.300 to 882.316 
Abstract: To establish policies and 
procedures for securing contract 
administrators to implement the Section 
8 Existing Housing Program in 
municipalities, counties or similar 
localities where there is no Public 
Housing Agency, public body or 
governmental entity able and willing to 
administer the program directly. 
Timetable: 

Action Date FR Cite 
NPRM 04/10/79 44 FR 21556 


Next Action Undetermined 

Smali Entity: No 

Agency Contact: Gerald J. Benoit, 
Director, Department of Housing and 


Urban Development, Office of Housing, 
Existing Housing Division, 202 755-5353 


RIN: 2502-AB46 


149. SECTION 8 HOUSING 
ASSISTANCE PAYMENTS PROGRAM- 
EXISTING- HOUSING QUALITY 
STANDARDS-LEAD BASED PAINT (H- 
2-83; FR-1528) 

Priority: Agency Determination 

Legal Authority: 42 USC 1437f US. 
Housing Act of 1937 

CFR Citation: 24 CFR 882.109; 24 CFR 35 
Abstract: To limit the applicability of 
HUD's Lead Based Paint regulation for 
units leased under the Section 8 
Existing Housing and Moderate 
Rehabilitation Programs to those units 
built before 1950 and in which assisted 
families with children under age seven 
choose to live. 

Timetable: 


Action Fs 


Next Action Undetermined 
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Director, Department of Housing and 
Urban Development, Office of Housing, 
Existing Housing Division, 202 755-5253 


RIN: 2502-AB64 


150. OMANAGEMENT RULES AND 
COMPREHENSIVE HOUSING AND 
COMMUNITY DEVELOPMENT 

AMENDMENTS (H-34-83; FR-1761) 


Priority: Undetermined 


Legal Authority: 12 USC 1701q Housing 
Act of 1959; 42 USC 3535(d) 


CFR Citation: 24 CFR 885 


Abstract: Review HUD's current 
regulations on loans for housing for the 
elderly or handicapped. The proposed 
regulation will reflect statutory 
amendments and eliminate duplicative 
regulatory provisions. 


03700788 * 


Small Entity: Undetermined 


Agency Contact: Robert W. Wilden, 
Director, Department of Housing and 
Urban Development, Office of Housing, 
Elderly, Cooperative, Congregate, and 
Health Facilities Division, 202 426-8730 


RIN: 2502-ACO03 


151. SECTION 8 HOUSING 
ASSISTANCE PROGRAM FOR 
DISPOSITION OF THE HUD-OWNED 
PROJECTS (H-6-79; FR-823) 


Legal Authority: 42°USC 1437 Housing & 
Community Development Act of 1974; PL 96- 
153 Housing & Community Development 
Amendments of 1979; PL 96-399 Housing & 
Community Development Act of 1980 


CFR Citation: 24 CFR 886, Subpart C 


Abstract: Provides for the use of 
Section 8 housing assistance in the 
disposition of HUD-owned projects. 
Final rule preparation awaits decision 
on the future use of Section 8 relating to 
Property Disposition. Includes: H-7-79. 
Interim rule published December 6, 1979 
(44 FR 70362), effective December 26, 


Action Date FR Cite 


interim Final Rule 12/06/79 44 FR 70362 
interim Rule 12/26/79 

effective 
End Review 
Smail Entity: No 


Agency Contact: Marvin T. Hilman, 
Director, Department of Housing and 
Urban Development, Office of Housing, 
Multifamily Sales Division, 202 755-7343 


RIN: 2502-AB42 





00/00/00 


152. ANNUAL CONTRIBUTIONS FOR 
OPERATING SUBSIDY - 
PERFORMANCE FUNDING SYSTEM 
(H-111-82) 


Legal Authority: 42 USC 1437 et seq U.S. 
Housing Act of 1937; 42 USC 3535(d) Depart- 
ment of HUD Act 2 


CFR Citation: 24 CFR 890.102; 24 CFR 
890.107 


Abstract: Reinstates the Rolling Base to 
capture the allowable Utilities 
Consumption Level utilized in the PFS 
calculation of the Utilities Expense 
Level. This system reflects changes in 
consumption patterns brought about 
through conservation measures in the 
past or future. 


Timetable: Bs 
Action Date FR Cite 


interim Final Rule 12/23/82 47 FR 57270 __ 
interim Rule 12/23/82 47 FR 57270 
effective 





DEPARTMENT OF HOUSING AND URBAN DEVELOPMENT (HUD) 


Office of Housing (OH) 


COMPLETED RULEMAKINGS 


154. DIRECT ENDORSEMENT 
PROCESSING (H-83-82; FR-1636) 


Priority: Agency Determination 


CFR Citation: 24 CFR 200; 24 CFR 203; 
24 CFR 234 


Completed: 

Reason 

Final Action 

Final Action 
Effective 





Date FR Cite 


03/22/83 48 FR 11928 
05/03/83 48 FR 19877 





Smail Entity: No 


47453 


Existing Regulations Under Review 


Next Action Undetermined 

Small Entity: No 

Agency Contact: J. Milton Slifkin, 
Department of Housing and Urban 
Development, Office of Housing, Fiscal 
Management Division, Office of Public 
Housing, 202 426-1872 


RIN: 2502-AB34 


153. AMENDMENTS TO THE 
PROCEDURAL AND ENFORCEMENT 
REGULATIONS (H-53-82) 


Legal Authority: PL 93-383 Nati Manufac- 
tured Housng Constr & Safty Stds Act 1974 


CFR Citation: 24 CFR 3282 


Abstract: Portions of the procedural 
and enforcement regulations, based on 
six years experience in administering 
the program, need to be clarified. In 
addition, several issues have arisen 
which the existing regulations do not 
adequately address. Thus, it is 
projected that a redrafting of Subparts 
A, F, G, I and L of the Procedural and 
Enforcement Regulations to clarify 
issues or to more precisely present or 
interpret HUD policy on various issues 
be accomplished. No significant cost 
impacts are anticipated. 


End Review 10/00/84 
NPRM 10/00/84 


Small Entity: No 2 


Agency Contact: Tobias A. Gottesman, 
Chief, Department of Housing and 
Urban Development, Office of Housing, 
Manufactured Housing and Const 
Standards, 202 755-6584 


RIN: 2502-AB21 


Completed Actions 


Agency Contact: Robert Engelstad 202 
426-0070 


RIN: 2502-AA07 


155. ADVANCE MORTGAGE 
INSURANCE PREMIUMS (H-139-82; FR- 
1690) 


Priority: Major 
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AMOUNTS (H-66-82; FR-1524 AND FR- 
1689) 


CFR Citation: 24 CFR 203; 24 CFR 234 





CFR Citation: 24 CFR 203.46; 24 CFR 





158. ISSUE DATE OF DEBENTURES 
(H-24-81; FR-1339) 
CFR Citation: 24 CFR 203; 24 CFR 204: 


24 CFR 207; 24 CFR 213; 24 CFR 220; 24 
CFR 221; 24 CFR 232 





Agency Contact: Linda F. Milner 202 
755-5747 


RIN: 2502-AA83 


159. FLEXIBLE AMORTIZATION 
PERIODS ON SINGLE FAMILY 
MORTGAGES (H-38-79; FR-1162) 


CFR Citation: 24 CFR 203; 24 CFR 213; 
24 CFR 221; 24 CFR 227; 24 CFR 234; 24 


03/23/83 48 FR 12085 
05/02/83 48 FR 12085 


Final Action 
Final Action 
Effective 


Small Entity: No 
Agency Contact: John Coants 202 755- 
6720 


RIN: 2502-AB07 


160. MULTIFAMILY HOUSING, URBAN 
RENEWAL, AND LOW COST AND 
MODERATE INCOME MORTGAGE 
INSURANCE (H-88-82; FR-1490) 


CFR Citation: 24 CFR 207; 24 CFR 220; 
24 CFR 221; 24 CFR 236 


Completed: 


Compieted Actions 


162. MORTGAGE AND LOAN 
INSURANCE PROGRAMS UNDER THE 
NATIONAL HOUSING ACT - 
INCREASED MORTGAGE LIMITS IN 
HIGH COST AREAS (H-25-83; FR-1745) 
CFR Citation: 24 CFR 207.4(c)(1); 24 CFR 
207.32a(b)(2)(ii)(A); 24 CFR 213.7(d)(1); 24 
CFR 220.507(ci(1); 24 CFR 221.514(c)(1); 24 
CFR 231.cfa); 24 CFR 234.530(b)(1); 24 CFR 
236.12(c)(1) : 
Completed: 


Reason 
Final Action 
Final Action 
Effective 
Small Entity: No 


Agency Contact: Linda Cheatham 202 
426-7113 


RIN: 2502-AB51 


Date FR Cite 


04/19/83 48 FR 16667 
05/20/83 48 FR 23815 


163. MULTIFAMILY MORTGAGE 
INSURANCE - INSURANCE OF 
ADVANCES (H-27-83; FR-1752) 


Priority: Undetermined 
CFR Citation: 24 CFR 207 
Completed: © 


Reason Date FR Cite 





Reason 


Final Action 
Final Action 
Effective 
Small Entity: No 

Agency Contact: James J. Tahash 202 
755-5654 


Date FR Cite 


04/19/83 48 FR 16670 
06/01/83 48 FR 16670 


RIN: 2502-AA08 


161. MORTGAGE INSURANCE - 

EXISTING PROJECTS (H-62-78; FR- 

1034) ; 

CFR Citation: 24 CFR 207.32a 

Completed: 

Reason 

Final Action 

Final Action 
Effective 

Small Entity: No 

Agency Contact: Michael C. Wells 202 

755-6454 





Date FR Cite 


05/31/83 48 FR 24062 
07/15/83 48 FR 24062 





RIN: 2502-AA37 


incorporated into 08/26/83 
RIN 2502-AA30 


Small Entity: Undetermined 


Agency Contact: Bill Bornscheuer 202 
755-5743 


RIN: 2502-AB53 


164. TENANT PARTICIPATION IN 
ASSISTED MULTIFAMILY PROJECTS 
(H-136-82) 


CFR Citation: 24 CFR 215; 24 CFR 221; 
24 CFR 236 


Completed: 

Reason _ Date 

Withdrawn from 08/26/83 
Agenda 

Small Entity: No 


Agency Contact: James J. Tahash 202 
755-5654 


RIN: 2502-AA22 


FR Cite 


165. FLEXIBLE SUBSIDY PROGRAM, 
UPGRADING TO COST-EFFECTIVE 
ENERGY EFFICIENCY STANDARDS 
(H-128-82; FR-1681) 


Priority: Agency Determination 
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CFR Citation: 24 CFR 219.120 


04/13/83 48 FR 15900 
05/16/83 48 FR 15900 


Agency Contact: James J. Tahash 262 
755-5654 


RIN: 2502-AA14 


COSTS (H-129-82; FR-1707) 
Priority: Agency Determination 
CFR Citation: 24 CFR 219 


Agency Contact: James J. Tahash 202 
755-5654 


RIN: 2502-AA15 


PROGRAM (H-13-82; FR-1682) 


CFR Citation: 24 CFR 221: 24 CFR 234: 
24 CFR 235 


Agency Contact: Robert W. Wilden 202 
426-8730 
RIN: 2502-AA45 


168. DISPOSITION OF GENERAL 
CONTRACTOR’S HOLDBACK (H-15-81) 
CFR Citation: 24 CFR 221.548a 
Completed: or 5 
Date FR Cite 
Included in RIN 08/26/83 

. 2502-AA77 

Small Entity: No 


Agency Contact: Linda D. Cheatham 
202 426-7113 


RIN: 2502-AA78 





06/13/83 48 FR 27035 


Final Action 07/25/83 48 FR 27035 
Effective 
Small Entity: No 


Agency Contact: Michael A. Stegman 
202 755-5561 


RIN: 2502-AB16 


170. MORTGAGE INSURANCE 
PREMIUMS FOR MILITARY IMPACTED 
AREAS (H-8-83; FR-1696) 


CFR Citation: 24 CFR 203; 24 CFR 





Date FR Cite 
08/03/83 48 FR 35088 
10/10/83 - 48 FR 35088 
Small Entity: Undetermined 
Agency Contact: Arnold Diamond 202 
426-4325 " 
RIN: 2502-AB854 


171. PROVIDING INFORMATION, 
MORTGAGEE’S RESPONSIBILITY (H- 
33-81; FR-1344) 
CFR Citation: 24 CFR 235; 24 CFR 203 
Completed: 
Reason 
Final Action 
Final Action 
Effective 
Small Entity: No 


Agency Contact: Richard B. Buchheit 
202 755-6672 


RIN: 2502-AB36 


Date FR Cite 
06/24/83 48 FR 28965 
08/02/83 48 FR 34949 





172. SECTION 236 PROGRAM- 
DEFINITION OF INCOME (H-140-82; 
FR-1702) 


Priority: Agency Determination 
CFR Citation: 24 CFR 236.2 
Completed: 
Reason 


Withdrawn from 
Agenda 


Smail Entity: No 


Date FR Cite 
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Completed Actions 
Agency Contact: James ]. Tahash 202 
755-5654 


RIN: 2502-AA26 


ACTIVITIES (H-24-79; FR-1236) 
CFR Citation: 24 CFR 245 
Completed: 

Reason Date FR Cite 


Final Action 06/22/83 48 FR 28433 
Final Action 08/02/83 48 FR 28433 
Effective 


Small Entity: No 
Agency Contact: James J. Tahash 202 
755-5654 


RIN: 2502-AA35 


174. PUBLIC HOUSING PROGRAM (H- 
76-82; FR-1563) 


CFR Citation: 24 CFR 800 
Completed: 
Reason 


Withdrawn from 
Agenda 


Small Entity: No 


Agency Contact: Wayne Hunter 202 
755-6460 


RIN: 2502-AA04 


175. PHA-OWNED PROJECTS - 
PERSONNEL POLICIES & 
COMPENSATION, CERTIFICATION OF 
HOUSING MANAGERS (H-77-82; FR- 
1629) 


CFR Citation: 24 CFR 867 
Completed: 
Reason 


Final Action 
Final Action 
Effective 


Date FR Cite 


05/31/83 48 FR 24064 
07/15/83 48 FR 24064 


176. COMPREHENSIVE 
IMPROVEMENT ASSISTANCE 
PROGRAM; LOW-INCOME HOUSING 
(H-21-83; FR-1731) 
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179. HOUSING FOR THE ELDERLY OR 
HANDICAPPED - AMENDMENT TO 
IMPLEMENT COST SAVINGS 
PROCEDURES (H-100-82; FR-1542) 
CFR Citation: 24 CFR 885 

Completed: 

Reason Date FR Cite 
Final Action 03/18/83 48 FR 11432 


Final Action 05/02/83 48 FR 11432 
Effective 


Small Entity: No 
Agency Contact: Robert W. Wilden 202 
426-8730 


RIN: 2502-AA10 


180. AMENDMENTS TO PERMIT LOAN 

DISBURSEMENT FOR BUILDING 

COMPONENTS STORED OFF SITE (H- 

9-83; FR-1697) 

Priority: Undetermined 

CFR Citation: 24 CFR 885; 24 CFR 207; 

24 CFR 213; 24 CFR 221; 24 CFR 232; 24 

CFR 241; 24 CFR 242: 24 CFR 244 

Completed: 

Reason Date FR Cite 

Final Action 04/13/83 48 FR 15895 

Final Action 05/16/83 48 FR 15895 
Effective 

Small Entity: No 

Agency Contact: James L. Hamernick 

202 755-5720 

RIN: 2502-AB45 


181. ANNUAL CONTRIBUTIONS FOR 
OPERATING SUBSIDY, 
PERFORMANCE FUNDING SYSTEM 
(CPFS) (H-15-82) 


DEPARTMENT OF HOUSING AND URBAN DEVELOPMENT (HUD) 
Office of Community Planning and Development (CPD) 


184. GUNIFORM RELOCATION 


Review Working Group formed by 


OMB. The rule would establish Uniform 
policies and procedures for all Federal 
agencies responsible for implementing 
the Uniform Act. (DOT at the request of 
OMB published the proposed 
government-wide rule which will issue 
a final rule that HUD will use for 
promulgatingits rule.) 


Completed 


CFR Citation: 24 CFR 890.105; 24 CFR 
890.102 


Completed: 
Reason Date 


Withdrawn 06/24/83 

Small Entity: No 

Agency Contact: Beverly Hardy 202 
755-1872 


RIN: 2502-AA46 


182. MANUFACTURED HOME 


ADJUDICATIVE HEARINGS (H-4-82) 
CFR Citation: 24 CFR 3282 
Completed: 
Reason Date 
Withdrawn from 

Agenda 


FR Cite 


Small Entity: No 
Agency Contact: Jeffrey Hammond 202 
755-7184 

RIN: 2502-AB15 


COMPLETED REVIEWS 


183. PROPERTY IMPROVEMENT AND 
MOBILE HOME LOANS-HIGH COST 
AREA LIMITS (H-19-82; FR-1551) 


CFR Citation: 24 CFR 201 
Completed: 

Reason Date 
End Review 04/01/83 
Smaii Entity: No 


Agency Contact: William L. Halpern 
202 755-6680 


RIN: 2502-AB18 
BILLING CODE 4210-01-T 


Current and Projected Rulemakings 
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Agency Contact: Melvin J. Geffner, 
Acting Director, Relocation and Real 
Estate, Department of Housing and 
Urban Development, Office of 
Community Planning and Development, 
Office of Urban Rehabilitation, 202 755- 
5504 


RIN: 2506-AA46 
a eee 


185. PROVISION OF REPLACEMENT 
HOUSING UNDER THE UNIFORM 
RELOCATION ASSISTANCE AND 
REAL PROPERTY ACQUISITION 
POLICIES ACT OF 1970, APPENDICES 
| AND Ii (CPD-4-81) 


Legal - 42 USC 4627 Unfrm 
Rictn Asst & Real Prprt Acqsin Act of 1970 


CFR Citation: 24 CFR 43 


Abstract: Would revise HUD’s policies 
and procedures in Part 43 for 
simplification and deregulation. 








Planning and Development, Off of 
Urban Rehab and Comm Reinvestment, 
202 755-5504 


RIN: 2506-AA14 
a ea 


186. DEPARTMENTAL POLICIES, 
RESPONSIBILITIES, AND 
PROCEDURES FOR PROTECTION 
AND ENHANCEMENT OF 
ENVIRONMENTAL QUALITY (CPD-29- 
78; FR-1054) 


Priority: Task Force 


Legal Authority: 42 USC 4321 The Na 
tional Environmental Policy Act_of 1969; PL 
95-557 Housing & Community Development 
Act of 1979 

CFR Citation: 24 CFR 50 


Abstract: This interim rule will replace 
an interim rule published on November 
27, 1979 (44 FR 67906). The rule 
provides policies and procedures for 
HUD consideration of environmental 
factors in decision-making under HUD 
programs (except the Community 
Development Block Grant Program). 
The rule implements the National 
Environmental Policy Act (NEPA) and 
several specific environmental laws and 
authorities. The rule changes a number 
of elements of the November 1979 
irterim rule to reduce the regulatory 


burden and procedural details. It 
revises thresholds for environmental 
impact statements (EIS) to single 
threshold of 2500 dwelling units; 
increase reliance on environmental 
assessments for determining when an 
EIS is required; provides a basis for 
HUD acceptance of environmental 
reviews prepared by the Veterans 
Administration; clarifies activities that 
are “categorically excluded” from 
NEPA; and contains other elements in 
compliance with regulations of the 
Council on Environmental Quality. 
Review completed. 


Timetable: PAA 
Action Date FR Cite 


interim Final Rule 12/15/82 47 FR 56266 
Interim Rule 03/10/83 

effective 
Final Action 
Smaii Entity: No 
Affected Sectors: Multiple 


Agency Contact: Fred D. Regetz, 
Department of Housing and Urban 
Development, Office of Community 
Planning and Development, Office of 
Environment and Energy, 
Environmental Management Division, 
202 755-7355 


RIN: 2506-AA10 
OA SO RES EES, BS AN ATR EELS: BESS 


187. SITING OF HUD-ASSISTED 
PROJECTS NEAR HAZARDOUS 
OPERATIONS HANDLING 
CONVENTIONAL FUELS OR 
CHEMICALS OF AN EXPLOSIVE 
NATURE (CPD-32-78; FR-935) 
Priority: Major 

Legal Authority: 42 USC 4321 et seq 
tional Environmental Policy Act of 1969; 
USC 3535(d) Department of Housing & Urban 
Development Act 


CFR Citation: 24 CFR 51 


Abstract: The regulation establishes 
explosion and thermal radiation (fire) 
safety standards, which can be used to 
determine an acceptable separation 
distance {ASD) for HUD projects from 
chemicals or petrochemicals of an 
explosion and/or fire prone nature. 
Alternatives: (1) Maintain status quo of 
having no regulations; (2) Apprise local 
public housing authorities, planning - 
agencies, CDBG recipients, and others 
of the dangers involved and identify 
methods for reducing or negating 
potential hazards to proposed HUD- 
assisted projects; (3) Publish the 
regulation, which will establish safety 
standards and guidance for applying 








10/00/83 


Na- 
42 


- 
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the safety standards. Costs: Any 
additional land costs or costs resulting 
from incorporation of mitigation design 
measures into the project, such as an 
earthen berm, would be borne by the 
project developer, or in the case of a 
public housing project by the sponsor 
and HUD, through its housing 
assistance activities. Benefits: The basic 
benefit of the regulation will be to 
assure that people and property are not 
exposed to potential explosion and 
thermal radiation hazards represented 
by chemicals or petrochemicals. A 
secondary benefit is to protect the 
(cont) 


Timetable: 
Action 


ANPRM 

NPRM 

Final Action 
Smail Entity: No 
Additional information: ABSTRACT 
CONT: investments of HUD by assuring 
that projects located in the proximity of 
such hazards are located at acceptable 
separation distances or that mitigating 
measures are incorporated into the 
project to protect against potential 
explosion or high-intensity fire. 


Agency Contact: James L. Christopulos, 
Senior Environmental Engineer, 
Department of Housing and Urban 
Development, Office of Community 
Planning and Development, Office of 
Environment and Energy, 202 755-6580 


RIN: 2506-AA11 





Date FR Cite 


09/10/79 44 FR 52695 
08/19/80 45 FR 55223 
11/00/83 


188. SITING OF HUD ASSISTED 
PROJECTS IN DESIGNATED CLEAR 
ZONES AND ACCIDENT POTENTIAL 
ZONES AT CIVIL AIRPORTS AND 
MILITARY (CPD-20-79: FR-1187) 


Legal = 42 USC 1441 Housing 
Act of 1949; 42 USC 1441(a) Housing and 
Urban Act of 1969; 42 USC 
3535(d) HUD Act of 1965 


CFR Citation: 24 CFR 51 


Abstract: The rule adds a new Subpart 
D to 24 CFR 51.-It will clarify and 
expand current HUD policy governing 
properties exposed to unusual hazards; 
promote compatible land use around 
airports and airfields; and strengthen 
HUD policy that is supportive of 
existing Department of Defense and 
Federal Aviation Administration 
policies and programs. This rule has 
been developed because it was 
determined that our existing policies 
related to noise 2nd hazards did not 





. 


HUD—CPD 


provide sufficient guidance to ensure 
that HUD funds were not used to 
support projects in these areas. The 
intended effect of the regulation is to . 
discourage incompatible development 
in these areas. Alternatives: have no 
regulation and rely on existing 
guidance. Costs: some lands would be 
unsuitable for development, however, 
this is small. Benefits: assure that 
people in HUD-supported projects are - 
not located in a hazardous area and 
protection of the Federal and local 
financial investments in airports and 
airfields. 


Date FR Cite 


12/18/80 45 FR 83261 
Final Action 11/00/83 
Smail Entity: No 
Additional information: Additional 
Legal Authority: General Services 
Administration, Féderal Management 
Circular 75-2: compatible Land Uses at 
Federal Airfields also applies. 


Agency Contact: Gretchen Van Hyning, 
Department of Housing and Urban 
Development, Office of Community 
Planning and Development, 202 755-6580 


RIN: 2506-AA23 


189. ENVIRONMENTAL REVIEW 
PROCEDURES FOR THE CDBG 
PROGRAM (CPD-21-81; FR-1027) 


Priority: Agency Determination, Task Force 


- 42 USC 530 et seq 
Housing & Community Development Act of 
1974; PL 97-35 Housing & ity Devel- 
opment Amendments of 1981 
CFR Citation: 24 CFR 58 


Abstract: The final rule provides 
policies and procedures by which 
assisted communities and participating 
states discharge Federal environmental 
review responsibilities. The final rule 
also streamlines and reduces the 
environmental requirements. Such 
actions include: (1) an expanded listing 
of block grant activities and projects 
exempt or categorically excluded from 
the NEPA requirements; (2) the 
definitive list of related statutes and 
authorities that must be observed by 
grant recipients for the release of block 
grant funds as required by the HUD 
legislation; and (3) the further 


provisions needed to conform with and 


implement innovative measures of the 
HUD Amendments of 1981 such as the 
new state-administered block grant 
program for small cities and the 


assumption of the environmental 
oversight responsibilities by such 
states. 
Timetable: 
interim Final Rule 04/12/82 47 FR 15750 
Interim Rule 05/19/82 

effective 
Final Action 
Smail Entity: No 
Additional information: Includes: CPD- 
23-81; CPD-27-78. . 

Contact: Charles E. Thomsen, 

Department of Housing and Urban 
Development, Office of Community 
Planning and Development, Office of 
Environment and Energy, 
Environmental Management Division, 
202 755-7355 
RIN: 2506-AA05 


190. RENEWAL ASSISTANCE (CPD-5- 
81; FR-1514) 


Legal Authority: 42 USC 3535(d) Depart- 
ment of HUD Act 


CFR Citation: 24 CFR 500 
Abstract:-Would amend policies and 
procedures for management and close- 
out of the remaining Urban Renewal 
projects. 
Timetable: 
Action 
Final Action 
Small Entity: No 
Contact: Thomas H. Terrell, 
Department of Housing and Urban 
Development, Office of Community 
Planning and Development, Off of 


Urban Rehab and Comm Reinvestment, 
202 


RIN: 2506-AA15 


12/00/83 





Date 
00/00/00 





191. COMMUNITY DEVELOPMENT 
BLOCK GRANTS (CPD-4-82; FR-1638) 


Priority: Task Force 


Legal Authority: 42 USC 5301 et seq 
—— & Community Development Act of 
1974 


CFR Citation: 24 CFR 570 


Abstract: Interim Rule would amend 24 
CFR Part 570 to set forth new 
requirements governing the 
administration of Community 
Development Block Grant Funds under 
Subparts A (General Provisions), C 
(Eligible Activities), D (Entitlement 
Grants), K (Other Applicable Laws), M 
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(Loan Guarantees) and O, 570.901 
(Review for Compliance with Primary 
Objectives). Includes: CPD-8-82. Interim 
rule published February 1, 1978 (43 FR 
4382), effective February 1, 1978. CPD- 
16-81. Separate interim rule no longer in 
preparation. CPD-17-81. Interim rule 
published September 14, 1981 (46 FR 
45603), effective September 14, 1981. 
CPD-18-81. Separate interim rule no 
longer in preparation. CPD-20-81. 
Separate proposed rule in preparation. 
CPD-24-81. Review completed. CPD-25- 
81. Review completed. CPD-26-81. 
Review completed. CPD-40-81. Review 
completed. CPD-4-80. Separate interim 
rule no longer in preparation. CPD-10- 
79. Interim rule published September 9, 
1980. (45 FR 59306), effective October 1, 
1980. CPD-8-78. Interim rule published 
(43 FR 4382), effective February 1, 1978. 


Timetable: 
Action Date FR Cite 


Interim Final Ryle 10/04/82 47 FR 43900 
Final Action — 09/00/83 


Smali Entity: No 


Additional information: Includes: CPD- 
8-82; CPD-16-81; CPD-17-81; CPD-18-81; 
CPD-20-81; CPD-24-81; CPD-25-81; CPD- 
26-81; CPD-40-81; CPD-4-80; CPD-10-79; 
CPD-8-78; CPD-1-83. 

Agency Contact: James R. Broughman, 
Director, Department of Housing and 
Urban Development, Office of 
Community Planning and Development, 
Entitlement Cities Division, 202 755-9267 


RIN: 2506-AA00 








192. SPECIAL PROJECTS PROGRAM 
(CPD-5-82; FR-1554) 
Legal Authority: 42 USC 5301 et seq 


Housing & Community Development Act of 
1974 


CFR Citation: 24 CFR 570.410 


Abstract: This interim rule established 
a new Community Development Special 
Projects Program for states and units of 
general local government. This rule 
describes policy and procedures for 
HUD to award Special Projects 
Assistance. Interim rule effective 
August 11, 1982. 


Timetable: 
Action Date FR Cite 


Interim Final Rule 07/12/82 47 FR 30053 
Final Action 08/00/83 
Final Action 09/00/83 

Effective 


Small Entity: No 
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Agency , 
Program Analyst, Department of 
Housing and Urban Development, 
Office of Community Planning and 
Development, Office of Program Policy 
Development, Policy Development 
Division, 202 755-8909 

RIN: 2506-AA01 

| CELLED LD LE LES LA ONDE RE LO IE A RAR I SB 


193. SMALL CITIES CDBG PROGRAM 
(CPD-35-81; FR-1502) 


Priority: Agency Determination 
eae 42 USC 5301 et seq 
Development Act of 


Housing & Community 
1974; 42 USC 3535(d) Department of HUD 
Act 


CFR Citation: 24 CFR 570 


Abstract: This rule amends the HUD 
administered Small Cities CDBG 
Program for nonentitled areas by 
establishing new policy and procedures, 
and simplifying the application process. 
Includes: CPD-3-80. Interim rule 
published February 23, 1981 (46 FR 
13676), effective March 27, 1981. CPD- 
12-82. Interim rule published June 26, 
1979 (44 FR 37478), effective July 26, 
1979. 





Date FR Cite 


interim Final Rule 08/16/82 47 FR 35674 
Interim Rule 08/16/82 

effective 
Final Action 
Small Entity: No 


Additional Information: Includes: CPD- 
3-80; CPD-12-82. Additional Agency 
Contact: Bryant Monroe, (202) 755-6322. 


Agency Contact: Helen Duncan, 
Department of Housing and Urban 
Development, Office. of Community 
Planning and Development, Office of 
Block Grant Assistance, State and 
Small Cities Division, 202 755-6322 


RIN: 2506-AA06 





00/00/00 


194. COMMUNITY DEVELOPMENT 
BLOCK GRANTS, GRANT 
ADMINISTRATION (CPD-38-81) 


Priority: Agency Determination 


Authority: 42 USC 5301 et seq Title 
1, Hous & Comm Dvipmnt Act of 1974 


CFR Citation: 24 CFR 570 


Abstract: Revision of existing Subpart J 
is necessary in order to: (1) Eliminate 
any unnecessary requirements that 
exceed statutory intent; (2) Strengthen 
the Department's ability to minimize 
any waste and mismanagement in 
CDBG programs governed by Subpart J; 
(3) Consolidate in Subpart J record 
keeping and reporting requirements 
now described partly in Subpart J and 
partly in Subpart O; and (4) Reflect 
changes in OMB grant management 
circulars. 


10/00/83 
Small Entity: No 


Additional information: Includes: CPD- 
3-81. Proposed rule published July 
31,1979 (44 FR 45110). CPD-16-78. 
Interim rule published February 13, 1980 
(45 FR 9730), effective March 14, 1980. 


Agency Contact: James R. Broughman, 
Director, Department of Housing and 
Urban Development, Office of 
Community Planning and Development, 
Entitlement Cities Division, 202 755-9267 


RIN: 2506-AA07 


195. COMMUNITY DEVELOPMENT 
BLOCK GRANTS, PERFORMANCE 
REVIEW (CPD-44-81) 


Priority: Agency Determination 


Legal Authority: 42 USC 5301 et seq 
Housing & Community Development Act of 
—_ 


CFR Citation: 24 CFR 570 


Abstract: Revision of existing Subpart 
O is necessary in order to: (1) 
Implement the 1981 legislative 
amendment to section 104(d)(1) of the 
Housing and Community Development 
Act of 1974, which describes the 
Secretary's review responsibilities with 
respect to the CDBG entitlement grants 
and HUD-administered Small Cities 
grants; (2) Clarify performance 
standards against which each grant 
recipient's performance will be judged; 
(3) Eliminate any unnecessary 
requirements that exceed statutory 
intent; and (4) Transfer material on 
record keeping and reporting to Subpart 
J, Grant Administration, in order to 
consolidate such information with 
related information currently in Subpart 
J. Review completed. 
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10/00/83 
Small Entity: No 
Agency Contact: James R. 
Director, Department of Housing and 
Urban Development, Office-of 
Community Planning and Development, 
Entitlement Cities Division, 202 755-9267 


RIN: 2506-AA08 


196. CATEGORICAL PROGRAM 
SETTLEMENT FUND (CPD-37-81) 


Legal Authority: 42 USC 5301 et seq 
Housing & Community Development Act of 
— 


CFR Citation: 24 CFR 570.480 


Abstract: Funding authorization has 
rescinded. (Supplemental 
Appropriations and Rescission Act of | 
1980). Review completed. Final rule of 
withdrawal expected to be published 
June 1983. 








Final Action 09/00/83 


Small Entity: No 


Agency Contact: Thomas H. Terrell, 
Department of Housing and Urban 
Development, Office of Community 
Planning and Development, Office of 
Block Grant Assistance, 202 755-6330 


RIN: 2506-AA18 


197. GRANT ADMINISTRATION 
REQUIREMENTS FOR LUMP SUM 
DRAWDOWN OF CDBG FUNDS FOR 
PROPERTY REHABILITATION 
FINANCING (CPD-39-81; FR-1572) 


Legal Authority: 42 USC 5301c Housing 
& Community Development Act of 1974 


CFR Citation: 24 CFR 570.513 


Abstract: Rule will preclude new lump 
sum drawdown agreements that only 
provide minimal interest earnings (e.g. 
lump sum deposits where the sole 
benefit gained from the private sector 
lendor is interest earned at passbook 
savings rate). Also, advance HUD 
review of agreements will be eliminated 
in accordance with the 1981 Act. The 
proposed policy to prescribe payment 
of higher interest rates plus an 
additional benefit (e.g. provision of 
administrative services) will: (a) 
improve quality of new agreements and 
benefits received by recipients; and (b) 
reduce the number of agreements in 





47460 Federal Register / Vol. 48, No. 201 / Monday, October 17, 1983 / Unified Agenda 


jurisdictions where private lenders are 
unwilling to provide adequate benefits. 
ted. 


financial settlement of projects. Review 
completed. Final rule expected to be 
published June, 1983. 


Timetabte: 








Action Date 





Department of Housing and Urban 
Development, Office of Community 
Planning and Development, 202 755-5324 


RIN: 2506-AA19 


CFR Citation: 24 CFR 570.512 


Abstract: The regulation provides the 
closeout requirements for CPD 
Programs and reflects the latest 
changes in Attachment P of OMB 
Circular A-102. These procedures will 
provide a consistent system for 
certification that the program has been 
completed in accordance with 
applicable Federal laws and 
regulations. 





Date FR Cite 


interim Final Rule 10/26/79 44 FR 61591 
interim Rule 11/16/79 





02/00/84 


Director, Department of Housing and 
Urban Development, Office of 
Community Planning and Development, 
Entitlement Cities Division, 202 755-6306 


RIN: 2506-AA21 


ARR RC: REN ET Se ERE RTE 
199. URBAN RENEWAL PROVISIONS 
(CPD-16-79) 


Legal Authority: PL 93-383 Housing & 
Community eo 42 USC 
3535(d) Department of HUD 

CFR Citation: 24 CFR 570 


Abstract: Provisions for 1) the use of 
funds for the completion of urban 





Final Action 09/00/83 

Small Entity: No 

Agency Contact: Thomas H. Terrell, 
Department of Housing and Urban 
Development, Office of Community 
Planning and Development, Office of 
Block Grant Assistance, 202 755-6330 


RIN: 2506-AA22 


200. TECHNICAL ASSISTANCE: 
DISCRETIONARY AWARDS (CPD-6-79; 
FR-1115) 


Legal Authority: Pi 93-383 Title |, HUD 
Act of 1974, as amended 


CFR Citation: 24 CFR 570.402 


Abstract: Would amend 24 CFR 570.402 
to update and clarify the priorities for 
Technical Assistance funding and to 
clarify application and review 
procedures for awards. 


gota 
06/16/80 45 FR 40954 


08/00/83 
10/00/83 


Final Action 

Final Action 
Effective 

Small Entity: No 

Public Cost: initial Cost: $0; 

Yearly Recurring Cost: $0 


Government Leveis Affected: Local, 
State 


Agency Contact: James F. Selvaggi, 
Deputy Director, Department of Housing 
and Urban Development, Office of 
Community Planning and Development, 
Office of Program Policy Development, 
202 755-6090 


RIN: 2506-AA30 


201. CDBG SECRETARY'S 


es ote 42 USC 5301 et seq 
& Community Development Act of 
— 


CFR Citation: 
570.430 


Abstract: This rule revises the 
regulation governing the Community 
Development Block Grant (CDBG) 
program for the Insular Areas. It 
eliminates inconsistencies with the 


24 CFR 570.405; 24 CFR 
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current statute and streamlines and 
simplifies program administration. 


Timetable: 


eee a eens 
NPRM 12/00/83 
Small Entity: Undetermined 


Public C li Cost: initial C 
Yearly Recurring Cost $0; Base Year 
Doliar Estimates: 1982 

Affected Sectors: None 
Government Levels Affected: Local 


Agency Contact: Hazel P. Braxton, 
Program Analyst, Department of 
Housing and Urban Development, 
Office of Community Planning and 
Development, Office of Program 
PolicyDevelopment, Secretary's Fund 
Division, 202 755-6092 


RIN: 2506-AA32 


” 202. COMMUNITY DEVELOPMENT 


BLOCK GRANTS: SPECIAL 
PROCEDURES APPLICABLE TO THE 
STATE OF HAWAI! (CPD-3-83; FR- 
1744) 


Lag cenae 42 USC 5301 et seq 
Act of 


Housing & Community Development 
1974; 42 USC 3535(d) Department of HUD 
Act 


CFR Citation: 24 CFR 570 


Abstract: This rule amends the 
regulations governing the HUD- 
Administered Small Cities Program for 
community development block grants. 
This rule adds special procedures 
applicable only to Hawaii to the Small 
Cities Program regulations. 


Date FR Cite 


Interim Final Rule 05/23/83 48 FR 22915 
interim Rule 07/12/83 

effective 
Final Action 
Small Entity: No 


Agency Contact: Helen Duncan, 
Department of Housing and Urban 
Development, Office of Community 
Planning and Development, Office of 
Block Grant Assistance, State & Small 
Cities Division, 202 755-6322 

RIN: 2506-AA35 


00/00/00 


203. COMMUNITY DEVELOPMENT 
BLOCK GRANTS: STATE’S PROGRAM 
(CPD-7-83) 


Priority: Undetermined 
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Legal Authority: 42 USC 5301 et seq 
Housing and Community Developmnt Act of 
1979 


CFR Citation: 
570.498 


Abstract: This revision to the existing 
rule at Subpart I of 24 CFR Part 570 
would clarify the timing requirements 
for states, performance report; indicate 
that the Uniform Relocation and Real 
Property Acquisitions Policy Act 
applies; and add a provision prohibiting 
conflicts of interest. Additional 
technical changes will be added based 
on experience with the first year of the 
program. These provisions are believed 
necessary for effective program 
administration and no viable 
alternatives have been identified. 


24 CFR 570.496; 24 CFR 


Date FR Cite 
Interim Final Rule 12/00/83 
Small Entity: Not Applicable 
Agency Contact: Richard J. Kennedy, 
Asst. Dir. State Small Cities Div., 
Department of Housing and Urban 
Development, Office of Community 


Planning and Development, 202 755-6322 
RIN: 2506-AA38 


204. @COMMUNITY DEVELOPMENT 
BLOCK GRANTS URBAN 
DEVELOPMENT ACTION GRANTS 
(CPD-14-83) 


Priority: Agency Determination 
Legal Authority: 42 USC 5301 et seq 
CFR Citation: 24 CFR 570, Subpart G 


Abstract: The proposed regulations will 
correct a number of inaccuracies of a 
technical nature. These include Davis- 
Bacon Act Relationship to Indian tribes, 
and various corrections to eligibility 
matters including use of new census 
data. The alternative was a set of 
technical amendments which the Office 
of General Counsel advised against. 
The cost of this regulation should be 
negligible while the benefits are 
significant in terms of providing 
corrections and updated information of 
a technical nature to applicants and 
recipients. 


Timetable: te 
Action Date 


ANPRM 11/30/83 

ANPRM Comment 11/30/83 
Period Begin 

ANPRM Comment 12/31/83 
Period End 


Small Entity: No 
Agency Contact: William Hammer. 


Director, Development Division D, 
UDAG, Department of Housing and 
Urban Development, Office of 
Community Planning and Development, 
202 755-6035 


RIN: 2506-AA40 


205. @REVISION OF THE DISTRESS 
ELIGIBILITY CRITERIA FOR THE 
UDAG PROGRAM (CPD-10-83; FR- 
1823) 


Priority: Agency Determination 


Legal Authority: 42 USC 5318; 42 USC 
3535(d) 


CFR Citation: 24 CFR 570.452 


Abstract: The proposed rule would add 
the Labor Surplus Area designation of 
the Department of Labor as an 
additional miminum standard of 
economic distress which may be met by 
large cities, urban counties, and small 
cities in the application for Urban 
Development Action Grant funds under 
section 119 of the Housing and 
Community Development Act of 1974. 
The change is intended to insure that 
the UDAG eligibility system is oriented 
as effectively as possible to a greater 
emphasis on the production of and on 
economic recovery. Labor Surplus 
Areas are high unemployment areas 
designated by the Department of Labor 
for the purpose of targeting Federal 
procurements. 


Timetable: 
Action 

NPRM 

Small Entity: No 


Agency Contact: Frank Ridenour, 
Program Officer, Department of Housing 
and Urban Development, Office of 
Community Planning and Development, 
202 755-6784 


RIN: 2506-AA42 





Date 
11/00/83 


FR Cite 


206. @SMALL CITIES PROGRAM (CPD- 
12-83; FR-1825) 

Priority: Agency Determination 

Legal Authority: 42 USC 5301-20 

CFR Citation: 24 CFR 570.906(b) 
Abstract: Amendment to program 
management provisions of community 
development regulations to provide for 
annual performance reports from Small 


Cities grantees. Rule will only apply to 
grants for which HUD has 


47461 


Current and Projected Rulemakings 


administrative responsibility (no 
applicability to the State-administered 
Small Cities Program). 


Timetable: 


Action Date 


NPRM 10/00/83 

NPRM Comment 10/00/83 
Period Begin 

NPRM Comment 12/00/83 
Period. End 

Final Action 

Final Action 
Effective 

Small Entity: Undetermined 


Contact: Helen Duncan, 
Department of Housing and Urban 
Development, Office of Community 
Planning and Development, State and 
Small Cities Division, 202 755-6322 


RIN: 2506-AA43 


02/00/84 
03/00/84 


207. INDIAN CDBG PROGRAM (CPD- _ 
18-79; FR-1612) 


Priority: Agency Determination 


Legal Authority: 42 USC 5301 et seq 
Housing & Community Development Act of 


CFR Citation: 24 CFR 571 


Abstract: This rule revises the 
regulations governing the Community 
Development Block Grant Program for 
Indian Tribes and Alaskan Native 
Villages. The revision incorporates new 
policies and procedures and simplifies 
the regulations’ text and the application 
process. Substantial changes were 
made to the application requirements, 
the number of criteria for rating 
projects, the Indian preference 
requirements, and by eliminating 
comprehensive grants. Review 
completed. 


Timetable: 


Action 


12/13/82 47 FR 55868 

NPRM Comment 12/13/82 47 FR 55868 
Period Begin 

NPRM Comment 01/03/83 
Period End 

interim Final Rule 03/18/83 

Comment Period 03/18/83 
begins 

Interim Rule 
effective 

Comment Period 05/17/83 
ends 

Final Action 


Small Entity: No 


48 FR 11648 


03/18/83 


12/00/83 
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Authority: 42 USC 5301 et seq 
Housing & Community Development Act of 
1974 : 

CFR Citation: 24 CFR 571.302 


Abstract: This rule revises the rating 
and ranking system used to judge 
Community Development Block Grant 
applications submitted by Indian Tribes 
and Alaskan Native Villages. The 
change is intended to make the rating 
and ranking system more uniform from 
Region to Region. 


Date 
09/00/63 
10/00/83 


FR Cite 


12/00/83 


01/00/84 


Affected: Indian Tribes and Alaskan 
Native Villages. 


Government Levels Affected: Local 


Agency Contact: Marcia A. B. Brown, 
Program Officer, Department of Housing 
and Urban Development, Office of 
Community Planning and Development, 
Office of Program PolicyDevelopment, 
Secretary's Fund Division, 202 755-6092 


CFR Citation: 24 CFR 571.101 


Abstract: This rule revises the formula 
for allocating Community Development 
Block Grant Funds for Indian Tribes 
and Alaskan Native Villages to HUD 
field offices administering the program. 
A needs based allocation system is 
under consideration in lieu of the 
current population allocation system 
now in use. 

Timetabie: 


Action 





NPRM 12/00/83 
Small Entity: Not Applicable 
Additionai information: Sectors 


Affected: Indian Tribes and Alaskan 
Native Villages. 


Public Compliance Cost: initial Cost: $0; 
Yearly Recurring Cost $0; Base Year for 
Dollar Estimates: 1982 


Affected Sectors: None 
Government Levels Affected: Loca! 


Agency Contact: Leanna Tolson, 
Program Analyst, Department of 
Housing and Urban Development, 
Office of Community Planning and 
Development, Officer of Program 
PolicyDevelopment, Secretary's Fund 
Division, 202 755-6092 

RIN: 2506-AA34 


210. @CDBG FOR INDIAN TRIBES AND 


Legal Authority: 42 USC 5307: 42 USC 
3535(d) 


CFR Citation: 24 CFR 571.101 


Abstract: Rule would revise the method 
for allocating funds to Indian Tribes 
and Alaskan Native Villages under the 
Community Development Block Grant 
Program. Currently, a population-based 
allocation formula is used. Under the 
proposed revision, population would be 
combined wth data on poverty levels 
and amount of overcrowded housing. 


Timetable: 
Action 


NPRM 10/00/83 

NPRM Comment 10/00/83 
Period Begin 

NPRM Comment 12/00/83 
Period End 

Final Action 

Final Action 
Effective 


Small Entity: No 


04/00/84 
06/00/84 


Current and Projected Rulemakings 


Agency Contact: Leroy Gonnella, 
Department of Housing and Urban 
Development, Office of Community 
Planning and Development, Office of 
Program Policy Development, 202 755- 
6092 


RIN: 2506-AA44 


211. URBAN HOMESTEADING (CPD- 
41-81; FR-1624) 


CFR Citation: 24 CFR 590 


Abstract: Rule would reduce to the 
extent consistent with statutory 
objective, requirements applicable to 
localities participating in the Urban 
Homesteading Program. The changes 
reflect the Department's deregulation 
goals under Executive Order 12291. 
Changes include: the elimination of 
references to Section 312 Loan Program 
due to,that program's uncertain future; 
elimination of references to energy 
requirements since they are now locally 
imposed; simplification of the 
application; enhanced certifications; 
and expanded requirements for 
monitoring and audit. 


Timetable: 


Action Date 
interim Final Rule 12/00/83 
Small Entity: No 


Agency Contact: Raymond J. Solecki, 
Director, Urban Homesteading, 
Department of Housing and Urban 
Development, Office of Community 
Planning.and Development, Office of 
Urban Rehabilitation, 202 755-5324 


RIN: 2506-AA20 


FR Cite 


212. URBAN HOMESTEADING (CPD- 
25-79; FR-1237) 


Legal Authority: 12 USC 1706e Housing 
& Community Development Act of 1974 


CFR Citation: 24 CFR 590 


Abstract: Permits reimbursement to the 
Secretary of Agriculture and the 
Administrator of Veterans Affairs for 
properties whose value is in excess of 
previous limits if (1) the additional cost 
to the Government is warranted by the 
expected benefit to the community and 
(2) the anticipated reductions in 
difficulties and delays in the dispositién 
of the property can be assumed to be 
equal to the difficulties and delays that 
the Secretary of HUD would typically 
expect to encounter with respect to a 
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similar HUD-owned property in the 
same location. Interim rule published 
August 7, 1980 (45 FR 52762), effective 
September 15, 1980. Revised interim 
rule published August 2, 1982 (47 FR 
33258), effective September 20, 1982. 


Timetable: 
Action Date 


Previous Interim 08/07/80 
Rule 
Previous Interim 09/15/80 
Rule 
Interim Final Rule 08/02/82 47 FR 33258 
interim Rule 09/20/82 47 FR 52762 
effective 
Final Action 10/00/83 


Smaii Entity: Undetermined 


Contact: Raymond J. Solecki, 
Director, Urban Homesteading, 
Department of Housing and Urban 
Development, Office of Community 
Planning and Development, Office of 
Urban Rehabilitation, 202 755-5324 


RIN: 2506-AA24 


FR Cite 


213. GENTERPRISE ZONES (CPD-11- 


Legal Authority: Proposed Enterprise 
Zone Employmt & Developmt Tax Act of 1983 
CFR Citation: 24 CFR 596 


Abstract: Provides procedures for 
nomination of geographic areas by 
States and Local governments for 
designation as an enterprise zone by 
Secretary of HUD. Program intended to 
stimulate the creation of new jobs, 
particularly for disadvantaged workers 


and long-term unemployed individuals, 
and to promote re-evaluation of 
distressed areas through tax incentives 
and actions to reduce regulatory 
requirements to encourage free 
enterprise by the private sector within 
the zones. 

Timetable: 

Action Date 

interim Final Rule 01/00/84 

Small Entity: Undetermined 


Government Levels Affected: Local, 
State, Federal 


Contact: Michael T. Savage, 
CPD Enterprise Zone Coordinator, 
Department of Housing and Urban 
Development, Office of Community 
Planning and Development, 202 755-5300 


RIN: 2506-AA45 


214. @REMOVAL OF PART 710 
FINANCING PRIVATE NEW 
COMMUNITY DEVELOPMENT 
(CHAPTER Vil, SUBCHAPTER B-- 
ASSISTANCE FOR NEW 
COMMUNITIES--1968 ACT) (CPD-9-83; 
FR-1777) 

Legal Authority: 42 USC 3535(d) 

CFR Citation: 24 CFR 710 


Abstract: Would remove Part 710 from 
the CFR, which contains regulations for 
development under Title IV of the 
Housing and Urban Development Act of 
1968. Since new community 
development programs are now 
governed by Title VII of the Housing 
and Community Development Act of 


DEPARTMENT OF HOUSING AND URBAN DEVELOPMENT (HUD) 
Office of Community Planning and Development (CPD) 


216. SECTION 312 REHABILITATION 
LOAN PROGRAM (CPD-24-78) 
Legal Authority: 42 USC 1452b United 


States Housing Act of 1964; 42 USC 3535(d) 
Department of HUD Act 


CFR Citation: 24 CFR 510 
Abstract: This rule would provide 
comprehensive regulations for the 


Section 312 Rehabilitation Loan 
Program. Proposed rule published April 


10, 1980 (45 FR 24808). Final rule 
published September 10, 1980 (45 FR 
59702) and withdrawn. Further rule 
development contingent on whether 
program is continued. 

Timetable: 
Action 
NPRM 

End Review 





Date FR Cite 
04/10/80 45 FR 24808 
00/00/00 


47463 


Current and Projected Rulemakings 
1970 and regulations in 24 CFR Part 720, 
the regulations contained in Part 710 
are no longer necessary. 

Timetable: 
Action 

Final Action ; 
Small Entity: No 
Agency Contact: Grant E. Mitchel, 
Assistant General Counsel for New 
Communitie, Department of Housing 
and Urban Development, Office of 


Community Planning and Development, 
202 755-6550 


RIN: 2506-AA41 


Date 
02/00/84 


215. RENTAL REHABILITATION 
PROGRAM (CPD-17-82) 

CFR Citation: Not yet determined 
Abstract: The Administration has 
proposed a new program to replace 
current Section 312 loans and Section 8 


Mod- and Sub-Rehabilitation. Timetable 
dependent on legislative enactment. 


Timetable: 

Action — Date 
interim Final Rule 00/00/00 
Small Entity: No 
Agency Contact: Robert I. Dodge, Il, 
Director, Department of Housing and 
Urban Development, Office of 
Community Planning and Development, 


Office of Urban Rehabilitation, 202 755- 
5685 


RIN: 2506-AA03 


FR Cite 


Existing Regulations Under Review 


Small Entity: No 


Additional Information: Includes CPD- 
9-82; CPD-14-82; CPD-2-81.. 

Agency Contact: Wait C. Johnson, 
Rehabilitation Management Officer, 
Department of Housing and Urban 
Development, Office of Community 
Planning and Development, Office of 
Urban Rehabilitation, 202 755-5954 


RIN: 2506-AA31 
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DEPARTMENT OF HOUSING AND URBAN DEVELOPMENT (HUD) 
Office of Community Planning and Development (CPD) 


Completed: 
Reason Date 
Withdrawn from 07/15/83 

Agenda 
Small Entity: Not Applicable 
Agency Contact: Virginia Healy 202 
755-7362 


Agency Contact: James R. Broughman RIN: 2506-AA39 

202 755-9267 

RIN: 2506-AA36 222. COMPREHENSIVE PLANNING 
ASSISTANCE (CPD-2-82) 


220. UDAG-ELIGIBILITY-TYPES OF CFR Citation: 24 CFR 600 

APPLICATION ACCEPTED (CPD-2-83; Completed: 

FR-1729) “ae ae — a 
Smee a Withdrawn from 07/15/83 

CFR Citation: 24 CFR 570, Subpart G Agenda 

Completed: = |= Small Entity: No 

Reason Date FR Cite Agency Contact: Richard J. Alexander 


Withdrawn from 07/15/83 202 755-6186 
Agenda RIN: 2506-AA12 


Small Entity: No 








t 


Agency Contact: Virginia S. Healy 202 223. COMMUNITY DEVELOPMENT 


755-7362 BLOCK GRANTS; URBAN 
DEVELOPMENT ACTION GRANTS 
RIN: 2506-AA37 (CPD-18-82; FR-1500) 


221. COMMUNITY DEVELOPMENT ey See 
BLOCK GRANT: URBAN CFR Citation: Not yet determined 


DEVELOPMENT ACTION GRANT Completed: 
(CPD-6-83) Reason Date 


4 
CFR Citation: 24 CFR 570 Withdrawn from 07/15/83 
Agenda 
Smali Entity: No 


Agency Contact: Virginia Healy 202 
755-7362 


RIN: 2506-AA04 
BILLING CODE 4210-01-T 


DEPARTMENT OF HOUSING AND URBAN DEVELOPMENT (HUD) Completed Actions 
Government National Mortgage Association (GNMA) 


Agency Contact: William Linane, 
Date FR Cite Attorney-Advisor 202 755-7260 
RIN: 2503-AA02 
BILLING CODE 4210-01-T 


Final Action 08/12/83 48 FR 36572 
Small Entity: No 
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DEPARTMENT OF HOUSING AND URBAN DEVELOPMENT (HUD) 
Office of Fair Housing and Equal Opportunity (FHEO) 


225. PROCEDURES FOR 
ENFORCEMENT OF COMPLAINTS 
AGAINST DISCRIMINATORY HOUSING 
PRACTICES (FH&EO-1-82) 


Legal Authority: 42 USC 3601 to 3619 
Title Vill, Civil Rights Act of 1968 


CFR Citation: 24 CFR 105 


Abstract: This regulation sets forth 
procedures carrying out the 
Department's responsibilities with 
respect to complaints filed under 
Section 810 of Title VIII of the Civil 
Rights Act of 1968, as amended. 
Timetable: 


"FR Cite 


Next Action Undetermined 
Small Entity: No 


Agency Contact: Katrina Ross, 
Department of Housing and Urban 
Development, Office of Fair Housing 
and Equal Opportunity, Off of Fair 
Hsng Enforce and Sec 3 Compliance, 202 
755-5673 


RIN: 2529-AA03 


226. NONDISCRIMINATION AND 
EQUAL OPPORTUNITY HOUSING 
UNDER EXECUTIVE ORDER 11063 
(FH&EO-2-82) : 


Priority: Agency Determination 
Legal Authority: EO 11063 
CFR Citation: 24 CFR 107 


Abstract: This regulation established 
compliance and enforcement 
procedures utilized by the Department 
in implementing its responsibilities 
under E.O. 11063. This regulation will 
be amended to include coverage of sex 
and religious discrimination in 
accordance with Executive Order 12259 
issued December 31, 1980 and to 
cgnform with the Executive Order. 


FR Cite 


Next Action Undetermined 

Small Entity: No 

Agency Contact: Katrina Ross, 
Department of Housing and Urban 


Development, Office of Fair Housing 
and Equal Opportunity, Off of Fair 


Date 


Hsng Enforc and Sec 3 Compliance, 202 
755-5673 


RIN: 2529-AA12 


227. AFFIRMATIVE FAIR HOUSING, 
MARKETING TECHNICAL 
AMENDMENTS (FH&EO-2-83; FR-1670) 


Legal Authority: 42 USC 3601 ef seq, 
Title Vill, Civil Rights Act of 1968; 42 USC 
3535{d) Department of HUD Act; EO 11603 


CFR Citation: 24 CFR 108; 24 CFR 107; 
24 CFR 200 


Abstract: The amendment will clarify 
when the certificate of intent not to 
market housing is submitted and that 
the notice of intent to begin marketing 
is part of an owner's responsibility 
under the Affirmative Fair Housing 
Marketing Plan (and has been approved 
by OMB under the Paperwork 
Reduction Act). It will also require that 
owners of FHA-insured, unsubsidized 
projects submit annually data on the 
race, ethnicity and gender of household 
head. 


Timetable: 
Action 
NPRM 
Small Entity: No 


Agency Contact: Peter 

Director, Department of Housing and 
Urban Development, Office of Fair 
Housing and Equal Opportunity, Office 
of Program Standards and Evaluation, 
202 755-7727 


RIN: 2529-AA17 


Date 


00/00/00 


228. FAIR HOUSING ASSISTANCE 
PROGRAM - ELIGIBILITY CRITERIA 
AND FUNDING STANDARDS (FH&EO- 
4-82) 


Priority: Agency Determination 

Legal Authority: 42 USC 3601 et seq Civil 
Rights Act of 1968 

CFR Citation: 24 CFR 111 


Abstract: This regulation was finalized 
on March 3, 1982. We have reviewed 
this-existing regulation and anticipate 
making revisions based on program 
experience. The proposed amendment 
will continue to set forth the eligibility 
criteria for participants in the Fair 
Housing Assistance Program and the 


Current and Projected Rulemakings 


minimum standards which specific 
project proposals must meet in order to 
qualify for consideration under the 
various components of the program. 
Review completed. 


Interim Rule 07/15/83 
effective 

Final Action 

Small Entity: No 


Government Levels Affected: Local, 
State 


Agency Contact: Steven J. Sacks, 
Director, Department of Housing and 
Urban Development, Office of Fair 
Housing and Equal Opportunity, 
Federal, State and Local Programs 
Division, 202 426-3500 


RIN: 2529-AA04 


00/00/00 


229. FAIR HOUSING PROHIBITIONS 
AGAINST DISCRIMINATION- 
FINANCING ACTIVITIES (FH&EC-2-78) 


Legal Authority: 42 USC 3601 et seq Civil 
Rights Act of 1968 


CFR Citation: 24 CFR 114 


Abstract: Would add a new Subpart G 
detailing HUD’s standards and policies 
in assessing unlawful conduct relating 
to the financing of dwellings. 

5 - — a 
Action Date FR Cite 
ANPRM 02/25/80 45 FR 12265 
Next Action Undetermined 
Small Entity: No 
Agency Contact: Katrina Ross, 
Department of Housing and Urban 
Development, Office of Fair Housing 


and Equal Opportunity, Office of Fair 
Housing Enforcement, 202 755-5673 


RIN: 2529-AA07 





230. FAIR HOUSING-PROHIBITIONS 
AGAINST DISCRIMINATION (FH&EO-5- 
78) 


Legal Authority: 42 USC 3601 et seq Civil 
Rights Act of 1968 


CFR Citation: 24 CFR 114 
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Abstract: Would add SubpartsA to F 
detailing HUD’s general standards to be 
utilized by HUD in its investigation and 
conciliation of complaints filed 
pursuant to the Federal Fair Housing 
Statute. 


Contact: Katrina Ross, 


Agency 
. Department of Housing and Urban 
Development, Office of Fair Housing 


and Equal Opportunity, Office of Fair 
Housing Enforcement. 202 755-5673 


Legal Authority: 42 USC 3601 et seq Civil 
Rights Act of 1968 

CFR Citation: 24 CFR 114 

Abstract: Would add a new Subpart I 
detailing HUD's general standards and 
poiicies regarding complaints against 
appraisal practices. 


Timetable: 


Date FR Cite 
02/25/80 45 FR 12265 


Department of Housing and Urban 
Development, Office of Fair Housing 
and Equal Opportunity, Office of Fair 
Housing Enforcement, 202 755-5673 


RIN: 2529-AA09 


Legal Authority: 42 USC 3601 et seq Civil 
Rights Act of 1968 

CFR Citation: 24 CFR 114 

Abstract: Would add a new Subpart H 
detZiling HUD's general standards to be 
utilized by HUD concerning property 
insurance practices which could 
constitute discriminatory activities. 


Date FR Cite 
02/25/80 45 FR 12265 
Next Acton Undetermined 


Small Entity: No 





Timetable: 
Action 
ANPRM 


Agency Contact: Katrina Ross, 
Department of Housing and Urban 
Development, Office of Fair Housing 
and Equal Opportunity, Office of Fair 
Housing Enforcement, 202 755-5673 


RIN: 2529-AA10 


233. RECOGNITION OF 
SUBSTANTIALLY EQUIVALENT LAWS 
(FH&EO-5-81; FR-1576) 


Legai = 42 USC 3601 et seq Civil 
Rights Act of 1968 
CFR Citation: 24 CFR 115 


Abstract: This proposed rule will make 
two substantive changes in the 
procedures for recognition of State and 
local fair housing laws as substantially 
equivalent to Title VIII of the Civil 
Rights Act 1968. First, it will require 
substantially equivalent coverage based 
on sex discrimination. Secondly, it will 
provide for publication of proposed and 
final recognition of substantially 
equivalent jurisdictions as a notice in 
the Federal Register rather than as an 
amendment to 24 CFR Section 115.11. 
The requirement of substantially 
equivalent coverage based on sex 
discrimination will eliminate 
jurisdictional questions in compliance 
referrals. The change to a notice 
procedure will expedite the recognition 
process by eliminating the time 
consuming procedure of rulemaking for 
the ongoing process of recognizing 
additional jurisdictions as they meet the 
recognition criteria. 


Timetable: 


Action 


NPRM 

NPRM Comment 
Period Begin 

NPRM Comment 
Period End 

Final Action 

Small Entity: No 


Government Levels Affected: Local, 
State 


Agency Contact: Steven J. Sacks, 
Department of Housing and Urban 
Development, Office of Fair Housing 
and Equal Opportunity, Off of Fair 
Hsng Enforc and Sec 3 Compliance, 202 
426-3500 


RIN: 2529-AA00 


Date FR Cite 


08/09/83 48 FR 36133 
08/09/83 


10/11/83 


03/00/84 


Current and Projected Rulemakings 


234. @RECOGNITION OF 
SUBSTANTIALLY EQUIVALENT LAWS 
(FH&EO-5-83) 

Legal Authority: 42 USC 3601 et seq 
CFR Citation: 24 CFR 115 


Abstract: Proposed rule will add new 
jurisdictions to the existing list of 
recognized agencies. 


Timetable: 
Action 


Date 
NPRM 00/00/00 
Smaii Entity: Not Applicable 


Government Levels Affected: Local, 
State 3 
Agency Contact: Steven J. Sacks, 
Director, Federal State & Local 
Programs Div, Department of Housing 
and Urban Development, Office of Fair 
Housing and Equal Opportunity, 202 
426-3500 


RIN: 2529-AA20 


235. COMMUNITY HOUSING 
RESOURCE BOARD GRANT 
PROGRAM (FH&EO-2-81; FR-1407) 


Legal Authority: 42 USC 3601 et seq Civil 
Rights Act of 1968 


CFR Citation: 24 CFR 120 


Abstract: This part sets forth the rules 
governing the disbursement of funds to 
assist Community Housing Resource 
Boards in carrying out activities that 
enhance the effectiveness of goals of 
the Voluntary Affirmative Marketing 
Agreement Program. The final rule is in 
preparation. There are no problems 
anticipated and no additional costs 
contemplated. 


Timetable: 
Action 


interim Final Rule 03/25/82 47 FR 12926 
interim Rule 05/12/82 

effective 
Final Action 
Small Entity: No 
Agency Contact: Nathaniel Smith, 
Director, Department of Housing and 
Urban Development, Office of Fair 
Housing and Equal Opportunity, 
Housing and Community Development 
Division, Office of Voluntary 


00/00/00 


“ Compliance, 202 755-5992 


RIN: 2529-AA06 
RS AEA RT TS 
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236. AFFIRMATIVE ADMINISTRATION 


Legal s 42 USC 3601 et seq Civil 
Rights Act of 1968; EO 12259 


CFR Citation: 24 CFR 125 


Abstract: Would add a new Part 125 
detailing HUD’s standards and policies 
to assure that HUD'’s programs and 
activities are administered in a manner 
affirmatively to further fair housing. 


02/25/80 45 FR 12265 
Next Action Undetermined 
Small Entity: No 


Agency Contact: Peter Kaplan, 
Director, Department of Housing and 
Urban Development, Office of Fair 
Housing and Equal Opportunity, Office 
of Program Standards and Evaluation, 
202 755-7727 


RIN: 2529-AA11 


237. IMPLEMENTATION OF SECTION 
109 OF THE HOUSING AND 
COMMUNITY DEVELOPMENT ACT OF 
1974 (FH&EO-13-78; FR-1058) 


Legal Authority: 42 USC 5301 et seq 
Housing & Community Development Act of 
1974 

CFR Citation: 24 CFR 144 


Abstract: This regulation would assure 
nondiscrimination on the grounds of 
race, color, national origin or sex in any 
program funded in whole or part with 
Community Development Block Grant 


Date = FR Cite _ 
11/25/80 45 FR 78508. 


00/00/00 
Small Entity: No 
Agency Contact: Barry Anderson, 
Director, Department of Housing and 
Urban Development, Office of Fair 
Housing and Equal Opportunity, 
Program Compliance Division, 202 755- 
5404 


RIN: 2529-AA02 


DEPARTMENT OF HOUSING AND URBAN DEVELOPMENT (HUD) 
Office of Fair Housing and Equal Opportunity (FHEO) 


239. EQUAL OPPORTUNITY POLICY 
AND PROCEDURES (FH&EO-3-81) 


Legal Authority: EO 11478 
CFR Citation: 24 CFR 7 


Abstract: A review of this rule, which 
sets forth the responsibilities of the 
Director and Deputy Director of Equal 
Employment Opportunity and other 
Department officers and employees in 
carrying out the Equal Employment 
Opportunity Program, is currently under 
way to see if it should be rescinded. 
EEOC regulations at 29 CFR 1613-offer 
extensive guidance on all aspects of the 
program. A final decision on whether to 
review or revoke this rule will be made 


FR Cite 


Final Decision on 09/00/83 
Actior 


Small Entity: No 


Agency Contact: Manuel Crawley, 
Director, Department of Housing and 
Urban Development, Office of Fair 
Housing and Equal Opportunity, Public 
Employment Division, 202 755-7110 


RIN: 2529-AA14 


240. COMPLIANCE PROCEDURES FOR 
AFFIRMATIVE FAIR HOUSING 
MARKETING (FH&EO-3-82) 


Legal Authority: 42 USC 3535(d) Dept. 
Housing & Urban Devel Act of 1965 


CFR Citation: 24 CFR 108 


Abstract: This regulation establishes 
procedures for determining whether or 
not an applicant's actions are in 
compliance with its approved 
Affirmative Fair Housing Marketing 
(AFHM) plan, AFHM regulation (24 
CFR 200.600) and AFHM requirements 
in Departmental programs. A revision 
to this regulation will be proposed to 
reflect changes in the AFHM policies. 
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238. IMPLEMENTATION OF AGE 
DISCRIMINATION ACT OF 1975 
(FH&EO-1-79; FR-1161) 


CFR Citation: 24 CFR 146 


Abstract: This part sets forth policies 
and procedures to assure 
nondiscrimination on the basis of age in 
programs receiving financial assistance 
from the Department. 

Timetable: 


Action 


NPRM 
Final Action 
Small Entity: No 


Agency Contact: Myra B. Kennedy. 
Equal Opportunity Specialist, 
Department of Housing and Urban 
Development, Office of Fair Housing 
and Equal Opportunity, Program 
Compliance Division, 202 755-5904 


RIN: 2529-AA01 


11/04/80 45 FR 73454 
12/00/83 


Existing Regulations Under Review 


Agency Contact: Peter Kaplan, 
Director, Department of Housing and 
Urban Development, Office of Fair 
Housing and Equal Opportunity, Office 
of Program Standards and Evaluation, 
202 755-7727 


RIN: 2529-AA13 


241. EMPLOYMENT OPPORTUNITIES 
FOR BUSINESSES AND LOWER 
INCOME PERSONS IN CONNECTION 
WITH ASSISTED PROJECTS (FH&EO- 
4-81) 


Legal Authority: 12 USC 1701u Housing 
& Urban t Act of 1968; 42 USC 
3535(d) Dept. of HUD Act 


CFR Citation: 24 CFR 135 


Abstract: This regulation implements 
the provisions of Section 3 of the 
Housing and Urban Development Act of 
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by the Department of twelve 


jurisdictions that have State and local 


Timetabie: 
Action 

End Review _ 
Smail Entity: No 


Agency Contact: Turner Russell, 
Department of Housing and Urban 


Date FR Cite 


00/00/00 


fair housing laws that provide rights 
and remedies substantially equivalent 
to those provided by Title VIII of the 
Civil Rights Act of 1968. 

Timetable: 2 


Action 


NPRM 

Final Action 

Final Action 
Effective 


Small Entity: Not Applicable 





Date 


04/25/83 
07/15/83 48 FR 32342 
09/22/83 48 FR 32342 


FR Cite 








DEPARTMENT OF HOUSING AND URBAN DEVELOPMENT (HUD) 


Office of Administration (OA) 


243. ORGANIZATION, FUNCTION, AND 
DELEGATIONS OF AUTHORITY 
SUBPART C - SECRETARY'S 
DELEGATIONS OF AUTHORITY TO 
HEADS OF OFFICES (ADM-2-82) 


Legal Authority: 42 USC 3535(d) Depart- 


ment of HUD Act 
CFR Citation: 24 CFR 3 


Abstract: Subpart C delegates authority 
from the Secretary to the Comptroller 
and then to certain Divisions. This 
subpart is almost entirely obsolete. The 
alternatives being considered are to 
eliminate Subpart C entirely or to 
update all the obsolete references. 
Neither one will have any significant 
costs; each will require a minimal 
amount of staff time and Federal 
Register publication costs. The benefits 
of both alternatives are to eliminate a 
potentially confusing delegation of 
authority. | 


Timetabie: 
Action 


Date FR Cite 





Next Action Undetermined 


Small Entity: No 

Agency Contact: Linda F. Milner, 
Department of Housing and Urban 
Development, Office of Administration, 
Office of Finance and Accounting, 202 
755-5256 


RIN: 2535-AA01 


244. IMPLEMENTATION OF THE 
PRIVACY ACT OF 1974 (ADM-4-82; FR- 
1628) 

Legal Authority: 5 USC 552a(j)(2) Privacy 
Act of 1974; 42 USC 3535(d) Department of 
HUD Act 


Existing Regulations Under Review 


Development, Office of Fair Housing 
and Equal Opportunity, Off of Fair 
Hsng Enforc and Sec 3 Compliance, 202 
755-5992 


RIN: 2529-AA15 


Completed 


Government Levels Affected: Local, 
State 


- Agency Contact: Steven J. Sacks, 


Director, Department of Housing and 
Urban Development, Office of Fair 
Housing and Equal Opportunity, 
Federal State and Local Programs, 202 
726-3500 


RIN: 2529-AA19 
BILLING CODE 4210-01-T 


Current and Projected Rulemakings 


CFR Citation: 24 CFR 16 


Abstract: This rule exempts HUD's 
“Investigation Files,” a system of 
records maintained by the Department's 
Office of Inspector General, from 
compliance with the applicable 
provisions of the Privacy Act. Because 
the “Investigation Files” pertain 
principally to the enforcement of 
criminal laws, this system of records 
may be exempted from certain 
provisions of the Privacy Act under the 
general exemption authority of the 
Privacy Act. 
Timetabie:_ 
Action 
NPRM 
NPRM Comment 
Period Begin 
Final Action 
Final Action 
Effective 


Date 


12/20/82 
12/20/82 





09/00/83 
11/00/83 





HUD—HOA 


NPRM Comment 12/18/83 

Period End 
Small Entity: No 
Public Compliance Cost: initial Cost: $0; 
Yearly Recurring Cost: $0 
Agency Contact: Arthur L. Stokes, 
Privacy Act Officer, Department of 


Housing and Urban Development, 
Office of Administration, 202 755-5320 


RIN: 2535-AA03 


245. ADMINISTRATIVE CLAIMS; 
COLLECTION OF CLAIMS BY THE 
GOVERNMENT UNDER THE FEDERAL 
CLAIMS COLLECTION ACT OF 1966; 
STANDARDS FOR COLLECTION OF 
CLAIMS (ADM-1-82; FR-1644) 


CFR Citation: 24 CFR 17, Subpart B 


Abstract: Regulatory changes to 4 CFR 
101 through 105 are anticipated as a 
consequence of Public Law 97-365. 24 
CFR 17 Subpart B will be revised to 
reflect GAO/Justice revised standards. 
Changes are anticipated to those 
portions of 24 CFR pertaining to salary 
offset, administrative offset, and 
interest and penalty charges. 


FR Cite 


Next Action Undetermined 
Small Entity: No 


Agency Contact: Barrie S. Minor, 
Department of Housing and Urban 
Development, Office of Administration, 
Office of Finance and Accounting, 202 
755-5145 


RIN: 2535-AA00 


246. @HUD PROCUREMENT 
REGULATIONS (ADM-1-83) 


Legal Authority: 42 USC 3535(d) 
CFR Citation: 41 CFR 24 


Abstract: The proposed rule amends 
the HUD Procurement Regulation to 
reflect the proposed implementation of 
the Federal Acquisition Regulations 
(FAR) which consolidated the common 
procurement regulations of all civilian 
agencies (e.g. General Services 
Administration, National Aeronautics 
and Space Administration, etc.). The 
proposed rule will clarify, update or 
eliminate where appropriate, conflicting 
or redundant regulations in existing 
HUD procurement regulations. 


Timetable: 
Action Date 


FR Cite 





interim Final Rule 07/00/84 
Small Entity: Undetermined 
Agency Contact: Edward L. Girovasi, 


Jr.. Director, Policy Evaluation Division, 
Department of Housing and Urban 
Development, Office of Administration, 
202 755-5294 


RIN: 2535-AA04 


DEPARTMENT OF HOUSING AND URBAN DEVELOPMENT (HUD) 
Office of the Inspector General (HUDIG) 


248. @OMB CIRCULAR A-102, 
UNIFORM REQUIREMENTS FOR 
ASSISTANCE TO STATE AND LOCAL 
GOVERNMENT, AUDIT 
REQUIREMENTS (ATTACHMENT P) 
NON-FEDERAL GOVERNMENTAL 
AUDIT REQUIREMENTS (IG-1-83; FR- 
1813) 


Legal Authority: 42 USC 3535(d) 
CFR Citation: 24 CFR 44 


Abstract: The regulation will establish 
general audit requirements for State 
ana local governments and Indian tribal 


governments, or a subdivision of such 
entities, as well as Public Housing 
Authorities that receive Federal 
assistance from HUD. The regulation 
will implement OMB Circular A-102, 
Attachment P-- “Audit Requirements” 
as to audits of non-federal 
governments. Audits that meet the 
requirements of the OMB Circular must 
be accepted by all Federal grant 
agencies. 


Legal i 
ments to Small Business Act of 1958 
CFR Citation: Not yet determined 


Abstract: This rule proposes to amend 
the HUD Procurement Regulations to 
incorporate the role of the Office of 
Small and Disadvantaged Business 
Utilization (OSDBU) and its role with 
other HUD elements as it relates to the 
procurement process. This is a strictly 
technical rule without any major policy 
alternatives. The choices are to make 
the technical change or to not make the 
change. The second choice is not 
feasible. The benefit of the rule will be 
to incorporate (and therefore clarify) 
OSDBU’s role in the procurement 


FR Cite 


Department of Housing and Urban 
Development, Office of Administration, 
Office of Procurement and Contracts, 
202 755-5294 


RIN: 2535-AA02 
BILLING CODE 4210-01-T 


Current and Projected Rulemakings 


Timetable: 
Action Date 
Interim Final Rule 10/00/83 
Small Entity: No 


Agency Contact: Steven A. Switzer, 
Assistant Inspector General for Audit, 
Department of Housing and Urban 
Development, Office of the Inspector 
General, 202 755-6342 


RIN: 2508-AA03 
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organization, functions and authority of 
the Office of Inspector General of HUD. 


Timetable: 
Action 


Final Action 
Final Action 
Effective 


Smaii Entity: No 


09/90/83 
wabne 


Office of the General Counsel, 202 755- 
5557 . 


RIN: 2508-AA02 


Legal Authority: 
General Act of 1978 
CFR Citation: 24 CFR 2002 


Abstract: The rule concerns the process 
for obtaining information from the 
Office of the Inspector General and the 
establishment of that office. 


Timetable: 
Action 


Final Action 
Final Action 
Effective 


Small Entity: No 

Additional information: LEGAL 
AUTHORITY: Delegation of Authority 
published at 46 FR 2389 on 01/09/81 
Agency Contact: Phillip Schulman, 
Assistant General Counsel, Department 
of Housing and Urban Development, 
Office of the Inspector General, 202 755- 
5557 


RIN: 2508-AA04 
Tage 38 SRS ET ONE REMC TN AERTS 





09/00/83 
10/00/83 


Current and Projected Rulemakings 


251. PRODUCTION IN RESPONSE TO 
SUBPOENAS OR DEMANDS OF 
COURTS OR OTHER AUTHORITIES, 
ESTABLISHMENT OF OFFICE OF 
ili anaes rect 
164 


Legal Authority: Pi 95-452 inspector 
General Act of 1978 

CFR Citation: 24 CFR 2004; 24 CFR 15, 
Subpart H 

Abstract: The rule concerns the 
practices and procedures pertaining to 
the production of documents or the 
disclosure of testimony in response to 
demands of courts or other authorities. 





09/00/83 _ 
10/00/83 


Final Action 

Final Action 
Effective 

Small Entity: No 


Additional information: FR NUMBER: 
1649n; AGENDA NUMBER: IG-2-82. 
LEGAL AUTHORITY: Delegation of 
Authority published at 46 FR 2389 on 
01/09/81. 

Agency Contact: Phillip L. Schulman, 
Assistant General Counsel, Department 
of Housing and Urban Development, 
Office of the General Counsel, 202 755- 
5557 


RIN: 2508-AA01 
{FR Doc. 63-28032 Filed 10-14-83; &45 amj 
BILLING CODE 4210-01-T 





Part X 


Department of the 
interior 


Office of the Secretary 


Semiannual Agenda of Rules Scheduled 
for Review or Development 
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DEPARTMENT OF THE INTERIOR 


Office of the Secretary 
25 CFR Ch.! 


30 CFR Che. ff and Vil 

36 CFR Ch! 

41 CFR Ch. 14 

43 CFR Subtitle A, Chs. | and li 
50 CFR Chs. | and Iv 


Semiannual Agenda of Rules 
Scheduled for Review or Development 


AGENCY: Department of the Interior. 
ACTION: Semiannual agenda of rules 
scheduled for review or development. 
summary: This notice provides the 
semiannual agenda of rules scheduled 
for review or development between 
October 1983 and April 1984. A 
semiannual agenda is required by the 
Regulatory Flexibility Act and Executive 
Order 12291. 
aboress: Unless otherwise indicated, 
all Agency Contacts are located at the 
Department of the Interior, 18th and C 
Sireets NW, Washington, D.C. 20240. 
FOR FURTHER INFORMATION CONTACT: 
All comments and inquiries with regard 
to these rules should be directed to the 
appropriate Agency Contact. General 
comments or inquiries relating to the 
agenda should be directed to the 
Division of Directives and Regulatory 
Management, Office of Information 
Department of 
the Interior, at the address above or on 
202-343-6191. 
SUPPLEMENTARY INFORMATION: With this 
publication the Department satisfies the 
requirement of Executive Order 12291 
that the Department publish in April and 
October of each year an agenda of rules 
that have been issued or are expected to 
be issued, and currently effective rules 
that are scheduled for review. 
Simultaneously the Department meets 
the requirement of the Regulatory 
Flexibility Act that an agenda be 
published in April and October of each 
year identifying rules which will have 
significant economic effects on a 
substantial number of small entities; 
those rules which will have such effects 
are specifically identified in the agenda. 
This incorporation of sis 
expressly allowed by Executive Order 
12291. 
Dated: August 23, 1983. 


Richard R. Hite, 
Deputy Assistant Secretary of the Interior. 


OFFICE OF THE ASSISTANT 


_ SECRETARY - POLICY, BUDGET, AND 


ADMINISTRATION 


CURRENT AND PROJECTED 
RULEMAKINGS - OFFICE OF THE 
ASSISTANT SECRETARY - POLICY, BUDGET 
AND ADMINISTRATION 


CFR Citation: 41 CFR 14-1, et seq. Title: 
Interior Procurement Regulations 


Abstract: The Interior Procurement 
Regulations shall be revised to conform 
to the Federal Acquisition Regulations, 
which shall replace the Federal 
Procurement Regulations, and are 
scheduled for publication and 
distribution in FY 1984. 

Originally Scheduled: October 1982 

Legal Authority: 5 U.S.C. 301 

Determination Under E.O. 12291: By 
memorandum dated October 4, 1982, the 
Director, Office of Management and 
Budget, exempted procurement 
regulations, with few exceptions, from 
the provisions of E.O. 12291. The 
determination as to whether this 
document is a major rule under E.O. 
12291 is therefore not required. 

Effects on Small Businesses and 
Other Small Entities: The Depariment of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: William Opdyke 202- 
343-3343 

Timetable: Proposed rule is scheduled 
to be published by October 1983. 


CFR Citation: 41 CFR 14-1.7 Title: Small 
Business Set Asides 

Abstract: Subpart 14-1.7 will be 
revised to update and simplify the 
Department's policy respecting small 
business class set-asides for 
procurements of construction. 

Originally Scheduled: October 1983 

Legal Authority: 5 U.S.C. 301 

Determination Under E.O. 12291: By 
memorandum dated October 4, 1982, the 
Director, Office of Management and 
Budget, exempted procurement 
regulations, with few exceptions, from 
the provisions of E.O. 12291. The 
determination as to whether this 
document is a major rule under E.O. 
12291 is therefore not required. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 


seq. ' 
Agency Contact: Peter Horsley 202- 
343-3345 


Timetable: Proposed rule is scheduled 
to be published by September 1983. 


CFR Citation: 41 CFR 14-2.4 Title: 
Mistakes in Bids 


Abstract: Subpart 14-2.4 will be 
revised to reflect the delegation of 
authority to contracting officers for 
approving withdrawal of bids containing 
mistakes under the conditions in 41 CFR 
1-2.4063(a)(1). 

Originally Scheduled: October 1983 

Legal Authority: 5 U.S.C. 301 

Determination Under E.O. 12291: By 
memorandum dated October 4, 1982, the 
Director, Office of Management and 
Budget, exempted procurement 
regulations, with few exceptions, from 
the provisions of E.O. 12291. The 
determination as to whether this 
document is a major rule under E.O. 
12291 is therefore not required. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: William Opdyke 202- 
343-3433 

Timetable: Final rule is scheduled to 
be published by October 1983. 


CFR Citation: 41 CFR 14-7.6 Title: 
Washington State Sales and Use Taxes 


Abstract: Subpart 14-7.6 will be 
revised to delete the contract clause 
under Section 14-7.650-5(f), Washington 
State Sales and Use Taxes, in order to 
conform to the Supreme Court decision 
in Washington v. United States, 103 
S.Ct. 1344 (March 29, 1983). In its 
decision, the Court held that the State 
tax did not discriminate against 
government contractors. Thus, the tax 
exemption under the Department's 
clause is no longer valid and the clause 
must be deleted. 

Originally Scheduled: October 1983 

Legal Authority: 5 U.S.C. 301 

Determination Under E.O. 12291: By 
memorandum dated October 4, 1982, the 
Director, Office of Management and 
Budget, exempted procurement 
regulations, with few exceptions, from 
the provisions of E.O. 12291. The 
determination as to whether this 
document is a major rule under E.O. 
12291 is therefore not required. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 
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Agency Contact: William Opdyke 202- 
343-3433 

Timetable: Final rule is scheduled to 
be published by October 1983. 


CFR Citation: 41 CFR 14-16 Title: 
Debarred, Suspended and Ineligible 
Bidders 


Abstract: Subpart 14-1.6 shall be 
revised to conform to the 
required by OFPP Policy Letter 82-1, 
dated June 24, 1962, and the 
corresponding amendment of the 
Federal Procurement Regulations. 

Originally Scheduled: October 1982 

Legal Authority: 5 U.S.C. 301 

Determination Under E.O. 12291: By 
memorandum dated October 4, 1982, the 
Director, Office of Management and 
Budget, exempted procurement 
regulations, with few exceptions, from 
the provisions of E.O. 12291. The 
determination as to whether this 
document is a major rule under E.O. 
12291 is therefore not required. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: David Metz 202-343- 
3345 

Timetable: Final rule was published 
May 11, 1983 (48 FR 21133). 


OFFICE OF THE SOLICITOR 


CFR Citation: 43 CFR Part 1 Title: 
Practices Before the Department 

Abstract: This rule governs practice in 
administrative proceedings before the 
Department. It will be revised to update 
its provisions and assure that they are 
consistent with the Departmenf’s 
employee conduct regulations (43 CFR 
Part 20) and the Ethics in Government 
Act. 

Originally Scheduled: January 1981 

Legal Authority: 43 U.S.C. 1464 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O, 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 


of small entities under 5 U.S.C. 601 et 


seq. 

Agency Contact: Deborah Ryan 202- 
343-5216 

Timetable: Proposed rule is scheduled 
to be published by December 1984. 


CFR Citation: 43 CFR Part 9 Title: 
Intergovernmental Review of 


Department Programs 

Abstract: The Department will 
promulgate rules to implement the 
intergovernmental cooperation 
requirements of E.O. 12372. 

Originally Scheduled: October 1982 

Legal Authority: E.0. 12372; 42 U.S.C. 
4231 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: William H. 
Satterfield 202-343-4813 

Timetable: Proposed rule was 
published January 24, 1983 (48 FR 3152). 

Final rule was published June 24, 1983 
(48 FR 29224). 


OFFICE FOR EQUAL OPPORTUNITY 


CURRENT AND PROJECTED 
RULEMAKINGS - OFFICE FOR EQUAL 
OPPORTUNITY 


CFR Citation: 43 CFR Part 17, Subpart B 
Title: Nondiscrimination on the Basis of 
Handicap 

Abstract: This rule will provide for the 
enforcement of section 504 of the 
Rehabilitation Act of 1973, which 
prohibits discrimination on the basis of 
handicap as applied to programs or 
activities conducted by the Department 
of the Interior. 

Originally Scheduled: October 1983 

Legal Authority: Section 504, Pub.L. 
95-602; 29 U.S.C. 794 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Smail Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 
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Agency Contact: joseph A. Canedo 


to be published by April 1984. 


CFR Citation: 43 CFR Part 17, Subpart-C 
Title: Nondiscrimination on the Basis of 
Age 

Abstract: This rule will set forth 
guidelines for non-discrimination on the 
basis of age in programs or activities 
receiving Federal financial assistance 
from the Department. 

Originally Scheduled: january 1979 

Legal Authority: 42 U.S.C. 6101; 45 
CFR 90 

Determination Under E.O. 12291: The 
effects of this document were previously 
considered under the provisions of E.O. 
12044 which was revoked by E.O. 12291 
on February 17, 1981. The document will 
be reconsidered under the provisions of 
E.O. 12291 before it is published as a 
final rule. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seg. has not been 
made at this time. 

Agency Contact: Melvin C. Fowler 
202-343-4331 

Timetable: Proposed rule was 
published January 3, 1980 (45 FR 976). 

Final rule publication will be 
postponed pending receipt of 
authorization to proceed from the 
Department of Health and Human 
Services. 


OFFICE OF HEARINGS AND 
APPEALS 4015 Wilson Boulevard, 
Arlington, Virginia 


CFR Citation: 43 CFR Part 4, Subparts A 
and L Title: General; Office of Hearings 
and Appeals: Special Rules Applicable 
to Surface Coal Mining Hearings and 
Appeals 

Abstract: Rulemaking will be initiated 
to implement Secretarial Order No. 3092, 
dated April 26, 1983, which abolished 
the Board of Surface Mining and 
Reclamation Appeals and transferred its 
functions to the Board of Land Appeals. 
For this purpose, the jurisdictional 
statement for the Board of Surface 
Mining and Reclamation Appeals, in 43 
CFR 4.1(a){4), will be amended to add a 
description of this Board’s new 
functions. i 


, the 
provisions of 43 CFR 4.1{a){5) will be 





noved to 43 CFR 4.1(a)(4). Also, 


Subpart L (43 CFR 4.1100{c); 4.1107{c); 
4.1282{a)). No substantive changes in the 
existing procedures in Subpart L are to 
be effected by the rulemaking. 

As an incidental matter, ihe rule will 
amend 43 CFR 4.1109{a) and 43 CFR 
1266(b)}(2) to provide current addresses 
and/or telephone numbers for the field 
and/or regional offices of the Office of 
the Solicitor and the Office of Surface 
Mining Reclamation and Enforcement. 

Originally Scheduled: October 1983 

Legal Authority: 30 U.S.C. 1275; 5 
U.S.C. 301 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: Alfred F. Jahns 703- 
235-3750 

Timetable: Final rule is scheduled to 
be published by November 1983. 


CFR Citation: 43 CFR Part 4, Subpart E 
Title: Special Rules Applicable to Public 
Land Hearings and Appeals 

Abstract: Existing rules for public land 
hearings and appeals are being 
reviewed to determine the necessity for 
clarification and improvement. They 
will be revised to: place limitations on 
the filing of petitions for 
reconsideration; provide for intervention 
in appeals; and clarify procedures 
utilized when fact finding hearings are 
necessary. 

Originally Scheduled: July 1979 

Legal Authority: 43 U.S.C. 1201, 1701 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 


Agency Contact: David L. Hughes 703- 
235-3750 


Timetable: Proposed rule is scheduled 
te be published by April 1984. 


CFR Citation: 43 CFR Part 4, Subpart E 
Title: Special Rules Applicable to Public 
Land Hearings and Appeals 

Abstract: This rule amends 
regulations governing hearings and 
appeals to implement Secretarial Order 
No. 3078, dated April 29, 1982, abolishing 
the Alaska Native Claims Appeal Board 
and consolidating the functions of that 
Board under the jurisdiction of the 
Interior Board of Land Appeals effective 
June 30, 1982. The effect of these 
amendments is to ensure that uniform 
procedures apply to all appeals 
governed by this Subpart and to 
eliminate duplicative regulations. 

To implement this internal 
organization change, the jurisdictional 
statement for the former Alaska Native 
Claims Appeal Board in Subpart A (43 
CFR 4.1) is being removed and that for 
the Interior Board of Land Appeals, also 
in 43 CFR 4.1, is being revised. 
Regulations in 43 CFR Part 4, Subpart J, 
formerly applicable to appeals to the 
Alaska Native Claims Appeal Board, are 
being revoked and Subpart J will be 
reserved. References to the Alaska 
Native Claims Appeal Board and 
Subpart J in 43 CFR Part 2560 are being 
changed to Interior Board of Land 
Appeals and Subpart E. 

Originally Scheduled: October 1982 

Legal Authority: 43 U.S.C. 1601-1628 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 


seq. 

Agency Contact: Julia A. Barrows 703- 
235-3750 

Timetable: An Interim rule was 
published June 18, 1982 (47 FR 26390). 

Final rule is scheduled to be published 
by November 1983. 


COMPLETED ACTIONS - OFFICE OF 
HEARINGS AND APPEALS 


CFR Citation: 43 CFR Part 4, Subpart F 
Title: Implementation of the Equal ~ 
Access to Justice Act 


Abstract: These regulations will 
implement for the Department of the 
Interior the Equal Access to Justice Act. 
The Act provides for the award of 
attorney's fees and other expenses to 
certain parties who prevail over the 
Department in administrative 
adjudications conducted under section 
554 of the Administrative Procedure Act. 

Originally Scheduled: April 1981 
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Legal Authority: Pub.L. 96-481; 5 
U.S.C. 504 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant - 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Patrick Sheehy 703- 
235-3750 

Timetable: Final rule was published 
April 25, 1983 (48 FR 17595). 


U.S. FISH AND WILDLIFE SERVICE 


CURRENT AND PROJECTED 
RULEMAKINGS ~ U.S. FISH AMD WILDLIFE 
SERVICE 


CFR Citation: 50 CFR Parts 1 and 2 Title: 
Definitions and Field Organization 


Abstract: These parts have been 
reviewed and will be updated to reflect 
the Service’s closure of area offices. 

Originally Scheduled: January 1981 

Legal Authority: 5 U.S.C. 301 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: Arthur J. Ferguson 
202-653-7499 

Timetable: Final rule is scheduled to 
be published by November 1983. 


CFR Citation: 50 CFR Part 10, Subpart B 
Title: General Provisions: Definitions 
Abstract: The list of migratory birds 
found at 50 CFR 10.13 would be 
amended by adding formerly 
unprotected species which are covered 
by the convention concluded with the 
Union of Soviet Socialist Republics for 
conservation of migratory birds and 
their environment. Also, the laughing 
gull, which was inadvertently omitted 
when the list was last revised, would be 


- restored. Several species of birds 


belonging to groups protected under 
conventions concluded with Canada 
and Mexico have recently been found in 
the United States and would also be 
added to the list. The Mexican duck, 
which is no longer found in the United 
States, would be deleted from the list; 
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Mexican-like ducks which are found in 
the Southwestern United States would 
continue to be protected as hybrids of 
the mallard, a migratory bird. 

Originally. Scheduled: July 1980 

Legal Authority: 16 U.S.C. 704, 712 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a ; 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: John Rogers 202-254- 
3207 

Timetable: Proposed rule is scheduled 
to be published by November 1983. 


CFR Citation: 50 CFR Part 10 Title: 
General Provisions 


Abstract: The Service would define 
the eligibility criteria for zoological 
institutions to qualify for scientific 
research and educational activities 
involving migratory birds and other 
wildlife. : 

Originally Scheduled: October 1983 

Legal Authority: 16 U.S.C. 704, 712, 
and 668a 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: Clark R. Bavin 202- 
343-9242 

Timetable: Proposed rule is scheduled 
to be published by October 1983. 


CFR Citation: 50 CFR Part 12 Title: 
Seizure and Forfeiture Procedures 


Abstract: This Part would be amended 
to apply customs laws to seizures and 
forfeitures incurred under the Lacey Act 
Amendments of 1981 and the 
Endangered Species Act, as authorized 
by both statutes. 

Originally Scheduled: April 1983 

Legal Authority: 16 U.S.C. 1540, 3371- 
3378 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.Q. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 


under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: Clark R. Bavin 202- 
343-9242 it aa 

Timetable: Proposed rule is scheduled 
to be published by April 1984. 


CFR Citation: 50 CFR Part 13 Title: 
General Permit Procedures 

Abstract: A revision of definitions, 
procedures and terms relative to 
issuance criteria found in Parts 10 
through 23 of Title 50 in order to clarify, 
define, consolidate, and lend 
consistency insofar as practical, and 
placement of issuance criteria for all 
affected Parts (10 through 23) in Part 13 
for the convenience of affected parties. 
Affected State, Federal and private 
parties as well as the Service have 
noted the need for clearly defined and 
consistent issuance criteria, 
consolidated insofar as practical, ‘in one 
place.‘ 

Originally Scheduled: October 1982 

Legal Authority: 16 U.S.C. 701 et seq., 
1531 et seq.; 18 U.S.C. 42-44 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 


‘ made at this time. 


Agency Contact: Thomas J. Parisot 
703-235-1937 

Timetable: An advance notice of 
proposed rulemaking is scheduled to be 
published by April 1984. 


CFR Citation: 50 CFR Part 14 Title: 
Importation, Exportation, and 
Transportation of Wildlife 

Abstract: The Service would revise 50 
CFR Part 14 to make a number of 
changes involving: (1) the use of 
designated, border, or special ports, (2) 
the filing of import or export 
declarations, and (3) the licensing of 
persons engaged in business as 
importers or exporters of fish or wildlife. 

Originally Scheduled: October 1981 

Legal Authority: 16 U.S.C. 704, 712, 16 
U.S.C. 1382; 16 U.S.C. 1538(d)-(f); 16 
U.S.C. 3371-3378 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 


as to whether this document will have a ~ 


significant economic effect on a 


’ substantial number of small entities 


. 47475 


under 5 U.S.C. 601 et seq. has not been 
made at this time. 
Agency Contact: Clark R. Bavin 202- 
343-9242 
Timetable: Proposed rule is scheduled 
to be published by April 1984. 


CFR Citation: 50 CFR Part 14 Title: 
Humane Transport of Wild Animals and 
Birds 

Abstract: Section 9{d) of the Lacey 
Act Amendments of 1981 shifts authority 
for prescribing requirements for the 
humane and healthful transport of wild 
animals and birds from the Secretary of 
the Treasury to the Secretary of the 
Interior. This authority will be 
promulgated in Part 14. 

Originally Scheduled: April 1982 

Legal Authority: Pub.L. 97-79, 95 Stat. 
1073 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: Thomas J. Parisot 
703-235-1937 

Timetable: A Notice announcing a 
public meeting was published February 
26, 1982 (47 FR 8386). 

A Notice of Intent to propose rules 
was published June 30, 1982 (47 FR 
28431). 

Proposed rule is scheduled to be 
published by November 1983. 


CFR Citation: 50 CFR Part 14 Title: 
Importation, Exportation, and 
Transportation of Wildlife 

Abstract: The Service would amend 
the requirements for marking and 
labeling containers or packages 
containing fish or wildlife in a joint 
rulemaking with the Department of 
Commerce. The Lacey Act Amendments 
of 1981 make it unlawful to import, 
export, or transport in interstate 
commerce any containers or packages 
containing fish-or wildlife that are not 
marked or labeled in accordance with 
regulations jointly issued by the 
Secretaries of the Interior and of 
Commerce. Such regulations will be in 
accordance with existing commercial 
practices. 

Originally Scheduled: October 1983 

Legal Authority: 16 U.S.C. 3376(a)(2) 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 


~ é 
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document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Clark R. Bavin 202- 


Timetable: Proposed rule is scheduled 
to be published by October 1983. 


CFR Citation: 50 CFR Part 17 Title: 


Abstract: Regulations will be 
proposed which would list certain 
species of wildlife and plants as 
endangered or threatened species and, 
where prudent, would identify their 
critical habitat. 

Originally Scheduled: January 1981 

Legal Authority: 16 U.S.C. 1531-1543 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that these documents are 
not major rules under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that these 
documents will not have significant 
economic effects on a substantial 
number of small entities under 5 U.S.C. 
601 et seq. 

Agency Contact: John L. Spinks 703- 
235-2771 

Timetable: Pine Barrens treefrog 
(Delist) - Proposed rule was published 
September 15, 1982 (47 FR 40673). Final 
rule is scheduled to be published by 
October 1983. 

Chihuahua chub - Proposed rule was 
published December 15, 1980 (45 FR 
82474). Final rule is scheduled to be 
published by October 1983. 

Heliotrope milk-vetch - Proposed rule 
was published January 13, 1981 (46 FR 
3188). Final rule is scheduled to be 
published by October 1983. 

Silverling - Proposed rule was 
published October 27, 1980 (45 FR 
70948). Final rule is scheduled to be 
published by October 1983. 

Florida torreya - Proposed rule was 
published April 7, 1983 (48 FR 15168). 
Final rule is scheduled to be published 
by October 1983. 

Arizona agave - Proposed rule was 
published May 20, 1983 {48 FR 22757). 
Final rule is scheduled to be published 
by October 1983. 

Three Yaqui River fishes - Proposed 
rule was published July 15, 1983 (48 FR 
32527). Final rule is scheduled to be 


posed rule 
was published July 8, 1983 (48 FR 31414). 
Final rule is scheduled to be published 


by April 1984. 


Ashy dogweed - Proposed rule was 
published July 22, 1983 (48 FR 33501). 
Final rule is scheduled to be published 
by April 1984. 

Key tree-cactus - Proposed rule was 
published July 29, 1983 (48 FR 33483). 
Final rule is scheduled to be published 
by April 1984. 


CFR Citation: 50 CFR Part 17 Title: 
and Threatened Wildlife 
and Plants 


Abstract: Regulations will be 
proposed which would list certain 
species of wildlife and plants as 
endangered or threatened species and, 
where prudent, would identify their 
critical habitat. 

Originally Scheduled: April 1981 

Legal Authority: 16 U.S.C. 1531-1543 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that these documents are 
not major rules under E.O: 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that these 
documents will not have significant 
economic effects on a substantial 
number of small entities under 5 U.S.C. 
601 et seq- 

Agency Contact: John L. Spinks 703- 
235-2771 

Timetable: Bidens cuneate- Proposed 
rule was published August 23, 1982 (47 
FR 36675). Final rule is scheduled to be 
published by October 1983. 

Diamond Head schiedea - Proposed 
rule was published August 23, 1982 (47 
FR 36675). Final rule is scheduled to be 
published by October 1983. 

Carter's panicgrass - Proposed rule 
was published January 30, 1981 (46 FR 
9976); comment period was reopened 
July 29, 1982 (47 FR 32754). Final rule is 
scheduled to be published by October 
1983. 

American Alligator (Texas)- Proposed 
rule was published September 13, 1982 
(47 FR 40196). Final rule is scheduled to 
be published by October 1983. 

San Francisco Peaks groundsel - 
Proposed rule was published November 
22, 1982 (47 FR 52483). Final rule is 
scheduled to be published by November 
1983. 

Ash Meadows speckled dace - Listed 
as endangered by emergency listing May 
10, 1982 (47 FR 19995). Proposed rule 
was published January 5, 1983 (48 FR 
617). Final rule is scheduled to be 
published by October 1983. 

Wyoming toad - Proposed rule was 
published January 27, 1983 (48 FR 3794). 
Final rule is scheduled to be published 
by January 1984. 

Utah prairie dog (downlist) - Proposed 
rule was published May 13, 1983 (48 FR 


21604). Final rule is scheduled to be 
published by May 1984. 

Arizona cliffrose - Proposed rule was 
published July 15, 1983 (48 FR 32520). 
Final rule is scheduled to be published 
by May 1984. 

Flagstaff pennyroyal - Proposed rule 
was published June 29, 1983 (48 FR 
29929). Final rule is scheduled to be 
published by May 1984. 


CFR Citation: 50 CFR Part 17 Title: 
Endangered and Threatened Wildlife 
and Piants 


Abstract: Regulations will be 
proposed which would list certain - 
species of wildlife and plants as 
endangered or threatened species and, 
where prudent, would identify their * 
critical habitat. 

Originally Scheduled: October 1981 

Legal Authority: 16 U.S.C. 1531-1543 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that these documents are 
not major rules under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that these 
documents will not have significant 
economic effects on a substantial 
number of smail entities under 5 U.S.C. 
601 et seq. 

Agency Contact: John L. Spinks, Jr. 
703-235-2771 

Timetable: Amargosa pupfish - Listed 
as endangered by emergency listing May 
10, 1982 (47 FR 19995). Proposed rule 
was published January 5, 1983 (48 FR 
617). Final rule is scheduled to be 
published by October 1983. 

Pedate checker-mallow and slender- 
petaled mustard - Proposed rule was" 
published July 15, 1983 (48 FR 32522). 
Final rule is scheduled to be published 
by May 1984. 

CFR Citation: 50 CFR Part 17 Title: 
Endangered and Threatened Wildlife 
and Plants 


Abstract: Regulations will be 
proposed which would reclassify or 
delist, as appropriate, certain species of 
fish or wildlife. 

Originally Scheduled: October 1981 

Legal Authority: 16 U.S.C. 1531-1543 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that these documents are 
not major rules under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that these 
documents will not have significant 
economic effects on a substantial 
number of small entities under 5 U.S.C. 
601 et seq. 





Federal Register / Vol. 48, No. 201 / Monday, October 17, 1983 / Unified Agenda 


Agency Contact: John L. Spinks, Jr. 
703-235-2771 

Timetable: Santa Barbara song 
sparrow - Proposed rule was published 
August 9, 1982 (47 FR 34436). Final rule 
is scheduled to be published by October 
1983. 

Longjaw cisco - Proposed rule was 
published May 25, 1982 (47 FR 22570). 
Final rule is scheduled to be published 
by October 1983. 

Blue pike - Proposed rule was 
published May 25, 1982 (47 FR 22570). 
Final rule is scheduled to be published 
by October 1983. 

Arctic peregrine falcon - Proposed rule 
was published March 1, 1983 (48 FR 
8796). Final rule is scheduled to be 
published by October 1983. 

Red, eastern gray and western gray 
kangaroos - Proposed rule was 
published April 8, 1983 (48 FR 14528). 
Final rule is scheduled to be published 
by April 1984. 

Sampson's pearly mussel - Proposed - 
rule was published July 15, 1983 (48 FR 
32534). Final rule is scheduled to be 
published by April 1984. 


CFR Citation: 50 CFR Part 17 Title: 
and Threatened Wildlife 
and Plants 


Abstract: Rules will be developed to 
list certain species of wildlife and plants 
as endangered or threatened species 
and, where prudent, would identify 
critical habitat. 

Originally Scheduled: April 1982 

Legal Authority: 16 U.S.C. 1531 et seq. 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that these documents are 
not major rules under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that these 
documents will not have significant 
economic effects on a substantial 
number of small entities under 5 U.S.C. 
601 et seq. 

Agency Contact: John L. Spinks 703- 
235-2771 ; 

Timetable: Kentucky cave shrimp - 
Proposed rule was published October 
10, 1980 (45 FR 68975). Final rule is 
scheduled to be published by October 
1983. ; 

Wood stork (U.S. populations) - 
Notice of status review was published 
February 16, 1982 (47 FR 6675). Proposed 
rule was published February 28, 1983 (48 
FR 8402). Final rule is scheduled to be 
published by October 1983. 

Twelve foreign mammals’- Proposed 
rule was published March 1, 1983 (48 FR 
8514). Final rule is scheduled to be 
published by March 1984. 


‘\ 


CFR Citation: 50 CFR Part 17 Title: 
Endangered and Threatened Wildlife 
and Plants 


Abstract: Rules will be developed to 
list certain species of wildlife and plants 
as endangered or threatened species 
and, where prudent, would identify 
critical habitat. 

Originally Scheduled: October 1982 

Legal Authority: 16 U.S.C. 1531 et seq. 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that these documents are 
not major rules under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that these 
documents will not have significant 


* economic effects on a substantial 


number of small entities under 5 U.S.C. 
601 et seq. 

Agency Contact: John L. Spinks 703- 
235-2771 

Woodland caribou (U.S. population) - 
Listed as endangered by emergency 
listing January 14, 1983 (48 FR 1722). 
Proposed rule was published June 22, 
1983 (48 FR 28500). Final rule is 
scheduled to be published by October 


~ 1983, 


Clay-loving wild buckwheat - 
Proposed rule was published June 22, 
1983 (48 FR 28504). Final rule is 
scheduled to be published by June 1984. 

Quemador del Pacifico - Proposed rule 
was published July 15, 1983 (48 FR 
32525). Final rule is scheduled to be 
published by June 1984. 


CFR Citation: 50 CFR Part 17 Title: 
Endangered and Threatened Wildlife 
and Plants 


Abstract: The Service is reviewing the 
status, as required by the Endangered 
Species Act, of wildlife and plants that 
were listed as endangered or threatened 
at least once every five years. Based on 
the reviews, the species determined to 
have a change in siatus will be proposed 
for more or less restrictive listing, as 
appropriate. 

Originally Scheduled: April 1982 

Legal Authority: 16 U.S.C. 1531 et seq. 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: John L. Spinks 703- 
235-2771 

Timetable: Notice of review was 
published September 27, 1982 (47 FR 
42387). 


47477 


Proposed rule is scheduled to be 
published by October 1983. 


CFR Citation: 50 CFR Part 17, Subpart D 
Title: Threatened Wildlife 


Abstract: At the request of State, 
Federal and private parties, the special 
rule on the American alligator, found in 
50 CFR 17.42(a), will be reviewed in 
order to determine whether to revise or 
revoke certain prohibitions and 
procedures. Areas to be considered 
during the review include: present 
prohibitions on export of meat and parts 
other than hides; need for serially 
numbering each tag applied to hides; 
need for a Federal permit to kill 
alligators legally held under State 
Alligator Farmer permits; and use of 
data collected frém reports required of 
permittees. 

Originally Scheduled: April 1982 

Legal Authority: 16 U.S.C. 1531-1543 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: Thomas J. Parisot 
703-235-1937 ; 

Timetable: A Notice of Intent wa 
published July 16, 1982 (47 FR 31024). 

~Proposed rule is scheduled to be 
published by October 1983. 


CFR Citation: 50 CFR Part 17 Title: 
Endangered and Threatened Wildlife 
and Plants 


Abstract: 50 CFR 17.21(g), Captive- 
bred Wildlife, provides regulatory relief 
for activities that enhance the 
propagation or survival of living, : 
captive-bred, exotic species listed as 
endangered and born in the U.S. There 
is also a provision by which certain 
specifically situated native species may 
be eligible. The Service recognizes that 
a number of native species that do not 
presently qualify for the benefits of this 
regulation are specifically situated such 
that their continued survival would be 
enhanced by being qualified; therefore, 
the Service will propose to establish 
criteria by which species are to be so 
qualified. 

Originally Scheduled: October 1982 

Legal Authority: 16 U.S.C. 1531-1543 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 
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requires the issuance of permits for the 
import or export of such specimens or 
their parts such as blood, tissue, sperm, 
etc. The Service wishes to review these 
restrictions to determine whether or not 
they are in the best interest of the 
enhancement of the survival of listed 


seer:ing counterproductive effect of the 
restrictions of these regulations. The 


Service has therefore agreed to review 
pertinent parts in order to determine the 
need, if any, to revise the regulations. 

Originally Scheduled: October 1982 

Legal Authority: 16 U.S.C. 1531-1543 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: Thomas J. Parisot 
703-235-1937 

Timetable: A Notice of Intent is 
scheduled to be published by December 
1983. 


CFR Citation: 50 CFR Part 17 Title: 
and Threatened Wildlife 
and Plants 


Abstract: The Ninety-Seventh 
Congress of the United States enacted 
the 1982 amendments to the Endangered 
Species Act of 1973 providing for (1) the 
incidental taking of listed species and 
(2) prohibiting the removal and 
reduction to possession of listed plants 
from lands under Federal jurisdiction. 
These amendments require appropriate 
regulatory amendments. 

Originally Scheduled: April 1983 

Legai Authority: 16 U.S.C. 1531 et seq. 


Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Smal] Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 


seq, 

Agency Contact: Thomas J. Parisot 
703-235-1937 

Timetable: Proposed rule was 
published July 8, 1983 (48 FR 31417}. 

Final rule is scheduled to be published 
by December 1983. 


CFR Citation: 50 CFR Part 17 Title: 
Endangered and Threatened Wildlife 
and Plants 

Abstract: This rule will revise 50 CFR 
17.42{b) to allow transshipments under 
the Endangered Species Act in green, 
olive ridley and loggerhead sea turtles 
found to be eligible for trade under the 
Convention on International Trade in 
Endangered Species of Wild Fauna and 
Flora (CITES).-The amended rule would 
more closely align the Act with CITES. 

Originally Scheduled: April 1983 

Legal Authority: 16 U.S.C. 1531 et seq. 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to_ whether this document will have a 
significant economic effect ona 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: Thomas J. Parisot 
703-235-1937 

Timetable: A Notice of Intent was 
published January 3, 1983 (48 FR 42). 

Proposed rule is scheduled to be 
published by October 1983. 

The information collection 
requirements contained in section 
17.42{b) of this rule will be submitted to 
the Office of Management and Budget 
for approval as required by 44 U.S.C. 
3501 et seq. 


CFR Citation: 50 CFR Part 17 Title: 
Endangerd and Threatened Wildlife and 
Plants 


Abstract: Part 17 would be amended 
to implement provisions of the 
Endangered Species Act Amendments of 
1982 on noncommercial transshipments 
of wildlife and pre-Act status. 

Originally Scheduled: April 1983 
_ Legal Authority: 16 U.S.C. 1540 

Determination Under E.O. 12291: The 
determination as to whether this 


document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: Clark R. Bavin 703- 
235-9242 

Timetable: Proposed rule is scheduled 
to be published by April 1984. 


CFR Citation: 50 CFR Part 17 Title: 
and Threatened Wildlife 
and Plants 


Abstract: Regulations will be 
proposed to identify experimental 
populations for Colorado squawfish 
(Ptychocheilus lucius), woundfin 
(Plagopterus argentissimus), and 
Delmarva Peninsula fox squirrel 
(Sciurus niger cinereus) as provided by 
Section 10{j) of the 1982 amendments to 
the Endangered Species Act. The 
experimental population designation 
will increase management flexibility to 
enhance the recovery efforts for those 
species. 

Originally Scheduled: October 1983 

Legal Authority: 16 U.S.C. 1531 et seq. 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at-this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: John L. Spinks 703- 
235-2771 

Timetable: Proposed rules are 
scheduled to be published by October 
1983. 


CFR Citation: 50 CFR Part 18 Title: 
Marine Mammals 


Abstract: The Service will propose 
rules that would require the marking, 
tagging, or otherwise identifying of raw 
parts of certain lawfully taken marine 
mammals, including those taken by 
Alaska Natives for purposes of 
subsistence or the creation and selling 
of authentic native articles of 
handicrafts and clothing. Except for 
scientific research purposes, the rules 
would also prohibit exportation of raw 
parts of these marine mammals from 
Alaska and the sale of such parts, other 
than those that are edible, to persons 
other than resident Alaska Natives. 
These rules are necessary for 
management purposes. 
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Originally Scheduled: July 1980 

Legal Authority: 16 U.S.C. 1362{a) 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a.major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: William C. Reffalt 
202-632-2202 

Timetable: Proposed rule is postponed 
pending the outcome of the following 
rule transferring marine mammal 
management authority to the State of 
Alaska 


CFR Citation: 50 CFR Part 18 Title: 
Marine Mammals 


Abstract: Part 18 would be amended 
to implement prohibitions of the Marine 
Mamma! Protection Act Amendments of 
1981. 

Originally Scheduled: April 1983 

Legal Authority: 16 U.S.C. 1361-1407 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: William C. Reffalt 
703-632-2202 

Timetable: Proposed rule is scheduled 
to be published by November 1983. 


CFR Citation: 50 CFR Part 20 Title: 
Migratory Bird Hunting 
Abstract: The Service will publish a 
series of major documents establishing 
migratory bird hunting regulations for 
the 1983-84 season. The documents 
consist of proposed frameworks 
providing outside limits for dates and 
hours of shooting, as well as bag and 
possession limits; final frameworks for 
hunting seasons from which States may 
select regulations; and final rules 
approving such State selections. 
Originally Scheduled: October 1982 
Legal Authority: 16 U.S.C. 703-711 
Priority: The Department of the 
Interior has determined that these 
documents are major rules under E.O. 
12291. These rules are major because of 
the economic values associated with 
migratory game bird hunting; however, 
the need to obtain and consider the 
latest population data for these 


migratory birds requires that the 
regulatory scheduled be shortened. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that these 
rules will have a significant economic 
effect on a s' number of small 
entities under 5 U.S.C 601 et seq. 

Small entities likely to be affected by 
these rules include some sporting goods 
stores, hardware stores, motels and 
hotels, restaurants, clothing stores, boat 
and marine equipment stores, marinas, 
gasoline stations, private hunting clubs, 
land owners leasing hunting rights, and 
mail order houses selling hunting 
equipment and supplies. 

Agency Contact: John P. Rogers 202- 
254-3207 

Timetable: A Notice of Intent to 
propose frameworks was published 
April 5, 1983 (48 FR 14700). 

frameworks were published 
June 17, 1983 (48 FR 27799), July 7, 1983 
(48 FR 31266) and August 15, 1983 (48 FR 
36853). 

Final frameworks were published July 
22, 1983 (48 FR 33488) and August 3, 1983 
(46 FR 35100) and are scheduled to be 
published in September 1983. 

Final rules (2} are scheduled to be 
published in mid-August and mid- 
September 1983. 

Notices of meetings and public 
hearings were published March 8, 1983 
(48 FR 9693), April 5, 1983 (48 FR 14700) 
and July 14, 1983 (48 FR 32228). 

The regulatory impact analysis, as 
required by E.O. 12291, and the small 
entity flexibility analysis, as required by 
5 U.S.C.601 et seq., have been combined 
into one analysis as provided for by 
both authorities. Copies of the combined 
analysis were available from the 
Agency Contact upon publication of the 
Notice of Intent in March 1983. 

CFR Citation: 50 CFR Part 20, Subpart C 
Title: Taking 

Abstract: The Service will amend the 
hunting methods for taking migratory 
game birds to permit the use of 
crossbows. 

Originally Scheduled: April 1981 

Legal Authority: 16 U.S.C. 703-712 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. - 

Agency Contact: Clark R. Bavin 202- 
343-9242 
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Timetable: Proposed rule was : 
published July 19, 1982 (47 FR 31282). 

Final rule is scheduled to be published 
by April 1984. 

CFR Citation: 50 CFR Part 22, Subpart C 
Title: Eagle Permits 

Abstract: Potential conflicts between 
the prohibitions of the Eagle Protection 
Act, 16 U.S.C. 668-668d, and resource 
development and recovery operations 
throughout the country, particularly 
future coal mining activities in the 
Western States, resulted in Congress 
amending the Act to allow the Secretary 
to promulgate regulations which permit 
the taking of golden eagle nests — 
interfere with resource 
recovery operations. To implement the 
amendment, the Service would amend 
Subpart C to allow and regulate the 
otherwise prohibited destruction or 
removal of golden eagle nests which 
interfere with resource development or 
recovery operations, if the nests are not 
under construction or occupied and the 
taking is compatible with the 
preservation of the golden eagle. 

Originally. Scheduled: May 1978 

Legal Authority: 16 U.S.C. 668a 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 


“seq. 


Agency Contact: Clark R. Bavin 202- 
343-9242 

Timetable: rule was 
published January 3, 1980 (45 FR 809). 

The information collection 
requirements contained in this rule have 
been approved by the Office of 
Management and Budget under 44 U.S.C 
3501 et seq. and assigned clearance 
number 1018-0022. 

Final rule is scheduled to be published 
by October 1983. 


CFR Citation: 50 CFR Part 22 Title: 
Eagle Permits 

Abstract: This rule would amend 50 
CFR 22.24 to provide for golden eagles, 
live captured to control depredations, to 
be used for falconry purposes as 
provided for by the Bald Eagle 
Protection Act, as amended. 

Originally Scheduled: April 1983 

Legal Authority: Pub.L. 92-535 

Determination Under E.O. 12291: The 
Department of the Interiorhas - 
determined that this document is not a 
major rule under E.O. 12291. 





Effects on- Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 


seq. 
Agency Contact: William C. Reffalt 


: Proposed rule was 
October 21, 1982 (47 FR 
46866). 


The information collection 
requirements contained in this rule will 
be submitted to the Office of 
Management and Budget for approval as 


required by 44 U.S.C. 3501 et seq 
Final rule is scheduled to ie published 


by October 1983. 


CFR Citation: 58 CFR Part 23 Title: 
Species Convention 
_ Abstract: The regulations 
ting the Convention on 
International Trade in Endangered 
Species of Wild Fauna and Flora will be 
clarified and revised to incorporate 
certain recommendations of the Parties. 
Originally Scheduled: January 1980 
Legal Authority: 16 U.S.C. 1531-1543; 
TIAS 8249 
Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 
Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not-been 
made at this time. 
Agency Contact: Thomas J. Parisot 
703-235-1937 
Timetable: Proposed rule is scheduled 
to be published by February 1984. 


CFR Citation: 50 CFR Part 23, Subpart C 
Title: Appendices 

Abstract: This subpart lists species 
included in Appendices I, II and III of 
the red Species Convention 
(CITES). It is amended to reflect any 
charges in the Appendices that occur 
through the formal procedures 
established by the Convention. Most 
such charges occur biennially at 

ings of the party nations. 

Originally Scheduled: April 1982 

Legal Authority: 16 U.S.C. 1531-1543; 
TIAS 8249 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Smail Entities: The Department of 
the Interior has determined that this 
document will not have a significant 


economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Richard L. Jachowski 
202-653-5948 

Timetable: Preliminary Notices were 
published February 16, 1982 (47 FR 
6772), February 17, 1982 (47 FR 7190) and 
April 2, 1982 (47 FR 14472). 

Notices of United States proposals 
were published January 11, 1982 (47 FR 
1242), November 17, 1982 (47 FR 51772) 
and December 27, 1982 (47 FR 57525). 

Proposed rule was published July 5, 
1983 (48 FR 30732). 

Final rule is scheduled to be published 
by October 1983. 


CFR Citation: 50 CFR Part 24 Title: 
Importation, Exportation and 
Transportation of Plants 

Abstract: This part will establish 
designated ports for the importation, 
exportation and re-exportafion of plants. 

Originally Scheduled: January 1981 

Legal Authority: 16 U.S.C. 1531-1543 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Clark R. Bavin 202- 
343-9242 

Timetable: Proposed rule was 
published February 28, 1983 (48 FR 
8314). 

Final rule is scheduled to be published 
by October 1983. 


CFR Citation: 50 CFR Part 25 Title: 
Conservation Easements 


Abstract: This subpart will be revised 
to include new rules which govern non- 
Federal activities affecting conservation 
easements. 

Originally Scheduled: January 1981 

Legal Authority: 16 U.S.C. 460k; 16 
U.S.C. 668dd et seq. 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: James F. Gillett 202- 
343-4311 

Timetable: Proposed rule is scheduled 
to be published by October 1983. 
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CFR Citation: 50 CFR Part 26, Subpart C 
Title: National Wildlife Refuges 


Abstract: The emergency management 
rules for the twelve areas in Alaska, 
which were withdrawn and reserved as 
National Wildlife Refuges, will be 
rescinded. * 

Originally Scheduled: July 1980 

Legal Authority: 16 U.S.C. 668dd et 
seq.; Section 204({c), Withdrawal 
Proclamation of February 11, 1980 (45 FR 
9562) 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: James F. Gillett 202- 
343-4311 

Timetable: Emergency rule was 
published March 4, 1980 (45 FR 14192). 

Emergency rule is scheduled to be 
rescinded by April 1984. 


CFR Citation: 50 CFR Part 26, Subpart B 
Title: Public Entry 


Abstract: Special regulations will be 
issued for public access, use and 
recreation within certain individual 
national wildlife refuges when there is a 
need to amend, modify, relax, or make 
more stringent the regulations contained 
in Subchapter C. The regulations will 
supplement the provisions in Part 26. 

Originally Scheduled: April 1983 

Legal Authority: 16 U.S.C. 460k 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Smail Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: James F. Gillett 202- 
343-4311 

Timetable: Proposed rules are 
scheduled to be published by April 1984. 


CFR Citation: 50 CFR Parts 26, 32 and 33 
Title: Public Entry and Use, Hunting and 
Fishing 

Abstract: Regulations will be 
proposed which will simplify and reduce 
administrative costs related to the 
process in which special regulations, 
relating to public access and use, 
hunting and fishing, are issued for units 
of the National Wildlife Refuge System. 
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Regulations will be issued to amend or 
relax the public access and use 
restrictions for individual national 
wildlife refuges. 

Originally Scheduled: April 1981 

Legal Authority: 16 U.S.C. 460k; 16 
U.S.C. 668dd 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: James F. Gillett 202- 
343-4311 

Timetable: Proposed rule is scheduled 
to be published by December 1983. 


CFR Citation: 50 CFR Part 29, Subpart C 
Title: Mineral Operations 

Abstract: This subpart will be revised 
to include new rules which govern 
mining on areas within the National 
Wildlife Refuge System. 

Originally Scheduled: January 1981 

Legal Authority: 16 U.S.C. 460k; 16 
U.S.C. 668dd et seq. 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: James F. Gillett 202- 
343-4311 

Timetable: Proposed rule was 
published December 31, 1980 (45 FR 
86512). 

The information‘collection 
requirements contained in this fule will 
be submitted to the Office of 
Management and Budget for approval as 
required by 44 U.S.C. 3501 et seq. 

Final rule is scheduled to be published 
by April 1984. 


CFR Citation: 58 CFR Part 32, Subpart A 
Title: Hunting: General Provisions 
Abstract: These regulations will be 
revised to rescind the Lake St. Clair 
NWR, ML, Closed Area and revise the 
Pee Dee NWR, NC, Closed Areas. 
Originally Scheduled: October 1982 
Legal Authority: 16 U.S.C. 704 
Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 


Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 


Agency Contact: James F. Gillett 202- — 


343-4311 
Timetable: Proposed rule is scheduled 
to be published by November 1983. 


CFR Citation: 56 CFR Part 32, Subparts 
B and C Title: Migratory Game Bird 
Hunting; Resident Game Hunting 

Abstract: Regulations will be 
proposed which would add the 
following National Wildlife Refuges 
(NWR) to the list of: 

Open areas (migratory game birds) - 

Tensas River NWR, LA; Big Boggy 
NWR, TX 

Open areas (upland game) - 

Tensas River NWR, LA; Upper Souris 
NWR, ND; Deer Flat NWR, OR; Eufaula 
NWR, AL/GA; Pee Dee NWR, NC; 
Chassahowitzka NWR, FL 

Open areas (big game) - 

Chassahowitzka NWR, FL; Tensas 
River NWR, LA; Great Dismal Swamp 
NWR, NC; Deer Flat NWR,OR_ 

Originally Scheduled: April 1983 

Legal Authority: 16 U.S.C. 460k, 668dd 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291: 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: James F. Gillett 202- 
343-4311 

Timetable: Proposed rule is scheduled 
to be published by November 1983. 


CFR Citation: 50 CFR Part 32 Title: 
Hunting 

Abstract: Special regulations will be 
issued for hunting on individual wildlife 
refuge areas. 

Originally Scheduled: April 1983 

Legal Authority: 16 U.S.C. 460k, 668dd 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: James F. Gillett 202- 
343-4311 


47481 


Timetable: interim rule was published 
September 13, 1982 (47 FR 40302). 

Final rule is scheduled to be published 
by April 1984. 
CFR Citation: 56 CFR Part 32, Subparts 
B and C Title: Migratory Game Bird 

Abstract: Regulations will be 
proposed which would add the 
following National Wildlife Refuges 
(NWR)} to the list of: 

Open areas (migratory game birds) - 

Optima NWR, OK; Trempealeau 
NWR, WI 

Open areas (upland game) - 

Optima NWR, OK; Trempealeau 
NWR, WI 

Open areas (big game) - 

Fox River NWR, WI; Optima NWR, 
OK; Tremplealeau NWR, WI 

Originally Scheduled: October 1983 

Legal Authority: 16 U.S.C. 460k, 668dd 

Determination Under E.O. 12291: The 
determination as to whether this 4 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: James F. Gillett 202- 
343-4311 

Timetable: Proposed rule is scheduled 
to be published by January 1984. 


CFR Citation: 50 CFR Part 33 Title: 
Sport Fishing 

Abstract: Regulations will be 
proposed which add the following 
National Wildlife Refuges (NWR) to the 
list of: 

Open areas (sport fishing) - 

Prime Hook NWR, DE; Nisqually 
NWR, WA 

Originally Scheduled: October 1982 

Legal Authority: 16 U.S.C. 460k, 668dd 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: James F. Gillett 202- 
343-4311 

Timetable: Proposed rule is scheduled 
to be published by November 1983. 





CFR Citation: 50 CFR Part 33 Title: 
Sport Fishing 

Abstract: Special regulations will be 
issued for sport fishing on individual 
wildlife refuge areas. 

Originally Scheduled: October 1982 

— Authority: 16 U.S.C. 460k, 668dd 

Determination Under E.O. 12291: The 
Department of the Interior has © 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: James F. Gillett 202- 
343-4311 

Timetable: Proposed rule is scheduled 
to be published by April 1984. 


CFR Citation: 50 CFR Part 33 Tit/e: 
Sport Fishing 

Abstract: Rules will be proposed 
which add the following National 
Wildlife Refuges (NWR) to the list of: 

Open areas (sport fishing) - 

Eufaula NWR, AL/GA; Antioch Dunes 
NWR, GA; San Francisco Bay NWR, 
CA; Tensas River NWR, LA; Minnesota 
Valley NWR, MN; Deer Flat NWR, OR; 
Big Boggy NWR, TX 

Originally Scheduled: April 1983 

Legal Authority: 16 U.S.C. 460k, 668dd 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: James F. Gillett 202- 
343-4311 

Timetable: Proposed rule is scheduled 
to be published by November 1983. 


CFR Citation: 50 CFR Part 33 Title: 
Sport Fishing 

Abstract: Regulations will be 
proposed which would add the 
following National Wildlife Refuges 
{NWR} to the list of: 

Open areas (sport fishing) - 

Trempealeau NWR, WI; Wertheim 
NWR, NY 

Originally Scheduled: October 1983 

Legal Authority: 16 U.S.C: 460k, 668dd 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Smail Entities: The determination 


as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: James F. Gillett 202- 
343-4311 

Timetable: Proposed rule is scheduled 
to be published by January 1984. 


CFR Citation: 50 CFR Part 36 Title: 
Alaska National Wildlife Refuges 


Abstract: Regulations will be 
proposed to implement Section 1008 of 
the Alaska Land Act concerning oil and 
gas leasing program for non-North Slope 
Federal lands. 

Originally Scheduled: October 1981 

Legal Authority: 16 U.S.C. 3101 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: James F. Gillett 202- 
343-4311 

Timetable: The information collection 
requirements contained in this rule will 
be submitted to the Office of 
Management and Budget for approval as 
required by 44 U.S.C. 3501 et seq. 

Proposed rule is scheduled to be 
published by April 1984. 


CFR Citation: 50 CFR Part 36 Tit/e: 
Alaska National Wildlife Refuges 


Abstract: Regulations will be 
proposed for public access and use 
recreation for individual Alaska 
National Wildlife Refuges. 

Originally Scheduled: October 1982 

Legal Authority: 16 U.S.C. 460k; Pub.L. 
96-487 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: James F. Gillett 202- 
343-4311 

Timetable: Proposed rule is scheduled 
to be published by April 1984. 


CFR Citation: 50 CFR Part 36 Title: 
Alaska National Wildlife Refuges 


Abstract: The appeals process in 50 
CFR 36.33(d) regarding cabins will be 
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revised to include review by the Alaska 
Regional Director prior to a hearing in 
accordance with 43 CFR 4.700. 

Originally Scheduled: April 1983 

Legal Authority: 16 U.S.C. 668dd, 
3193(b)(2) 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: James F. Gillett 202- 
343-4311 

Timetable: Proposed rule is scheduled 
to be published by April 1984. 


CFR Citation: 50 CFR 36 Title: Alaska 
National Wildlife Refuges 


Abstract: A new Subpart F will be 
added and will contain regulations for 
certain lands within and/or adjacent to 
certain National Wildlife Refuges in 
Alaska pursuant to Section 22(g) of the 
Alaska Native Claims Settlement Act of 
1971. 

Originally Scheduled: October 1983 

Legal Authority: 43 U.S.C. 1621(g) 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not beer 
made at this time. 

Agency Contact: James F. Gillett 202- 
343-4311 

Timetable: Proposed rule is scheduled 
to be published by March 1984. 


CFR Citation: 50 CFR Part 81 Title: 
Conservation of Endangered and 
Threatened Species of Fish, Wildlife and 
Plants: Cooperation with the States 


Abstract: The Service proposes to 
amend 50 CFR Part 81 to incorporate 
Endangered Species Act Amendments of 
1982 regarding change in maximum 
percentage of Federal cost sharing 
payments to States with Endangered 
and Threatened species programs 
pursuant to Section 6 of the Act. 

Originally Scheduled: April 1983 

Legal Authority: 16 U.S.C. 1531 et seq. 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 
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Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: John L. Spinks 703- 
235-2771 

Timetable: Proposed rule is scheduled 
to be published by April 1984. 


CFR Citation: 50 CFR Parts 96-106 Title: 
Alaska National Wildlife Monuments 


Abstract: These rules, which would 
have provided the general land 
management regulations for Yukon Flats 
and Becharof National Wildlife 
Monuments in Alaska, will be 
withdrawn. 

Originally Scheduled: July 1979 

Legal Authority: 16 U.S.C. 432; 16 
U.S.C. 742(f}; 16 U.S.C. 460k3; 
Presidential Proclamations of December 
1, 1978 (43 FR 57009); 16 U.S.C. 3101 

Determination Under E.O. 12291: The 
Department of the Interior previously 
determined that these regulations were 
not significant under the provisions of 
E.O. 12044. They will not be 
reconsidered under the provisions of 
E.O. 12291, since the Service plans to 
withdraw the proposed rules that were 
published on June 28, 1979. 

Agency Contact: James F. Gillett 202- 
343-4311 

Timetable: Notice of Intent was 
published February 28, 1979 (44 FR 
11247). 

Proposed rules were published June 
28, 1979 (44 FR 37754). 

Proposed rules are scheduled to be 
withdrawn by April 1984. 


CFR Citation: 50 CFR Part 107 Title: 
Alaska National Wildlife Monuments: 
Minerals Management 


Abstract: This rule, which would have 
governed mining in Yukon Flats and 
Becharof National Wildlife Monuments 
in Alaska, will be withdrawn. 

Originally Scheduled: January 1980 

Legal Authority: 16 U.S.C. 432; 16 
U.S.C. 742(f); 30 U.S.C. 21 et seq.; 
Presidential Proclamations of December 
1, 1978 (43 FR 57019, 57119); 30 U.S.C. 
612; 16 U.S.C. 3101 

Determination Under E.O. 12291: The 
Department of the Interior previously 
determined that this rule was not 
significant under the provisions of E.O. 
12044. It will not be reconsidered under 
the provisions of E.O. 12291, since the 
Service plans to withdraw the proposed 
rule that was published on January 11, 
1980. 

Agency Contact: James F. Gillett 202- 
343-4311 


Timetable: Notice of Intent was 
published February 28, 1979 (44 FR 
11247). 

Proposed rule was published January 
11, 1980 (45 FR 2616). 

Proposed rule is scheduled to be 
withdrawn by April 1984. 


CFR Citation: 50 CFR. Part 402 Title: 
Endangered Species: Interagency 
Cooperation 

Abstract: The Endangered Species Act 
Amendments of 1978, 1979 and 1982 
made some changes in the consultation 
requirements of Section 7. These 
proposed rules would amend existing 
rules governing Section 7 consultation 
by implementing changes required by 
the amendments and incorporating other 
procedural changes designed to improve 
interagency cooperation. 

Priority: These rules are being revised 
in response to public comments 
requested by the Presidential Task 
Force on Regulatory Relief and the 
Secretary of the Interior. 

Originally Scheduled: July 1979 

Legal Authority: 16 U.S.C. 1531-1543 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 
Agency Contact: John L. Spinks 703- 
235-2771 

Timetable: Proposed rule was 
published July 7, 1983 (48 FR 31275). 

Final rule is scheduled to be published 
by April 1984. 


CFR Citation: 50 CFR Chapters I and IV 
Title: Endangered Species Act Rules 


Abstract: The Endangered Species Act 
Amendments of 1982 made changes in 
the procedures thaf must be followed in 
promulgating rules under the 
Endangered Species Act. The 
Amendments also set up a procedure to 
designate certain populations of listed 
species as ‘experimental.‘ Changes must 
be made in 50 CFR Parts 17 and 424 to 
accomodate the Amendments. Part 17 
would be amended to allow certain 
populations of species otherwise listed 
as Endangered or Threatened to be 
designated experimental populations; 
for such populations to be designatd as 
essential or nonessential; and for 
appropriate protective measures to be 
applied to such populations. Part 424 
would be amended to alter the 
procedures followed in determining 
whether species are Endangered or 
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Threatened and in designating and 
revising Critical Habitat. Changes would 
be’made in the treatment of petitions 
from the public, mandatory time limits 
for various actions, standards under 
which determinations are made, and 
other procedural matters. 

Originally Scheduled: October 1981 

Legal Authority: 16 U.S.C. 1531 et seq. 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Ronald E. 
Lambertson 202-343-4646 

Timetable: Proposed rule for 50 CFR 
Part 424 was published August 8, 1933 
(48 FR 36062). 

Proposed rule for 50 CFR Part 17 is 
scheduled to be published by February 
1984. 


CFR Citation: 43 CFR Subtitle A Title: 
Coastal Barrier Resources Act of 1982 


Abstract: Several documents will be 
published which will provide notice of 
the procedures and criteria the 
Department will follow to implement 
Sections 4(b) and (c), Section 4{a)(2) and 
Section 6 of the Coastal Barrier 
Resources Act. These Sections address 
minor and technical map boundary 
changes, ‘opting-in‘ and exceptions, 
respectively. 

Originally Scheduled: October 1981 

Legal Authority: Pub.L. 97-348; 42 
U.S.C. 4026 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that these documents are 
not major rules under E.O. 12291: 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that these 
documents wil] not have significant 
economic effects on a substantial 
number of small entities under 5 U.S.C. 
601 et seq. 

Agency Contact: Frank McGilvrey 
202-343-2618 

Timetable: A final interpretive rule 
and-general statement of policy 
regarding minor and technical boundary 
changes to the Coastal Barrier 
Resources System maps was published 
November 19, 1982 (47 FR 52388). 

A Notice of proposed minor and 
technical boundary changes to the 
Coastal Barrier Resources Act was 
published March 16, 1983 (48 FR 11177). 
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U.S. FISH AND WILDLIFE SERVICE 
CFR Citation: 50 CFR Parts 13, 14, 21., 


Originally Scheduled: April 1983 
Legal Authority: 16 U.S.C. 1540, 703- 


as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: Clark R. Bavin 202- 
343-9242 

Timetable: Review of these rules is 
scheduled to be completed by April 
1984. 


CFR Citation: 56 CFR Part 15 Title- 
Feather Import Quotas 
Abstract: This rule, which i is 


methods for alfocation of the annual 
import quotas. The quotas are mandated 
by the Tariff iow Act of 1962. 
Originally Scheduled: October 1983 
Legal Authority: 19 U.S.C. 1202, 
‘Schedule 1, Part 15 D, Headnote 2{d), 
Tariff Schedules of the United States" 
Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 
Effects on Small Businesses and 


significant economic effect on a 
substantia! number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: Thomas Parisot 703- 
235-1937 

Timetable: Review of this rule is 
scheduled to be completed by October 
1984. 


CFR Citation: 50 CFR Parts 25-31 Title: 
Administrative Provisions; Public Entry 
and Use; Prehibited Act; Enforcement, 
Penalty and Procedural Requirements; 
Land Use Management 

Abstract: These parts, which are 
scheduled for review, provide a variety 
of administrative functions of the 
National Wildlife Refuge System. 

Originally Scheduled: October 1981 

Legal Authority: 16 U.S.C. 685, 690d, 
725, and 460k 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects an Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: James F. Gillett 202- 
343-4311 

Timetable: Review of this rule is 
scheduled to be completed by April 
1984. 


COMPLETED ACTIONS - U.S. FISH AND 
WILDLIFE SERVICE 


CFR Citation: 56 CFR Past 17 Title: 
Endangered and Threatened Wildlife 
and Plants 


Abstract: Regulations will be 
proposed which would list certain 
species of wildlife and plants as 
endangered or threatened species and, 
where prudent, would identify their 
critical habitat. 

Originally Scheduled: January 1981 

Legal Authority: 16 U.S.C. 1531-1543 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that these documents are 
not major rules under E.O. 22291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that these 
documents will not have significant 
economic effects on a substantial 
number of small entities under 5 U.S.C. 
601 et seq. 

Agency Contact: john L. Spinks 703- 
235-2771 

Timetable: 17 foreign reptiles - 
Proposed rule was published January 20, 
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1983 (48 FR 2562). Firfal rule was 
published [une 22, 1983 (48 FR 28460). 


CFR Citation: 58 CFR Part 17 Title: 
Endangered and Threatened Wildlife 
and Plants 


Abstract: This rule will be revised to 
return management of the Gray wolf 
(Canis lupus) to the State of Minnesota. 
The special rules that apply to the wolf 
in 50 CFR 17.40{d) will be modified. 

Originally Scheduled: April 1982 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Ron Lambertsen 202- 
343-4646 

Timetable: Proposed rule was 
published July 14, 1962 (47 FR 30528). 

Final rule was published August 10, 
1983 (48 FR 35256). 


CFR Citation: 50 CFR Part 18 Title: 
Marine 


Abstract: As a result of review and 
revisions to the Marime Mammal 
Protection Act, this rule will be revised 
to: (1) simplify the procedures for 
transfer of marine mamma! management 
authority to the States; and (2) 
determine if jons concerning - 
‘incidental taking’ are necessary. 

Originally Scheduled: October 1981 

Legal Authority: 16 U.S.C. 1371 et seq. 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: William C- Reffalt 
202-632-2202 

Timetable: A Notice requesting data 
on ‘incidental taking’ was published 
March 8, 1982 (47 FR $869}. 

Proposed rules were published May 
12, 1962 (47 FR 20508) and October 13, 
1982 (47 FR 45062). 

Final rule on transfer of management 
authority was published May 6, 1983 (48 
FR 20614). 

Final rule on incidental taking was 
published July 7, 1983 (48 FR 31220). 
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CFR Citation: 50 CFR Part 20 Title: Non- 
Toxic Shot Areas for Waterfowl Hunting 


Abstract: This rule would be revised 
to describe areas in four States where 
non-toxic shot is required for waterfowl 
hunting. The proposed amendment is in 
response to requests by wildlife 
agencies in Florida, Illinois, Michigan, 
and Texas. 

Originally Scheduled: October 1982 

Legal Authority: 16 U.S.C. 703-711 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document wil) not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Robert L. Smith 202- 
254-3207 

Timetable: Proposed rule was 
published January 13, 1983 (48 FR 1525). 

Final rule was published June 8, 1983 
(48 FR 26457). 


CFR Citation: 50 CFR Part 21 Title: 
Migratory Bird Permits 


Abstract: Raptors (birds of prey) that 
were held in captivity or a controlled 
environment on November-10, 1978, and 
the offspring of these birds, are exempt 
from the prohibitions of the Endangered 
Species Act of 1973. Falconry permits 
(50 CFR 21.28) and Federal falconry 
standards (50 CFR 21.29) would be 
amended to allow exempted raptors to 
be used in the sport of falconry. A new 
section authorizing the issuance of 
raptor propagations permits would be 
added. 

Originally Scheduled: April 1982 

Legal Authority: 16 U.S.C. 1538(b), 704 
and 712 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and: 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Clark R. Bavin 202- 
343-9242 

Timetable: Proposed rule was 
published January 12, 1983 (48 FR 1325). 

Final rule was published July 8, 1983 
(48 FR 31600). 


CFR Citation: 50 CFR Part 29, Subpart B 
Title: Rights-of-Way General ~ 
Regulations 


Abstract: 50 CFR 29.21-8 is being 
revised to remove (c), (d) and (e) 
requiring wheeling stipulations for 
rights-of-way for electric power 
transmission lines of 66 kv or greater. 
This will enable the Service to expedite 
the granting of some rights-of-way and 
still protect the lands for management 
purposes. Also, minor corrections will 
be made to the regulation. 

Originally Scheduled: October 1982 

Legal Authority: 16 U.S.C. 668dd, as 
amended 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Walter R. McAllester 
202-653-7650 

Timetable: Proposed rule was 
published December 6, 1982 (47 FR 
54840). 

Final rule was published July 11, 1983 
(48 FR 31653). 


CFR Citation: 50 CFR Part 37 Title: 
Alaska National Wildlife Refuges 


Abstract: Rules will be proposed to 
implement section 1002 of the Alaska 
Lands Act concerning seismic 
exploration on the Arctic National 
Wildlife Refuge. 

Originally Scheduled: April 1982 

Legal Authority: Pub.L. 96-487 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: James F. Gillett 202- 
343-4311 

Timetable: Proposed rule was 
published September 16, 1982 (47 FR 
41060). 

Final rule was published April 19, 
1983 (48 FR 16838). 


NATIONAL PARK SERVICE 


CURRENT AND PROJECTED 
RULEMAKINGS - NATIONAL PARK SERVICE 


47485 


CFR Citation: 36 CFR Part 7 Title: Smelt 
Dipping 


Abstract: The Service is proposing to 
add new provisions to its special 
regulations to authorize the use of nets 
for smelt dipping within Apostle Islands, 
Sleeping Bear Dunes, and Pictured 
Rocks National Lakeshores. Regulations 
to allow tlfis use are required to provide 
an exception to the general prohibition 
against this use in National Park System 
areas found in 36 CFR 2.3. 

Originally Scheduled: October 1983 

Legal Authority: 16 U.S.C. 3 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: Bob Walker, 
Midwest Regional Office, National Park 
Service, 1709 Jackson Street, Omaha, NE 
68102, 402-221-3438 

Timetable: Proposed rule is scheduled 
to be published by November 1983. 


CFR Citation: 36 CFR Part 7 Title: 
Discretionary Hunting 

Abstract: The Service is proposing to 
add new provisions to its special 
regulations to authorize discretionary 
hunting within certain specific units of 
the National Park System pursuant to 36 
CFR 2.2. The regulations will establish 
locations and procedures for 
discretionary hunting. 

Originally Scheduled: October 1983 

Legal Authority: 16 U.S.C. 3 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: Tom Ritter 202-343- 
3227 

Timetable: Proposed rule is scheduled 
to be published by November 1983. 


CFR Citation: 36 CFR Part 7 Title: 
Snowmobile Use 

Abstract: The Service is proposing to 
add new provisions to its special 
regulations to authorize snowmobile use 
within park areas. Special regulations, 
as required. by 36 CFR 2.18, will provide 
for more consistent snowmobile use 





Servicewide. The regulations will 


document is a major rule under E.O. 
12291 has not been made at this time. 


as to whether this document will have a 
significant economic effect on a 
substantia? number of small entities 
under § U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: Tom Ritter 202-343- 
3227 


Timetable: Proposed rule is scheduled 
to be published by November 1983. 
CFR Citation: 36 CFR Part 7 Title: 
Aircraft Use 


. 


Abstract: The Service is propasing to 
add new provisions to its special 
regulations to authorize aircraft use 
within park areas. Special regulations, 
as required by 36 CFR 2.17, will provide 
for more consistent aircraft use 
Servicewide and will identify locations 
within park areas where aircraft use will 
be allowed. 

Legal Authority: 16 US.C. 3 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E_O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time- 

Agency Contact: Tem Ritter 202-343- 
3227 

Timetable: Proposed rule is scheduled 
to be published by November 1983. 
CFR Citation: 36 CFR Past 7 Title: Big 
Cypress National Park: Indian Use and 
Occupancy 


Abstract: This rule will define the 
statutory rights of the Miccosukee and 


determined that this document is not a 
major rule under E.O. 12291. 


Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect en a substantial number 
ee under 5 U.S.C. 601 et 


dana Contact: John Reed, Southeast 
Regional Office, National Park Service, 
75 Spring Street, SW, Atlanta, GA 30303, 
404-242-4916 

Timetable: Proposed rule was 
published November 12, 1981 (46 FR 
55709). 

Final rule is scheduled to be published 
by January 1984. 


CFR Citation: 36 CFR Part 7 Title: Black 
Canyon of the Gunnison National 
Monument: 


Abstract: This rule will provide for the 

use of snowmobiles within the park. 
Scheduled: july 1980 

Legal Authority: 16 U.S.C. 3 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major tule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 681 et 
seq. 

Agency Contact: Jahn Chapman, 
Rocky Mountain Regional Office, 
National Park Service, 655 Parfet St., 
P.O. Box 25287, Denver, CO 80225, 303- 
234-3068 

Timetable: rule was 
published July 15, 1983 (48 FR 32365). 

Final rule is scheduled to be published 
by December 1983. 


CFR Citation: 36 CFR Past 7 Title: Cedar 
Breaks National Monument: 
Snowmobiles 


Abstract: This rule will provide for the 
use of snowmcbiles within the park. 

Originally Scheduled: january 1961 

Legal Authority: 16 U.S.C. 3 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E_O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a.substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: john Chapman, 
Rocky Mountain Regional Office, 
National Park Service, 655 Parfet Street, 
P.O. Box 25287, Denver, CO 80225, 303- 
234-3068 
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Timetable: Proposed rule was 
published August 30, 1962 (47 FR 38156). 

Final rule is scheduled te be published 
by October 1963. ~ 


CFR Citation: 36 CER Part 7 Title: 
Curecanti Recreation Area: 
Snowmobiles 

Abstract: This rule will provide for the 
use of snowmobiles within the park. 

Originally Scheduled: April 1983 

Legal Authority: 16 US.C. 3 

Determination Under E.O. 12297: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Smal! Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Cantact: John Chapman, 
Rocky Mountain Regional Office, 
National Park Service, 655 Parfet Street, 
P.O. Box 25287, Denver, CO 80225, 
3030234-3068 

Timetable: Proposed rule is scheduled 
to be published by December 1983. 


CFR Citation: 36 CFR Part 7 Title: 
Delaware Water Gap National 

Abstract: This rule will describe those 
limited conditions under which 
commercial trucks will be allowed on 
park roads. 

Originally Scheduled: April 1983 

Legal Authority: 16 U.S.C. 3 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Smal? Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: Bill Supernaugh, 
Mid-Atlantic Regional Office, National 
Park Service, 143 South 3rd Street, 
Philadelphia, PA 19106, 218 597-7057 

Timetable: Proposed rule is scheduled 
to be published by October 1983. 


CFR Citation: 36 CFR Part 7 Title: 
Dinosaur National Monument: 
Snowmobiles 
Abstract: This rule will provide for the 
use of snowmobiles within the park. 
Originally Scheduled: April 1983 
Legal Authority: 16 U.S.C. 3 
Determination Under E.O. 12291: The 
Department of the Interior has 
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determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a signi 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Ageney Contact: john Chapman, — 
Rocky Mountain Regional Office, 
National Park Service, 655 Parfet Street, 
P.O. Box 25287, Denver, CO 80225, 303- 
234-3068 

Timetable: Proposed rule was 
published April 28, 1983 (48 FR 19185). 

Final rule is scheduled to be published 
by November 1983. 


CFR Citation: 36 CFR Part 7 Title: Fire 
Island National Seashore: Off-Road 
Vehicles . 

Abstract: This rule will amend 
existing regulations pertaining to off- 
road vehicle use by designating routes 
for their use. 

Originally Scheduled- October 1981 

Legal Authority: 16 U.S.C. 3 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Len Frank, Noth 
Atlantic Regional Office, Nationa} Park 
Service, 15 State St.. Boston, MA 02109, 
617-223-3765 

Timetable: Proposed rule was 
published July 25, 1983 (48 FR 33722). 

Final ryle is scheduled to be published 
by January 1984. 


CFR Citation: 36 CFR Part 7 Title: 
Glacier Bay National Park and Preserve: 
Humpback Whale 


Abstract: This rule wil} protect 
declining populations of the humpback 
whale by restricting some fishing 
activities and prohibiting bottom 
trawling. 

Originally Scheduled: April 1981 

Legal Authority: 16US.C.3 . 

Determination Under E.O. 12291: The 
effects of this document were previously 
considered under the provisions of E.O. 
12044 which was revoked by E.O. 12291 
on February 7, 1981. The document will 
be reconsidered under the provisions of 
E.O. 12291 before it is published as a 
final rule. 

Effects on Small Businesses and 
Other Small Entities: The determimation 
as to whether this document will have a 


significant economic effect on a 
substantial number of smalt entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: Bill Tanner, Alaska 
Regional Office, National Park Service, 
2525 Gambell Street, Anchorage, AK 
99503, 907-271-4551 

Timetable: Proposed rule was 
published December 29, 1980 (45 FR 


Final rule is scheduled to be published 
by January 1984. 
CFR Citation: 36 CFR Part 7 Title: North 
Cascades National Park: Snowmobiles 


Abstract: This rule will provide for 
snowmobile use within the park. 

Originally Scheduled: October 1981. 

Legal Authority: 16 U.S.C. 3 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule has not been 
made at this time. 

Effects on Smal! Businesses and 
Other Smal? Entities: The determination 
as to whether this doctiment will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: Chuck Woodbury, 
Pacific Northwest Regional Office, 
National Park Service, Westin Bldg.. 
Room 1920, 2001 6th Avenue, Seattle, 
WA 98121, 206-442-4832 

Timetable: Proposed rule was 
published December 23, 1982 (47 FR 
57300}. 

Final rule is scheduled to be published 
by October 1983. 


CFR Citation: 36 CFR Part 7 Title: Rocky 
Mountain National Park: Fishing 


Abstract: This rule will revise existing 
regulations to permit previously 
prohibited catch-and-release fishing 
opportunities for greenback cutthroat, a 
threatened species; revise size and 
possession limits for other species of 
cutthroat, rainbow and brown trout; and 
provide special management areas 
where greenback cutthroat trout have 
been or will be placed. 

Originally Scheduled: April 1983 

‘Legal Authority: 16 U.S.C, 3 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effeet on a 
substantial number of small entities 
under 5 U.S.C. 601 et seg. has not been 
made at this time. 

Agency Contact: john Chapman, 
Rocky Mountain Regional Office, 


47487 


National Park Service, 655 Parfet Street, 
P.O. Box 25287, Denver. CO 80225, 303- 
234-3068 

Timetable: Proposed tule is scheduled 
to be published by October 1983. 


CFR Citation: 36 CFR Part 7 Title: Rocky 
Mountain National Park: Snowmobiles 


Abstract: This rule will provide for the 
use of snowmobiles within the park. 

Originally Scheduled: April 1983 

Legal Authority: 16 US.C.3 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: john Chapman, 
Rocky Mountain Regional Office. 
National Park Service, 655 Parfet Street. 
P.O. Box 25287, Denver, CO 80225, 303- 
234-3068 

Timetable: Proposed rule was 
published June 16, 1983 (48 FR 27553). 

Final rule is scheduled to be published 
by October 1983. 


CFR Citation: 36 CFR Part 7 Title: 
Valley Forge National Historic Park: 
Alcoholic Beverages 

Abstract: This rule will prohibit the 
use of alcoholic beverages within the 
park. 

Originally Scheduled: January 1981 

Legal Authority: 16 U.S.C. 3 

Determination Under E.O. 12291: The 
effects of this document were previously 
considered under the provisions of E.O. 
12044 which was revoked by E.O. 12291 
on February 17, 1981. The document will 
be reconsidered under the provisions of 
E.O. 12291 before it is published as a 
final rule. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: Jim Brady, Mid- 
Atlantic Regional Office, National Park 
Service, 143 South 3rd Street, 
Philadelphia, PA 19106 218-597-7057 

Timetable: Proposed rule was 
published November 5, 1980 (45 FR 
73518). 

Proposed rule is scheduled to be 
withdrawn by October 1983. 





CFR Citation: 36 CFR Part 7 Title: 
Yosemite National Park: Fish 
Management Waters 

Abstract: This rule is being revised to 
rescind the regulations relating to 
experimental fish mangement waters in 
Yosemite National Park, California 


(7.16). 
Originally Scheduled: July 1980 
Legal Authority: 16 U.S.C. 3 
Determination Under E.O. 12291: The 


12044 which was revoked by E.O. 12291 
on February 17, 1981. The document will 
be reconsidered under the provisions of 
E.O. 12291 before it is published as a 
final rule. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: Phil Ward, Western 
Regional Office, National Park Service, 
450 Golden Gate Avenue, Box 36063, 
San Francisco, CA 94102, 415-556-1866 

Timetable: Proposed rule was 
published August 4, 1980 (45 FR 51618). 

Final rule is scheduled to be published 
by October 1983. 


CFR Citation: 36 CFR Part 7 Title: Zion 
National Park: Snowmobiles 


Abstract: This rule will provide for the 
use of snowmobiles within the park. 

Originally Scheduled: July 1980 

Legal Authority: 16 U.S.C. 3 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: John Chapman, 
Rocky Mountain Regional Office, 
National Park Service, 655 Parfet St., 
P.O. Box 25287, Denver, CO 80225, 303- 
234-3068 

Timetable: Proposed rule was 
published July 15, 1983 (48 FR 32367). 

Final rule is scheduled to be published 
by December 1983. 


CFR Citation: 36 CFR Part 7 Tit/e: Zion 
National Park: Trucking 

Abstract: The Service is proposing to 
revise existing trucking regulations for 
Zion National Park. These rules will 
adjust times, conditions and costs for 
truck convoys on the Zion-Mt. Carmel 


tunnel road to accommodate the safe 
use of park roads by visitors and to 
recover the costs of convoy services. 
The alternative to this rule is to leave 
existing provisions in place with no cost 
recovery and continuing public safety 
problems. 

Originally Scheduled: October 1983 

Legal Authority: 16 U.S.C. 3 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantia! number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: John Chapman, 
Rocky Mountain Regional Office, 
National Park Service, P.O. Box 25287, 
Denver, CO 80225, 303-234-3068 

Timetable: Proposed rule is scheduled 
to be published by October 1983. 


CFR Citation: 36 CFR Part 9 Title: 
Minerals Management 

Abstract: This rule will revise the 
Service's regulations under the Mining 
in the Parks Act of 1976 to eliminate 
several expired provisions and to 
increase the workability and clarity of 
the existing regulations. 

Originally Scheduled: April 1983 

Legal Authority: 16 U.S.C. 1901 et seq 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: Carol McCoy 202- 
343-4911 

Timetable: Proposed rule is scheduled 
to be published by October 1983. 


CFR Citation: 36 CFR Part 13 Title: 
National Park System Units in Alaska 


Abstract: This rule will provide for the 
closure of certain areas within Denali 
National Park and Preserve, Glacier Bay 
National Park and Preserve and Katmai 
National Park and Preserve to 
snowmachines, motorboats and aircraft 
use. 

Originally Scheduled: April 1982 

Legal Authority: 16 U.S.C. 3 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 
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Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
docunfent will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. , 

Agency Contact: Bill Tanner, Alaska 
Regional Office, National Park Service, 
2525 Gambell Street, Anchorage, AK 
99503, 907-271-4551 

Timetable: Proposed rule was 
published April 6, 1983 (48 FR 14978). 

Final rule is scheduled to be published 
by March 1984. 


CFR Citation: 36 CFR Part 13 Title: 
National Park System Units in Alaska 


Abstract: This rule will govern all 
authorized types of cabin use in 
National Pank Service areas in Alaska. 

Originally Scheduled: April 1983 

Legal Authority: 16 U.S.C. 3 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: Bill Tanner, Alaska 
Regional Office, National Park Service, 
2525 Cambell Street, Anchorage, AK 
99503, 907- 271-4551 

Timetable: Proposed rule is scheduled 
to be published by October 1983. 


CFR Citation: 36 CFR Part 13 Title: 
Glacier Bay: Humpback Whales 


Abstract: The Service is proposing to 
revise existing regulations necessary to 
protect the humpback whale, an 
endangered species, within Glacier Bay 
National Park and Preserve. Protection 
of this endangered species is required 
by the Endangered Species Act and the 
Marine Mammal Protection Act. 

Originally Scheduled: October 1983 

Legal Authority: 16 U.S.C. 3 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: Rich O’Guinn, 
Alaska Regional Office, National Park 
Service, 2525 Gambell Street, 
Anchorage, AK 99503, 907-271-4551 
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Timetable: Proposed rule is scheduled 
to be published by December 1983. 


CFR Citation: 36 CFR Part 14 Title: 
Rights-of-Way 


Abstract: This rule deletes the 
wheeling provision in existing right-of- 
way regulations. The provision currently 
reserves the Department's right to utilize 
capacity of electric power and energy 
transmission facilities requiring right-of- 
way permits to cross Federa} lands 
within the National Park System. 

Originally Scheduled: January 1980 

Legal Authority: 16 U.S.C. 5, 79; 23 
U.S.C. 317 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is net a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Maureen Finnerty 
202-343-4874 

Timetable: Interim rule with request 
for comments was published July 11, 
1980 (45 FR 47092). 

Proposed rule was published March 8, 
1983 (48 FR 9665). 

Final rule is scheduled to be published 
by March 1984. 


CFR Citation: 36 CFR Part 16 Title: 
Identification of Integral Vistas 
Associated With Federal Class I Areas 


Abstract: This rule will provide 
guidelines for identification of integral 
vistas and a list of integral vistas 
associated with 44 of the 48 Nationa! 
Park Service mandatory class I areas 
where visibility is am important value. 

Originally Scheduled: October 1981 

Legal Authority: 42 U.S.C. 7491 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Smal} Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: Barbara Brown 202- 
343-4911 - 

Timetable: Proposed guidelines and 
notice of availability were published 
January 15, 1981 (46 FR 3646); comment 
period was reopened April 24, 2981 (46 
FR 23389). 

Final rule is scheduled to be published 
by June 1984. 


CFR Citation: 36 CFR Part 28 Title: Fire 
Island National Seashore: Zoning 
Abstract: This rule will be revised to 


add new definitions, to amend permitted 
and prohibited uses and te update 


* zoning standards to reflect Seashore 


policy and lecal zoning erdinances. 

Originally Scheduled- October 1983 

Legal Authority: 16U.S.C. 3 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Smal} Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contaet: Larry Hovig, North 
Atlantic Regional Office, National Park 
Service, 15 State Street, Boston, MA 
02109, 617-223-1178 

Timetable: Proposed rule is scheduled 
to be published by March 1984. 


CFR Citation: 36 CFR Part 29 Title: 
Olympic National Park: Zoning 

Abstract: This rule will allow 
landowners within Olympic National 
Park to make minor changes to private 
lands without the threat of 
condemnation. The alternative to this 
proposal is the more costly one of 
condemnation of private lands for 
incompatible development. 

Originally Scheduled: Octaber 1983 

Legal Authority: 16 U.S.C. 3 

Determination Under E.O. 12291- The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantiak number of small entities 
under 5 U.S.C. 601 et seq. has nat been 
made at this time. 

Agency Contact: Chuck Woodbury, 
Pacific Northwest Regional Office, 
National Park Service, Westin Building, 
2001 6th Avenue, Seattle, WA 98221, 
206-442-4832 

Timetable: Proposed rule is scheduled 
to be published by October 1983. 


CFR Citation: 36 CFR Part 34 Title: 
Yosemite National Park: Law 
Enforcement and Fire Prevention 


Abstract: This rule will promulgate 
law enforcement and fire prevention 
regulations for the E} Portal area in 
Yosemite Nationel Park. El Portal is an 
administrative site used by the National 
Park Service and is not currently 
covered under other regulations im Title 
36. 


Originally Scheduled: January 1981 

Legal Authority: 16 U.S.C. 3 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not 2 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 607 et 
seq. 

Agency Contact: Phil Ward, Western 
Regional Office, National Park Service, 
450 Golden Gate Avenue, Box 36063, 
San Francisco, CA 94102, 415-556-1866 

Timetable: Proposed rule is scheduled 
to be published by September 1983. 


CFR Citation: 36 CFR Part 50 Title: Sale 
and Distribution of Printed Matter 

Abstract: This rule will recodify 
provisions of 36 CFR 50.24{c}{2} 
concerning the sale or distribution of 
printed matter within areas 
administered by the National Capital 
Region and will also establish a permit 
system for the sale and distribution of 
literature in fixed locations in the public 
areas of the interiors of specified 
buildings (50.19). 

Originally Scheduled: fuly 1979 

Legal Authority: 16 U.S.C. 3 

Determination Under E.O: 12291: The 
effects of this document were previously 
considered under the provisions of E.O. 
12044 which was revoked by E.O. 12291 
on February 17, 1981. The document will 
be reconsidered under the provisions of 
E.O. 12291 before it is published as a 
final rule. 

Effects on Small Bustnesses and 
Other Small Entitres- The determination 
as to whether this document will have a 
significant economic effect oma 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: Rick Robbins 202- 
343-4338 

Timetable: Interim rule was published 
October 3, 1979 (44 FR 56934). 

Final rule is scheduled to be published 
by October 1983. 


CFR Citation: 36 CFR Part 50 Title: 
Demonstrations and Special Events 

Abstract: This rule will permit 
demonstrations im one-fourth of 
Lafayette Park while reserving the rest 
of Lafayette Park and the entire White 
House sidewalk for the exclusive use of 
the Inaugural Committee on January 20 
of each inaugural year. 

Originally Scheduled: July 1980 

Legal Authority: 16 U.S.C. 3 





Determination Under E.O. 12291: The 
effects of this document were previously 
considered under the provisions of E.O. 
12044 which was revoked by E.O. 12291 
on February 17, 1981. The document will 
be reconsidered under the provisions of 
E.O. 12291 before it is published as a 
final rule. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has_not been 
made at this time. 

Agency Contact: Rick Robbins 202- 


343-4338 : 
Timetable: Interim rule was published 
December 24, 1980 (45 FR 84997). 
Final rule is scheduled to be published 
by October 1983. 


CFR Citation: 36 CFR Part 50 Title: 
ility of Regulations 


Abstract: This rule revises 36 CFR 
Part 50.1 to permit certain parks within 
the National Capitol Region to utilize the 
rules and regulations found in 36 CFR 
Parts 1-7. 

Originally Scheduled: July 1978 

Legal Authority: 16 U.S.C. 3 

Determination Under E.O. 12291: The 
effects of this document were and 
scheduling of grant competitions. 
previously considered under the 
provision of E.O. 12044 which was 
revoked by E.O. 12291 on February 17, 
1981. The document will be reconsidered 
under the provisions of E.O. 12291 
before it is published as a final rule. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: Lowell Sturgill, 
National Capitol Region, National Park 
Service, 1100 Ohio Drive SW, 
Washington, D.C. 20242, 202-426-6658 

Timetable: Proposed rule was 
published February 28, 1979 (44 FR 
11244). 

Final rule is scheduled to be published 
by April 1984. 


CFR Citation: 36 CFR Part 50 Title: 
tions and Special Events 
Abstract: This rule will amend 36 CFR 
50.19 concerning demonstrations and 
special events in the National Capital 
Parks. Specifically, the rule will define 
the term “Vietnam Veterans Memorial,‘ 
prohibit demonstrations and special 
events in the memorial, and place minor 
restrictions on the use of staging and 
sound systems near the memorial. 
Originally Scheduled: October 1982 


Legal Authority: 16 U.S.C. 3 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 


seq. 

Agency Contact: Sandra Alley, 
National Capital Region, National Park 
Service, 1100 Ohio Drive, S.W., 
Washington, D.C. 20242, 202-426-6700 

Timetable: An Interim rule was 
published November 12, 1982 (47 FR 
51126). ? 

Proposed rule is scheduled to be 
published by October 1983. 


CFR Citation: 36 CFR Part 50 Title: 
National Capital Parks Regulations 


Abstract: The Service will propose to 
revoke this Part, which contains the 
rules for the National Capital Region, 
and to utilize the general rules and 
regulations found in 36 CFR Parts 1-7. 

Originally Scheduled: October 1983 

Legal Authority: 16 U.S.C. 3 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: Lowell Sturgill, 
National Capital Region, National Park 
Service, 1100 Ohio Drive, SW, 
Washington, D.C. 26242, 202-426-6658 

Timetable: Proposed rule is scheduled 
to be published by January 1984. 


CFR Citation: 36 CFR Part 60 Title: 
Nominations to the National Register of 
Historic Places 

Abstract: This rule is being amended 
to revise: appeals for listing nominations 
by persons or local governments in 
States without approved State historic 
preservation programs; procedures for 
nominations from State and Federal 
agencies; and procedures for making 
changes to listed properties and 
removals from the National Register, 
including appeals, and to incorporate 36 
CFR Part 63. 

Originally Scheduled: January 1981 

Legal Authority: 16 U.S.C. 470, et seq. 

Determination Under E.O. 12291: The 
Department of the Interior has 


determined that this dacument is not a 


major rule under E.O. 12291. 
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Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Hardy Pearce 202- 
343-9505 

Timetable: The information collection 
requirements contained in this rule were 
approved by the Office of Management 
and Budget under 44 U.S.C. 3501 et seq. 
and assigned clearance number 1024- 
0018. ¢ 

An Interim rule and a proposed rule 
were published November 16, 1981 (46 
FR 56183; 46 FR 56209). 

Final rule is scheduled to be published 
by January 1984. 


CFR Citation: 36 CFR Part 61 Tit/e: 
Procedures for Approved State and 
Local Government Historic Preservation 


Programs 


Abstract: Extensive revision of this 
rule is anticipated because the National 
Historic Preservation Act Amendments 
of 1980 require the Secretary of the 
Interior to promulgate or revise 
regulations for State historic 
preservation programs. The Secretary is 
also required to develop a procedure for 
certifying local governments as eligible 
to carry out the purposes of the Act. 
Such certification will allow local 
governments to receive a portion of their 
State’s annual Historic Preservation 
Fund grant via transfer from the State. 

Originally Scheduled: May 1978 

Legal Authority: 16 U.S.C. 470 et seq. 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Hardy Pearce 202- 
343-9505 

Timetable: Interim rule (36 CFR Part 
1201) with request for comments was 
published May 9, 1980 (45 FR 30623). 

Proposed rule (36 CFR Part 1201) was 
published September 10, 1980 (45 FR 
59590). 

Proposed rule was published May 2, 
1983 (48 FR 19742). 

Final rule is scheduled to be published 
by October 1983. 
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CFR Citation: 36 CFR Part 63 Title: 
Determination of Eligibility for Inclusion 
in the National Register of Historic 
Places 


Abstract: This rule incorporates 
certain revisions responding to the 
National Historic Preservation Act 
Amendments of 1980. In addition to 
responding to the new law, these 
changes update and revise in other 
minor respects the procedures for 
determining the eligibility of properties 
for the National Register. This rule will 
be redesignated from 36 CFR Part 1204 
and will be consolidated with 36 CFR 
Part 60. 

Originally Scheduled: July 1979 

Legal Authority: 16 U.S.C. 470 et seq. 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Carol Shull 202-343- 
9539 

Timetable: Proposed rule (36 CFR Part 
1204) was published May 23, 1980 (45 FR 
34909). Due to Pub.L. 96-515 becoming 
law on December 12, 1980, rules must be 
again revised. 

Proposed rule is scheduled to be 
published by January 1984. 


CFR Citation: 36 CFR Part 66 Title: 
Recovery of Scientific, Prehistoric, 
Historic and Archaeological Data: 
Procedures for Notification, Reporting 
and Data Recovery 


Abstract: This rule is part of the 
Department's proposed overall 
rulemaking with respect to the 
Archeological and Historic Preservation 
Act of 1974. This guidance will facilitate 
the Department's coordination of 
activities authorized under the Act, and 
its reporting to Congress on the scope 
and effectiveness of the program, as 
required by section 5(c) of the Act. It 
will also help guarantee the uniform 
high quality of data recovery programs 
and reports submitted to the Department 
pursuant to the requirements of section 
3(a) of the Act. 

Originally Scheduled: January 1979 
Legal Authority: Section 5{c) of the 
Archeological and Historic Preservation 

Act of 1974 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 


Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: Bennie Keel 202-343- 
4101 

Timetable: Proposed rule was 
published January 28, 1977 (42 FR 5374). 

A second proposed rule is scheduled 
to be published by June 1984. 


CFR Citation: 36 CFR Part 67 Title: 
Historic Preservation Certifications 
Pursuant to the Tax Reform Act of 1976, 
the Revenue Act of 1978, the Tax 
Treatment Extension Act of 1980, and 
the Economic Recovery Tax Act of 1981 


Abstract: This rule will be revised to 
incorporate new requirements of Pub.L. 
96-541 in order to provide for the 
donation of historic easements, and to 
initiate a processing fee for certification 
of rehabilitation work. Review of 
historic certification applications by 


States will now be at the discretion of 


the States. The introductory material in 
the regulation will also be revised to 
explain changes in tax treatments 
resulting from the Economic Recovery 
Tax Act of 1981 (Pub.L. 97-34). 

Originally Scheduled: April 1981 

Legal Authority: Tax Reform Act of 
1976, as amended; Revenue Act of 1978; 
Tax Treatment Extension Act of 1980; 
Economic Recovery Tax Act of 1981 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Ward Jandl 202-343- 
9584 

Timetable: Final rule (36 CFR Part 
1208) was published December 19, 1980 
(45 FR 83488). Due to Pub.L. 96-541 
becoming law in December 1980 and 
Pub.L. 97-34 becoming law in January 
1982, rule will again be revised. 

Proposed rule was published July 5, 
1983 (48 FR 30686). 

The information collection 
requirements contained in section 67.3 
of this rule have been submitted to the 
Office of Management and Budget for 
approval as required by 44 U.S.C. 3501 
et seq. 

Final rule is scheduled to be published 
by November 1983. 
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Abstract: This uniform rulemaking, to 
implement the provisions of the 
Archaeological Resources Protection 
Act of October 31, 1979, is in response to 
Section 10(a) of the Act. It is intended 
that the uniform rulemaking will serve 
as the foundation and basic policy 
standard for additional regulations 
which Departments and independent 
agencies may promulgate in order to 
carry out the responsibilities of the Act. 
The intended effect of this rulemaking 
action is to advise the public of its 
obligations to the Federal government 
and to further advise of the Federal 
government's obligations to the public 
concerning the protection and 
conservation of archaeological 
resources located on public and Indian 
lands within the United States, its 
territories and possessions. 

Originally Scheduled: january 1980 

Legal Authority: 16 U.S.C. 470aa et 
seq. 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Bennie Keel 202-343- 
4101 

Timetable: Public hearings for early 
input on proposed rulemaking process 
were held in Denver, Phoenix, Portland, 
and Knoxville between March 22, 1980 
and April 19, 1980. 

Proposed rule.was published January 
19, 1981 (46 FR 5566). 

The information collection 
requirements contained in this rule have 
been approved by the Office of 
Management and Budget under 44 U.S.C. 
3501 et seq. and assigned clearance 
number 1024-0037. 

Final rule is scheduled to be published 
by October 1983. 


CFR Citation: 36 CFR Part 70 Title: 
Protection and Conservation of 
Archaeological Resources: Departmental 
Regulations 

Abstract: This rule will implement the 
provisions of Section 10(b) of the 
Archaeological Resources Protection 
Act of October 31, 1979, and will be © 
based on the uniform rule found in 36 
CFR Part 69. The intended effect of this 





tule is to advise the public of its 


United States, its territories and 
Chipinally Scheduled? October 1983 
Legal Authority: 16 U.S.C. 470aa et 


seq. 
Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 
Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 
Agency Contact: Bennie C. Keeo 202- 
343-4101 
Timetable: Proposed rule is scheduled 
to be published by April 1984. 
CFR Citation: 36 CFR Part 71 Title: 


admission fee which shall authorize 
exits from and reentries to a single 
designated area for a period of from one 
to fifteen days. This rule will be 
redesignated from 36 CFR Part 1227. 

Originally Scheduled: January 1981 

Legal Authority: Pub.L. 96-344 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 


seq. 
Agency Contact: Richard Rambur 202- 


Timetable: Proposed rule is scheduled 
to be published by April 1984. 
CFR Citation: 36 CFR Part 72, Subparts 
A, C and D Title: Urban Park and 
Recreation Recovery Program: Grants 
Procedures 
Abstract: This rule is being revised to 


incorporate provisions for energy 
corservation by recipients of Federal 


assistance. This rule will be 
redesignated from 36 CFR Part 1228. 

Originally Scheduled: January 1981 

Legal Authority: Pub.L. 96-625; 16 
U.S.C. 2501; E.O. 12185 

Determination Under E.O. 12291: The 
effects of this document were previously 
considered under the provisions of E.O. 
12044 which was revoked by E.O. 12291 
on February 17, 1981. The document will 
be reconsidered under the provisions of 
E.O. 12291 before it is published as a 
final rule. 

Effects on Small Businesses and 
Other Small Entities: The determination 


~as to whether this document will have a 


significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: Sam L. Hall 202-343- 
3700 

Timetable: Proposed rule (36 CFR Part 
1228) was published September 3, 1980 
(45 FR 66179). 

Publication of a final rule is being 
delayed pending Administration and 
Departmental decisions to implement 
E.O. 12185. 


CFR Citation: 36 CFR Part 72, Subparts 
A, C and D Title: Urban Park and 
Recreation Recovery Program: Grants 
Procedures 


Abstract: This rule is being revised to 
incorporate an amendment that will 
allow projects to begin to incur costs 
following a tentative grant offer. The 
Program Information section will also be 
revised in response to general requests 
for clarification. This rule will be 
redesignated from 36 CFR Part 1228. 

Originally Scheduled: January 1981 

Legal Authority: Pub.L. 95-625, 16 
U.S.C. 2501 

Determination Under E.O. 12291: The 
effects of this document were previously 
considered under the provision of E.O. 
12044 which was revoked by E.O. 12291 
on February 17, 1981. The document will 
be reconsidered under the provisions of 
E.O. 12291 before it is published as a 
final rule. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: Sam L. Hall 202-343- 
3700 

Timetable: Interim rule (36 CFR Part 
1228) was published September 3, 1980 
(45 FR 58339). 

Final rule is delayed pending the 
outcome of future funding. 
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CFR Citation: 36 CFR Part 75 Title: 
Procedures for the Identification and 


Abstract: These regulations 
implement the Department's 
responsibilities for the identification, 
protection, preservation, and 
management of archeological, 
architectural, historic, scientific, and 
other cultural resources. These 
regulations fulfill requirements set forth 
in the National Historic Preservation 
Act, E.O. 11593, and other applicable 
historic preservation laws. They were 
developed in consultation with the 
Advisory Council pursuant to section 
1(3) of Executive Order 11593, the 
President's Memorandum on 
Environmental Quality and Water 
Resources Management of July 12, 1978, 
and sections 800.10 and 800.11 of the 
amended regulations of the Advisory 
Council, ‘Protection of Historic and 
Cultural Properties‘ (36 CFR 800). 

Originally Scheduled: July 1979 

Legal Authority: President's 
Memorandum on Environmental Quality 
and Water Resources Management; 36 
CFR 800.10; E.O. 11593 

Determination Under E.O. 12291: The 
effects of this document were previously 
considered under the provisions of E.O. 
12044 which was revoked by E.O. 12291 
on February 17, 1981. The document will 
be reconsidered under the provisions of 
E.O. 12291 before it is published as a 
final rule. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: Bennie Keel 202-343- 
4101 

Timetable: Proposed rule was 
published August 2, 1979 (44 FR 45417). 

The Service has decided to issue these 
Depaxtmental procedures as part of the 
Departmental Manual (519 DM 1), and 
therefore a final rule will not be 
published. This Part 75 will instead 
contain the implementing regulations 
that are specific to the Service. 

A Notice withdrawing the proposed 
rule is scheduled to be published by 
October 1983. 


CFR Citation: 36 CFR Part 76 Title: 
Preservation of American Antiquities: 
Definition of an Object of Antiquity 


Abstract: This rule will implement the 
provisions of the American Antiquities 
Act of June 8, 1906, and is in response to 
a Federal court ruting on the vagueness 
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of the term ‘object of antiquity’ and 
failure of the Federal government to 
inform the public in lay terms. This rule 
will be redesignated from 43 CFR Part 3. 

Originally Scheduled: January 1980 

Legal Authority: 16 U.S.C. 431-433 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. has 
not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: Bennie Keel 202-343- 
4101 

Timetable: Proposed rule (43 CFR Part 
3) was published April 10, 1978 (43 FR 
14975). 

A second proposed rule will be 
published after 36 CFR Part 69 is 
published as a final rule. 


CFR Citation: 36 CFR Part 78 Title: 
Waiver of Federal Agency 
Responsibilities under the National 
Historic Preservation Act 


Abstract: This rule is necessary under 
the National Historic Preservation Act 
Amendments of 1980 which require the 
Secretary of the Interior to establish 
new procedures for the waiver of the 
requirements of Section 110 of the Act. 

Originally Scheduled: April 1982 

Legal Authority: 16 %*.S.C. 470 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Carol Dubic 202-343- 
9505 

Timetable: Proposed rule is scheduled 
to be published by January 1984. 


CFR Citation: 43 CFR Part 36 Title: 
Transportation and Utility Systems in 
Alaska 


Abstract: This rule will establish 
procedures for the review and approval 
of any application for a transportation 
or utility system in Alaska, if any 
portion of the system's route will be 
within any national conservation system 
unit, national recreation area or national 
conservation area in the State. 

Originally Scheduled: October 1982 

_ Legal Authority: 16 U.S.C. 3161 

Determination Under E.O. 12291: The 

Department of the Interior has 


determined that this document is not a 


major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Brian Koula 202-343- 
7957 

Timetable: Proposed rule was 
published July 15, 1983 (48 FR 32506). 

Final rule is scheduled to be published 
by April 1984. 


CFR Citation: 43 CFR Subpart 2653 
Title: Cemetery Sites and Historical 
Places 


Abstract: The Service is proposing to 
amend 43 CFR 2653.5 by deleting all 
references to the Service as the 
consulting agency concerning the 
cultural value and significance of 
existing Alaska Native cemetery sites 
and historical places. This revision will 
relieve the Service from the 
responsibility of being the consulting 
agency for sites located on all Federal 
lands in Alaska, thus eliminating an 
expensive duplication of Federal effort. 

Originally Scheduled: October 1983 

Legal Authority: 16 U.S.C. 3 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: Rich O’ Guinn, 
Alaska Regional Office, National Park 
Service, 2525 Gambell Street, 
Anchorage, AK 99503, 907-271-4551 

Timetable: Proposed rule is scheduled 
to be published by November 1983. 


COMPLETED ACTIONS - NATIONAL PARK 
SERVICE 


CFR Citation: 36 CFR Part 1 Title: 
Miscellaneous Provisions 


Abstract: This part contains 
miscellaneous provisions, definitions 
and penalties that are applicable to 
Parts 1-7 of Title 36. 

Originally Scheduled: January 1981 

Legal Authority: 16 U.S.C. 3 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
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the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Maureen Finnerty 
202-343-4874 

Timetable: Proposed rule was 
published March 17, 1982 (47 FR 11598). 

Final rule was published June 30, 1983 
(48 FR 30252). 


CFR Citation: 36 CFR Part 2 Title: Public 
Use and Recreation 


Abstract: This part contains the 
general provisions that are applicable to 
public use of all units within the 
National Park System. 

Originally Scheduled: April 1981 

Legal Authority: 16 U.S.C. 3 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Maureen Finnerty 
202-343-4874 

Timetable: Proposed rule was 
published March 17, 1982 (47 FR 11598). 

Final rule was published June 30, 1983 
(48 FR 30252). 


CFR Citation: 36 CFR Part 3 Title: 
Boating _ 


Abstract: This rule will align all 
Service boating regulations concerning 
equipment with the provisions of the 
Federal Boat Safety Act and will revise 
operational rules. 

Originally Scheduled: May 1978 

Legal Authority: 16 U.S.C. 3 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Maureen Finnerty 
202-343-4874 > 

Timetable: Proposed rule was 
published March 17, 1982 (47 FR 11598). 

Final rule was published June 30, 1983 
(48 FR 30252). 





CFR Citation: 36 CFR Part 7 Title: 
Special Regulations, Areas of the 
National Park System ; 

Abstract: of revised general 
regulations (47 FR 11598) for areas 
administered by the National Park 
Service eliminated 65 special regulations 
from 36 CFR Part 7. 

Originally Scheduled: October 1982 

Legal Authority: 16 U.S.C. 3 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 


seq. 
Agency Contact: Maureen Finnerty 
202-343-4874 
Timetable: Final rule was published 
June 30, 1983 (48 FR 30252). 


CFR Citation: 36 CFR Part 7 Title: 
Bighorn Canyon National Recreation 
Area: Snowmobiles 


Abstract: This rule will provide for the 
use of snowmobiles within the 
recreation area. 

Originally Scheduled: July 1980 

Legal Authority: 16 U.S.C. 3 

Determination Under E.O. 12291: The 
effects of this docment were previously 
considered under the provisions of E.O. 
12044, which was revoked by E.O. 12291 
on February 17, 1981. The document will 
be reconsidered under the provisions of 
E.O. 12291 before it is published as a 
final rule. 

Effects on Smal! Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: jim Randall, Rocky 
Mountain Regional Office, National Park 
Service, 655 Parfet St.. P.O. Box 25287, 
Denver, CO 80225, 303-234-3068 

Timetable: Proposed rule was 
published January 6, 1961 (46 FR 1312). 

Final rule was published June 29, 1983 
(48 FR 29884}. 


CFR Citation: 36 CFR Part 7 Title: 
Glacier Bay National Park and Preserve: 
Humpback Whale 

Abstract: This rule will extend 
temporary regulations, currently due to 
expire May 15, 1983, for an additional 
season to regulate the operation of 
vessels and fishing in Glacier Bay, for 
the protection of the whale. 
Originally Scheduled: April 1983 


Legal Authority: 16 U.S.C. 3 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: Bill Tanner, Alaska 
Regional Office, National Park Service. 
2525 Gambell Street, Anchorage, AK 
99503, 907-271-4551 

Timetable: Proposed rule was 
published April 6, 1983 (48 FR 14976). 

Final rule was published May 16, 1983 
(48 FR 21945). 


CFR Citation: 36 CFR Part 7 Title: 
Glacier National Park: Fishing 

Abstract: This rule will extend the 
park fishing season, increase the catch 
size while protecting native species, and 
revise the methods of back-country fish 
entrail disposal. 

Originally Scheduled: April 1983 

Legal Authority: 16 U.S.C. 3 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 


seq. 

Agency Contact: John Chapman, 
Rocky Mountain Regional Office, 
National Park Service, 655 Parfet Street, 
P.O. Box 25287, Denver, CO 80225, 303- 
234-3068 

Timetable: Proposed rule was 
published March 25, 1983 (48 FR 12563). 

Final rule was published June 29, 1983 
(48 FR 29846). 


CFR Citation: 36 CFR Part 7 Title: Grand 
Teton National Park: Snowmobiles 


Abstract: This rule will provide for 
winter snowmobile travel that is 
consistent with both the Service 
snowmobile policy and the off-road 
vehicle policy of the Department (7.22). 

Originally Scheduled: july 1980 

Legal Authority: 16 U.S.C. 3 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
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of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: John Chapman, 
Rocky Mountain Regional Office. 
National Park Service, 655 Parfet St.. 
P.O. Box 25287, Denver, CO 80225, 303- 
234-3068 

Timetable: Advance notice of 
proposed rulemaking was published 
May 14, 1980. 

Proposed rule was published March 1, 
1982 (47 FR 8600). 

Final rule was published April 28, 
1983 (48 FR 19169). 


CFR Citation: 36 CFR Part 7 Title: Great 
Smoky Mountains National Park: 
Fishing 

Abstract: This rule will be revised to 


- delete reference to activities which will 


result in a simplification by combining 
and streamling numerous regulatory 
provisions, and will loosen some 
restrictions on fishing in order to allow 
more utilization of the resource. 

Originally Scheduled: April 1982 

Legal Authority: 16 U.S.C. 3 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: John Reed, Southeast 
Regional Office, National Park Service, 
75 Spring Street, SW, Atlanta, GA 30303, 
404-242-4916 

Timetable: Proposed rule was 
published November 26, 1982 (47 FR 
53426). 

Final rule was published July 6, 1983 
(48 FR 31020). 


CFR Citation: 36 CFR Part 7 Title: John 
D. Rockefeller Memorial Parkway: 
Snowmobiles 


Abstract: This rule will provide for the 
use of snowmobiles on the parkway. 

Originally Scheduled: October 1981 

Legal Authority: 16 U.S.C. 3 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: John Chapman, 
Rocky Mountain Regional Office, 





Federal Register / Vol. 48. No. 201 {| Monday, October 17, 1983 / Unified Agenda 


National Park Service, 655 Parfet Street, 
P.O. Box 25287, Denver. CO 80225, 303- 
234-3068 
Timetable: Proposed rule was 
published March 1, 1962 (47 FR 8603}. 
Final rule was published April 28, 
1983 (48 FR 19168). 


CFR Citation: 36 CFR Past 7 Title: 
Theodore Roosevelt National Park: 
Snowmobiles 

Abstract: This rule will provide for the 
use of snowmobiles within the park. 

Originally Scheduled: April 1983 

Legal Authority: 16 U.S.C. 3 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Smalt Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of smatt entities under 5 U.S.C_ 601 et 
seq. 

Agency Contact: john Chapman, 
Rocky Mountain Regional Office, 
National Park Service, 655 Parfet Street, 
P.O. Box 25287, Denver, CO 80225, 303- 
234-3068 

Timetable: Proposed rule was 
published fuly #5, 1983 (48 FR 32366}. 

Final rule is scheduled to be published 
by December 1983. 


CFR Citation: 36 CFR Part 50 Title: 
Demonstrations 


Abstract: Demenstration regulations 
contained in 36 CFR 50:19 and related 
regulations will be revised with regard 
to storage of contaimers, parcels and 
personat belengings. imitations on 
signs, and restrictions on structures in 
the White House area. 

Originally Scheduled: April 1983 

Legal Authority: 16 U.S.C. 3 

Determination Under EO. 12291: The 
Department of the Interior bas 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Sali Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Rick Robbins 202- 
343-4338 

Timetable: Review of this rule is 
scheduled to be completed by April 
1983. 

Interim rule was published April 22, 
1983 (48 FR 17352). 

Proposed rule was published May 17, 
1983 (48 FR 22284) 

Final rule was published fune 17, 1983 
(48 FR 28058). 


CFR Citation: 36 CFR Part 65 Title: 
National Historic Landmark Program 
Abstract: This tule incorporates 

certain revisions required by the 
National Historic Preservation Act 
Amendments of 1980. In addition to - 
responding to the new law. these 
changes update and revise in other 
minor respects the procedures for 


will be redesignated from 36 CFR Part 
1205. 

Originally Scheduled: January 1979 

Legal Authority: 16 U.S.C. 464 et seq. 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.©. 12291. 

Effects on Smell Businesses and 
Other Smal! Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a sebstantial number 
of small entities under 5 U.S.C. 66% et 
seq. 

Agency Contact: Benjamin Levy 262- 
343-8164 

Timetable: Interim rule (36 CFR Part 
1205) with request for comments was 
published December 18, 1979 (44 FR. 
74826). Due to Pub.L. 96-545 becoming 
law on December 12, 1980. rules must be 
agair revised. 

Final rule was published February 2, 
1983 (48 FR 4652). 


BUREAU OF INDIAN AFFAIRS 


CURRENT AND PROJECTED 
RULEMAKINGS - BUREAU OF INDIAN 
AFFAIRS. 


CFR Citation: 25 CFR Part 11 Title- Law 
and Order on Indian Reservations 
Abstract: This part is being revised to 
preclude Courts of Indian Offenses from 
adjudicating imtra-tribal governmental 
disputes absent consent of am Indian 
tribe (41.22}. Consideration is also being 
given to revising this part to adopt state 
substantive law in place of the offenses 
presently enumerated im this part. 
Originally Scheduled: january 1981 
Legal Authority: 25 U.S.C. 2,9 and 13 
Determination Under E.O. 12291: The 
determination as to whether this 


Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will kave a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has. not been 
made at this time. 


Agency Contact: David Etheridge 202- 
343-8526 

Timetable: Proposed rule is scheduled 
to be published by October 1983. 


CFR Citation: 25 CFR Part 27 Title: 
Action on Wills of Osage Indians 

Abstract: This rule is being revised to 
permit the Field Solicitor of the 
Department to: (1) approve/ disapprove 
wills of persons of Osage Indian blood 
providing for the disposition of 
restricted property; (2) issue orders and 
decisions; (3) issue subpoenas and te 
administer oaths to witnesses testifying 
hearings; and {4} send appeals from 
decisions to the Regional Solicitor of the 
Department. 

Originalfy Scheduled: fanuary 198% 

Legal Authority: Pub.L. 95-496 

Determination Under E.O. 12291- The 
determination as te whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significamt economic effect on a 
substantial number of small entities 
under 5 U.S.C. 60f ef seq. has not been 
made at this fime. 

Agency Contact: Duard Barnes 202- 
343-9405 

Timetable: Proposed rule is scheduled 
to be published by October 1989. 


CFR Citation: 25 CFR Part 20 Title: 
Social Welfare 


Abstract: Pub.L. 97-394 requires the 
Bureaw of Indian Affairs to mmpose a 
ratable reduction on general assistance 
(GA) grant payments te eligible Indian 
clientele. When implemented, the 
rateable reduction will vary among 
states in that it will be identieaf ir 
amount fe the reductions established by 
the states im the administratior of their 
respective Aid to Families with 
Dependent Children programs. fr the 
past, the Bureau has made GA grant 
payments at the full need levels 
established by the states. The effect of 
applying a rateable reduction wilf be 
reduced program costs. 

Originally Schedafed: Aprit 1983 

Legal Authority: 25 U.S.C. 13 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12294. 

Effects on Small Businesses ard 
Other Small Entities: The Department of 
the Interior has determined that this 
document will net have a significant 
economic effect om a substantial number 
of small entities under 5 U.S.C. 60% et 
seq. 





Agency Contact: Raymond V. Butler 


Timetable: Proposed rule is scheduled 
to be published by October 1983. 
CFR Citation: 25 CFR Part 23 Title: 
Indian Child Welfare Act 


Abstract: This rule will be amended to 
reflect the requirements to implement 
the overall Indian Child Welfare Act 


program. 

Originally Scheduled: October 1983 

Legal Authority: 5 U.S.C. 301; 25 
U.S.C. 2 and 9 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: Louise Zokan-Delos 
Reyes 202-343-6434 

Timetable: Proposed rule is scheduled 
to be published by December 1983. 


CFR Citatiore 25 CFR Part 26 Title: 
Employment Assistance for Adult 


Abstract: This rule will describe 
eligibility criteria required for 
participation in the Bureau's program of 
Employment Assistance for Adult 
Indians and explain application 
procedures. This will be a new part 
added to 25 CFR. This program has been 
in existence in some form since 1949 but 
has never before been described in 25 
CFR. This Part has been redesignated 
from 25 CFR Part 33. 

Originally Scheduled: October 1981 

Legal Authority: 25 U.S.C. 13 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 


seq. 

Agency Contact: Bob Delaware 202- 
343-8428 

Timetable: Proposed rule was 
published August 31, 1982 (47 FR 35355). 

The information collection 
requirements contained in section 26.4 
of this rule have been approved by the 
Office of Management and Budget under 
44 U.S.C. 3501 et seq. and assigned 
clearance number 1076-0062. 

Final rule is scheduled to be published 
by October 1983. 


CFR Citation: 25 CFR Part 27 Title: 
Vocational Training for Adult Indians 


Abstract: This rule will describe 
eligibility criteria required for 
participation in the Bureau's program of 
vocational training for adult Indians and 
explain application procedures. This 
Part has been redesignated from 25 CFR 
Part 34. 

Originally Scheduled: May 1978 

Legal Authority: Pub.L. 84-959; Pub.L. 

230 


Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Smali Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 


seq. 

Agency Contact: Bob Delaware 202- 
343-8428 

Timetable: Proposed rule was 
published August 31, 1982 (47 FR 38358). 

The information collection 
requirements contained in section 26.4 
of this rule have been approved by the 
Office of Management and Budget under 
44 U.S.C. 3501 et seq. and assigned 
clearance number 1076-0062. 

Final rule is scheduled to be published 
by October 1983. 


CFR Citation: 25 CFR Part 36 Title: 
Minimum Academic Standards for the 
Basic Education of Indian Children and 
National Criteria for Dormitory 
Situations 

Abstract: This rule will prescribe 
minimum academic standards for the 
basic education of Indian children in 
Bureau schools and provide the national 
criteria for use in the operations of 
dormitories by the Bureau. This Part has 
been redesignated from 25 CFR Part 31e. 

Originally Scheduled: January 1980 

Legal Authority: 25 U.S.C. 2001,2002; 
Pub.L. 95-561 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: George D. Scott 202- 
343-6675 

Timetable: Proposed rule was 
published March 23, 1983 (48 FR 12312). 

Final rule is scheduled to be published 
by December 1983. 
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CFR Citation: 25 CFR Part 39 Title: 
Indian School Equalization Program 


Abstract: This rule, which contains 
the funding mechanism for Bureau 
operated and contract elementary and 
secondary schools, will be revised when 
academic and dormitory standards are 
finalized in 25 CFR Part 36. 
Simultaneously, this rule will be 
reviewed to determine if all provisions 
are current and up-to-date. 

Originally Scheduled: January 1981 

Legal Authority: Pub.L. 95-561; 25 
U.S.C. 2008 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Bob Parisien 202-343- 
6364 

Timetable: Proposed rule is scheduled 
to be published by April 1984. 


CFR Citation: 25 CFR Part 40 Title: 
Administration of the Higher Education 
Program 

Abstract: This rule will revise 
established policies and provide uniform 
procedures to govern the higher 
education program administered under 
the authority of 25 U.S.C. 13. This rule 
applies only to educational grants; 
Bureau educational loans are governed 
by 25 CFR Part 91. This Part has been 
redesignated from 25 CFR Part 32. 

Originally Scheduled: January 1980 

Legal Authority: 25 U.S.C. 13; Pub.L. 
67-85 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Don Standing Elk 
202-343-7387 

Timetable: Proposed rule,is scheduled 
to be published by January 1984. 


CFR Citation: 25 CFR Part 42 Title: 
Constitutional and Civil Rights of Indian 
Students 


Abstract: This rule will set forth 
policies, requirements and procedures to 
ensure the protection of the 
constitutional and civil rights of 
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students attending Bureau or contract 
schools and dormitories. This Part has 
been redesignated from 25 CFR Part 31i. 

Originally Scheduled: jamaary 1961 

Legal Authority: Pub.L. 95-561; 25 
U.S.C. 2017 

Determination Under E_O. 12291: The 
Department of the Interior has , 
determined that this document is net a 
major rule under E_O. 12291. 

Effects on Small! Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of smalt entities under 5 U.S.C. 601 et 
seq. 

caine Contact- George D-. Scott 202- 
343-4493 

Timetable: rule was 
published May 22. 1979 (44 FR 29855}. 

Final rule is scheduled to be published 
by May 1984. 


CFR Citation: 25 CFR Part 44 Title- 
Provision of Educational Services by 
Bureau of Indian Affairs Under Section 
1101(d) of Public Law 95-561 


Abstract: This rule will govern the 
provision of educational services to 
Indian children by the Bureau under 
section 1101(d} of Pub.L. 95-561. This 
Part has been redesignated from 25 CFR 
Part 31j. 

Originally Scheduled: January 1980 

Legal Authority: Pub.L. 95-561 

Determination Under E.O. 42291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of smali entities 
under 5 U.S.C. 601 et seq has not been 
made at this time. 

Agency Contact: James Martin 202- 
343-8657 

Timetable: Proposed rule is scheduled 
to be published by October 1983. 


CFR Citation: 25 CFR Part 45 Title: 
Special Education 

Abstract: This rule will establish 
standards for the provision of special 
education and related services to Indian 
children in schools operated by or under 
the authority of the Bureau. This Part 
has beer redesignated from 25 CFR Part 
31k. 

Originally Scheduled: fanuary 1980 

Legal Authority: Pub.L. 94-142 

Determination Under E.O. 12291: The 
effects of this document were previously 
considered under the provisions of E.O. 
12044 which was revoked by E.O. 12291 
on February 17, 1981. The document will 
be reconsidered under the provisions of 


E.O. 12291 before it is published as a 


final rule. 


Effects on Small Businesses and 
Other Sma!! Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact- Charles Cordova 202- 
343-4071 

Timetable: Proposed rule was 
published September 29, 1940 (45 FR 
64472). 

Final rule is scheduled to be published 
by December 1983. 


CFR Citation: 25 CFR Part 47 Title: 
Bureau Operated Institutions of Higher 


and Fort Sesnndasy Rihsastion 


Abstract: This rule will revise the 
policies governing the Bureau's three 
post-secondary schools and reflect the 
national policies of Indian tribal self- 
determination. This Part has been 
redesignated from 25 CFR Part 32c. 

Originally 


determination as to whether this 
document is a major rule under E.O. 
12291 has not been made af this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time- 

Agency Contact: Don McCabe 202- 
343-7387 

Timetable: Proposed rule is scheduled 
to be published by Octeber 1983. 


CFR Citation: 25 CFR Part 69 Title: 
Preparation of a Roll of Alaska Natives 


Abstract: This rule is being amended 
to provide procedures for the 
redetermination of pezmanent residence 
of Alaska Natives enrolled pursuant to 
Pub.L. 92-203 in accordance with section 
1(c) of Pub.L. 94-204. This Part has been 
redesignated from 25 CFR Part 43h. 

Originally Scheduled: April 1981 

Legal Authority: Pub.L. $4-204- Pub.L. 
92-203 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Smell Businesses and 
Other Smal} Entities: The determination 
as to whether this document wiff have a 
significant economic effect on a 
substantia? number of smaif entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: Kathleen L. Slover 
202-343-3594 


47497 


Timetable: Proposed rule is scheduled 
to be published by April 1984. 


CFR Citation: 25 CFR Part 71 Title: 
Preparation of a Roll for Distribution of 
Judgment Funds to Certain Warm 
Springs Indians 

Abstract: This rule will revise Part 71 
to provide procedures to govern the 
preparation of a roll of certain members 
of the Confederated Tribes of the Warm 
Springs Reservation fo serve as a basis 
for the distribution of judgment funds 
under the Act of January 8, 1983 (Pub.L. 
97-436). 

Originally Schedulect October 1983 

Legal Authority: Pab.L_ 97-436 

Determination Under E.O. 12291- The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 ef 
seq. 

Agency Contact: Kathleen L. Slover 
202-343-3594 

Timetable: Proposed rule is scheduled 
to be published by December 1983. 


CFR Citation: 25 CFR Part 89 Title: 
Attorney Contracts with Indian Tribes 

Abstract: This rule will be amended to 
establish the current policy of tribal self- 
determination, minimize the Federal 
government's involvement in tribal self- 
government and simplify the regulations 
by making ali tribes, regardless of their 
organizational status, subject to a single 
set of regulations. This Part has been 
redesignated from 25 CFR Part 72. 

Originally Scheduled: July 1980 

Legal Authority: 5 U.S.C. 301: 25 
U.S.C. 2, 9, 93, 81, 82a, 450, 476 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document wilt not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C_ 601 et 
seq. 

Agency Contact: Evelyn Pickett 202- 
343-4045 

Timetable: rule was 
published fuly 17, 1980 (45 FR 47869). 

Final rule is scheduled to be published 
by June 1984. 





CFR Citation: 25 CFR Part 114 Title: 
Special Deposits 


Abstract: The Bureau will publish 
procedures required to determine final 
ownership of funds which are on 
deposits in account 14x6703 ‘Indian 
Proceeds of Labor Excrow 


Moneys, 
Account Determination of 


--Pending 
Ownership‘ (formerly 14x8500 Indian 

Proceeds of Labor) for ~ 
distribution to the rightful individual 
Indians and/or tribes pursuant to Pub.L. 
97-100, FY 1982 Interior Department 

iations Act, and Pub.L. 97-257, 
FY 1982 Interior Department 

tal 


Appropriations Act. 
Simultaneously, this rule will be 
reviewed to determine if all provisions 
are current and up-to-date. 

Originally Scheduled: April 1983 

Legal Authority: Pub.L. 97-100; Pub.L. 
97-257 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Smail Entities: The Department of 
the Interior has determined that this _ 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 


Timetable: Proposed rule is scheduled 
to be published by April 1984. 
CFR Citation: 25 CFR Part 140 Title: 
Licensed Indian Traders 

Abstract: On April 25, 1980, the 
Bureau published a proposed rule that 
would have amended the regulations 
governing Indian traders on most Indian 
reservations. That proposal would have 
restricted application of the regulations 
to businesses located in isolated 
communities where there is an absence 
of competition. Most comments received 
were strongly opposed to the proposal 
and supportive of diligent enforcement 
of the trader regulations on all Indian 
reservations. In response to those 
comments, the Bureau has proposed to 
modernize the trading regulations by 
adopting as its regulations the consumer 
protection statutes of the state where 
the business is located. This Part has 
been redesignated from 25 CFR Part 251. 

Originally Scheduled: April 1981 

Legal Authority: 25 U.S.C. 261, 262 

Determination Under E.O. 12291: The 
effects of this document were previously 
considered under the provisions of E.O. 
12044 which was revoked by E.O. 12291 
on February 17, 1981. The document will 
be reconsidered under the provisions of 


E.O. 12291 before it is published as a 
final rule. 

Effécts on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: Jack Spencer 202- 
343-5786 

Timetable: Proposed rule was 
published January 6, 1981 (46 FR 1298). 

A Notice withdrawing the proposed 
rule will be published by October 1983. 


CFR Citation: 25 CFR Part 140 Title: 
Licensed Indian Traders 


Abstract: Pub.L. 96-277 changed the 
procedure under which employees of the 
Federal government may enter into 
trading with Indians. Previously, the law 
allowed for trades between Federal 
employees and Indians only in certain 
cases which could be approved, for 
ample cause, on an individual basis by 
the Secretary of the Interior. Pub.L. 96- 
277 and E.O. 12328 provide that trading 
by employees of the Bureau of Indian 
Affairs and the Indian Health Service 
may enter into trading with Indians on a 
case-by-case basis when requested in 
accordance with regulations published 
by the Secretary of the Interior. 

Originally Scheduled: April 1983 

Legal Authority: Pub.L. 96-277; E.O. 
12328 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: John G. Combs 202- 
343-8718 

Timetable: A proposed rule is 
scheduled to be published by October 


- 1983. 


CFR Citation: 25 CFR Part 151 Title: 
Land Acquisitions 


Abstract: The Bureau proposes to 
publish amendments to Part 151 dealing 
with acquisition of fractional interests in 
land. Simultaneously, this rule will be 
reviewed to determine if all poovisions 


_ are current and up-to-date. 


Originally Scheduled: April 1983 

Legal Authority: Pub.L. 97-459 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 
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Effects on Small Businesses avd 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: Louis H. White 202- 
343-3608 

Timetable: Proposed rule is scheduled 
to be published by October 1983. 


CFR Citation: 25 CFR Part 162 Title: 
Leasing and Permitting 


Abstract: This rule will reorganize 
Part 162 into three new subheadings: (1) 
How to Acquire Leases; (2) Special 
Provisions and Requirements of Leases; 
and (3) Special Provisions for Specific 
Reservations. These revisions will 
facilitate the use of the regulations for 
easier reference. This Part has been 
redesignated from 25 CFR Part 131. 

Originally Scheduled: July 197: 

Legal Authority: 25 U.S.C. 380, 393, 
394, 395, 397, 402, 402a, 403, 403a-c, 415, 
415a-d, 477, 635 

Determination Under E.O. 12291: The 
effects of this document were previously 
considered under the provisions of E.O. 
12044 which was revoked by E.O. 12291 
on February 17, 1981. The document will 
be reconsidered under the provisions of 
E.O. 12291 before it is published as a 
final rule. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: Robert Jones, 
Phoenix Area Office, Bureau of Indian 
Affairs, P.O. Box 7007, Phoenix, AZ 
85011, 802-261-2275 

Timetable: Proposed rule was 
published October 27, 1978 (43 FR 
50210). 

Final rule is scheduled to be published 
by March 1984. 


CFR Citation: 25 CFR Part 163 Title: 
General Forest Regulations 


Abstract: This rule will be updated 
and revised to reflect economic and 
technical changes pertinent to timber 
management and harvesting since the 
last revision in 1976. The revision will 
also eliminate gender-specific 
terminology. This Part has been 
redesignated from 25 CFR Part 141. 
Simultaneously, this rule will be 
reviewed to determine if all provisions 
are current and up-to-date. 

Originally Scheduled: October 1981 

Legal Authority: 25 U.S.C. 406, 407 and 
4667, 406, 407 
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Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Fred Malroy 202-343- 
6067 

Timetable: Proposed rule was 
published March 18, 1983 (48 FR 11459). 

Final rule is scheduled to be published 
by October 1983. 


CFR Citation: 25 CFR Part 168 Title: 
Grazing Regulations for Former Navajo- 
Hopi Joint Use Area Lands 


Abstract: This rule will be revised to 
clarify the Secretary's responsibilities 
over grazing control and range 
restoration activities in the area 
formerly known as the Joint Use Area 
under the July 9, 1980 amendments to 
the Navajo-Hopi Settlement Act, 25 
U.S.C. 640d-640d-28. The rule will also 
be revised to correct vague and/or 
ambiguous language contained in 
certain provisions of the existing rule. 
This Part has been redesignated from 25 
CFR Part 153. 

Originally Scheduled: October 1981 

Legal Authority: 5 U.S.C. 301; 25 
U.S.C. 2, 9, 640d, 640d-28 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: Sam Miller 202-343- 
4004 

Timetable: An Interim rule with 
request for comments was published 
September 10, 1982 (47 FR 39816). 

Final rule is scheduled to be published 
by October 1983. 


CFR Citation: 25 CFR Part 174 Title: 
Operations and Maintenance Charges 


Abstract: The provision which 
establishes the criteria for determining 
operation and maintenance charges of 
the Joint Works will be amended 
(174.69d). A review of the operating 
policies of the San Carlos irrigation 
project indicates that operation and 
maintenance charges of the Joint Works 
should include the cost of the electrical 
energy recuired for the operation of 


irrigation pumps. This Part has been 
redesignated from 25 CFR Part 221. 

Originally Scheduled: April 1981 

Legal Authority: 25 U.S.C. 385, 387 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Walter Parks, San 
Carlos Irrigation Project, P.O. Box 456, 
Coolidge, AZ 85228, 602-723-5439 

Timetable: Final rule is scheduled to 
be published by April 1984. 


CFR Citation: 25 CFR Part 176 Title: 
Flathead Indian Irrigation Project, 
Montana 

Abstract: This rule contains 
regulations to be followed for the 
operation of the electric power system 
at the Flathead Project, Montana. This 
Part has been redesignated from 25 CFR 
Part 232. 

Originally Scheduled: April 1981 

Legal Authority: 62 Stat. 273; 5 U.S.C. 
301 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Charles P. Corke 202- 
343-4004 

Timetable: Proposed rule was 
published November 10, 1982 (47 FR 


). 
Final rule is scheduled to be published 
by October 1983. 


CFR Citation: 25 CFR Part 179 Title: Use 
of Water on Indian Reservations 


Abstract: This rule will state the 
criteria the Secretary will follow in 
determining whether to approve water 
codes enacted by Indian tribes which 
would regulate the use of waters on 
Indian reservations. This Part has been 
redesignated from 25 CFR Part 260. 

Originally Scheduled: April 1981 

Legal Authority: 25 U.S.C. 1a, 2, 9, 381, 
415 

Determination Under E.O. 12291: The 
effects of this document were previously 
considered under the provisions of E.O. 
12044 which was revoked by E.O. 12291 
on February 17, 1981. The document will 
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be reconsidered under the provisions of 
E.O. 12291 before it is published as a 
final rule. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: joseph R. Membrino 
202-343-6967 

Timetable: Proposed rule was 
published January 5, 1981 (46 FR 944). 

Final rule is scheduled to be published 
by October 1983. 


CFR Citation: 25 CFR Part 211 Title: 
Contracts for Prospecting and Mining on 
Indian Mineral Lands 

Abstract: The regulations in this part 
govern contracts for the prospecting and 
mining of Indian-owned minerals, other 
than oil, gas and coal. Revisions will be 
made which would combine rules for the 
review and approval of mineral 
development contracts on both tribal 
and allotted lands into one part. This 
Part has been redesignated from 25 CFR 
Part 171. 

Originally Scheduled: May 1978 

Legal Authority: 25 U.S.C. 396, 396d, 
415, 476, 477 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Tom Riggs 202-343- 
3722; Ken Core 202-343-3722 

Timetable: Proposed rule was 
published August 11, 1980 (45 FR 53164). 

A second proposed rule was 
published July 12, 1983 (48 FR 31978). 

Final rule is scheduled to be published 
by April 1984. 


CFR Citation: 25 CFR Part 212 Title: 
Leasing of Allotted Lands for Mining 


Abstract: As a result of review, it has 
been determined that this part is no 
longer necessary and should be revoked. 
The rules which currently govern the 
leasing of oil and gas on Indian allotted 
lands will be replaced by a new 25 CFR 
Part 218. This Part has been 
redesignated from 25 CFR Part 172. 

Originally Scheduled: April 1981 

Legal Authority: 25 U.S.C. 396; 35 Stat. 
396 

Determination Under E.O. 12291: The 
Department of the Interior has 
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CFR Citation: 25 CFR Part 216 Title: 
Reclamation and 


Operation, 
Conservation on Mineral Lands 
Abstract: This rule will provide for 


nally 
Seiten abhi anh 08, 
396d, 415, 476, 477: 42 U.S. 4332 


document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 


seq. 
Agency Contact: Tom Riggs 202-343- 
3722; Ken Core 202-343-3722 
Timetable: rule was 
published August 11, 1980 (45 FR 53164). 
Final rule is scheduled to be published 
by October 1983. 


CFR Citation: 25 CFR Part 218 Title: Oil 
and Gas Contracts 
Abstract: This part will govern 
contracts for the development of Indian 
owned oil and gas reserves. The 
regulations would replace existing 
regulations in 25 CFR Part 218. This Part 
has been redesignated from 25 CFR Part 


Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 


document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 


seq. 
Agency Contact: Tom Riggs 202-343- 
3722; Ken Core 202-343-3722 
Timetable: rule was 
published August 11, 1980 (45 FR 53164). 
Final rule is scheduled to be published 
by October 1983. 


CFR Citation: 25 CFR Part 225 Title: Oil 
and Gas Minera! Agreements 


Abstract: The Bureau proposes to 
publish regulations that will govern 
mineral agreements for the development 
of Indian owned oil and gas resources 
pursuant to the Indian Mineral 
Development Act of 1982, Pub.L. 97-382, 
which authorizes the tribes to enter into 
negotiated agreements rather than go 
through the previously required 
competitive advertising procedure. 

Originally Scheduled: April 1983 

Legal Authority: Pub.L. 97-382; 52 Stat. 
347; 35 Stat. 783 

Determination Under E.O. 12291: The 
determination as to whether this 


‘ document is a major rule under E.O. 


12291 has not been made at this time. 

Effects on Smail Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: David Baldwin, 
Division of Energy and Mineral 
Resources, Bureau of Indian Affairs, 730 
Simms Street, Lakewood Office Plaza, 
Room 239, Golden, CO 80401 

Timetable: Proposed rule was 
published July 12, 1983 (48 FR 31978). 

Final rule is scheduled to be published 
by April 1984. 


CFR Citation: 25 CFR Part 250 Title: 
Indian Fishing: Hoopa Valley Indian 
Reservation 

Abstract: This rule, which contains 
the regulations for the Hoopa fishery, 
will be revised to remove burdensome 
requirements. 

Originally Scheduled: April 1983 

Legal Authority: 43 U.S.C. 1457; 25 
U.S.C. 29 and 262; Reorganization Pian 
No. 3 of 1950, 64 Stat. 1262 : 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 


' made at this time. 


Agency Contact: Wilson Barber, 
Hoopa Agency, Bureau of Indian Affairs, 
P.O. Box 307, Hoopa, CA 95546, 916-625- 
4285 

Timetable: Proposed rule was 
published June 24, 1983 (48 FR 29004). 

Fina! rulé is scheduled to be published 
by April 1984. 

CFR Citation: 25 CFR Part 256 Title: 
Housing Improvement Program 

Abstract: The Inspector General Audit 
Report C-1A-BIA-20-82{a), dated 
September 1982, recommended that the 
Bureau of Indian Affairs revise its 
Housing Improvement Program 
regulations to prohibit the reselling of 
housing units obtained through a HIP 
grant. The existing regulations do not 
have any restrictions for disposing of 
housing obtained through a Bureau 
grant. 

Originally Scheduled: April 1983 

Legal Authority: 25 U.S.C. 13 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: G. Ronald Peake 202- 
343-4876 

Timetable: Final rule is scheduled to 
be published by October 1983. 


CFR Citation: 25 CFR Part 261 Title: 
Preservation of Antiquities 


Abstract: Part 261 is authorized by the 
Antiquities Act of 1906 (16 U.S.C. 432) 
which has been largely superseded-by 
the Archeological Resources Protection 
Act (16 U.S.C. 470aa). This Part has been 
redesignated from 25 CFR Part 132. 

Originally Scheduled: October 1981 

Legal Authority: 16 U.S.C. 470aa 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Smail Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: George Farris 202- 
343-4541 

Timetable: Proposed rule is scheduled 
to be published by October 1983. 
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CFR Citation: 25 CFR Part 262 Title: 
Heritage Preservation 


Abstract: This rule will establish 
procedures for implementing the 
requirements of legislation relating to 
cultural resources. Subpart A will 
implement the requirements of the 
National Historic Preservation Act as it 
pertains to Bureau actions which may 
affect properties that are listed on the 
National Register of Historic Places. 
Subpart B will implement the 
requirements of the Archaeological 
Resources Protection Act, particularly 
the requirement that no archaeological 
resources may be excavated without a 
permit. This Part has been redesignated 
from 25 CFR Part 281. 

Originally Scheduled: April 1981 

Legal Authority: 16 U.S.C. 469, 470aa, 
470f; 42 U.S.C. 1996 

Determination Under E.O. 12291: The 
effects of this document were previously 
considered under the provisions of E.O. 
12044 which was revoked by E.O. 12291 
on February 17, 1981. The document will 
be reconsidered under the provisions of 
E.O. 12291 before it is published as a 
final rule. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: George Farris 202- 
343-4541 

Timetable: Subpart A was published 
as a proposed rule September 15, 1980 
(45 FR 60923). Final rule is scheduled to 
be published by October 1983. 

Subpart B will be published following 
the publication of Departmentwide rules 
by the National Park Service. 


CFR Citation: 25 CFR Part 263 Title: 
Guidance on the Application of the 
National Environmental Policy Act to 
Bureau Decisions 


Abstract: This rule will provide 
guidance to tribal governments and 
other persons and entities that propose 
the Bureau take an action which must be 
preceded by the preparation of either an 
environmental impact statement or an 
environmental assessment. This Part 
has been redesignated from 25 CFR Part 
280. 
Originally Scheduled: April 1981 

Legal Authority: 42 U.S.C. 4321-4347 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 


significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: George Farris 202- 
343-4541 

Timetable: Proposed rule is scheduled 
to be published by October 1983. 


CFR Citation: 25 CFR Part 271 Title: 
Contracts under Indian Self- 
Determination and Education Assistance 
Act 

Abstract: The purpose of this rule is: 
(1) to change the method of award to 
tribes under the Self-Determination and 
Education Assistance Act, from 
contracts to grants. or cooperative 
agreements, which action is taken 
pursuant to the Federal Grant and 
Cooperative Agreement Act; (2) to 
provide changes in the administrative 
processes; and (3) to remove 
unnecessary administrative language. 

Originally Scheduled: October 1981 

Legal Authority: 25 U.S.C. 450; 41 
U.S.C. 501 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: George Clark 202- 
343-4796; Jim Burris 202-343-4796 

Timetable: Proposed rule was 
published September 13, 1982 (47 FR 
403286). 

Final rule is scheduled to be published 
by October 1983. 


CFR Citation: 25 CFR Part 272 Title: 
Grants Under Indian Self-Determination 
and Education Assistance Act 


Abstract: The purpose of this rule is to 
provide for changes in administrative 
processes and to establish procedures 
and definitions consistent with other 
parts of this chapter. 

Originally Scheduled: October 1981 

Legal Authority: 25 U.S.C. 450h ~ 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: George Clark 202-33- 
4796; Jim Burris 202-343-4796 
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Timetable: Proposed rule was 
pubished September 13, 1982 (47 FR 
40338). 

Final rule is scheduled to be published 
by October 1983. 


CFR Citation: 25 CFR Part 273 Title: 
Education Contracts under Johnson- 
O’Malley Act 

Abstract: This rule will revise and 
provide consistency with the 
requirements for tribes under 25 CFR 
Part 271, clarify the relationship 
between tribes and Indian education 
committees and organize the subparts 
for easier use. 

Originally Scheduled: May 1978 

Legal Authority: 25 U.S.C. 455-457 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of smail entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Noah Allen 202-343- 
8657 

Timetable: Proposed rule was 
published September 13, 1982 (47 FR 
40340). 

Final rule implementing one 
subsection (school lunch provision) was 
published December 23, 1982 (47 FR 
57274). 

Remainder of final rule is scheduled to 
be published by December 1983. 


CFR Citation: 25 CFR Part 274 Title: 
School Construction Contracts or 
Services for Tribally Operated 
Previously Private Schools 


Abstract: This part is being revised to 
provide for grants or cooperative 
agreements rather than contracts, to 
include the Office of Indian Education 
Programs in the application and 
approval procedures, and to remove 
unnecessary administrative language. 

Originally Scheduled: April 1981 

Legal Authority: 25 U.S.C. 458, 458d; 
Pub.L. 93-638; Pub.L. 95-561; Pub.L. 96-46 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Jay T. Suagee 202- 
343-4796; Harvey Jacobs 202-343-4493 © 





Timetable: Proposed rule was 
published September 13, 1982 [47 FR 
40348). 

Final rule is scheduled to be published 
by October 1983. 


CFR Citation: 25 CFR Part 275 Title: 
Staffing 


Abstract: This part outlines methods 
available to tribes for utilizing the 
services of Bureau Revisions 
will be made to include the Office of 
Indian Education Programs in the 
application and approval procedures for 
the awards under Pub.L. 93-638. 

Originally Scheduled: january 1981 

Legal Authority: 42 U.S.C. 4762; 25 
U.S.C. 450i; 26 U.S.C. 48 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Smail Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Pat Fulgham 202-343- 
$306; Harvey Jacobs 202-343-5517 

Timetable: Proposed rule was 
published September 13, 1982 (47 FR 
40352). 

Final rule is scheduled to be published 
by October 1983. 


CFR Citation: 25 CFR Part 276 Title: 
Uniform Administrative Requirements 
for Grants 
Abstract: This rule establishes 
requirements for the uniform 
administration of grants to Indian Tribal 
Governments, pursuant to Pub.L. 93-638. 
Originally Scheduled: January 1961 
Legal Authority: Pub.L. 93-638 
Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 


seq. 

Agency Contact: George Clark 202- 
343-4796 

Timetable: Proposed rule was 
published September 13, 1962 (47 FR 


Final rule is scheduled to be published* 


by October 1983. 


CFR Citation: 25 CFR Part 277 Title: 


Abstract: The purpose of this rule is: 
(1) to change the method of award to 
tribes under the Self-Determination and 
Education Assistance Act from 
contracts to grants, which action is 
pursuant to the Federal Grant and 
Cooperative Agreement Act; {2) to 
provide changes in the administrative 
processes; and (3) to remove 
unnecessary administrative language. 

Originally Scheduled: October 1981 

Legal Authority: 25 U.S.C. 458c{b); 41 
U.S.C. 501 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Smail Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Frank Latta, P.O. Box 
1788, Albuquerque, NM 87103, 505-766- 
2985 


Timetable: Proposed rule was 
published September 13, 19862 (47 FR 
40356). 

Final rule is scheduled to be published 
by October 1983. 


CFR Citation: 25 CFR Part 278 Title: 
Special Economic and 
Core Management for Small Tribes 


Abstract: This Part will contain 
regulations which offer grants to Indian 
tribes for business development, 
development of natural resources, and 
which encourage non-Federal 
investment and promote sound business 
principles and offer core management 
grants to small tribes to permit such 
tribes to establish and maintain 
competent and responsible management 
capabilities. 

Originally Scheduled: April 1982 

Legal Authority: 25 U.S.C. 2 and $ 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 


seg. 

Agency Contact: John Geary 202-343- 
2678 

Timetable: An Interim rule was 
published July 13, 1983 (48 FR 320086). 


Federal Register { Vol. 48, No. 201 / Monday, October 17, 1983 / Unified Agenda 


Final rule is scheduled to be published 
by October 1984. 


CFR Citation: 25 CFR Part 286 Title 
Indian Business Development Program 
Abstract: This rule will be amended to 
reflect the requirements necessary to 
implement the special economic 
development program. This Part has 
been redesignated from 25 CFR Part 80. 
Originally Scheduled: April 1982 
Legal Authority: 25 U.S.C. 2 and 9 
Determination Under E.O. 12291: The 
determination as to whether this : 
document is a major rule under E.O. 
12291 has not been made at this time. 
Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 
Agency Contact: John Geary 202-343- 
2678 
Timetable: Proposed rule is scheduled 
to be published by October 1983. 


CFR Citation: 41 CFR Chapter 14H Title: 
Buy Indian Act Contracting 


Abstract: This rule will add a new 
Part to 41 CFR Chapter 14H in order to 
establish policies and procedures 
concerning the Bureau of Indian Affairs 
acquisition management system. This 
issuance pertains to contracts 
(excluding construction) entered into 
with Indian economic enterprises for the 
products of Indian industry pursuant to 
the Act of June 25, 1910 (25 U.S.C. 47), 
which is usually referred to as the ‘Buy 
Indian Act. 

Originally Scheduled: April 1982 

Legal Authority: 25 U.S.C. 47 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Peter A. Campanelli 
202-343-5125 

Timetable: Proposed rule was 
published October 8, 1982 (47 FR 44678}. 

Final rule is scheduled to be published 
by October 1983. 
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CFR Citation: 25 CFR Part 16 Title: 
Estates of Indians of the Five Civilized 
Tribes 

Abstract: This rule, which is 
scheduled for review, sets forth 
procedures in connection with the 
performance by State courts of certain 
functions which affect properties in 
which restricted interest owned by ar 
Indian of the Five Civilized Tribes. In 
addition, this Part includes certain other 
responsibilities of the Secretary, such as 
escheat of estates of deceased Indians 
of the Five Civilized Tribes. 

Originally Scheduled: October 1983 

Legal Authority: 5 U.S.C. 301 

Determination Under E.O. 12291: The 
determination as’to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: jack Chaney, 
Muskogee Area Office, Bureau of Indian 


Affairs, Old Federal Building, Muskogee, 


OK 74401, 918- 687-2294 

Timetable: Review of this rule is 
scheduled to be completed by October 
1984. 


CFR Citation: 25 CFR Part 32 Title: 
Indian Education Policies 


Abstract: This rule, which is 
scheduled for review, states the policies 
to be followed by all schools and 
education programs under the 
jurisdiction of the Bureau. 

Originally Scheduled: October 1983 

Legal Authority: 25 U.S.C. 2010 and 
2013 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. . 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seg. has not been 
made at this time. 

Agency Contact: Dr. Kenneth G. Ross 
202-343-2175 

Timetable: Review of this rule is 
scheduled te be completed by October 
1984. 


CFR Citation: 25 CFR Part 115 Title: 
Individual Indian Money Accounts 
Abstract: This rule, which is 
scheduled for review, describes the 
operation of the Individual Indian 
Monies Accounts maintained by the 


groups. : 

Originally Scheduled: October 1983 

Legal Authority: 5 U.S.C. 301; 25 
U.S.C. 2 and 9; 43 U.S.C. 1457 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Smal] Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: Barton Wright 202- 
343-7336 

Timetable: Review of this rule is 
scheduled to be completed by October 
1984. 


CFR Citation: 25 CFR Part 134 Title: 
Partial Payment Construction Charges 
on Indian Irrigation Projects 

Abstract: This rule, which is 
scheduled for review, governs partial 
payments of cnstruction charges and 
establishes percentages to be paid and 
dates of payment. 

Originally Scheduled: October 1983 

Legal Authority: 25 U.S.C. 385 and 386 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: Phil Corke 202-343- 
4004 

Timetable: Review of this rule is 
scheduled to be completed by October 
1984. 


CFR Citation: 25 CFR Part 135 Title: 
Construction Assessments, Crow Indian 
Irrigation Project 

Abstract: This rule, which is 
scheduled for review, establishes 
charges assessed against Irrigation 
District lands and non-Indian lands not 
included in an Irrigation District. 

Originally Scheduled: October 1983 

Legal Authority: Section 15, 60 Stat. 
338 c 

Determination Under E.Q. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The.determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 


under 5 U.S.C. 601 et seq. has notbeen - 
made at this time. 

Agency Contact: Phil Corke 202-343- 
4004 

Timetable: Review of this rule is 
scheduled to be completed by October 
1984. 


CFR Citation: 25 CFR Part 136 Title: Fort 
Hall Indian Irrigation Project 


Abstract: This rule, which is 
scheduled for review, governs 
repayment contracts, construction costs 
and repayment of construction costs of 
the project. 

Originally Scheduled: October 1983 

Legal Authority: Section 9, 46 Stat. 
1063 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: Phil Corke 202-343- 
4004 

Timetable: Review of this rule is 
scheduled to be completed by October 
1984. 


CFR Citation: 25 CFR Part 137 Title: 
Reimbursement of Construction Costs, 
San Carlos Indian Irrigation Project, 
Arizona 

Abstract: This rule, which is 
scheduled for review, governs water 
supply, availability of water, 
construction charges present and future, 
construction cost limits, and power 
development of the project. ~ 

Originally Scheduled: October 1983 

Legal Authority: Section 5, 43 Stat. 476 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: Phil Corke 202-343- 
4004 

Timetable: Review of this rule is 
scheduled to be completed by October 
1984. 





€FR Citation: 25 CFR Part 138 Title: 


assessments after the Indian title has 
been extinguished. 

Originally Scheduled: October 1983 

Legal Authority: 25 U.S.C. 385 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: Phil Corke 202-343- 


4004 

Timetable: Review of this rule is 
scheduled to be completed by October 
1984. 


CFR Citation: 25 CFR Part 139 Title: 
Reimbursement of Construction Costs, 


Abstract: This rule, which is 
scheduled for review, governs 
construction costs and assessable 
acreage, repayment of construction 
costs, deferment of assessments, and 
assessments after the Indian title has 
been extinguished. 

Originally Scheduled: October 1983 
Legal Authority: 25 U.S.C. 386 and 387 
Determination Under E.O. 12291: The 

determination as to whether this 

document is a major rule under E.O. 

12291 has net been made at this time. 
Effects on Small Businesses and 

Other Small Entities: The determination 

as to whether this document will have a 

significant economic effect on a 

substantial number of small entities 

under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: Phil Corke 202-343- 
4004 

Timetable: Review of this rule is 
scheduled to be completed by October 
1984. 


CFR Citation: 25 CFR Part 142 Title: 


Abstract: This rule, which is 
scheduled for review, provides for 
operation of the U.S.M.S. ‘North Star.‘ 


This Part has been redesignated from 25 
CFR Part 254. 

Originally Scheduled: October 1983 

Legal Authority: § U.S.C. 301 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: Gerald Taylor, 
Seattle Liaison Office, Bureau of Indian 
Affairs, Federl Building, Seattle, WA 
98104, 206-764-3328 

Timetable: Review of this rule is 
scheduled to be completed by October 
1984. 


CFR Citation: 25 CFR Part 152 Title: 
Issuance of Patents in Fee, Certificates 
of Competency, Removal of Restrictions, 
and Sale of Certain Indian Lands 


Abstract: This rule, which is 
scheduled for review, covers 
applications for and issuance of patents 
in fee; applications for and issuance of 
certificates of competency; removal of 
restrictions; and the sales, exchanges 
_ conveyances of trust or restricted 

d. 


- Originally Scheduled: October 1983 


Legal Authority: 5 U.S.C. 301; 25 
U.S.C. 355, 372, 373, 378, 379, 404, 405, 
and 483 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: William Bucholz 202- 
343-7737 

Timetable: Review of this rule is 
scheduled to be completed by October 
1984. 


CFR Citation: 25 CFR Part 167 Title: 
Navajo Grazing Regulations 

Abstract: This rule, which is 
scheduled for review, governs 
preservation of the forage, land and 
water resources on the Navajo 
Reservation; protection of the interests 
of the Navajo from encroachment of 
certain individuals who may or may not 
be members of the Tribe; adjustment of 
livestock numbers to be carrying 
capacity of the range; increased tribal 
participation; and improvement of 


Federal Register / Vol. 48, No. 201 / Monday, October 17, 1983 / Unified Agenda 


livestock through proper breeding 
procedures. 

Originally Scheduled: October 1981 

Legal Authority: 25 U.S.C. 9, 179, 397, 
345, 402 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: Sam Miller 202-343- 
4004 

Timetable: Review of this rule is 
scheduled to be completed by January 
1984. 


CFR Citation: 25 CFR Part 172 Title: 
Pueblo Indian Lands Benefited by ’ 
Irrigation Drainage Works of Middle Rio 
Grande Conservancy District, New 
Mexico 

Abstract: This rule, which is 
scheduled for review, designates 
acreage of certain Pueblo lands that is 
susceptible to economic irrigation and 
cultivation. 

Originally Scheduled: October 1983 

Legal Authority: 45 Stat. 312 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: Phil Corke 202-343- 
4004 

Timetable: Review of this rule is 
scheduled to be completed by October 


' 1984. 


CFR Citation: 25 CFR Part 226 Title: 
Leasing of Osage Reservation Lands for 
Oil and Gas Mining 

Abstract: This rule, which is 
scheduled for review, governs leasing 
procedures, rental and royalty, 
operations, requirements of lessees, and 
penalties. 

Originally Scheduled: October 1983 

Legal Authority: Section 3, 34 Stat. 
543; 45 Stat. 1478 and 1479 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
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as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: Ken Core 202-343- 
3722 

Timetable: Review of this rule is 
scheduled to be published by October 
1984. 


CFR Citation: 25 CFR Part 249 Title: Off- 
Reservation Treaty Fishing 

Abstract: This rule, which is 
scheduled for review, governs protection 
of off-reservation nonexclusive fishing 
rights; promotes proper management, 
conservation and protection of fisheries 
resources; and provides for 
determination of restrictions on the 
manner of nonexclusive fishing 


privileges. 

Originally Scheduled: October 1983 

Legal Authority: 25 U.S.C. 2 and 9; 5 
U.S.C. 301 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Smail Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seqhas not been 
made at this time. 

Agency Contact: Joseph Jojola 202- 
343-4959 

Timetable: Review of this rule is 
scheduled to be completed by October 
1984. 


COMPLETED ACTIONS - BUREAU OF 
INDIAN AFFAIRS 


CFR Citation: 25 CFR Part 12 Title: Code 
of Offenses for Navajo-Hopi Settlement 
Act Secretarial Responsibilities 


Abstract: This rule will be rescinded 
to comply with a Federal District Court 
Order which precludes the necessity for 
continuation of this rule. 

Originally Scheduled: October 1981 

Legal Authority: 5 U.S.C. 301; 25 
U.S.C. 2 and 9 and Pub.L. 93-531 as 
amended by Pub.L. 96-305; 25 U.S.C. 
640d-640d-28 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 


Agency Contact: Pat Hayes 202-343- 
6857 

Timetable: Rule was rescinded March 
31. 1983 (48 FR 13414). 


CFR Citation: 25 CFR Parts 70, 73, 84, 85, 
86, and 119 Tit/e: Tribal Enroliment/ 
Judgment Funds 


Abstract: These various rules pertain 
to tribal enrollment determinations or 
dispersal of judgment funds. All have 
served the purposes for which they were 
issued and therefore will be revoked. 

Originally Scheduled: April 1983 

Legal Authority: 5 U.S.C. 301 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Robert M. Farring 
202-343-4045; Mitchell L. Bush 202-343- 
3592 

Timetable: These rules were 
rescinded March 31, 1983 (48 FR 13414). 


CFR Citation: 25 CFR Part 155 Title: 
Equalization of Allotments: Agua 
Caliente (Palm Springs) Reservation, 
California 


Abstract: This rule will be revoked 
because the purpose of the law have 
been accomplished. This Part has been 
redesignated from 25 CFR Part 124. 

Originally Scheduled: April 1982 

Legal Authority: 5 U.S.C. 301 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Smail Entities: Tne Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Lou White 202-343- 
7738 

Timetable: This rule was rescinded 
March 31, 1983 (48 FR 13415). 


CFR Citation: 25 CFR Part 157 Title: 
Allotment of Lands on the Cabazon and 
Augustine Indian Reservations, 
Riverside County, California 

Abstract: This rule will be revoked 
because the purpose of the law has been 
accomplished. This Part has been 
redesignated from 25 CFR Part 126. 

Originally Scheduled: April 1982 

Legal Authority: 5 U.S.C. 301 


Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Lou White 202-343- 
7738 

Timetable: This rule was rescinded 
March 31, 1983 (48 FR 13415). 


CFR Citation: 25 CFR Part 161 Title: 
Allotment of Lands on the Torres- 
Martinez Indian Reservation, California 

Abstract: This rule will be revoked 
because the purpose of the law has been 
accomplished. This Part has been 
redesignated from 25 CFR Part 130. 

Originally Scheduled: April 1982 

Legal Authority: 5 U.S.C. 301 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Smail Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of smail entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Lou White 202-343- 
7738 

Timetable: This rule was rescinded 
March 31, 1983 (48 FR 13415). 


MINERALS MANAGEMENT SERVICE 
National Center, Reston, Virginia 22092 


CURRENT AND PROJECTED 
RULEMAKINGS - MINERALS MANAGEMENT 
SERVICE 


CFR Citation: 30 CFR Parts 201-203, 206, 
210, 212, 217-219, 228, and 241 Title: 
Royalty Management Regulations for 
Indian Lands : 


Abstract: Ail royalty management 
regulations a Indian lands will 
be redesignated from Title 25 and will 
be revised or modified to reflect the 
changes required by the Federal Oil and 
Gas Royalty Management Act of 1982 
and Secretarial Order No. 3087 
(Organizational Structuring of the 
Department of the Interior Minerals 
Management Functions). 

Originally Scheduled: October 1983 

Legal Authority: 25 U.S.C. 2101 et seq.; 
30 U.S.C. 1701 et seq.; Secretarial Order 
No. 3087, as amended 





Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: Orie L. Kelm 703-860- 
7511 

Timetable: Proposed rule is scheduled 
to be published by January 1984. 


we whee 30 CFR Part 206 Title: 
aluation Guidelines for Computation of 
eau from Indian Leases 

Abstract: This rule will be revised to 
provide consistent valuation guidelines 
for royalty computations from Indian 
leases. These revisions are being made 
in response to a Linowes Commission 
recommendation for detailed, definitive 
product valuation guidelines which 
contain clear terms and procedures. 

Originally Scheduled: October 1983 

Legal Authority: 30 U.S.C. 1701 et seq. 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: William H. 
Feldmiller, Chief, Royalty Standards and 
Measurements Division, Denver Federal 
Center, Building 85, Lakewood, Colorado 
80225, 303-231-3184 

Timetable: Proposed rule is scheduled 
to be published by November 1983. 


CFR Citation: 30 CFR Parts 210, 212, 217- 
219, 228-229, and 241 Title: Federal Oil 
and Gas Royalty Management Act of 
1982 


Abstract: These Parts will be revised 
to implement the new requirements of 
royalty management functions 
authorized by the Act and to deal 
primarily with the collection, accounting 
and distribution of royalty and rental 
payments from Federal and Indian 


Originally Scheduled: October 1983 

Legal Authority: 30 U.S.C. 1701 et seq. 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 


document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Orie Kelm 703-860- 
7511 

Timetable: Proposed rule is scheduled 
to be published by October 1983. 


CFR Citation: 30 CFR Part 211 Title: 
Valuation Guidelines for Computation of 
Royalties from Coal 

Abstract: This rule will be revised to 
provide consistent valuation guidelines 
for the purpose of royalty computations. 
These revisions are being made in 
response to a Linowes Commission 
recommendation for detailed, definitive 
product valuation guidelines which 
contain clear terms and procedures. 

Originally Scheduled: October 1983 

Legal Authority: 30 U.S.C. 1701 et seq.; 
Secretarial Order No. 3087 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: William H. 
Feldmiller, Chief, Royalty Standards and 
Measurements Division, Denver Federal 
Center, Building 85, Lakewood, Colorado 
80225, 303-231-3184 

Timetable: Proposed rule is scheduled 
to be published by December 1983. 


CFR Citation: 30 CFR Parts 211, 221, 223, 
225-226, 231, 250-252, and 270-271 Title: 


Royalty Management Regulations for 
Federal Lands 


Abstract: All royalty management 
regulations affecting Federal lands will 
be redesignated from Title 43 and will 
be revised or modified to reflect the 
changes required by the Federal Oil and 
Gas Royalty Management Act of 1982 
and Secretarial Order No. 3087 
(Organizational Structuring of the 
Department of the Interior Minerals 
Management Functions). 

Originally Scheduled: October 1983 

Legal Authority: 30 U.S.C. 1701 et seq.; 
Secretarial Order No. 3071 and 3087, as 
amended 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
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under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: Orie L. Kelm 703-860- 
7511 

Timetable: Proposed rule is scheduled 
to be published by February 1984. 


CFR Citation: 30 CFR Part 218 Title: 
Payments 


Abstract: This rule will be revised to 
require the use of Electronic Funds 
Transfer to remit the 20 percent bid 
bonus amount from successful OCS 
bidders. This action will allow faster 
payment to the Government and 
subsequent increases in investment 
interest and will increase the efficiency 
of the system by cutting down on 
manual handling of payments. 

Originally Scheduled: October 1983 

Legal Authority: 30 U.S.C. 1701 et seq. 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: Orie L. Kelm 703-860- 
7511 

Timetable: An Interim rule is 
scheduled to be published by October 
1983. 


CFR Citation: 30 CFR Parts 221 and 250 
Title: Royalty Management and 
Accounting 

Abstract: The applicable sections of 
these rules will be redesignated as 30 
CFR Part 202 and will be revised to 
provide consistent valuation guidelines 
for royalty computation purposes. These 
revisions are being made in response to 
a Linowes Commission recommendation 
that the Service issue detailed, definitive 
product valuation guidelines. 

Originally Scheduled: April 1983 

Legal Authority: Pub.L. 97-451 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Smail Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: William H. 
Feldmiller, Chief, Royalty Standards and 
Measurements Division, Denver Federal 
Center, Building 85, Lakewood, Colorado _ 
80225, 303-231-3184 
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Timetable: Notices of proposed 
guidelines were published November 29, 
1982 (47 FR 53822) and December 21, 
1982 (47 FR 56871). 

Proposed rule is scheduled to be 
published by November 1983. 


CFR Citation: 30 CFR Parts 221 and 250 
Title: Guidelines for Computation of Oil 
and Gas Transportation Allowance 


Abstract: These rules will be revised 
to establish consistent procedures for 
the determination of the oil and gas 
transportation allowance for the 
purpose of royalty computations. The 
revisions are being made in response to 
a Linowes Commission finding that 
current procedures are inconsistent 
throughout the royalty program. 

Originally Scheduled: October 1983 

Legal Authority: 30 U.S.C. 1701 et seq. 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect ona # 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: William H. 
Feldmiller, Chief, Royalty Standards and 
Measurements Division, Denver Federal 
Center, Building 85, Lakewood, Colorado 
80225, 303-231-3184 

Timetable: Proposed rule is scheduled 
to be published by November 1983. 


CFR Citation: 30 CFR Parts 221 and 250 
Title: Guidelines for Computation of Gas 
Processing Allowance 


Abstract: These rules will be revised 
to provide consistent procedures for the 
determination of the gas processing 
allowance for the purpose of royalty 
computations. The revisions are being 
made in response to a Linowes 
Commission finding that current 
procedures are inconsistent throughout 
the royalty program. 

Originally Scheduled: October 1983 

Legal ‘Authority: 30 U.S.C. 1701 et seq. 

Determination Under E.O. 12291: The 
determination as to whether this” 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: William H. 
Feldmiller, Chief, Royalty Standards and 
Measurements Division, Denver Federal 


Center, Building 85, Lakewood, Colorado 
80225, 303-231-3184 

Timetable: Proposed rule is scheduled 
to be published by November 1983. 


CFR Citation: 30 CFR Parts 225 and 262 
Title: Royalty Management and 
Accounting 

Abstract: The royalty-in-kind 
provisions of these rules, some of which 
were transferred from the Department of 
Energy, will be revised in order to 
simplify and streamline the Federal 
Government's process for selling its 
royalty crude. The applicable sections of 
Parts 225 and 262 also will be 
redesignated as 30 CFR Parts 208 and 
209, respectively. 

Originally Scheduled: April 1983 

Legal Authority: Pub.L. 97-451 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Orie L. Kelm 703-860- 
7511 

Timetable: Proposed rule is scheduled 
to be published by September 1983. 


CFR Citation: 30 CFR Part 250 Title: 
Exploration, Development and 
Production Activities 

Abstract: This rule is being amended 
to delete the requirement for 
development and production plans in 
areas developed prior to 1978 in the 
Western Gulf of Mexico as set out in 
Sec. 25 of the OCS Lands Act. The 
alternatives considered included 
continuation of the requirement for 
plans or a plan requiring less 
information. It is estimated that deleting 
the requirement will remove 30,000 
annual burden hours imposed on the 
public (250.34-1 and 250.34-2). 

Originally Scheduled: April 1981 

Legal Authority: 43 U.S.C. 1334 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Smail Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Aunt Contact: David Schuenke 703- 


” 960-7916 


Timetable: Proposed rule was 
published October 6, 1981 (46 FR 49554). 


47507 


The information collection 
requirements contained in section 250.34 
of this rule have been submitted to the 
Office of Management and Budget for 
approval as required by 44 U.S.C. 3501 
et seq. 

Final rule is scheduled to be published 
by December 1983. 


CFR Citation: 30 CFR Part 250 Title: 
R ii 


Abstract: This part is being amended 
to make clear that section 250.81 does 
not apply to appeals to the Interior 
Board of Land Appeals. 

Originally Scheduled: October 1981 

Legal Authority: 43 U.S.C. 1334 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Eva Datz 703-860- 
7916 

Timetable: Proposed rule was 
published July 21, 1981 (46 FR 37524). 

Final rule is scheduled to be published 
by January 1984. 


CFR Citation: 30 CFR Part 250 Title: 
Penalties 


Abstract: This part is being amended 
to meet the intent of Sec. 24 of the OCS 
Lands Act and a recent judicial 
decision. Alternatives considered range 
from no change in the current 
regulations to rescission of regulations 
concerning administrative processing of 
penalties. The proposed changes are 
largely administrative in nature, 
therefore costs and benefits are 
estimated to be insignificant (250.70; 
250.80). 

Originally Scheduled: October 1981 

Legal Authority: 43 U.S.C. 1334 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: David A. Schuenke 
703-860-7916 

Timetable: Proposed rule was 
published March 31, 1983 (48 FR 13440). 

The information collection 
requirements contained in sections 





250.80 of this rule will be submitted to 
the Office of Management and Budget 
for approval as required by 44 U.S.C. 
3501 et seq 

Final rule is scheduled to be published 
by February 1984. 
CFR Citation: 36 CFR Part 258 Title: 
Reports of Accidents and Malfunctions 


Abstract: This rule will be amended to 
eliminate duplicative reporting currently 
required by the Department and the U.S. 
Coast Guard concerning accidents, fires 
and malfunctions connected with 
mineral activity on the Outer 
Continental Shelf. Pursuant to a 
Memorandum of Understanding 
between the two agencies, the Coast 
Guard would receive reports on deaths 
and personal injuries and the 
Department would receive reports of 
accidents and malfunctions that 
produced or threatened the operations 
of a facility. Alternatives considered 
include no change i in the rule thereby 


Legal Authority: 43 U.S.C. 1347 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Smail Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 


seq. 
Agency Contact: Ulysses Cotton 703- 
860-7564 


Timetable: The information collection 
requirements contained in this rule have 
been approved by the Office of 
Management and Budget under 44 U.S.C. 
3501 et seq. and assigned clearance 
number 1010-0035. 

An Interim rule is scheduled to be 
published by September 1983. 


CFR Citation: 36 CFR Part 250 Title: Air 
Quality 
Abstract: This rule will be amended to 
establish an exemption from air quality 
review for Outer Continental Shelf 
exploration activities located more than 
20 miles from shore and more than 50 
miles from shore for development and 
production activities. Altenatives 
considered include having no exemption 
and varied mileage criteria for different 
activities. Exemptions would cut-down 
significantly the amount of paperwork 
required to conduct operations (250.57). 
Originally Scheduled: April 1983 
Legal Authority: 43 U.S.C. 1334 
Determination Under E.O. 12291: The 
Department of the Interior has 


determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and © 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. . 
Agency Contact: Jane Roberts 703-860- 
7916 

Timetable: Proposed rule was 
published June 10, 1983 (48 FR 26837). 

The information collection 
requirements contained in section 250.57 
of this rule have been submitted to the 
Office of and Budget for 
approval as required by 44 U.S.C. 3501 
etseq. . 

Final rule is scheduled to be published 
by January 1984. 


CFR Citation: 30 CFR Part 250 Title: 
Self-Inspection 

Abstract: This rule will be amended to 
require Outer Continental Shelf lessees 
to periodically mspect their own 
facilities, keep records and report the 
results of imspections to the Service. The 
revisions are intended to further ensure 
safe and efficient operating conditions 
by identifying deficiencies and allowing 
early correction by the lessee. 
Alternatives considered include no self- 
inspection and varied frequency of 
inspection (250.75). 

Originally Scheduled: April 1983 

Legal Authority: 43 U.S.C. 1334 

Determination Under E.O. 42297: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: Neil Stoloff 703-860- 
7916 

Timetable: Proposed rule is scheduled 
to be published by March 1984. 

The information collection 
requirements contained in section 250.75 
of this rule will be submitted to the 
Office of Management and Budget for 
approval as required by 44 U.S.C. 3501 
et seq. 


CFR Citation: 30 CFR Part 250 Title: 
Monthly Report of Operations 


Abstract: This rule will be revised to 
change the time for submission of the 
Monthly Report of Operations from 20 
days to within 25 days following the 
month to which the report relates. 
Alternatives considered included no 
change in the due date. The revision is 
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intended to preclude premature 
reporting and subsequent amendments 
(250.93). 

Originally Scheduled: Aprik 1983 

Legal Authority: 43 U.S.C. 1334 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: David Schuenke 703- 
860-7916 

Timetable: Proposed rule is scheduled 
to be published by September 1983. 


CFR Citation: 30 CFR Part 250 Title: 
Remedies and Penalties 


Abstract: This rule will be revised to 
implement the decision of the U.S. 
District Court for the Eastern District of 
Louisiana im Chevron U.S.A. Inc. v Watt 
(Chevron), Civ. Action No. 82-2840, May 
23, 1983#The Court held that civil 
penalties may be assessed only for 
violations of the Outer Continental Shelf 
Lands Act and related requirements 
where they continue after the 
responsible party has been given notice 
of a violation and has failed to correct it 
within any reasonable period allowed. 

Originally Scheduled: October 1983 

Legal Authority- 43 U.S.C. 1334 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial mumber of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: Neil Stoloff 703-860- 
7916 

Timetable: An Interim rule is 
scheduled to be published by October 
1983. 

The information collection 
requirements contained in this rule will 
be submitted to the Office of 
Management and Budget for approval as 
required by 44 U.S.C. 3501 et seq. 


CFR Citation: 30 CFR Part 250 Title: 
Environmental Reports 


Abstract: This rule will be revised to 
allow an exemption from the 
requirement for a lessee to submit an 
Environmental Report when an 
environmental document is being 
prepared jointly by Federal and affected 





Federal Register / Vol. 48, No. 201 / Monday, October 17, 1983 / Unified Agenda 


State governments. An Environmental 
Report in that circumstance is not 
necessary and could be considered an 
excessive and burdensome requirement. 

Originally Scheduled: October 1983 

Legal Authority: 43 U.S.C. 1334 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will havea 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: Jane Roberts 703-860- 
7916 

Timetable: Proposed rule is scheduled 
to be published by January 1984. 


CFR Citation: 30 CFR Part 250 Title: 
Protection of Cultural Resources on the 
Outer Continental Shelf 


Abstract: This rule will be revised to 
establish requirements for the protection 
of offstiore cultural resources which will 
be uniform throughout all offshore 
regions. The alternative is to include 
requirements for protection of cultural 
resources in lease stipulations. 

Originally Scheduled: October 1983 

Legal Authority: 43 U.S.C. 1334 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: John Mirabella 703- 
860-7916 

Timetable: Proposed rule is scheduled 
to be published by November 1983. 


CFR Citation: 30 CFR Part 250 Title: 
Effects of Drilling and Reworking on 
Lease Term 


Abstract: This rule will be revised to 
provide the Service with authority under 
certain circumstances to extend beyond 
90 days the length of time during which 
a lessee may extend the term of a lease 
through drilling or reworking operations. 
The alternative is to leave the time 
period at a rigid 90 days. The 
amendment will provide flexibility in 
offshore operations and will eliminate 
the need for inefficient drilling 
operations when such drilling is not in 
the best interests of the Government and 
the operator. 

Originally Scheduled: October 1983 

Legal Authority: 43 U.S.C. 1334 


Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 


seq. 
Agency Contact: John Mirabella 703- 
860-7916 ; 
Timetable: Proposed rule is scheduled 
to be published by November 1983. 


CFR Citation: 30 CFR Parts 250 and 251 
Title: Environmental Reports/Tiering 

Abstract: These rules are being 
amended to emphasize the availability 
of tiering and incorporation by reference 
in the preparation of environmental 
reports for submission to the 
Department with regard to OCS 
operations. An alternative considered 
was to leave the regulations as they 
currently exist. The amendment will 
emphasize the availability of tiering and 
incorporation by reference thereby 
reducing the paperwork burden. Savings 
per report could range from minimal if 
little information is preexisting to 
savings of virtuallythe entire cost of 
preparing an environmental report 
(250.34-3 and 250.34-4). 

Originally Scheduled: April 1981 

Legal Authority: 43 U.S.C. 1334 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: David Schuenke 703- 
860-7916 

Timetable: Proposed rule was 
published October 5, 1981 (46 FR 48951). 

The information collection ; 
requirements contained in sections 
250.34 and 251.6-2 of this rule have been 
submitted to the Office of Management 
and Budget for approval as required by 
44 U.S.C. 3501 et seq. 

Final rule is scheduled to be published 
by December 1983. 


CFR Citation: 30 CFR Parts 250 and 251 
Title: Disclosure of Information 


Abstract: The Service is reconsidering 
the current regulations concerning the 
timing and circumstances allowing 
disclosure and release of information 
gathered on the OCS. Alternatives 
include immediate disclosure and 
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release, lengthening the time for 
protection of such data, and retaining 
the current regulations. Increases and 
decreases in costs and benefits for each 
alternative shift between those with a 
proprietary interest in the data and 
those desiring full and immediate 
disclosure of the data (250.3 and 251.14). 

Originally Scheduled: October 1981 

Legal Authority: 43 U.S.C. 1334 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: David A. Schuenke 
703-860-7916 

Timetable: Proposed rule was 


- published June 30, 1983 {48 FR 30147). 


Final rule is scheduled to be published 
by November 1983. 


CFR Citation: 30 CFR Parts 250 and 252 
Title: Definition of Area Adjacent to a 
State 


Abstract: This rule will be amended to 
revise the definition of ‘area adjacent to 
a State‘ to any portion of the Outer 
Continental Shelf, in a planning area 
which is bordered by the territorial 
waters of that State. Alternatives 
considered include use of seaward 
boundaries set-up by other agencies and 
mutual agreement between States. The 
definition would clarify the information 
and data available to a State for 
inspection (250.2 and 252.2). 

Originally Scheduled: April 1983 

Legal Authority: 43 U.S.C. 1334 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

' Agency Contact: John Mirabella 703- 
860-7549 

Timetable: Proposed rule was 
published August 24, 1983. j 

Final rule is scheduled to be published 
by April 1984. 





CFR Citation: 3@ CFR Part 251 Title: 


or interpretaion at a later date. 
Abolition of the requirement for 
immediate notice is estimated to reduce 
the burden imposed on the public by 
2,000 hours per year per lease (251.11fa} 
and 251.12fa)}. 

Originally Scheduled: April 1981 

Legal Authority: 43 U.S.C. 1334 

Determination Under E_O. 12291: The 


Department of the Interior has 
determined that this decument is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 


economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 


seq. 
Agency Contact: Jane Roberts 703-860- 


; , 
251.11 and 251.12 of this rule have been 
approved by the Office of 

and Budget under 44 U.S.C. 3501 et seq. 
and assigned clearance number 1010- 


0031. 
rule was published fuly 1. 
1982 (47 FR 28706). 


CFR Citation: 36 CFR Part 251 Title: 
Permit Requirements for a Deep 
Stratigraphic Test Well 

Abstract: This rule will be amended to 
make optional, at the discretion of the 
Director, the requirement for various 
information and data to be collected 
over a proposed drilling location for 

COST wells. Alternatives considered 

include requiring all information a 
data as currently required, requiring 
information, or allowing for discret discretion i in 
what information is required. Allowing 
discretion would eliminate the ene to 
submit unnecessary information and 
data (251.6-2(a)({5)). 

Originally Scheduled: April 1983 

Legal Authority: 43 U.S.C. 1334 

Determination Under E.O. 12291: The 
Department of the Interior has 
determiaed that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 


the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: David Schuenke 703- 
860-7916 

Timetable: Proposed rule was 
published June 30, 1983 (48 FR 30148). 

Final rule is scheduled to be published 
by January 1984. 


CFR Citation: 30 CFR Part 253 Title: 
Nondiscrimination in 

Contracting Practices im the Outer 
Continental Shelf 


Abstract: This part is being added to 
implement Section 604 of the OCS Lands 
Act which requires the Secretary to take 
affirmative action as deemed necessary 
to assure that no unlawful 
discrimination occurs in relation to 
activities in the OCS. This part will 
replace regulations formerly found in 43 
CFR Part 35. Alternatives considered 
include no regulatory program, use of 
voluntary programs, piggybacking on 
existing Federal programs, minimal 
monitoring regulations, and detailed 
programmatic regulations. The potential 
costs could range from negligible for the 
first three alternatives to significant for 
the latter. Benefits would vary between 
alternatives similarly. 

Originally Scheduled: April 1982 

Legal Authority: 43 U.S.C. 1863 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: Andrew V. Bailey 
703-860-7558 

Timetable: The information collection 
requirements contained in this rule will 
be submitted to the Office of 
Management and Budget for approval as 
required by 44 U.S.C. 3501 et seq. 

Proposed rule is scheduled to be 
published by June 1964. 


CFR Citation: 30 CFR Part 256 Title: 
Royalty Management and Accounting 
Abstract: This rule will be revised to 
require the mandatory use of Electronic 
Funds Transfer by the lessee for 
aggregate payments to the government 
which total $50,000 or more for royalties 
and rentals, and the 4/5 bonus bid 
amount. The remittance method would 
provide the U.S. Treasury with funds on 
the actual date of transfer rather than 
several days later, as is the case with 
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current manual check clearing 
procedures (256.13]. 

Originally Scheduled: April 1983 

Legal Authority: 43 U.S.C. 1331 et seq. 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Orie L. Kelm 703-860- 
7511 

Timetable: An Interim rule was 
published June 10, 1983 (48 FR 26778). 

Final rule is scheduled to be published 
by January 1984. 


Title: OCS Order Ne. 1 - Marking of 
Equipment 


Abstract: Alternative methods of 
marking equipment are being considered 
to meet the statutory intent to establish 
responsibility for damage of commercial 
fishing gear. Potential costs of marking 
equipment far outweigh potential 
benefits, while no marking and therefore 
no costs would have a detrimental effect 
(Paragraph 5). This rule is not codified. 

Originally Scheduled: April 1981 

Legal Authority: 43 U.S.C. 1334 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Mario Rivero 703- 
860-7916 

Timetable: Proposed rule was 
published October 22, 1982 (47 FR 
47088). 

Final rule is scheduled to be published 
by September 1983. 


Title: OCS Order No. 2 - Safety 
Requirements for Drilling Operations in 
a Hydrogen Sulfide Environmert 
Abstract: Paragraph 8 of this OCS 
Order will be revised to incerporate by 
reference the second edition of the 
MMSS-OCS-1 Standards. Fhe MMSS- 
OCS-1 edition will incorporate advances 
in technology, include the latest edition 
of documents incorporated by reference, 
clarify the requirements for drilling 
operations on the Outer Continental 
Shelf zones known to contain H2S, 
clarify the required preventive measures 
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for the detection and control of H2S in 
zones where the presence of H2S is 
unknown, i te amendments 
published in several Federal Register 
notices, and make editorial changes in 
order to clarify the meaning of some 
sections. Alternatives consi 
include no change in the current 
standard. THis was rejected because of 
the benefits of updating the standard to 
reflect the state of the art. This rule is 
not codified. 

Originally Scheduled: October 1982 

Legal Authority: 30 CFR 250.41; 43 
U.S.C. 1334 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: Mario Rivero 703- 
860-7916 

Timetable: The information collection 
requirements contained in this rule will 
be submitted to the Office of 
Management and Budget for approval as 
required by 44 U.S.C. 3501 et seq. 

Proposed rule is scheduled to be 
published by October 1983. 


Title: OCS Order No. 5 - Production 
Safety Systems 


Abstract: This rule will be revised to 
establish requirements for production 
safety systems on offshore platforms. 
The revisions will incorporate the latest 
editions of certain standards which are 
incorporated by reference and will 
include new requirements to prevent 
accidents and pollution. 

Originally Scheduled: October 1983 

Legal Authority: 43 U.S.C. 1334 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Lloyd M. Tratey 703- 
860-7916 

Timetable: Proposed rule is scheduled 
to be published by February 1984. 

The information collection 
requirements contained in this rule will 
be submitted to the Office of 
Management and Budget for approval as 
required by 44 U.S.C. 3501 et seq. 


Title: OCS Order No. 6 - Well 
Completion of Oil and Gas Wells 

Abstract: This rule will revise the 
existing Order which established 
requirements for i 
operations. The revision will broaden 
the title and scope of the Order to 
include safety precautions for workover 
operations. Alternatives considered 
include not revising the Order which 
would allow workover operations to 
remain unregulated. By revising the 
Order, it is intended to i 
requirements which prevent damage to 
life, property and the environment. Such 
requirements are in response to 
recommendations of accident- 
investigation review boards. This rule is 
not codified. 

Originally Scheduled: October 1981 

Legal Authority: 30 CFR 250.41, 250.43; 
43 U.S.C. 1334 

Determination Under E.O. 12291: The 
Department of the interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Smail Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Lloyd M. Tracey 703- 
860-7916 . 

Timetable: The information collection 
requirements contained in this rule were 
approved by the Office of Management 
and Budget under 44 U.S.C. 3501 et seq. 
and assigned clearance number 1010- 
0043. 

Proposed rule was published by July 
27, 1983 (48 FR 34063). 

Final rule is scheduled to be published 
by April 1984. 


Title: OCS Order No. 9 - Pipelines 


Abstract: This rule will be revised to 
establish and to clarify safety 
requirements for offshore pipelines and 
to reflect new technology. 

Originally Scheduled: October 1983 

Legal Autherity: 43 U.S.C. 1334 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: john Mirabella 703- 
860-7916 

Timetable: Proposed rule is scheduled 
to be published by February 1984. 
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Title: OCS Order No. 11 - Oil and Gas 
Production Rates, Prevenior: of Waste, 
and Protection of Correlative Rigkis 


Abstract: This order is being revised 
to eliminate the Maximum Efficient Rate 
(MER) concept of production control 
except for those reservoirs that are 
determined to be rate sensitive and to 
reduce the recordkeeping and reporting 
burden imposed on OCS operators. It is 
estimated that the proposed change 
would result in a significant reduction in 
the burden hours imposed on the public. 
This rule is not codified. 

Originally Scheduled: October 1981 

Legal Authority: 30 CFR 250.10 and 
250.11 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Bill D. Dockery 703- 
860-7916 

Timetable: The information collection 
requirements contained in this rule have 
been submitted to the Office of 
Management and Budget for approval as 
required by 44 U.S.C. 3501 et seq. 

Proposed rule was published May 4, 
1983 (48 FR 20152). 

Final rule is scheduled to be published 
by November 1983. 


REVIEWS OF EXISTING REGULATIONS - 
MINERALS MANAGEMENT SERVICE 


CFR Citation: 30 CFR Part 256 Title: 
Outer Continental Shelf Minerals and 
Rights-of-Way Management; General 
Abstract: The regulations previously 
found in 43 CFR Part 3300 were 
transferred to and redesignated as 30 
CFR Part 256 in order to implement, in 
part, Amendment No. 1 to Secretarial 
Order No. 3071, which consolidated all 
of the Department's Outer Continental 
Shelf functions in the Minerals 
Management Service. The rule now will 
be reviewed to determine, other 
things, the feasibility of providing for 
deposit into an interest-bearing account 
the cash deposit of the high bidder in a 
Federal Outer Continental Shelf lease 
sale. If the award to the high bidder 
were then sustained, the Government 
would receive the accrued interest; if the 
award were defeated, the bidder would 
receive accrued interest in addition to a 
refund of the cash deposit. Alternatives 
considered include leaving the rules 





unchanged. The proposal would result in 
benefits both to the Government and to 
bidders in the form of increased 
revenues. 

Originally Scheduled: October 1982 

Legal Authority: 43 U.S.C. 1335 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: Chris Oynes 202-343- 
7906 

Timetable: Final rule redesignating 43 
CFR Part 3300 as 30 CFR Part 256 was 
published October 22, 1982 (47 FR 
47007). 

Review of this rule is scheduled to be 
completed by April 1984. 


CFR Citation: 30 CFR Part 251 Title: 
Progress Report on Activities Conducted 
Under a Permit 

Abstract: This part is being amended 
to allow the status report to be filed 
monthly rather than weekly. 
Alternatives considered included no 
change in timing to various lengthening 
of the time intervals for reporting. It is 
estimated that changing the reporting 
period from weekly to monthly will 
reduce the burden imposed on the public 
by 75 percent (251.7-2). 

Originally Scheduled: October 1981 

Legal Authority: 43 U.S.C. 1334 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Neil Stoloff 703-860- 
7564 

Timetable: The information collection 
requirements contained in this rule have 
been approved by the Office of 
Management and Budget under 44 U.S.C. 
3501 et seq. and assigned clearance 
number 1010-0036. 

Proposed rule was published January 
10, 1983 (48 FR 1083). 

Final rule was published August 22, 
1983. F 


. 


CFR Citation: 30 CFR Parts 260 and 261 
Title: Outer Continental Shelf Oil and 
Gas Leasing; Accounting Procedures for 
Determining Net Profit Share Payment 
for Outer Continental Shelf Oi! and Gas 
Leases 


Abstract: These rules have been 
amended to delete the provisions 
relating to the use of variable net profit 
share and work commitment bidding 
systems in award of Federal oil and gas 
leases on the Outer Continental Shelf. 
Alternatives considered include 
retention of the two systems. Although 
the systems have never been used, 
projections indicate that the systems are 
costly, ineffective and 
counterproductive. 

Originally Scheduled: October 1982 

Legal Authority: 43 U.S.C. 1337 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 


‘document will not have a significant 


economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Neil Stoloff 703-860- 
7564 

Timetable: Proposed rule was 
published January 11, 1983 (48 FR 1200). 

Final rule was published June 3, 1983 
(48 FR 24874). 


OFFICE OF SURFACE MINING 
RECLAMATION AND ENFORCEMENT 
1951 Constitution Avenue NW, 
Washington, D.C. 20240 


CURRENT AND PROJECTED 
RULEMAKINGS - OFFICE OF SURFACE 
MINING RECLAMATION AND ENFORCEMENT 


CFR Citation: 30 CFR Parts 701, 715, 786, 
816, and 817 Tit/e: Hydrologic Balance 


Abstract: This rule will revise 
sedimentation pond and effluent 
limitation criteria to comply with the 
latest Environmental Protection Agency 
rule (40 CFR 434) and eliminate 
uncertain applicable design criteria. 

Originally Scheduled: April 1981 

Legal Authority: 30 U.S.C. 1201 et seq. 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
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of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Ranvir Singh 202-343- 
4022 

Timetable: Proposed rule was 
published July 2, 1981 (46 FR 34784). 

Final rule is scheduled to be published 
by September 1983. 


CFR Citation: 30 CFR Parts 701, 776 and 
815 Tit/e: Coal Exploration 


Abstract: This rule will amend the 
coal exploration permit requirements 
contained in Part 776 and would 
redesignate them as Part 772. The 
performance standards of Part 815 
would also be amended. Most of the 
changes eliminate counterproductive or 
burdensome regulations. The remaining 
changes clarify the rules and include a 
new definition of coal exploration as 
defined in section 701.5. 

Originally Scheduled: April 1982 

Legal Authority: 30 U.S.C. 1201 et seq. 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Stan Zeccolo 202- 
343-4022 

Timetable: Proposed rule was 
published May 18, 1982 (47 FR 21442). 

Final rule is scheduled to be published 
by October 1983. 


CFR Citation: 30 CFR Part 705 Title: 
Restriction on Financial Interests of 
State Employees 


Abstract: This rule will be revised to 
require the head of each State 
Regulatory Authority to submit to the 
Director, Office of Surface Mining, a list 
of those positions, with incumbents, 
within the State Regulatory Authority 


‘that involve performance of any 


functions or duties under the Act. This 
revision will enhance the monitoring 
capabilities of the Office of Surface 
Mining for the State Ethics Program, and 
will reduce the number of positions that 
each State Regulatory Authority would 
have to report. 
Originally Scheduled: October 1983 
Legal Authority: 30 U.S.C. 1201 et seq. 
Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 
Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
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significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: Ann L. Chapman 202- 
343-3326 

Timetable: Proposed rule is scheduled 
to be published by April 1984. 


CFR Citation: 36 CFR Part 733 Title: 
Maintenance of State P and 
Procedures for i Federal 


Enforcement of State Programs and 
Withdrawing Approval of State 
Programs 


Abstract: This rule will be revised to 
provide the Director, Office of Surface 
Mining, with additional options when 
problems are identified in the 
administration of approved State 
programs. The Office will propose a 
shortened, streamlined process for 
taking action when a site-specific 
problem arises in a State. 

Originally Scheduled: October 1983 

Legal Authority: 30 U.S.C. 1201 et seq. 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: Mary Crouter 202- 
343-5361 

Timetable: Proposed rule is scheduled 
to be published by October 1983. 


CFR Citation: 30 CFR Parts 750-759 
(Subchapter E) Title: Permanent Federal 
Program for Indian Lands 


Abstract: This rule will apply the 
permanent surface mining program 
requirements to Indian lands. 

Originally Scheduled: January 1981 

Legal Authority: 30 U.S.C. 1201 et seq. 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: H.B. Simpson 202- 
343-5866 

Timetable: Proposed rule is scheduled 
to be published by September 1983. 


CFR Citation: 36 CFR Parts 760-769 
a F) Title: Areas Unsuitable 
for Mining 

Abstract: This rule will revise 30 CFR 
Subchapter F to provide greater 
procedural flexibility to the States in 
declaring lands unsuitable for mining. 

Originally Scheduled: October 1981 

Legal Authority: 30 U.S.C. 1201 et seq. 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 


seq. 

Agency Contact: Cari Close 202-343- 
4225 

Timetable: Proposed rule was 
published June 10, 1982 (47 FR 25278). 

Final rule is scheduled to be published 
by September 1983. 
CFR Citation: 30 CFR Part 761 Title: 
Areas Designated by Act of Congress 

Abstract: This rule will be revised to 
describe the information and procedures 
the Office will use in making 
compatibility findings and determining 
whether applicants possess valid 
existing rights to conduct surface coal 
mining and reclamation operations in 
certain areas where such operations are 
otherwise prohibited or limited by 
Section 522{e) of the Act. 

Originally Scheduled: October 1983 

Legal Authority: 30 U.S.C. 1301 et seq. 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: Richard Robinson 
202-343-5866 

Timetable: Proposed rule is scheduled 
to be published by October 1983. 


CFR Citation: 30 CFR Parts 770-788 
(Subchapter G) Title: Surface Coal 


Under Regulatory Programs 


Abstract: This rule will revise the 
permitting requirements of Subchapter G 
to: (1) suspend the regulations in 
Subchapter G which are duplicative, 
unnecesearily detailed or are required 
by other agencies; and (2) revise the 


remaining regulations as necessary by 
emphasizing results to be achieved 
rather than methods for achievement 
and by combining subject areas (e.g. 
hydrology requirements). 

Priority: This rule is being revised in 
response to public comments requested 
by the Presidential Task Force on = 
Regulatory Relief and the Secretary of 
the Interior. 

Originally Scheduled: October 1981 

Legal Authority: 30 U.S.C. 1201 et seq. 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Mary Josie Smith 
202-343-2188 

Timetable: Proposed rule was 
published June 25, 1982 (47 FR 27694). 

Final rule is scheduled to be published 
by October 1983. 


CFR Citation: 30 CFR Parts 779, 780, 763, 
816 and 817 Title: Surface and 
Underground Permit Application and 
General Performance Standards: 
Revegetation 


Abstract: This rule will revise the 
revegetation standards to broaden the 
approaches available for determining 
success and to consider other 
alternatives in addition to reference 
areas and published technical guides. 
Performance requirements for post- 
mining land uses other than cropland 
will be modified. Tree and shrub 
shocking rates may be replaced with 
accepted local and regional 
reforestation practices. The requirement 
for a reference area where the post- 
mining land use is recreation, wildlife 
management, and other forest uses, and 
the special performance standard for 
permits that are 40 acres or less in size 
will be deleted. The section on 
introduced species and the period of 
responsibility will be revised for 
clarification purposes. 

Priority: This rule is being revised in 
response to public comments requested 
by the Presidential Task Force on 
Regulatory Relief and the Secretary of 
the Interior. 

Originally Scheduled: October 1981 

Legal Authority: 30 U.S.C. 1201 et seq. 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 
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Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 


seq. 
Agency Contact: Arlo Dalrymple 202- 
343-4320 
Timetable: Proposed rule was 
published March 23, 1982 (47 FR 12591). 
Final rule is scheduled to be published 
by August 1983. 


CFR Citation: 36 CFR Parts 779, 780, 783, 
784, 816, and 817 Title: General 
Performance Standards: Hydrology and 
Geology Permitting 

Abstract: This rule will provide a 
major reorganization and clarification of 
the requirements stipulated in 30 U.S.C. 
1201 et seq. for protection of the 
hydrologic balance. New hydrology 
regulations will emphasize mining 
techniques and reclamation practices. 
Water quality monitoring requirements 
will be based upon requirements cited in 
the Surface Mining Act and locally 
significant needs. They will be geared to 
streamline data collection and 
monitoring efforts. The revised 
regulations will clarify data 
requirements for determining the 
probable hydrologic consequences of 
mining and cumulative impact 
assessments. 

Priority: This rule is being revised in 
response to public comments requested 
by the Presidential Task Force on 
Regulatory Relief and the Secretary of 
the Interior. 

Originally Scheduled: October 1981 

Legal Authority: 30 U.S.C. 1201 et seq. 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 


Agency Contact: John Mosesso 202- 
343-5261 

Timetable: Proposed rule was 
published June 25, 1982 (47 FR 27712). 

Final rule is scheduled to be published 
by October 1983. 


CFR Citation: 30 CFR Parts 779, 783, 816, 
and 817 Title: General Performance 
Standards: 


Abstract: This rule will include the 
development of a new section 
addressing remining of previously mined 
areas. Previously developed rules 
dealing with these issues will be 


consolidated into this section. The new 
rules will deal with highwall 
elimination, approximate original 
contour, backfill stability, upslope 
drainage control, highwall stability, and 
treatment of overcast spoil on the 
downslope remaining from initial 
mining. 

Priority: This rule is being revised in 
response to public comments requested 
by the Presidential Task Force on 
Regulatory Relief and the Secretary of 
the Interior. 

Originally Scheduled: October 1981 

Legal Authority: 30 U.S.C. 1201 et seq. 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 


seq. 

Agency Contact: Ray Aufmuth 202- 
343-5261 

Timetable: Proposed rule was 
published June 25, 1982 (47 FR 27734). 

Final rule is scheduled to be published 
by October 1983. 


CFR Citation: 30 CFR Parts 785, 816, 824, 
and Title: General Performance 
Standards: Post-Mining Land Use 
Variances 

Abstract: This rule will reorganize and 
revise regulations pertaining to post- 
mining land uses as follows: (1) 
Organize all principal parts of the 
regulations that directly influence the 
post-mining land use into one post- 
mining use section; (2) Provide separate 
and distinct requirements for each 
alternative post-mining land use 
condition - (a) return to premining use 
on AOC; (b) new post-mining use on 
AOC; (c}steep slope variance; 
mountaintop remove; experimental 
practices; (3) Clarify the applicability of 
specific performance standards under 
new post-mining land uses; and (4) 
Clarify the steep slope definition to 
include the scope of the steep slope 
post-mining land use variance to the 
extent permitted by the Act and 
legislative history. 

Priority: This rule is being revised in 
response to public comments requested 
by the Presidential Task Force on 
Regulatory Relief and the Secretary of 
the Interior. 

Originally Scheduled: October 1981 

Legal Authority: 30 U.S.C. 1201 et seq. 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 
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Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Charles Myers 202- 
343-5587 

Timetable: Proposed rule was 
published April 14, 1982 (47 FR 16149). 

Final rule is scheduled to be published 
by September 1983. 


CFR Citation: 30 CFR Parts 816 and 817 
Title: General Performance Standards: 
Impoundments 


Abstract: A new rule will be 
developed which is oriented toward 
performance standards and gives the 
regulatory authority more flexibility in 
approving design criteria. OSM would 
require that the impoundments slopes be 
maintained, the structure be stable, 
seepage be avoided, the structure be 
compatible with its intended use, and 
that the structure be certified by a 
registered professional engineer. 

Priority: This rule is being revised in 
response to public comments requested 
by the Presidential Task Force on 
Regulatory Relief and the Secretary of 
the Interior. 

Originally Scheduled: October 1981 

Legal Authority: 30 U.S.C. 1201 et seq. 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Robert Wiles 202- 
343-4022 

Timetable: Proposed rule was 
published June 21, 1982 (47 FR 26754). 

Final rule is scheduled to be panes 
by September 1983. 


CFR Citation: 30 CFR Parts 816 and 817 
Title: General Performance Standards: 
Coal Processing Waste 


Abstract: This rule will revise 
regulations applicable to coal processing 
waste. Specific items to be addressed 
include: (1) clearly defining what is a 
coal processing waste bank and what is 
a coal processing waste dam or 
embankment, by taking into 
consideration the current definitions of 
‘Refuse Pile* and ‘Impounding Structure‘ 
in MSHA’‘s regulation 30 CFR 77.217, 
and revise the regulation to be more 
consistent with MSHA’s existing 
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regulation on Refuse Piles and 
Impounding Structures; (2) placing 
emphasis for periodic safety inspection 
equally on both coal waste banks and 
coal waste dams as required in Section 
515(f) of the Act (current regulations 
place more emphasis on coal waste 
banks); and (3) reducing burdensome 
language in the existing regulation for 
coal waste banks to eliminate “ 
overburdensome design criteria. 

Priority: This rule is being revised in 
response to public comments requested 
by the Presidential Task Force on 
Regulatory Relief and the Secretary of 
the Interior. 

Originally Scheduled: October 1981 

Legal Authority: 30 U.S.C. 1201-et seq. 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. ; 

Agency Contact: C.Y. Chen 202-343- 
4022 

Timetable: Proposed rule was 
published June 18, 1982 (47 FR 26598). 

Final rule is scheduled to be published 
by October 1983. 


CFR Citation: 30 CFR Part 870 Title: 
Abandoned Mine Reclamation Fund: 
Fee Collection and Coal Production 
Reporting 

Abstract: 30 CFR 870.15(b) will be 
revised to incorporate new requirements 
for additional information needed to 
check production figures against other 
sources as prescribed in forms OSM-1 
and OSM-1(a). The rule also will add a 
definition of ‘operator’ to 30 CFR 870.5, 
which will clarify the responsibility for 
fee payment and avoid costly and time- 
consuming investigations and litigation 
in determining the liable party. In 
addition, a new 30 CFR 870.13(e) will be 
proposed, which will contain a method 
of computing fees where no records 
have been kept. 30 CFR 870.15 will be 
revised to add the requirement of a 6- 
year statute of limitation (already in 
Federal debt collection law) on overdue 
fees to give operators fair ans sufficient 
notice of their extent of liability for 
interest on overdue fees. A new 
requirement will be added to 30 CFR 
870.17 to give the Office of Surface 
Mining authority to audit all tipples, 
including non-producers. 

Originally- Scheduled: October 1982 

Legal Authority: 30 U.S.C. 1201 et seq. 

Determination Under E.O 12291: The 
determination as to whether this 


document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: Jane Robinson 202- 
343-7944 

Timetable: Proposed rule is scheduled 
to be published by October 1983. 


CFR Citation: 30 CFR Subchapter T 
Title: State Program Approvals 

Abstract: This Subchapter will 
contain approvals of programs for 
regulatory authority in States to 
administer the Surface Mining Control 
and Reclamation Act. The affected Parts 
in Title 30 are indicated in parentheses 
after each State. 

Originally Scheduled: January 1980 

Legal Authority: 30 U.S.C. 1201 et seq. 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that these documents are 
not major rules under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that these 
documents will not have significant 
economic effects on a substantial 
number of small entities under 5 U.S.C. 
601 et seq. 

Agency Contact: Murray Newton 202- 
343-5866 

Timetable: Massachusetts (921) - 
Federal-Pregram: Proposed rule was 
published April 1, 1983 (48 FR 14006). 
Final rule is scheduled to be published 
by September 1984. 

Rhode Island (939) - Federal Program: 
Proposed rule was published December 
22, 1982 (47 FR 57246). Final rule is 
scheduled to be published by September 
1983. 


CFR Citation: 30 CFR Subchapter T 
Title: State-Federal Cooperative 
Agreements 

Abstract: This Subchapter will 
incorporate the State-Federal 


’ Cooperative Agreements for the 


permanent regulatory programs on 
Federal lands in various States. The 
affected Parts in Title 30 are indicated in 
parentheses after each State. 

Originally Scheduled: January 1980 

Legal Authority: 30 U.S.C. 1201 et seq. 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that these documents are 
not major rules under E.O. 12291. 

Effects on Small Businesses and - 
Other Small Entities: The Department of 
the Interior has determined that these 
documents will not have significant 
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economic effects on a substantial 
number of small entities under 5 U.S.C. 
601 et seq. 

Agency Contact: Murray Newton 202- 
343-5866 

Timetable: North Dakota (934) - 
Proposed rule was published June 21, 
1982 (47 FR 26769). Final rule is 
scheduled to be published by October 
1983. 

Ohio (935) - Proposed rule is 
scheduled to be published by October 
1983. 

Utah (944) - Proposed rule was 
published March 31, 1982 (47 FR 13738). 
Final rule is scheduled to be published 
by December 1983. 

Virginia (946) - Proposed rule was 
published June 27, 1983 (48 FR 29545). 
Final rule is scheduled to be published 
by November 1983. 

West Virginia (948) - Proposed rule 
was published June 17, 1983 (48 FR 
27785). Final rule is scheduled to be 
published by November 1983. 

Wyoming (950) - Proposed rule is 
scheduled to be published by October 
1983. 


REVIEWS OF EXISTING REGULATIONS - 
OFFICE OF SURFACE MINING 
RECLAMATION AND ENFORCEMENT 
CFR Citation: 30 CFR Part 725 Title: 
Reimbursements to States 


Abstract: This rule will be reviewed to 
determine the extent of revision that 
will be required to update the grants 
sections. Recent policy mandated by the 
Department's Inspector General, the 
General Accounting Office and the 
Office of Management and Budget 
dictates that additions be made to this 
Part and that numerous sections be 
updated and revised. 

Originally Scheduled: October 1983 

Legal Authority: 30 U.S.C. 1201 et seq 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: Carole L. Battle 202- 
343-3146 

Timetable: Review of this rule is 
scheduled to be completed by October 
1984. 





CFR Citation: 36 CFR Part 735 Title: 
Grants for Program Development and 
Administration and Enforcement 


Abstract: This rule will be reviewed to 
determine the extent of revision that 
will be required to update the grants 
sections. Recent policy mandated by the 
Department's Inspector General. the 
General 
Office of Management and Budget 
dictates that additions be made to this 
Part and that numberous sections be 
updatd and revised. 

Originally Scheduled: October 1983 

Legal Authority: 30 U.S.C. 1201 et seq. 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects an Smail Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: Carole L. Battle 202- 
343-3146 

Timetable: Review of this rule is 
scheduled to be completed by October 
1984. 


CFR Citation: 36 CFR Part 886 Title: 
State Reclamation Grants 


Abstract: This rule will be reviewed to 
determine the extent of revision that 
will be required to update the grants 
sections of the abandoned mine land 
regulations. Recent policy mandated by 
the Department's Inspector General, the 
General Accounting Office and the 
Office of Management and Budget 
dictates that additions be made to this 
Part and that numerous sections be 
updated and revised. 

Originally Scheduled: October 1983 

Legal Authority: 30 U.S.C. 1201 et seq. 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: Carole L. Battle 202- 
343-3146 

Timetable: Review of this rule is 
scheduled to be completed by October 
1984. 


COMPLETED ACTIONS - OFFICE OF 
SURFACE MINING RECLAMATION AND 
ENFORCEMENT 


CFR Citation: 30 CFR Parts 716, 785 and 
823 Title: Prime Farmland: interim and 


Permanent Regulatory Program 


Abstract: These rules will establish a 
date from which all grandfathered prime 
farmlands must begin to comply with 
the special prime farmland provisions of 
the Act. This is intended to: give coal 
operators the-time needed to provide a 
fair and reasonable transition period to 
meet the prime farmlands reclamation 
standards; and, meet the need of placing 
limits on the amount of grandfathering 
allowed while granting operators an 
exemption on a pre-August 3, 1977 
permit areas, so they may begin to meet 
the prime farmland requirements after a 
reasonable transition period. 

Originally Scheduled: fuly 1979 

Legal Authority: 30 U.S.C. 2201 et seq. 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 22291. 

Effects on Small Businesses and 
Other Smal! Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 


seq. 

Agency Contact: Don Smith 202-343- 
5954 

Timetable: Proposed rule was 
published March 22, 1982 (47 FR 42310). 

A Notice was published April 12, 1982 
which extended the public comment 
period to April 28, 1982. 

A Notice was published April 28, 1982 
which extended the public comment 
period to May 17, 1982. 

An Interim rule was published July 30, 
1982 (47 FR 32939). 

Final rule was published May 12, 1983 
(48 FR 21446). 


CFR Citation: 36 CFR Parts 779, 780, 816 
and 817 Title: Surface and Underground 
Permit Applications and General 
Performance Standards: Fish and 
Wildlife 

Abstract: This rule will revise sections 
779.20 and 780.16 to clarify issues raised 
in the Flannery litigation. 
Overburdensome or needless portions of 
sections 816.57(c) and 816.97 will also be 
revised or eliminated. The fish and 
wildlife reclamation plan, 780.16, will be 
revised to incerporate information on 
revegetation in 816.97(d)(9)fi). 

Priority: This rule is being revised in 
response to public comments requested 
by the Presidential Task Force on 
Regulatory Relief and the Secretary of 
the Interior. 

Originally Scheduled: October 1981 

Legal Authority: 30 U.S.C. 1201 et seq. 

Determination Under E.O. 12291: The 
Department of the Interior has 


Federal Register / Vol. 48, No. 201 / Monday, October 17, 1983 / Unified Agenda 


determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: John Parsons 202- 
343-4954 

Timetable: Proposed rule was 
published March 30, 1982 (47 FR 13466). 

Final rule was published June 30, 1983 
(48 FR 30322). 


CFR Citation: 30 CFR Parts 779, 783, 785, 
and 823 Title: Special Permanent 
Program Performance Standards: 
Operations on Prime Farmlands 


Abstract: These rules will be revised 
to assure that prime farmland soils are 
returned to their original premining 
capability by returning the soil horizons 
in sequence and to a friable rooting 
medium. In addition, these rules would 
implement the special planning 
requirements for prime farmlands 
required by the permitting sections of 
the Surface Mining Control and 
Reclamation Act. The operator would 
have to demonstrate the technological 
capability to restore mined prime 
farmlands to equivalent or higher levels 
of yield as nonmined prime farmland in 
the surrounding area under equivalent 
levels of management. 

Priority: This rule is being revised in 
response to public comments requested 
by the Presidential Task Force on 
Regulatory Relief and the Secretary of 
the Interior. 

Originally Scheduled: October 1981 

Legal Authority: 30 U.S.C. 1201 et seq. 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12294. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Don Smith 202-343- 
5954 

Timetable: Proposed rule was 
published May 3, 1982 (47 FR 19076). 

Final rule was published May 12, 1983 
(48 FR 21446). 


CFR Citation: 36 CFR Parts 784, 785, 816, 
817, and 818 77t/e: General Performance 
Standards: Subsidence/Concurrent 
Surface and Underground Mining 


Abstract: This rule will revise 
subsidence requirements to place 
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greater emphasis on surface owner 
protection. If underground mining results 
in subsidence that causes material 
damage or reduces the value of surface 
lands, the intent is to give the operators 
the option to: (1) restore, rehabilitate, 
replace, or purchase the damaged 
structure or valuable resource of surface 
land; or (2) compensate the ownef for 
any damage or loss incurred by 
subsidence. The regulatory authority 
will have authority to suspend 
underground coal mining under 
urbanized areas and areas adjacent to 
major impoundments or permanent 
streams if imminent danger to 
inhabitants of the urbanized areas and 
communities is found. This rule will also 
revise Part 818, relating to concurrent 
surface and underground mining, and 
will incorporate its provisions with 
section 816.79. Because there appears to 
be no clear authorization for Section 
816.79(b), beyond aspects which are 
redundant to other performance 
standards, consideration will be given to 
deleting this paragraph. 

Priority: This rule is being revised in 
response to public comments requested 
by the Presidential Task Force on 
Regulatory Relief and the Secretary of 
the Interior. lg 

Originally Scheduled: October 1981 

Legal Authority: 30 U.S.C. 1201 et seq. 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: C.Y. Chen 202-343- 
5261 

Timetable: Proposed rule was 
published April 16, 1982 (47 FR 16604). 

Final rule was published June 1, 1983 
(48 FR 24638). 


CFR Citation: 30 CFR Part 785 Title: 
Requirements for Permits for Special 
Categories of Mining: Experimental 
Practices 


Abstract: This rule will revise the 
permitting regulations to eliminate 
needless requirements and to reduce the 
paperwork burden on States and 
industry for the submission of 
experimental practice permit requests. 
The review and approval process will be 
streamlined to provide quick response to 
the requestor. 

Priority: This rule is being revised in 
response to public comments requested 
by the Presidential Task Force on 


Regulatory Relief and the Secretary of 
the Interior. 

Originally Scheduled: October 1981 

Legal Authority: 30 U.S.C. 1201 et seq. 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 
Agency Contact: Ray Aufmuth 202- 
343-5261 

Timetable: Proposed rule was 
published March 19, 1982 (47 FR 12082). 

Final rule was published March 4, 
1983 (48 FR 9478.) 


CFR Citation: 30 CFR Parts 785, 816, 817 
and 827 Title: Requirements for Permits 
for Special Categories of Mining, 
General Performance Standards and 
Special Performance Standards: Support 
Facilities and Coal Processing Plants 

Abstract: This rule will provide a new 
definition of ‘Support Facilities. 

Priority: This rule is being revised in 
response to public comments requested 
by the Presidential Task Force on 
Regulatory Relief and the Secretary of 
the Interior. 

Originally Scheduled: October 1981 

Legal Authority: 30 U.S.C. 1201 et seq. 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 
Agency Contact: Art Anderson 202- 
343-5214 

Timetable: Proposed rule was 
published June 25, 1982 (47 FR 27688). 

Final rule was published May 5, 1983 
(48 FR 20392). 


CFR Citation: 30 CFR Parts 785 and 822 
Title: Special Permanent Program 
Performance Standards: Alluvial Valley 
Floors 


Abstract: This rule will revise the 
requirements relating to alluvial valley 
floors. Proposed changes will include: 
(1) deleting the detailed application 
information requirements from the rules 
and placing them in a revised handbook; 
(2) correcting issues raised in the 
Flannery Round ¢1 litigation, including 
deleting the requirement for one year of 
baseline hydrologic data and clarifying 
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the definition of ‘significance’ and 
‘material damage; and (3) revising 
existing alluvial valley floors to reflect 
conditions in New Mexico, Utah and 
North Dakota. 

Priority: This rule is being revised in 
response to public comments requested 
by the Presidential Task Force on 
Regulatory Relief and the Secretary of 
the Interior. 

Originally Scheduled: October 1981 

Legal Authority: 30 U.S.C. 1201 et seq. 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Dean Hunt 202-343- 
5981 

Timetable: Proposed rule was 
published June 11, 1982 (47 FR 25486). 

Final rule was published June 28, 1983 
(48 FR 29802). 


CFR Citation: 30 CFR Parts 800-809 
(Subchapter J) Tit/e: Bond and Insurance 
Requirements for Bonding of Surface 
Operations 


Abstract: This rule will revise 
Subchapter J in response to comments 
received and legal, economic and 
environmental problems raised. The 
anticipated approach is to deal with 
types of bonds, such as surety and 
collateral, separately from the 
procedures which apply to bonding. 
Areas which will be covered include: 
adjustments, forfeiture and releases. 

Originally Scheduled: April 1981 

Legal Authority: 30 U.S.C. 1201 et seq. 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Adele Merchant 202- 
343-2156 

Timetable: Proposed rule was 
published September 9, 1981 (46 FR 
45082). 

Final rule was published July 19, 1983 
(48 FR 32932). 





CFR Citation: 30 CFR Part 806 Title: 
Self-Bonding 


Legal Authority: 30 U.S.C. 1201 et seq. 

Determinatien Under E.O. 12291: The 
Department of the Interior has 
determined that this document is npt a 
major rule under E_O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 


seq. 

Agency Contact: Adele Merchant 202- 
343-2156 

Timetable: Proposed rule was 
published August 20, 1982 (47 FR 36570). 

Final rule was published August 10, 
1983 (48 FR 36418). 


CFR Citation: 36 CFR Parts 815, 816 and 
817 Title: General Performance 
Standards: Roads 


Abstract: This rule will delete all the 


preventing damage to either private or 
public property. 

Priority: This rule is being revised in 
response to public comments requested 
by the Presidential Task Force on 
Regulatory Relief and the Secretary of 
the Interior. 

Originally Scheduled: October 1981 

Legal Authority: 30 U.S.C. 1201 et seq. 

Determination Under E.O. 12291: The 

of the Interior has 
determined that this document is not a 


Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 


Agency Contact: Robert Wiles 202- 
343-4022 

Timetable: Proposed rule was 
published April 16, 1982 (47 FR 16592). 

Final rule was published May 16, 1983 
(48 FR 22110). 


CFR Citation: 30 CFR Parts 816 and 817 
Title: General Performance Standards: 
Explosives and Ground Vibrations 

Abstract: The direction of this 
rulemaking will be to clarify the 
performance goals found in Section 
515(b}(15} of the Act to allow greater 
State regulatory authority involvement 
in defining the degree of health, safety 
and environmental protection necessary 
to meet the Federal statute. Areas to be 
considered for specific revisions include 
ground vibration standards and distance 
limits. 

Priority: This rule is being revised in 
response to public comments requested 
by the Presidential Task Force on 
Regulatory Relief and the Secretary of 
the Interior. 

Originally Scheduled: October 1981 

Legal Authority- 30 U.S.C. 1201 et seq. 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under-E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Russ Price 202-343- 
5854 

Timetable: Proposed rule was 
published March 24, 1982 (47 FR 12760}. 

Final rule was published March 8, 
1983 (48 FR 9788). 


CFR Citation: 30 CFR Parts 816 and 817 
Title: General Performance Standards: 
Excess Spoil 


Abstract: This rule will revise the 
excess spoil regulations to provide 
primarily performance standards rather 
than design standards. A technical 
handbook describing design 
considerations for disposal of excess 
spoil material will be developed. 

Priority: This rule is being revised in 
response to public comments requested 
by the Presidential Task Force on 
Regulatery Relief and the Secretary of 
the Interior. 

Originally Scheduled: October 1981 

Legal Authority: 30 U.S.C. 1201 et seq. 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
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the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601. et 
seq. 

Agency Contact: Ray Aufmuth 202- 
343-5261 

Timetable: Proposed rule was 
published june 8, 1982 (47 FR 24954). 

Final rule was published July 19, 1983 
(48 FR 32910}. 


CFR Citation: 30 CFR Parts 816 and 817 
Title: General Performance Standards: 
Topsoil 

Abstract: This rule will revise the 
topsoil regulations to clarify 
requirements applicable to approval of 
substitute material. 

Priority: This rule is being revised in 
response to public comments requested 
by the Presidential Task Force on 
Regulatory Relief and the Secretary of 
the Interior. 

Originally Scheduled: October 1981 

Legal Authority: 30 U.S.C. 1201 et seq 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Leroy de Moulin 202- 
343-5954 

Timetable: Proposed rule was 
published March 11, 1982 (47 FR 10742). 

Final rule was published May 16, 1983 
(48 FR 22092). 


CFR Citation: 30 CFR Parts 816, 817 and 
826 Title: General Performance 
Standards: Backfilling and Grading 


Abstract: This rule will revise the 
backfilling and grading regulations to 
provide a shorter, more streamlined 
approach which will inerease operator 
flexibility and allow operators the 
latitude to consider site-specific 
conditions in meeting the overall 
performance standards. Specific design 
criteria will be replaced with general 
environmental performance standards 
(816.100-816.106; 817.100-817.106; 826.12}. 

Priority: This rule is being revised in 
response to public comments requested 
by the Presidential Task Force on 
Regulatory Relief and the Secretary of 
the Interior. 

Originally Scheduled: October 1981 

Legal Authority: 30 U.S.C. 1201 et seq. 

Determination Under E.O. 12291: The 
Department of the Interior has 
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determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
-Other Small Entities: The oo of 
the Interior has determined that 
document will not have a ames 
economic effect on a number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Ray Aufmuth 202- 
343-5261 

Timetable: Propesed rule was 
published June 21, 1982 (47 FR 26760). 

Final rule was published May 24, 1983 
(48 FR 23356}. 


CFR Citation: 30 CFR Parts 816 and 819 


Abstract: This rule will reorganize the 
regulations to include auger mining as a 
subpart of 819. Several changes will be 
proposed to the existing regulations: (1) 
Deletion of paragraphs {a)(1). {a)(2), and 
(a)(3); (2) Deletion of paragraphs {c}f1), 
and (3) Revision of paragraph {e). 

Priority: This rule is being revised in 
response to public comments requested 
by the Presidential Task Force on 
Regulatory Relief and the Secretary of 
the Interior. 

Originally Scheduled: October 1981 

Legal Authority: 30 U.S.C. 1201 et seq. 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Ray Aufmuth 202- 
343-5261 

Timetable: Proposed rule was 
published March 19, 1982 (47 FR 12008). 

Final rule was published April 28, 
1983 (48 FR 19314). 


CFR Citation: 30 CFR Part 850 Tit/e: 
Training, Examination and Certification 
of Blasters 


Abstract: This rule will establish 
minimum requirements for training and 
certifying persons involved in blasting 
surface coal mining operations and will 
simplify the provisions of the Part in 
order to leave as much flexibility as 
possible to State regulatory authorities. 

Priority: This rule is being revised in 
response to public comments requested 
by the Presidential Task Force on 
Regulatory Relief and the Secretary of 
the Interior. 

Originally Scheduled: October 1981 

Legal Authority: 30 U.S.C. 1201 et seq. 


Determination Under E.O. 12291: The 
of the Interior has 
determined that this document is not a 
major rule under E.0. 12291. 

Effects on Small Businesses and 
Other Smal! Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: ferry Ennis 202-343- 
7887 

Timetable: Proposed rule was 
published March 24, 1982 (47 FR 12779). 

Final rule was published March 4, 
1983 (48 FR 9486). 


CFR Citation: 30 CFR Part 870 Title: 
Abandoned Mine Land Reclamation Fee 
Payment: Interest Rate/Electronic Fund 
Transfer 


Abstract: 30 CFR 870.15{c) will be 
revised to reflect the imposition of a 
different interest rate on overdue 
reclamation fees. Additionally, 30 CFR 
870.15{d) will be revised to add a 
requirement that operators, who owe a 
total of $100,000 or more in reclamation 
fees per quarter, must use electronic 
transfer of funds through the Treasury 
Financial Communications System to 
transmit such fees to the Office of 
Surface Mining. 

Originally Scheduled: October 1982 

Legal Authority: 30 U.S:C. 1201 et seq. 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Smail Businesses and 
Other Small Eatities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: jean Mcintyre 262- 
343-7944 

Timetable: Proposed rule was 
published October 6, 1982 (47 FR 44204). 

Final rule was published March 15, 
1983 (48 FR 11098). 


CFR Citation: 30 CFR Part 886 Title: 
State Reclamation Grants 


Abstract: 30 CFR 886.20 will be 
revised in order to delete the use of 
forms OSM-62 and OSM-63. 

Originally Scheduled: October 1982 

Lega! Authority: 30 U.S.C. 1201 et seq. 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Smail Entities: The Department of 
the Interior has determined that this 
document will not have a significant 


economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Carol Battle 202-343- 
4714 

Timetable: rule was 
published March 3, 1983 (48 FR 9307}. 

Final rule was published June 14, 1983 
(48 FR 27363). 

CFR Citation: 30 CFR Subchapter T 
Title: State Program Approvals 

Abstract: This Subchapter contains 
approvals of programs for regulatory 
authority in States to administer the 
Surface Mining Control and Reclamation 
Act. The affected Parts in Title 30 are 
indicated in parentheses after each 
State. 

Originally Scheduled: january 1980 

Legal Authority: 30 U.S.C. 1201 et seq. 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that these documents are 
not major rules under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that these 
documents will not have significant. 
economic effects on a tial 
number of small enfities under 5 U.S.C. 
601 et seq. 

Agency Contact: Murray Newton 202- 
343-5866 

Timetable: Alaska (902) - State 
Program: Proposed rule was published - 
August 3, 1982 (47 FR 33520). Final rule 
was published March 23, 1983 (48 FR 
12274). 

California (905) - Federal Program: 
Proposed rule was published July 28, 
1982 (47 FR 32686). A Notice 
withdrawing the proposed rule was 
published May 10, 1983 (48 FR 20939). 
No further action is scheduled at this 
time. 

Idaho (912) - Federal Program: 
Proposed rule was published July 12, 
1982 (47 FR 30212). Final rule was 
published April 14, 1983 (48 FR 16218). 

Nebraska (927) - Federal Program: 
Proposed rule was published December 
22, 1982 (47 FR 57236). A Notice 
withdrawing the proposed rule was 
published February 9, 1983 {48 FR 5964). 
No further action is scheduled at this 
time. 

Nevada (928) - Federal Program: 
Proposed rule was published October 
27, 1982 (47 FR 47792). A Notice 
withdrawing the proposed rule was 
published March 15, 1983 (48 FR 10876} 
No further action is scheduled at this 
time. 

North Carolina (933) - Federal 
Program: Proposed rule was published 
March 2, 1983. Final rule was published 
June 30, 1983 (48 FR 30298). 





South Dakota (941) - Federal Program: 
rule was published August 10, 
1982 (47 FR 34760). Final rule was 
published April 19, 1983 (48 FR 16818). 


CFR Citation: 36 CFR Subchapter T 
Title: Abandoned Mine Reclamation 
Plans 


Abstract: This Subchapter 
incorporates the abandoned mine 
reclamation plans for various States 
which have approved permanent 
regulatory programs. The affected Parts 
in Title 30 are indicated in parentheses 
after each State and Tribe. 

Originally Scheduled: April 1981 

Legal Authority: 30 U.S.C. 1201 et seq. 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that these documents are 
not major rules under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that these 
documents will not have significant 
economic effects on a substantial 
number of small entities under 5 U.S.C. 
601 et seq. 

Agency Contact: James Fary 202-343- 
7921 

Timetable: Arkansas (904) - Proposed 
rule was published July 13, 1982 (47 FR 
30267}. Final rule was published May 2, 
1983 (48 FR 19710). 

Iowa (915) - Proposed rule was 
published January 20, 1983 (48 FR 2555). 
Final rule was published March 28, 1983 
(48 FR 12711). 

Utah (944) - Proposed rule was 
published March 14, 1983 (48 FR 10719). 
Final rule was published June 3, 1983 (48 
FR 24876). 


BUREAU OF RECLAMATION 


CFR Citation: 43 CFR Part 401 Title: 
Surface of Reclamation 
Lands 


Abstract: This rule will provide the 
basic requirements for mineral 
exploration on and removal from Bureau 
lands. This rule also will ensure that 
projects are adequately protected and 
will provide uniformity within Bureau 
field offices for the requirements in 
managing these lands. 

Originally Scheduled: April 1983 

Legal Authority: 43 U.S.C. 154, 371 et 


seq. 
Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 


Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: Terence Cooper 202- 
343-5204 

Timetable: Proposed rule is scheduled 
to be published by January 1984. 

The information collection 
requirements contained in this rule will 
be submitted to the Office of 
Management and Budget for approval as 
required by 44 U.S.C. 3501 et seq. 


CFR Citation: 43 CFR Part 420 Title: Off- 
Road Vehicle Use 


Abstract: This rule governs the use of 
off-road vehicles on Bureau lands and 
provides for the opening of only those 
lands where the use of such vehicles 
will not adversely affect associated 
project features or facilities. The - 
provisions of this rule will be expanded 
to cover the use of ultralight vehicles, 
since, by definition, these vehicles are 
excluded from control of the Federal 
Aviation Administration. 

Originally Scheduled: October 1983 

Legal Authority: 43 U.S.C. 391 et seq. 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U:S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: Richard Crysdale, 
Division of O and M Technical Services, 
Engineering and Research Center, 
Building 67, Federal Center, Denver, 
Colorado 80225, 303-234-331 

Timetable: Proposed rule is scheduled 
to be published by April 1984. 


CFR Citation: 43 CFR Part 422 Title: 
Procedures for the identification and 
“Administration of Cultural Resources 


Abstract: This Part was originally 
issued to establish policies and 
procedures to meet the Bureau's 
responsibilities in the identification, 
protection, preservation, and 
maintenance of cultural resources. 
These policies and procedures have 
been revised and converted to 
Reclamation Instructions, therefore 
these rules are no longer needed and 
may be revoked. 

Originally Scheduled: April 1983 

Legal Authority: E.O. 11593; 5 U.S.C. 
301 
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Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Ward F. Weakly, 
Office of Environmental Affairs, 
Engineering and Research Center, 
Building 67, Federal Center, Denver, CO 
80225, 303-234-2050 

Timetable: A proposed rule revoking 
this Part was published June 29, 1983 (48 
FR 29890). 

A final rule revoking this Part is 
scheduled to be published by September 
1983. 


CFR Citation: 43 CFR Part 426 Title: 
Acreage Limitation Rules and 
Regulations 


Abstract: This major rule will 
establish policies and procedures to 
meet the Secretary's responsibilities in 
administering the acreage limitation and 
other provisions of the Reclamation 
Reform Act of 1982. The rule will 
promulgate policies and procedures 
dealing with acreage limitations, with 
specific reference to procedures to be 
used to approve sales of excess land. 

Originally Scheduled: July 1980 

Legal Authority: Reclamation Reform 
Act of 1982, Pub.L. 97-293; 43 U.S.C. 371 
et seq. 

Priority: The Department of the 
Interior has determined that this 
document is a major rule under E.O. 
12291. 

Though there is a likelihood that the 
law and implementing regulations will 
not have a $100 million annual impact 
on the economy, there is an abiding 
interest in the new law by all entities 
contracting with the Federal 
Government for water development and 
delivery on reclamation projects. 
Because of this strong interest, public 
policy warrants designation of this rule 
as a major rule. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: James R. Handlon 
202-343-5204; Vernon S. Cooper, 
Engineering and Research Center, 
Bureau of Reclamation, P.O. Box 25007, 
Denver, CO 80225, 303-234-7195 
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Timetable: The information collection 
requirements contained in this rule will 
be submitted to the Office of 
Management and Budget for approval as 
required by 44 U.S.C. 3501 et seq. 

Proposed rule was published May 3, 
1983 (48 FR 19900). 

Final rule is scheduled to be published 
by December 1983. 

Copies of the Preliminary Regulatory 
Impact Analysis were available from the 
Agency Contacts upon publication of the 
proposed rule. Copies of the Final 
Regulatory Impact Analysis will be 
available from the Agency Contacts 
upon publication of the final rule. 


CFR Citation: 43 CFR Part 427 Title: 
Public Use of Project Lands 
Administered for Outdoor Recreation 

Abstract: This rule will identify 
circumstances under which the use of 
recreation areas may be restricted in 
order to protect public safety and health, 
public property and natural resources. 

Originally Scheduled: January 1981 

Legal Authority: Section 10 of the 
Reclamation Act of 1902; 32 Stat. 390; 43 
U.S.C. 373 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: Kathy Brocato 202- 
343-5204 

Timetable: Proposed rule is scheduled 
to be published after the passage of 
legislation which is pending before the 
Congress. 


CFR Citation: 43 CFR Part 429 Title: 
Recovery of Costs and Procedures for 
Issuing Rights-of-Way Across Lands of 
the Bureau of Reclamation 


Abstract: This rule will prescribe what 
costs for issuing a right-of-way (ROW) 
are to be collected from the entity 
receiving the ROW. It will also prescribe 
certain clauses which are to be included 
in all ROW documents. 

Originally Scheduled: January 1980 

' Legal Authority: 43 U.S.C. 387, 389; 
Assistant Attorney General Opinion 34 
L.D. 480 (1906) 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 


economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Terry G. Cooper 202- 
343-5204 

Timetable: Proposed rule was 
published September 10, 1979 (44 FR 
52699). 

The information collection 
requirements contained in section 429.6 
of this rule have been approved by the 
Office of Management and Budget under 
44 U.S.C. 3501 et seq. and assigned 
clearance number 1006-0003. 

A second proposed rule was 
published October 1, 1982 (47 FR 43046). 

Final rule is scheduled to be published 
by October 1983. 


REVIEWS OF EXISTING REGULATIONS - 
BUREAU OF RECLAMATION 


CFR Citation: 43 CFR Part 413 Title: 
Assessment by Irrigation Districts of 
Lands Owned by the United States, 
Columbia Basin Project, Washington 

Abstract: This rule, which is 
scheduled for review, contains the 
provisions which govern the levy and 
enforcement of assessments by or on 
behalf of irrigation districts against 
lands owned by the United States within 
the Columbia Basin Project. 

Originally Scheduled: October 1983 

Legal Authority: 16 U.S.C. 835c-1 and 
835c-4 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: Frank E. Ellis 202- 
343-5671 

Timetable: Review of this rule is 
scheduled to be completed by October 
1984. 


COMPLETED ACTIONS - BUREAU OF 
RECLAMATION 


CFR Citation: 43 CFR Part 421 Title: 
Rules of Conduct at Hoover Dam 


Abstract: This rule, which was 
scheduled for review, relates to the 
conduct of visitors at Hoover Dam. The 
rule pertains to: the preservation of 
property; conformity with signs and 
emergency directions; disturbances; 
vehicular and pedestrian traffic; 
gambling; alcoholic beverages and 
narcotics; soliciting, vending, 
advertising, and distribution of 
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handbills; photography and motion 
pictures; weapons and explosives; audio 
devices; abandoned and unattended 
property; closing of areas; and, 
nondiscrimination. 

Originally Scheduled: January 1981 

Legal Authority: 40 U.S.C. 318 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Tom Kane 202-343- 
2143 

Timetable: Review of this rule has 
been completed, and the rule is 
determined to be complete and adequate 
as.written. 


BUREAU OF LAND MANAGEMENT 


CURRENT AND PROJECTED 
RULEMAKINGS - BUREAU OF LAND 
MANAGEMENT 


CFR Citation: 43 CFR Part 1860 Title: 
Conveyancing Documents 


Abstract: This rule will be amended to 
provide a procedure under which 
documents of disclaimer or corrections 
of conveyance documents can be 
applied for and obtained. 

Originally Scheduled: January 1981 

Legal Authority: 43 U.S.C. 1745, 1746 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Henry Beauchamp 
202-343-8693; Robert-C. Bruce 202-343- 
8735 

Timetable: Proposed rule was 
published May 3, 1982 (47 FR 19060). 

Final rule is scheduled to be published 
by October 1983. 


CFR Citation: 43 CFR Part 2400 Title: 
Land Classification 

Abstract: As a result of review, this 
rule is being revised to remove 
provisions repealed by the Federal Land 
Policy and Management Act of 1976, to 
institute a new classification procedure 





and to simplify and clarify outdated 


provisions. 

Originally Scheduled: October 1981 

Legal Authority: 43 U.S.C. 315, 682, 
869, 1171, 1181, 1412-1418; 48 U.S.C. 364 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: John Mezes 202-343- 
8731; Robert C. Bruce 202-343-8735 

Timetable: Proposed rule is scheduled 
to be published by January 1984. 


CFR Citation: 43 CFR Part 2520 Title: 
Desert Land Entries 


Abstract: This rule, which provides 
the procedure for entry and reclamation 
of lands identified as desert lands, will 
be revised to remove excessive and 
burdensome provisions. 

Originally Scheduled: April 1982 

Legal Authority: 43 U.S.C. 321-323, 
325, 327-329 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: John Mezes 202-343- 
8693; Robert C. Bruce 202-343-8735 

Timetable: Proposed rule is scheduled 
to be published by October 1983. 


CFR Citation: 43 CFR Subpart 2627 
Title: Alaska 


Abstract: This rule will be amended to 
provide a change in selection 
procedures for the State of Alaska as 
provided for in the amendments to the 
Alaska Statehood Act. 

Originally Scheduled: january 1981 

Legal Authority: 94 Stat. 2437 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 


= 


Agency Contact: Beaumont McClure 
202-343-6511; Robert C. Bruce 202-343- 
8735 

Timetable: Proposed rule is scheduled 
to be published by November 1983. 


CFR Citation: 43 CFR Part 2650 Title: 
Alaska Native Selections 


Abstract: This rule will amend 
existing regulations, which authorize 
Alaska Native corporations to select 
more lands than they are entitled to 
receive actual conveyance for, to 
establish a formula for reducing the 
amount of excess lands selected and to 
provide the authority to reject excessive 
overselections if they are not voluntarily 
reduced by the Native corporations. 

Originally Scheduled: April 1981 

Legal Authority: 43 U.S.C. 1601 et seq. 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Sue Wolf 202-343- 
6511; Robert C. Bruce 202-343-8735 

Timetable: Proposed rule was 
published July 19, 1982 (47 FR 31368). 

Final rule is scheduled to be published 
by January 1984. 


CFR Citation: 43 CFR Part 2710 Title: 
Sales: Federal Land Policy and 
Management Act 


Abstract: This rule will be amended to 
clarify issues that have arisen during the 
implementation of the existing 
regulations, to streamline the sales 
process and to change the terms for 
payment for public lands. 

Originally Scheduled: October 1981 

Legal Authority: 43 U.S.C. 1701, 1713 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Bill Krech 202-343- 
8693; Robert C. Bruce 202-343-8735 

Timetable: A Notice of Intent to 
propose rulemaking was published 
January 12, 1983 (48 FR 1324). 

Proposed rule is scheduled to be 
published by October 1983. 
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CFR Citation: 43 CFR Part 2720 Title: 
Conveyance of Federally-Owned 
Mineral Interests 


Abstract: This rule will be amended to 
make minor revisions to the existing 
regulations on conveyancing of 
Federally-owned mineral interests and 
to provide segregation of lands covered 
by an application. : 

Originally Scheduled: April 1981 

Legal Authority: 43 U.S.C. 1719(b) 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: David Hemstreet 
202-343-8731; Robert C. Bruce 202-343- 
8735 

Timetable: Proposed rule is scheduled 
to be published by January 1984. 


CFR Citation: 43 CFR Parts 2740 and 
2910 Title: Recreation and Public 
Purposes Act: Leases 


Abstract: These rules will be amended 
to facilitate acquisition of public lands 
by States, State instrumentalities and 
subdivisions, including counties and 
municipalities, for recreational or public 
purposes. These amendments would not 
affect procedures as they relate to non- 
profit associations other than to require 
a nonrefundable application service fee. 

Originally Scheduled: October 1981 

Legal Authority: 43 U.S.C. 869 et seq., 
1721 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: John Mezes 202-343- 
8731; Robert C. Bruce 202-343-8735 

Timetable: Proposed rule was 
published September 28, 1982 (47 FR 
42684). 

Final rule is scheduled to be published 
by December 1983. 


CFR Citation: 43 CFR Part 2800 Title: 
Rights-of-Way: Principles and 
Procedures 

Abstract: This rule will be revised to 
clarify the procedures for management 
of rights-of-way granted under statutes 
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repealed by Title V of the Federal Land 
Policy and Management Act of 1976. 
Originally Scheduled: April 1983 
Legal Authority: 43 U.S.C. 2, 1201; 5 
U.S.C. 301; 43 CFR 1761-1771 
Determination Under E.O. 12291: The 
- determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 
Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 
Agency Contact: Leon Kabat 202-343- 
5441; Robert C. Bruce 202-343-8735 
Timetable: Proposed rule is scheduled 
to be published by October 1983. 


CFR Citation: 43 CFR Parts 2800 and 
2880 Title: Rights-of-Way: Principles and 
Procedures; Oil and Natural Gas 
Pipelines and Related Facilities, General 


Abstract: This rule will be amended to 
revise the schedule used in the cost 
reimbursement process for processing 
and monitoring right-of-way grants 
(2803.1-1; 2883.1-1). 

Originally Scheduled: October 1982 

Legal Authority: 43 U.S.C. 1746 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect.on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Leon Kabat 202-343- 
5441; Robert C. Bruce 202-343-8735 

Timetable: Proposed rule was 
published January 17, 1983 (48 FR 2110). 

Final rule is scheduled to be published 
by September 1983. 


CFR Citation: 43 CFR Subpart 2911 
Title: Airport Leases 


Abstract: This rule would be revised 
to: remove from the regulations those 
provisions rpealed by the Federal Land 
Policy and Management Act of 1976 
relating to withdrawals of beacon lights 
and air navigation facilities; to impose 
an increased application service fee; 
and to update the provisions relating to 
the setting of rental charges for lands 
leased for airport purposes. 

Originally Scheduled: April 1983 

Legal Authority: 43 U.S.C. 1201, 1734 
and 1740 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 


Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: John Mezes 202-343- 
8693; Robert C. Bruce 202-343-8735 ; 

Timetable: Proposed rule is scheduled 
to be published by February 1984. 


CFR Citation: 43 CFR Subpart 2916 
Title: Alaska Fur Farm Leases 


Abstract: This rule would be revised 
to remove burdensome requirements, 
impose an increased application fee, 
and revise the bases for rental charges 
for the use of lands obtained under the 
provisions of the regulations. 

Originally Scheduled: April 1983 

Legal Authority: 43 U.S.C. 360, 361 and 
1201 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: Ralph Conrad 202- 
343-8693; Jane Clawson 202-343-6511; 
Ted Hudson 202-343-8753 

Timetable: Proposed rule is scheduled 
to be published by January 1984. 


CFR Citation: 43 CFR Parts 3000 and 
3040 Title: Environment and Safety 


Abstract: This part, which contains 
the rules for geophysical exploration, 
will be amended to provide a procedure 
for the issuance and administration of 
geophysical exploration permits on 
Department of Defense administered 
lands. 

Originally Scheduled: October 1982 

Legal Authority: 30 U.S.C. 181 et seq., 
351-359 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: Jeff Zabler 202-343- 
7722; Robert C. Bruce 202-343-8735 

Timetable: Proposed rule is scheduled 
to be published by November 1983. 
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CFR Citation: 43 CFR Part 3100 Title: Oil 
and Gas Leasing 


Abstract: This rule would provide the 
procedures for the reinstatement of oil 
and gas leases and the conversion of 
unpatented oil placer claims authorized 
by the Act of January 12, 1983 (Pub.L. 97- 
451). 

Originally Scheduled: April 1983 

Legal Authority: 30 U.S.C. 181 et seq. 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Jeff Zabler 202-343- 
7722; Robert C. Bruce 202-343-8735 

Timetable: Proposed rule is scheduled 
to be published by September 1983. 


CFR Citation: 43 CFR Part 3100 Title: Oil 
and Gas Leasing 


Abstract: This rule would establish 
the procedure under which applications 
would be accepted for the leasing of oil 
and gas on National Wildlife Refuge 
System lands. 

Originally Scheduled: April 1983 

Legal Authority: 30 U.S.C. 181 et seq. 
and 351-359 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: jeff Zabler 202-343- 
7722; Robert C. Bruce 202-343-8735 

Timetable: Proposed rule is scheduled 
to be published by February 1984. 


CFR Citation: 43 CFR Part 3160 Title: Oil 
and Gas Operations 


Abstract: This rule will be added to 
incorporate regulations which 
implement the provisions of the Federal 
Oil and Gas Royalty Management Act of 
1982 and, to the extent possible, to 
incorporate the provisions of 30 CFR 
Part 221 which were transferred to the 
Bureau from the Minerals Management 
Service. 

Originally Scheduled: April 1983 

Legal Authority: Pub.L. 97-451 

Determination Under E.O. 12291: The 
determination as to whether this 





document is a major rule under E.O. 
12291 has not been made at this time. 
Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 


under 5 U.S.C. 601 et seq. has not been 
made at this time. 
Ageney Contact: Steve Spector 703- 
860-7960 
Timetable: Proposed rule is scheduled 
to be published by September 1983. 


CFR Citation: 43 CFR Part 3260 Title: 


Abstract: This rule will be added to 
incorporate the provisions of 30 CFR 
Part 270, which were transferred to the 
Bureau from the Minerals Minerals 
Management Service and which regulate 
geothermal operations conducted under 
leases, and will be revised to remove 
burdensome and cumbersome 
provisions and make them easier to 
understand. 

Originally Scheduled: April 1983 

Legal Authority: 30 U.S.C. 1001-1025 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been at this time. 

Effects on Small Businesses and 
Other Small Entities: The determinajion 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: Steve Spector 703- 
860-7969 

Timetable: Proposed rule is scheduled 
to be published by Novembcr 1983. 


CFR Citation: 43 CFR Part 3280 Tit/e: 
Geothermal Resources Unit Plan 
Provisi 

Abstract: This rule, which contains 
the provisions governing the formation 
and operation of geothermal unit plans 
of development, will be revised to 
eliminate unnecessary and outdated 
provisions. 

Originally Scheduled: October 1983 

Legal Authority: 30 U.S.C. 1001-1025 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
«2291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic efiect on a 
substantial number of small entities 
under * U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: Stephen Spector 703- 
860-7969; Robert C. Bruce 202-343-8735 


Timetable: Proposed rule is scheduled 
to be published by November 1983. 


CFR Citation: 43 CFR Parts 3400 and 
= Title: Coal Management: General; 
Coal Management Provisions and 

Limitations 

Abstract: These rules will be revised 
to provide policies and procedures that 
would be followed in issuing and using 
certificates of bidding rights. 

Originally Scheduled: April 1983 

Legal Authority: 30 U.S.C. 181 et seq.. 
351-359 et seq., 521-531 et seq., 1201 et 
seq.; 43 U.S.C. 1701 et seq.; 90 Stat. 1083- 
1082 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: Carole Smith 202- 
343-6821; Robert C. Bruce 202-343-8735 

Timetable: Proposed rule is scheduled 
to be published by September 1983. 


CFR Citation: 43 CFR Subpart 3436 
Title: Coal Lease and Coal Land 
Exchanges; Alluvial Valley Floors 


Abstract: This rule will be revised to 
delete the provision requiring alluvial 
valley floor exchange proponents to 
bear all the administrative costs 
connected with such exchanges. 

Originally Scheduled: October 1983 

Legal Authority: 30 U.S.C. 1260{b)(5) 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: Carole Smith 202- 
343-6821; Robert C. Bruce 202-343-8735 

Timetable: Proposed rule is scheduled 
to be published by October 1983. 


CFR Citation: 43 CFR Part 3460 Title: 
Coal Management: Environment 


Abstract: This rule would modify 
unsuitability criterion number 7’to make 
it consistent with the unsuitability 
system of section 522(e) and other 
relevant policies for the conduct of 
Federal lands review under section 
552(b) of the Surface Mining Control and 
Reclamation Act of 1977. 

Originally Scheduled: April 1983 
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Legal Authority: 30 U.S.C. 181 et seq. 
and 1271{b) 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O, 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Tom Walker 202-343- 
4636; Robert C. Bruce 202-343-8735 

Timetable: Proposed rule was 
published March 1, 1983 (48 FR 8501). 

Final rule is scheduled to be published 
by October 1983. 


CFR Citation: 43 CFR Parts 3500 and 23 
Title: Leasing of Minerals Other than Oil 
and Gas: General; Surface Exploration 


Abstract: As a result of review, 43 
CFR Part 3500 is being revised to change 
definitions of terms, to change rentals, 
and to alter requirements for preference 
right lease applicants, as well as to 
simplify and clarify provisions. 43 CFR 
Part 23 is removed, because its 
provisions duplicate the provisions of 
the National Environmental Policy Act. 

Originally Scheduled: January 1981 

Legal Authority: 30 U.S.C. 181 et seq. 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the-Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Marge Cooper 202- 
343-8537; Robert C. Bruce 202-343-8735 

Timetable: Proposed rule was 
published March 30, 1982 (47 FR 13472). 

The information collection 
requirements contained in this rule were 
approved by the Office of Management 
and Budget under 44 U.S.C. 3501 et seq. 
and assigned clearance number 1004- 
0121. 

Final rule is scheduled to be published 
by October 1983. 


CFR Citation: 43 CFR Part 3630 Title: 
Paleontology 


Abstract: This rule will be revised to 
provide the procedures for the 
management of paleontological 
specimens located on the public lands. 

Originally Scheduled: July 1980 

Legal Authority: 43 U.S.C. 1701 et seq. 

Determination Under E.O. 12291: The 
Department of the Interior has 
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determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Robert Sulenski 202- 
343-3207; R.O. Miller 202-343-8735 

Timetable: Proposed rule was 
published August 17, 1982 (47 FR 35914). 

The information collection 
requirements contained in this rule were 
approved by the Office of Management 
and Budget under 44 U.S.C. 3501 et seq. 
and assigned clearance number 1004- 
0106. 

Final rule is scheduled to be published 
by October 1983. 


CFR Citation: 43 CFR Parts 3700 and 
3800 Title: Multiple Use: Mining; Mining 
Claims Under the General Mining Laws 


Abstract: These parts, which contain 
the rules for multiple use mining and 
mining claims under the general mining 
laws, will be revised to eliminate 
burdensome, cumbersome and 
unnecessary provisions. Other revisions 
include: the addition of definitions of 
discovery and mineral- in-character; 
allowing location of certain types of 
lode deposits by legal subdivision; 
increasing the non-refundable service 
charge for mineral patent applications; 
and increasing the service charge for 
filing protests to patent applications. 

Originally Scheduled: October 1982 

Legal Authority: 30 U.S.C. 22, 601 et 
seq.; 61 Stat. 681; 43 U.S.C. 2, 1732, 1740 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 
Agency Contact: Eugene A. Carlat 
202-343-8537; Robert C. Bruce 202-343- 
8735 
Timetable: A Notice of Intent to 
propose rulemaking was published 
December 27, 1982 (47 FR 57521). 

Proposed rule is scheduled to be 
published by March 1984. 


CFR Citation: 43 CFR Part 3900 Title: 
Federal Oil Shale Management 
Abstract: This major rule will 
establish procedures for conducting a 
competitive leasing program, including 
procedures for issuing competitive oil 
shale leases, leasing multimineral 


deposits, issuing exploration licenses, 
and managing oil shale leases. Oil shale 
is a resource that has significant 
potential to increase the domestic 
energy supply and to reduce the 
Nation’s dependence on foreign sources 
of energy. The rule is needed to 
establish procedures that will allow 
orderly development of this resource. 

Originally Scheduled: April 1982 

Legal Authority: 30 U.S.C. 181 et seq.; 
43 U.S.C. 1701 et seq. 

Priority: The Department of the 
Interior has determined that this 
document is a major rule under E.O. 
12291. 

Annual Federal costs of administering 
the oil shale leasing program described 
in the rule are estimated to be $3.5 
million to $4.0 million. Total production 
from Federal leases is expected to range 
from 120,000 barrels per day to 400,000 
barrels per day by the year 2000. The 
annual production costs associated with 
Federal oil shale leases are estimated to 
range from $1.2 billion to $3.1 billion. 
The shift in balance of payments 
resulting from the Federal program is 
estimated to be $5.5 billion to $7.0 billion 
in 1990. The rule, therefore, has been 
determined to be major because it is 
anticipated to have greater than a $100 
million annual impact on the economy. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Inierior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Don Brabson 202- 
343-3258; Robert C. Bruce 202-343-8735 

Timetable: Proposed rule was 
published February 11, 1983 (48 FR 
6510). 

Final rule is scheduled to be published 
by December 1983. 

Copies of the Preliminary Regulatory 
Impact Analysis were available from the 
Agency Contacts upon publication of the 
proposed rule. Copies of the Final 
Regulatory Impact Analysis will be 


- available from the Agency Contacts 


upon publication of the final rule. 


CFR Citation: 43 CFR Part 4100 Title: 
Grazing Administration: Exclusive of 
Alaska 

Abstract: This rule, which provides for 
the uniform administration of livestock 
grazing on the public lands exclusive of 
Alaska, will be streamlined to eliminate 
burdensome and cumbersome 
provisions and to make them easier to 
understand. 

Originally Scheduled: April 1983 

Legal Authority: 43 U.S.C. 315, 315a, 
315r and 1701 et seq. 
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Determination Under E.O. 12291: The 
Department of the Interiorhas 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Billy Templeton 202- 
653-9193; R.O. Miller 202-343-8735 

Timetable: A Notice of Intent to 
propose rulemaking was published 
December 9, 1982 (47 FR 55402). ; 

Proposed rule was published May 13, 
1983 (48 FR 21826). 

Final rule is scheduled to be published 
by November 1983. 


CFR Citation: 43 CFR Part 4700 Title: 
Wild Free-Roaming Horse and Burro 
Protection: Management and Control 


Abstract: This part will be revised in 
order to reorganize the regulations into a 
logical, consistent format and to remove 
needless self-regulation more 
appropriate for the Bureau Manual. In 
additon, related rules will be 
consolidated (aircraft and motor 
vehicles - 4730 and 4740; removal of 
horses and burros - 4720, 4740 and 4750}, 
and rules which have no foundation in 
the law will be eliminated (problem 
animals - (4740.3(c); fencing of private 
land - 4750.3). Procedures for adoption 
and title transfer will be clarified, and 
burdensome requirements for 
veterinarian certifications will be eased 
by canceling the requirement or 
allowing certification from any qualified 
official (4740.4-2 and 4740.5). The costs 
to those who choose to participate in the 
adoption program should be lessened by 
these revisions. 

Originally Scheduled: April 1981 

Legal Authority: 16 U.S,C. 1331-1340; 
43 U.S.C. 1701 et seq. 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Joan Comanor 202- 
653-9215; Ted Hudson 202-343-8735 

Timetable: Proposed rule is scheduled 
to be published by February 1984. 





CFR Citation: 43 CFR Part 5400 Title: 
Advertised Sales: General 


Abstract: This rule will be revised to 
provide an internal protest procedure for 
use in connection with advertised 


timber sales. 
igi Scheduled: October 1983 

Legal Authority: 30 U.S.C. 601 et seq.; 
43 U.S.C. 1181{a} 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: Debbie Pietrzak 202- 
653-8864; Robert C. Bruce 202-343-8735 

Timetable: Proposed rule is scheduled 
to be published by October 1983. 


CFR Citation: 43 CFR Subpart 5401 
Title: Advertised Sales: General 


Abstract: This rule will be amended to 
remove the requirement that the 
authorized officer will furnish access to 
the sale area for all competitive sales of 
forest products. 

Originally Scheduled: October 1982 

Legal Authority: 43 U.S.C. 1181a; 30 
U.S.C. 601 et seq.; 16 U.S.C. 615a 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 


seq. 
Agency Contact: Charles Frost 202- 
653-8864; R.O. Miller 202-343-8735 
Timetable: Proposed rule was 
published June 29, 1983 (48 FR 29890). 
Final rule is scheduled to be published 
by October 1983. 


CFR Citation: 43 CFR Subpart 8300 
Title: Recreation: General 

Abstract: This rule will be amended to 
revise the policy statement for 
recreation management of the public 
lands. 

Originally Scheduled: October 1981 

Legal Authority: 43 U.S.C. 1701 et seq.. 
869, 1181a, 315, 4321 et seq; 16 U.S.C. 
4601-461, 1131, 1271-1287, 1241, 670; 29 
U.S.C. 794 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been made at this time. 


Effects on Small Businesses and 
Other Smail Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: Wesley R. Henry 
202-343-9353; Ted Hudson 202-343-8735 

Timetable: Proposed rule is scheduled 
to be published by December 1983. 


CFR Citation: 43 CFR Subpart 8372 
Title: Use Authorizations; Special 
Recreation Permits 

Abstract: This rule is being revised to 
reflect revised, special recreation 
policies. 

Originally Scheduled: October 1981 

Legal Authority: 43 U.S.C. 1201 et segq.. 
1701 et seq., 1181a; 16 U.S.C. 460-6a 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Bruce Brown 202-343- 
9353; Ted Hudson 202-343-8735 

Timetable: Proposed rule was 
published May 6, 1983 (48 FR 20630). 

Final rule is scheduled to be published 
by October 1983. 


CFR Citation: 43 CFR Part 8560 Title: 


Management of Designated Wilderness 
Areas 


Abstract: This rule will provide 
procedures for the use of 
Congressionally designated wilderness 
areas in public lands. 

Originally Scheduled: October 1981 

Legal Authority: 43 U.S.C. 1701 et seq.; 
16 U.S.C. 1131 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U:S.C. 601 et 
seq. 

Agency Contact: David Porter 202-343- 
6064; R.O. Miller 202-343-8735 

Timetable: Proposed rule was 
published June 14, 1983 (48 FR 27366). 

Final rule is scheduled to be published 
by December 1983. 
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CFR Citation: 43 CFR Part 9230 Title: 
Unauthorized Use of Public Lands 


Abstract: This rule will be amended to 
clarify those activities that are 
prohibited on the public lands, to 
provide managers with additional 
authority to resolve existing violations 
and to clarify the authority of the 
Secretary of the Interior in instances of 
mineral trespass. 

Originally Scheduled: April 1981 

Legal Authority: 43 U.S.C. 1701 et seq. 

Determination Under E.O. 12291: The 
determination as to whether this 
document is a major rule under E.O. 
12291 has not been at this time. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. ~ 

Agency Contact: Leroy Allen 202-653- 
8815; Robert C. Bruce 202-343-8735 

Timetable: Proposed rule is scheduled 
to be published by January 1984. 


Title: Onshore Oil and Gas Order No. 1 - 
Approval of Operations 


Abstract: This document is being 
issued under the revised oil and gas 
regulations as found in 30 CFR Part 223. 
Unneeded portions of NTL-6 would be 


removed and application for permit to 


drill requirements would be clarified. 
This rule is not codified. 

Originally Scheduled: October 1982 

Legal Authority: 30 U.S.C. 189 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Gerald D. Daniels 
703-860-7535 

Timetable: A Notice of Intent to 
propose rulemaking was published April 
16, 1982 (47 FR 16426). 

Proposed rule was published 
December 3, 1982 (47 FR 54462). 

Final rule is scheduled to be published 
by October 1983. 


COMPLETED ACTIONS - BUREAU OF 
LAND MANAGEMENT 


CFR Citation: 43 CFR Subpart 1600 
Title: Planning 


Abstract: This rule will eliminate 
burdensome, outdated and unneeded 
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provisions in the existing planning 
regulations. The decision as to which 
provisions should be eliminated was 
arrived at after a thorough review of 
public comments received in response to 
a request by the Secretary of the Interior 
and after an extensive review of the 
existing regulation by Bureau of Land 
Management 

Originally Scheduled: January 1981 

Legal Authority: 43 U.S.C. 1712 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: David C. Williams 
202-653-8824; Robert C. Bruce 202-343- 
8735 

Timetable: Proposed rule was 
published December 16, 1980 [45 FR 
82679). 

A second proposed rule was 
published November 23, 1981 (46 FR 
57448). 

Final rule was published May 5, 1983 
(48 FR 20364). 


CFR Citation: 43 CFR Part 2200 Title: 
Exchanges: General Procedures 


Absiract: This rule will be amended 
to: make conveyance of lands 
exchanged for one of the Federal 
systems mandatory at time of 
finalization and exchange; remove 
exchanges from coverage of the Uniform 
Relocation Assistance and Real 
Property Acquisition Policies Act; and 
remove the requirement for publication 
of conveyance of lands under exchange. 

Originally Scheduled: Qctober 1981 

Legal Authority: 43 USC. 1715, 1716, 
1732 and 1740 

Determination Under £.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: David Hemstreet 
202-343-8731; Robert C. Bruce 202-343- 
8635 

Timetable: Proposed rule was 
published September 23, 1982 (47 FR 
42086). 

Final rule was published April 20, 
1983 (48 FR 16885). 


CFR Citation: 43 CFR Groups 3000 and 
3100 Title: Onshore Oil and Gas Leasing 

Abstract: These rules are being 
amended to remove outdated and 
burdensome provisions and to simplify 
the entire group of regulations. 

Originally Scheduled: April 1981 

Legal Authority: 30 U.S.C. 181 et seq., 
351-359, 301-306 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 661 et 
seq. 

Agency Contact: jeff Zabler 202-343- 
7722; Robert C. Bruce 202-343-8735 

Timetable: Proposed rule was 
published June 30, 1982 [47 FR 28550). 

Final rule was published July 22, 1983 
(48 FR 33649). 


CFR Citation: 43 CFR Part 3130 Title: Oil 
and Gas Leasing: Alaska 

Abstract: This rule would clarify 
provisions of the existing regulations 
relating to the antitrust review 
requirements for leasing of oil and gas in 
the National Petroleum Reserve - 
Alaska. 

Originally Scheduled: April 1983 

Legal Authority: 42 U.S.C. 6504 et seq. 
43 U.S.C. 1701 et seq.; Pub-L. 96-514 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Jan Daniels 202-343- 
7753; R.O. Miller 202-343-8735 

Timetable: Proposed rule was 
published February 16, 1983 (48 FR 
7213). 

Proposed rule was withdrawn June 20, 
1983 (48 FR 28117). No further action is 
scheduled at this time. 


CFR Citation: 43 CFR Part 3200 Title: 
Geothermal Resource Leasing: General 


Abstract: This rule will be revised to 
provide a modification of the treatment 
of escalating rentals when excess 
exploration expenditures are made and 
to eliminate the requirement for a plan 
of operations or exploration to be 
submitted before a lease can be 
submitted (3250). 
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Originally Scheduled: April 1981 

Legal Authority: 30 U.S.C. 1001-1025 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. : 

Agency Contact: Karl Duscher 202- 
343-7753; R.O. Miller 202-343-8735 

Timetable: Proposed rule was 
published April 30, 1982 (47 FR 18826). 

The information collection 
requirements contained in this rule were 
approved by the Office of Management 
and Budget under 44 U.S.C. 3501 et seq. 
and assigned clearance number 1004- 
0063. 

Final rule was published April 20, 
1983 (48 FR 17042). 


CFR Citation: 43 CFR Subpart 3211 
Title: Bureau Motion, Land Previously 
Leased for Geothermal Resources 

Abstract: This rule will be amended to 
expedite leasing of lands with 
geothermal potential, and correct 
provisions that have prevented the 
Bureau from offering lands previously 
leased noncempetitively for geothermal 
resources. 

Originally Scheduled: January 1980 

Legal Authority: 36 US.C. 1001-1025 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Karl Duscher 202- 
3438537; R.O. Miller 202-343-8735 

Timetable: Proposed rule was 
published November 26, 1979 (44 FR 
67598). 

Final rule was published February 11, 
1983 (48 FR 6336). 


CFR Citation: 43 CFR Part 3600 Title: 
Mineral Materials Disposal: General 
Abstract: This rule, which provides 
the procedures for disposal of mineral 
materials on the public lands, will be 
totally revised to: simplify existing 
provisions; and revise and delete 
provisions not specified or required by 
statute which impair program 
management and limit the availability of 
mineral materials to the public. 





Originally Scheduled: January 1980 

Legal Authority: 30 U.S.C. 601, 602; 43 
US.C. 1732 

Determination Under E.O. 12291: The 
Department of the Interior has 


Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 


seq. 

Agency Contact: Brenda Aird 202-343- 
8537; R.O. Miller 202-343-8735 

Timetable: The information collection 
requirements contained in this rule were 
approved by the Office of Management 
and Budget under 44 U.S.C. 3501 et seq. 
and assigned clearance number 1004- 
0103. 

rule was published May 3, 

1982 (47 FR 19066). 

Final rule was published June 10, 1983 
(48 FR 27008). 


CFR Citation: 43 CFR Part Title: 
Recreation Programs: Operations 

Abstract: This Part is being revised to 
bring the regulations for use of public 
lands to conformity, to the extent 
practicable, with the regulations 
governing use of areas administered by 
the National Park Service and the U.S. 
Forest Service. The revisions will set a 
minimum standard of conduct for 
persons using the public lands and the 
penalties that may be imposed for 
failure to obey the regulations. 

Originally Scheduled: April 1981 

Legal Authority: 43 U.S.C. 1181(a)-(e), 
1201, 1701 et seq. 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 


seq. 
Agency Contact: Robert Conquergood 
202-343-9353; Ted Hudson 202-343-8735 
Timetable: Proposed rule was 
published December 23, 1982 (47 FR 
57404). - 
Final rule was published August 10, 
1983 (48 FR 36382). 


CFR Citation: 43 CFR Subpart 9239 
Title: Kinds of Trespass: Mineral 

Abstract: This rule will be amended to 
clarify the authority of the Secretary of 
the Interior in instances of mineral 
trespass. 

Originally Scheduled: July 1980 

Legal Authority: 30 U.S.C. 181 et seq. 

Determination Under E.O. 12291: The 
effects of this document were previously 
considered under the provisions of E.O. 
12044 which was revoked by E.O. 12291 
on February 17, 1981. The document will 
be reconsidered under the provisions of 
E.O. 12291 before it is published as a 
final rule. 

Effects on Small Businesses and 
Other Small Entities: The determination 
as to whether this document will have a 
significant economic effect on a 
substantial number of small entities 
under 5 U.S.C. 601 et seq. has not been 
made at this time. 

Agency Contact: David Carty 202-343- 
8537; Robert C. Bruce 202-343-8735 

Timetable: Proposed rule was 
published March 11, 1980 (45 FR 15876). 

Final action on this rule has been 
combined with 43 CFR Part 9230 which 
is scheduled under Current and 
Projected Rulemakings. 


CFR Citation: 30 CFR Part 221 Title: Oil 
and Gas Operating Regulations: Site 
Security 

Abstract: This part is being revised to 
include minimum site security standards 
at 30 CFR 221.37. The standards are 
based on the premise that the primary 
responsibility for site security rests with 
those who operate the leases; however, 
a plan will will be required. This rule 
implements a Linowes Commission 
recommendation. 

Originally Scheduled: October 1982 

Legal Authority: 30 U.S.C. 189 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
econamic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Stephen Spector 703- 
860-7969 
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Timetable: A Notice of Intent to 
proposed rulemaking was published 
April 21, 1982 (47 FR 17076). 

An Interim rule with request for 
comments was published October 15, 
1982 (47 FR 46236). 

The information collection 
requirements contained in this rule have 
been approved by the Office of 
Management and Budget under 44 U.S.C. 
3501 et seq. and assigned clearance 
number 1004-0134. 

A Notice revoking the Interim rule 
was published November 19, 1982 (47 FR 
52396). 

Proposed rule was published 
November 19, 1982 (47 FR 52397). 

Final rule was published July 11, 1983 
(48 FR 31798). 


CFR Citation: 30 CFR Part 226 Title: 
Unit or Cooperative Agreements 


Abstract: This part will be revised and 
modernized in order to eliminate “ 
unnecessary items and to incorporate 
necessary modifications that will update 
the formation and operation of onshore 
Federal oil and gas unit plans. The 
model unit agreement for unproven 
areas also will be revised to incorporate 
all previously accepted modifications 
and those resulting from specific 
comments received in response to the 
Notice of Intent to propose rulemaking. 

Originally Scheduled: April 1981 

Legal Authority: 30 U.S.C. 189 and 
226(e) 

Determination Under E.O. 12291: The 
Department of the Interior has 
determined that this document is not a 
major rule under E.O. 12291. 

Effects on Small Businesses and 
Other Small Entities: The Department of 
the Interior has determined that this 
document will not have a significant 
economic effect on a substantial number 
of small entities under 5 U.S.C. 601 et 
seq. 

Agency Contact: Stephen Spector 703- 
860-7969 

Timetable: A Notice of Intent to 
propose rulemaking was published May 
14, 1981 (46 FR 26661). 

Proposed rule was published June 10, 
1982 (47 FR 25252). 

Final rule was published June 10, 1983 
(48 FR 26763). 

[FR Doc. 83-26233 Filed 10-14-83; 8:45 am] 
BILLING CODE 4310-10-T 





Part Xl 


Department of 
Justice 


Regulatory Agenda 
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AGENCY: Office of Legal Policy. 
Department of Justice. 


ACTION: Regulatory Agenda. 


DEPARTMENT OF JUSTICE (DOJ) 


Department of Health and Human 
Services for approval on November 10, 


05/19/80 45 FR 32710 
00/00/00 


Attorney, Department of justice, Civil 
Rights Division, Appellate Section, 


: 20 USC ‘681 to 1683: 


Legal Authority: 
20 USC 1685 to 1686 


SUMMARY: The Department of Justice 


is publishing its October 1983 regulatory 
agenda pursuant to Executive Order No. 
12291, “Federal Regulation,” 3 CFR 127 
(1981 Compilation), the Regulatory 
Flexibility Act, 5 U.S.C.A. 601-612 (West 
1983), and Office of Management and 
Budget Bulletin No. 83-15, June 28, 1983. 


FOR FURTHER INFORMATION 
CONTACT: William J. Snider, 
Administrative Counsel, Justice 
Management Division, Department of 
Justice, Room 6239, 10th and 


CFR Citation: 28 CFR 42.701 to 42.771, 


(New) 


Abstract: This regulation will 
implement Title [X of the Education 
Amendments of 1972, as amended, for 
nondiscrimination on the basis of sex in 
education and training programs 
receiving or benefiting from Federal 
financial assistance provided by-the 
Department of Justice. 


Timetable: 


Action Date 


Previous NPRM 06/17/80 

Comment Period 08/18/80 
extended 

NPRM 


Small Entity: No 


Agency Contact: Ms. Stewart B. 
Oneglia, Chief, Department of Justice, 
Civil Rights Division, Coordination and 
Review Section, Washingten, DC 20530, 
202 724-2222 


RIN: 1190-AA04 





45 FR 41001 
45 FR 54770 


00/00/00 


PROCEDURES FOR THE 
ADMINISTRATION OF SECTION 5 OF 
THE VOTING RIGHTS ACT OF 1965, 
AS AMENDED 


Priority: Undetermined 


Legal : 5 USC 301; 28 USC 509; 
28 USC 510; 42 USC 1973c 


CFR Citation: 28 CFR 51 


Abstract: PROBLEM THE 
REGULATION WILL ADDRESS: 
Revision of the Procedures is needed as 
a result of experience under them since 
1981, interpretations of Section 5 of the 
Voting Rights Act of 1965, as amended, 
42 U.S.C. 1973c, contained in judicial 


Constitution Avenue, N.W., Washington, 
D.C. 20530 (202-633-3452). 


SUPPLEMENTARY INFORMATION: 
The Department has identified 21 
projected rulemakings that are 
nonroutine. The Department has no 
plans to review existing regulations 
within the next 11 months or to develop 
any “major” regulations or any 
regulations subject to the Regulatory 
Flexibility Act. 


DATED: August 25, 1983. 
Jonathan C. Rose, 


Assistant Attorney General, Office of Legal 
Policy. 


Current and Projected Rulemakings 


decisions, changes mandated by the 
1982 Amendments to the Voting Rights 
Act, P.L. 97-205, 96 Stat. 131., and to set 
out substantive standards followed by 
the Attorney General. ALTERNATIVES 
BEING CONSIDERED: (1) Revisions to 
address all of the problems described 
above, or (2) revisions limited to 
incorporate changes made by the 1982 
Amendments. ACTION’S POTENTIAL 
COSTS: None ACTION’S POTENTIAL 
BENEFITS: Entities subject to Section 5 
and other interested persons will 


- receive greater guidance with respect to 


the procedures and standards of the 

Attorney General. 

Timetable: 

Action 

NPRM 

NPRM Comment 
Period Begin 

NPRM Comment 01/01/84 
Period End 

Final Action 


Final Action 
Effective 


Small Entity: Not Applicable 


Agency Contact: David Hunter, 
Attorney, Voting Section, Department of 
Justice, Civil Rights Division, 
Washington, D.C. 20530, 202 724-5898 


RIN: 1190-AA05 


ER Cite 
04/25/83 


11/01/83 


03/01/84 
03/01/84 


@ENFORCEMENT OF 
NONDISCRIMINATION ON THE BASIS 
OF HANDICAP IN DEPARTMENT OF 
JUSTICE PROGRAMS 

Priority: Agency Determination 


Lega! Authority: 29 USC 794 
CFR Citation: 28 CFR 39 
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DOJ—CRT 


Abstract: This regulation will 
implement section 504 of the 
Rehabilitation Act of 1973, as amended, 
concerning nondiscrimination on the 
basis of handicap as it applies to 
programs and activities conducted by 
the Department of Justice. 


DEPARTMENT OF JUSTICE (DOJ) 
Civil Rights Division (CRT) 


COMPLETED RULEMAKINGS 


COORDINATION OF ENFORCEMENT 
OF NONDISCRIMINATION IN 
FEDERALLY ASSISTED PROGRAMS 


Priority: Agency Determination 
CFR Citation: 28 CFR 41; 28 CFR 42.401 


Date 
03/00/83 
Regulation not 
required 


FR Cite 


DEPARTMENT OF JUSTICE (DOJ) 


NPRM Comment 11/01/83 
Period Begin 

NPRM Comment 03/01/64 
Period End 


Small Entity: No 


Agency Contact: Ms. Stewart B. 
Oneglia 202 724-2222 


RIN: 1190-AA01 


COORDINATION OF ENFORCEMENT 
OF NONDISCRIMINATION ON THE 
BASIS OF HANDICAP IN FEDERALLY 
CONDUCTED PROGRAMS 


Priority: Agency Determination 
CFR Citation: 28 CFR 39 


Drug Enforcement Administration (DEA) 


21 CFR PART 1301 - REGISTRATION 
OF MANUFACTURERS, 
DISTRIBUTORS AND DISPENSERS OF 
CONTROLLED SUBSTANCES 


Legal Authority: 21 USC 821 
CFR Citation: 21 CFR 1301.11 


Abstract: The Controlled Substances 
Act of 1970 requires the registration of 
any person who manufactures, 
distributes or dispenses a controlled 
substance. Section 301 of the Act (21 
USC 821) authorizes the charging of 
reasonable fees for such registration. 
The existing fee schedule was 
established in 1971 and has not 
changed since then. In accordance with 
GAO findings published on October 29, 
1982 (GAO/GGD-83-2) and OMB 
Circular A-25, these fees must be 
revised to recover the costs of 
registration and control of these 
activities. The subject order proposes 
establishment of the following new fee 
schedule: Manufacturers - $250; 
Distributors - $125; Importers - $125; 
Exporters - $125; Narcotic Treatment 
Programs - $20; Researchers - $20; 
Analytical Laboratories - $20; Retail 
Pharmacies - $20; Hospitals/ Clinics - 


$20; Practitioners - $20; and Teaching 
Institutions - $20. 
Timetable: 


Action 


NPRM 04/05/83 48 FR 14640 
NPRM Comment 04/05/83 
Period Begin 
NPRM Comment 06/06/83 
Period End 
Final Action 
Final Action 
Effective 


Small Entity: No 


Agency Contact: Mr. Joseph Trincellito, 
Special Ass’t to the Deputy Ass’t 
Adminstrtr, Department of Justice, Drug 
Enforcement Administration, Office of 
Diversion Control, Washington, D.C. 
20537, 202 633-1172 


RIN: 1117-AA00 


10/01/83 
01/01/84 


21 CFR PART 1304 - RECORDS AND 
REPORTS OF REGISTRANTS 
CHANGES IN REGISTRANT 
REPORTING REQUIREMENTS 


Legal Authority: 21 USC 821; 21 USC 
827; PL 95-633, Title | Pyschotropic Sub- 
stances Act of 1978 
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Current and Projected Rulemakings 


Smail Entity: No 

Agency Contact: Ms. Stewart B. 
Oneglia, Chief, Coordination and 
Review Section, Department of Justice, 
Civil Rights Division, 10th & 
Constitution Avenue, NW, Washington, 


_ DC 20530, 202 724-2222 


RIN: 1190-AA06 


Completed: 
Reason Date 
Withdrawn 04/00/83 


Agency Contact: Ms. Stewart B. 
Oneglia 202 724-2222 


RIN: 1190-AA02 
BILLING CODE 4410-01-T 





Current and Projected Rulemakings 


CFR Citation: 21 CFR 1304.38(a); 21 CFR 
1304.39(b); 21 CFR 1304.40 


Abstract: In furtherance of the Single 
Convention on Narcotic Drugs, the 
Convention on Psychotropic Substances 
and the Psychotropic Substances Act of 
1978, DEA plans to amend 21 CFR Part 
1304 to include reporting requirements 
for categories of drugs listed in 
Schedules III and IV of the 
Psychotropic Conveniion and Scheduie 


- IV of the Single Convention on Narcotic 


Drugs. Concurrently, other reporting 
requirements will be simplified, reduced 
or eliminated in order to reduce the 
overall reporting requirements imposed 
on registrants under the Controlled 
Substances Act. 


Timetable: ps 
Action Date 


NPRM 09/15/83 

NPRM Comment 09/15/83 
Period Begin 

NPRM Comment 11/15/83 
Period End 

Final Action 

Final Action 
Effective 

Small Entity: No 








12/01/83 
01/01/84 
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an INS district director, the district 
director must promptly forward the 
record to the Board for Ajudication of 


DEPARTMENT OF JUSTICE (DOJ) 


Agency Contact: Alfred A. Russell. 
Chief. Regulatory Support Section. 
Department of Justice, Drug 
Enforcement Administration, Office of 


the appeal. Cases arise where district 
directors, upon review of the matters 
submitted on appeal, conclude the relief 
sought should have been granted. A 
proposed regulation change would 
permit district directors to reopen such 
cases, without forwarding the record to 
the Board, so long as reconsideration 
occurs promptly and the new decision 
grants the relief requested. 


immigration and Naturalization Service (INS) 


IMPOSITION OF MINIMUM BOND AS 
CONDITION OF RELEASE 


8 USC 1103; 8 USC 


Legal Authority: 
1252; 8 USC 1254 


revise the procedures relating to release 
of apprehended aliens. Release without 
bond would be authorized only for 
compelling interests of the government, 
and only by a district director of the 
Immigration and Naturalization Service. 
Neither an Immigration Judge nor the 
Board of immigration Appeals wouid 
have authority to release an alien 
without bond. 


Date — FR Cite 
12/00/83 


newly created Executive Office For 
Immigration Review, it is subject to 
review and promulgation by the 
Attorney General. 


Agency Contact: Michael J. Heilman, 
Associate General Counsel, Department 
of Justice, Immigration and 
Naturalization Service, 425 Eye Street. 
NW, Washington, DC 20536, 202 633- 
2620 


RIN: 1115-AA03 

I SP Sn ER A OA ST EES EEA TOLLED a 
@NONIMMIGRANT CLASSES; 
PETITION FOR ALIEN TO PERFORM 
TEMPORARY SERVICES OR LABOR 


Legal Authority: 6 USC 1103; 8 USC 
1184 


CFR Citation: 8 CFR 214.2 (h)(3) 


* Abstract: This rulemaking proposes to 


transfer authority to make 
determinations on temporary labor 
certifications for Guam from Secretary 
of Labor to Governor of Guam. 
Additionally, it would provide for 
closer control of certification process 
and a greater degree of local input. 


Timetable: 
Action Date 
NPRM 05/13/83 48 FR 21593 
NPRM Comment 05/13/83 
Period Begin 


FR Cite 


ober 17, 1983 / Unified Agenda 


Current and Projected Rulemakings 


Diversion Control, Washington, D.C. 
20537, 202 633-1570 


RIN: 1117-AA01 
BILLING CODE 4610-01-T 


Existing Regulations Under Review 


Timetabie: 


Date 


Next Action Undetermined 
Small Entity: No 

Agency Contact: David B. Holmes, 
Chief Attorney Examiner (BIA), 
Department of Justice, General 
Administration, 5203 Leesburg Pike, 
Suite 1609, Falls Church, VA 22041, 703 
756-6168 


RIN: 1103-AA00 
BILLING CODE 4410-01-T 


FR Cite 


Current and Projected Rulemakings 


Action Date _—*FRR Cite 
NPRM Comment 06/15/83 
Period End 
Final Action 
Final Action 
Effective 
Small Entity: No 


Agency Contact: Bert C. Rizzo, 
Immigration Examiner, Department of 
Justice, Immigration and Naturalization 
Service, 425 Eye St., N.W., Washington. 
D.C. 20536, 202 633-3946 


RIN: 1115-AA05 


09/00/83 
11/00/83 


@EMPLOYMENT AUTHORIZATION; 
EXCLUDABLE OR DEPORTABLE 
ALIENS 


Legal Authority: 8 USC 1103; 8 USC 
1255 


CFR Citation: 8 CFR 103.6; 8 CFR 109.1 


Abstract: This rulemaking would revise 
regulations relating to imposition of 
bond conditions against employment of 
aliens who are involved in exclusion or 
deportation proceedings. Conditions are 
set forth under which employment may 
be authorized and decision to waive a 
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no work rider on a bond will lie with 
district directors. 


12/00/83 
01/00/84 


Associate General Counsel, Department 
of Justice, Immigration and 
Naturalization Service, 425 Eye St., 
N.W., Washington, D.C. 20536, 202 633- 


RIN: 1115-AA06 


@POWERS AND DUTIES OF SERVICE 
OFFICERS; AVAILABILITY OF 


CFR Citation: 8 CFR 103.1(I); 8 CFR 214.2 


DEPARTMENT OF JUSTICE (DOJ) 


COMPLETED RULEMAKINGS 


NONIMMIGRANT STUDENTS AND 
SCHOOLS APPROVED FOR THEIR 


CFR Citation: 8 CFR 214.2(f); 8 CFR 
214.2(m); 8 CFR 214.3; 8 CFR 248.1; 8 CFR 
248.3 


DEPARTMENT OF JUSTICE (DOJ) 
Legal Activities (LA) 


@REVIEW OF DEPARTMENT OF 


PRIVACY ACT OF 1974 


Legal Authority: 5 USC 552; 5 USC 552a 
CFR Citation: 28 CFR 0; 28 CFR 16 


’ Abstract: This rule would change 


application procedure for extension of 
stay for temporary workers. It would 
allow nonimmigrant temporary workers 
to be admitted for longer periods and 
certain employers would be allowed to 
file blanket petitions to classify certain 
classes of employees as eligible for 
intra-company transferee visas. The 
proposed rulemaking will benefit both 
Service and public by reducing the 
ig of extensions which-must be 
iled. 


Timetable: 
Action 


NPRM 04/05/83 48 FR 14631 
NPRM Comment 04/05/83 
Period Begin 
NPRM Comment 05/05/83 
Period End 
Final Action 
Final Action 
Effective 
Smali Entity: No 
Agency Contact: Thomas E. Cook, 
Examination Examiner, Department of 
Justice, Immigration and Naturalization 
Service, 425 Eye St., N.W., Washington, 
D.C. 20536, 202 633-5014 


RIN: 1115-AA07 
ORR eS HORT Fp A RE 


09/00/83 
10/00/83 








"04/05/83 48 FR 14575 
08/01/83 


Abstract: This notice sets forth 
proposed revisions to the procedural 
regulations of the Department of Justice 
that implement the Freedom of 
Information Act (“FOIA”) and the 
Privacy Act of 1974 and provide for 
access to FBI identification records. The 
proposed revisions are intended to 


47533 


@CERTAIN AMERASIANS FATHERED 
BY UNITED STATES CITIZENS 


Legal * 8 USC 1103; 8 USC 
1151(b); 8 USC 1153; 8 USC 1154; 8 USC 
1155; 8 USC 1182; 8 USC 1184 


205.1; 8 CFR 205.2; 8 CFR 212.8(b); 8 CFR 
214.2 

Abstract: This rulemaking provides 
opportunity to certain Amerasians born 
in Korea, Vietnam, Laos, Kampuchea 
and Thailand who were fathered by 
U.S. citizens to immigrate to the United 
States. Based upon Pub. L. 97-359, it 
establishes procedures for the 
immigration of these Amerasians and 
ensures their safety and well-being 
after they arrive. 


Action Date FR Cite 
interim Final Rule 04/28/83 48 FR 19153 
Final Action 12/00/83 

Small Entity: Undetermined 

Agency Contact: Alice Strickler & Ann 
Leupp, Immigration Examiners, 
Department of Justice, Immigration and 
Naturalization Service, 425 Eye St.. 


N.W., Washington, D.C. 20536, 202 633- 
5014 


RIN: 1115-AA08 








Compieted 


Agency Contact: Alice Strickler 202 
633-5014 


RIN: 1115-AA01 
BILLING CODE 4410-01-T 


Current and Projected Rulemakings 


simplify the Department's procedures, 
clarify the system for the access of 
records under the FOIA and the Privacy 
Act, clarify the system for the referral 
of such requests within the Department 
(or from the Department to other 
Government agencies), clarify 
procedures for handling law 
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Information Act and the Privacy Act. 


DEPARTMENT OF JUSTICE (DOJ) 
Legal Activities (LA) 


MANAGEMENT AND 
WETLAND PROTECTION 


Priority: Task Force 
Legal Authority: EO 11988; EO 11990 
CFR Citation: 28 CFR 63 


Abstract: The purpose of the regulation 
is to ensure that no direct or indirect 
support is given by Department of 
Justice programs to new construction 
activity in floodplains or wetlands 
whenever there is a practicable 
alternative. Destruction of wetlands can 
cause environmental harm; building in 


Current and Projected Rulemakings 


Smail Entity: Not Applicable 


Date _—*FR Cite Agency Contact: Kevin R. Jones, 
NPRM t«~‘i«‘«é Sa le tel 3 5892 Deputy Assistant Attorney General, 
NPRM Comment oe = - 35892 Department of Justice, Legal Activities. 
Period Begin Office of Legal ‘Policy, U.'S. Department 
of Justice, Room 4224, Washington, D.C. 


NPRM Comment 09/07/83 
Period End 20530, 202 633-4608 


Final Action 00/00/00 RIN: 1105-AA02 


Existing Regulations Under Review 


floodplains while perhaps less Timetable: 

expensive initially is extremely costly a | 

in the long run due to the inevitable ae 

damage and/or destruction from Begin Review 11/16/82 

flooding. Therefore, all feasible End Review 00/00/00 

alternatives should be considered Next Action Undetermined 

before such construction is approved. 

Past rulemaking history: NPRM Smail Entity: No 

08/02/79 (44 FR 45541): ean comment Affected Sectors: None 

period 08/02/79 - 08/31/79 (44 FR : 

45541); Final Action 07/30/80 (45 FR Government Levels Affected: Federal 

50564): Final Action Effective 07/21/80. | Agency Contact: Anne H. Shields, 
Acting Assistant Chief, PLSL, 
Department of Justice, Legal Activities, 
10th & Pa. Ave., N.W., Washington, D.C. 
20530, 202 633-1442 


RIN: 1105-AA01 


Completed Actions 


Compieted: Smail Entity: No 
Reason Date FR Cite Agency Contact: Paul Colborn 202 633- 
Final Action 07/24/83 48 FR 29238 oe 
Final Action 09/30/83 48 FR 29238 RIN: 1105-AA00 
BILLING CODE 4410-01-T 


Current and Projected Rulemakings 


Office of Justice Assistance, Research and Statistics (OJARS) 


@FORMULA GRANT PROGRAM 


Legal = 42 USC 3701 Omnibus 
Crime Control and Safe Streets Act of 1968 


CFR Citation: 28 CFR not yet determined 
Abstract: The regulation will provide 
guidance to States applying for 
assistance in the way of Formula 
Grants. Approximately $50 million in 


Federal grant funds would be made 
available to the States. 


Timetable: Public Compliance Cost: initial Cost: 
$1,500,000; Yearly Recurring Cost: 

Action Date FR Cite $1,500,000. Base Year for Dollar Estimates: 

ANPRM 12/02/83 1984 

ANPRM Comment 12/02/83 Government Levels Affected: Local, 

sien aii 02/02/84 — 

t fi 
Period End ’ Agency Contact: Charles A. Lauer, 


Genera! Counsel, Department of Justice, 
Small Entity: Not Applicable Office of Justice Assistance, Research 
Additional Information: The $1.5 and Statistics, OJARS Office of General 
million cost would be borne by the Counsel, 633 Indiana Ave., N.W., Room 
States. 1268, Washington, D.C. 20531, 202 742- 
7792 


RIN: 1121-AA00 
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DEPARTMENT OF JUSTICE (DOJ) 


Office of Justice Assistance, Research and Statistics (OJARS) 


@LEAA ADMINISTRATIVE REVIEW 
PROCEDURE 


Legal : 42 USC 3701 Omnibus 
Crime Control and Safe Streets Act of 1968 


CFR Citation: 28 CFR 18 


Abstract: The regulation will simplify 
the hearing and appeal procedure 
which is statutorily required by Title I 


of the Omnibus Crime Control and Safe 


Streets Act. There should be some 
small savings in the review process. 


Action Date 
End Review 02/00/84 
ANPRM or NPRM 02/00/84 
Small Entity: Not Applicable 


Government Levels Affected: Local. 
State : 


FR Cite 


47535 


Existing Regulations Under Review 


Contact: Charles A. Lauer, 
General Counsel, Department of Justice. 
Office of Justice Assistance, Research 
and Statistics, Office of General 
Counsel, OJARS, 633 Indiana Ave., 
N.W. Room, 1268, Washington, D.C. 
20531, 202 724-7792 
RIN: 1121-AA01 


{FR Doc. 63-28033 Filed 10-14-83: 8:45 am] 
BILLING CODE 4410-01-T 
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Department of Labor 


Office of the Secretary 


Semiannual Agenda of Regulations 





DEPARTMENT OF LABOR 
Office of the Secretary 
20 CFR Chs. I, IV, V, Vi, and Vil 


29 CFR Subtitie A and Chs. lil, IV, V, 
XVH, and XXV 


30 CFR Ch.! 
41 CFR Chs. 29 and 60 


Semiannual Agenda of Regulations 
AGENCY: Office of the Secretary, 
Labor. 


ACTION: Semiannual Agenda of 
Regulations Selected for Review or 
Development. 


SUMMARY: This document sets forth 
the Department’s Semiannual Agenda of 
Regulations which have been selected 
for review or development during the 
coming one year period. The agenda 
complies with the requirements of both 
Executive Order 12291 and the 
Regulatory Flexibility Act. 


DATES: The agenda includes all 
regulations which are expected to be 
under review or development between 
October 1983 and October 1984. 


FOR FURTHER INFORMATION 
CONTACT: Roland G. Droitsch, Acting 
Deputy Assistant Secretary for Policy, 
Office of the Assistant Secretary for 
Policy, Department of Labor, 200 
Constitution Avenue, NW, Room $2233, 
Washington, DC 20210, (202) 523-9058. 


SUPPLEMENTARY INFORMATION: 
Executive Order 12291 and the 
-Regulatory Flexibility Act require the 
semiannual publication in the Federal 
Register of an agenda of regulations. 


Executive Order 12291 became 
effective February 17, 1981, and in 
substance requires the Department of 
Labor to publish an agenda, listing all 
the regulations it expects to have under 
active consideration for promulgation, 
proposal or review during the coming 
one year period. It also requires the 
Department to conduct a Regulatory 
Impact Analysis for dll “major” 
regulations being developed. 

The Regulatory Flexibility Act became 
effective on January 1, 1981. It applies 
only to regulations for which a notice of 
proposed rulemaking was issued on or 
after January 1, 1981, and requires the 
Department of Labor to publish an 
agenda, listing all the regulations it 
expects to propose or promulgate that 
are likely to have a “significant 
economic impact on a substantial 
number of small entities” (5 U.S.C. 602). 
For any regulation that will have this 
impact, the Department must conduct a 
Regulatory Flexibility Analysis to gauge 
the economic consequences of the rule, 
and to analyze the availability of more 
flexible approaches for lightening the 
rule’s regulatory burden on “small 
entities.” 


If a proposed regulation will not have 
a “significant economic impact on a 
substantial number of small entities,” 
the Department of Labor must publish a 
certification to that effect at the time of 
the general notice of proposed 


Federal Register / Vol. 48, No. 201 / Monday. October 17, 1983 / Unified Agenda 


rulemaking or at the time of the 
publication of the final rule. That 
certification must be accompanied by a 
succinct statement explaining the 
reasons for the agency's determinations. 


As permitted by law, the Department 
of Labor is combining in this publication 
its agendas under the Regulatory 
Flexibility Act and Executive Order 
12291. 


The regulatory reform process, of 
which the unified agenda is a part, 
continues to be an extremely valuable 
aid in the development of better 
regulations by the Department. We 
believe that our regulatory reform 
program has resulted in improved 
regulatory management, more clearly 
written regulations and significantly less 
burdensome regulations. 


Further improvement is certainly 
needed, and we are constantly seeking 
new and innovative approaches in 
pursuit of this goal. All interested 
members of the public are invited and 
encouraged to let Departmental Officials 
know how our regulatory reform process 
can be further improved and, of course, 
to participate in and comment on the 
review or development of the 
regulations listed on the agenda. 


The Department of Labor's next 
semiannual agenda, under Executive 
Order 12291 and the Regulatory 
Flexibility Act, will be published in 
April 1984. 

Raymond J. Donovan, 
Secretary of Labor. 


Office of the Secretary—Current and Projected Rulemakings 





Se- 





Title 


1 _| *Federal Service Contracts: Appeals Board (ESA/W-H-SCA) 


sinictitted late inaal : oe 


Office of the Secretary—Completed Actions 


Title 





quence 
Number 
chk ee i a nol catia 
2 RE ea ORe 
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‘Employment Standards Administration—Current and Projected Rulemakings 


a ig 


RIN 





Club Membership (ESA/OFCCP) 1215-AA00 
*Government Contractors; Affirmative Action Requirements (ESA/OFCCP) | 1215-AA01 
Affirmative Action Obligations for Disabled Veterans, Veterans of Vietnam Era, and Handicapped Workers | 
(ESA/OFCCP) | 1215-AA02 
*Job Training Partnership Act (JTPA) | 1215-AA25 
Black Lung: Obligations of Lessors for Claims for Benefits (ESA/OWCP) ...| 1215-AA03 
eman’s Act: Regional Offices (ESA/OWCP) wait | 1215-AA12 
FECA Medical Fee Regulations (ESA/OWCP) Med 1215-AA13 
B rane of Full-Time Students at Subminimum Wages (ESA/W-H) 1215-AA08 
of Minors Between Fourteen and Sixteen Years of Age (Child Labor Regulation Number Three) | 
yr H) | 1215-AA09 
*Federal Service Contracts: Labor Standards (SCA) (ESA/W-H-SCA) | 1215-AA10 
Rules of Practice for Administrative Proceedings: Davis-Bacon, Service Contract Acts (ESA/W-H) 1215-AA11 
*Defining and Delimiting the Terms “Any Employee Employed in a Bona Fide Executive, Administrative, or | 
Professional ee ” = " 


“Indicates priority regulation. 


een Standards eee Regulations Under Review 


Title 





Biack Lung Benefits. Requirements for Coal Mine Operators insurance (ESA/OWCP) | 1215-AA16 
Criteria: State Workers’ Compensation Laws: Pneumoconiosis (ESA/OWCP) | 1215-AA17 
Longshoremen’s Act: Second Injury Relief; Annual Assessments (ESA/OWCP) | 1215-AA18 
Child Labor Regulations Subpart E, Occupations Particularly Hazardous for the Employment of Minors 16 and 17 

Years of Age involving the Operation of Bakery Machines (ESA/W-H) ..000.........--.--sssscsesececsencsesesecnsnssssenssssesnsnsnssssnantnenesnenns | 1215-AA20 
*Child Labor Regulations Subpart E, Occupations Particularly Hazardous for the Employment of Minors 16 and 17 | 

Years of Age Involving Slaughtering and Related Occupations(ESA/WH) | 1215-AA21 
Records to be Kept by Employers (ESA/W-H) 1215-AA22 

21 Child Labor Regulations Subpart E, Occupations Particularly Hazardous for the Employment of Minors 16 and 17 
Years of Age Involving Motor Vehicle Drivers and Helpers (ESA/W-H) 1215-AA23 





“Indicates priority regulation. 


ae Standards ee Actions 


Title 


Biack Lung: Processing Discrimination Complaints Under Section 428 (ESA/OWCP) ...| 1215-AA04 
*Black Lung: Eligibility Criteria (ESA/OWCP) i --| 1215-AA05 

*Labor Standards Provisions, Davis-Bacon and Related Acts (ESA/W-H) ...| 1215-AA07 
Child Labor Regulations, Orders and Statements of Interpretation, Subpart B, Certification of Age (ESA/W-H) ... ..| 1215-AA15 
*Migrant and Seasonal Worker Protection ..| 1215-AA24 
Longshoremen’s Act: Self Insurers; Rehabilitation Services (ESA/OWCP) | 1215-AA19 





*Indicates priority regulation. 


Employment and Training Administration—Current and Projected Rulemakings 





Labor Certification: Canadian Railroad Workers | 1205-AA01 
Labor Certification: Construction Workers on Guam ont ..-| 1205-AA02 
Labor Certification: Apprentice Construction Workers on Guam ia 
{ *Implementing Regulations Under Title V of the Job Training Partnership Act 
| *Implementing Regulations for National Programs Under the Job Training Partnership Act 
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Employment and Training Administration—Current and Projected Rulemakings—Continued 





38 
39 
40 
41 
42 
43 
ae 
45 











“Airline Deregulation: First Right of Hire 
| *Administration of Labor Protection Provisions Affecting Mass Transit Employees under 13(c) of the Urban Mass 


| Transportation Act 

| Individual Benefit Reporting - Recordkeeping - Multiple Employer Pians 

| Individual Benefit Reporting and Recordkeeping for Single Employer Plans 
“Alternate Format of the Updated Summary Plan 

“Definition of Pian Assets and Establishment of Trust (remaining provisions) 








1210-AA00 


1210-AA07 
1210-AA02 
1210-AA03 
1210-AA05 
1210-AA06 
1210-AA08 
1210-AA09 
1210-AA10 
1210-AA13 
1210-AA11 














1210-AA12 
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Mine Safety and Health Administration—Current and Projected Rulemakings 


RIN 





1219-AA02 
1219-AA03 
*Alternate Program for Equipment Approvals ... 4219-AA06 


"Indicates priority regulation. 








Mine Safety and Health Administration—Existing Regulations Under Review 


*Review of Metal and Nonmetal Standards 1219-AA00 
*Review of Safety and Health Standards Applicable to Coal 1219-AA01 
Pattern of Violations | 1219-AA04 
Construction Work at Surface Areas of Mines: Safety, Health Standards sei 1219-AA05 
*Review of Self-Contained Self Rescue Devices (SCSR) Standards applicable to coal mining | 1219-AA08 
*Review of Cabs or Canopies Standards applicable to coal mining 1219-AA09 
*Review of Electrical Standards applicable to coal mining 1219-AA10 
*Review of Ventilation Standards applicable to coal mining .| 1219-AA11 
*Review of Hoisting and Transportation of Persons and Material Standards applicable to coal mining.... | 1219-AA12 
“Review of Roof Control Standards applicable to coal mining | 1219-AA13 
*Review of Metal and Nonmetal Electricity Standards | 1219-AA14 
*Review of Metal and Nonmetal Gassy Mine Standards | 1219-AA15 
*Review of Explosives Standards applicable to coal mining ---| 1219-AA16 
“Review of Metal and Nonmetal Explosives Standards | 1219-AA17 
“Review of Metal and Nonmetal Loading, Hauling, and Dumping Standards | 1219-AA18 
*Review of Metal and Nonmetal Use of Equipment Standards | 1219-AA19 
“Review of Metal and Nonmetal Fire Prevention and Control Standards. ..| 1219-AA20 
*Review of Metal and Nonmetal Air Quality Standards 1219-AA21 
“Review of Metal & Nonmetal Ground Control Standards 1219-AA22 


*Indicates priority regulation. 


Mine Safety and Health Administration—Completed Actions 








“indicates priority regulation. 


Office of the Assistant Secretary for Administration and Management—Current and Projected Rulemakings 


*indicates priority regulation. 
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Office of the Assistant Secretary for Administration and Management—Existing Regulations Under Review 





“Indicates priority regulation. 
Office of the Inspector General—Current and en ee 


Se- 
quence Title 
Number 














a eee 





ae oy and Health Administration—Current and Projected Rulemakings 


sn 


E 


RIN 


| 





rs 


1218-AA00 
1218-AA01 
1218-AA02 
1218-AA03 
1218-AA05 
1218-AA06 
1218-AA08 
1218-AA11 
1218-AA13 
1218-AA15 
1218-AA26 
1218-AA28 
1218-AA29 
1218-AA44 
1218-AA47 
1218-AA19 
1218-AA20 
1218-AA21 
1218-AA22 
1218-AA23 
1218-AA25 
1218-AA32 
1218-AA33 
1218-AA34 
1218-AA36 
1218-AA37 
1218-AA38 
1218-AA39 
1218-AA40 
1218-AA42 
1218-AA45 
1218-AA46 
| 1218-AA48 

1218-AA49 


BESRKREESLESESLS 
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eee Safety and Health Administration—Current and — ne 


Se 
quence 
Number | 

120 

121 

122 


123 
124 


“indica sa ity regulation. 


Occupational Safety and Health Administration—Existing Regulations Under Review 


"indicates priority regulation. 


1218-AA31 


Occupational Safety and Health Administration—Completed Actions 


Se- 
quence | 
Number | 


126 
127 
128 
129 
130 
131° 


“Indicates priority regulation. 


1218-AA17 
1218-AA18 
1218-AA43 
1218-AA27 
1218-AA30 


Office of the Assistant Secretary for Veteran’s Employment & Training Service—Current and Projected Rulemakings 


Annual Report From Federal Contractors 
ere Regulations for Veterans’ Employment Programs Under Title IV, Part C, of the Job Training 


| 
j 
| 


DEPARTMENT OF LABOR (DOL) 
Office of the Secretary (OS) 


1. FEDERAL SERVICE CONTRACTS: 
APPEALS BOARD (ESA/W-H-SCA) 
Priority: Agency Determination 

Authority: 41 USC 353; 41 USC 


Legal 
354; 5 USC 301; Reorganization Pian No. 14 
of 1950, 5 USC Appendix; 40 USC 327 to 332 


CFR Citation: 29 CFRs 


Abstract: The proposed regulation 
describes procedures relevant to 


appeals under the Service Contract Act 
for a new Board of Service Contract 
Appeals. The existing regulation is 
related to 29 CFR Part 4, which has 
been targeted for review by the 
President's Task Force on Regulatory 
Relief. On 01/19/81 a notice 
withdrawing Part 8 was published (46 
FR 4951) because 29 CFR Part 6, 
containing a new Subpart F (published 
01/16/81; 46 FR 4398), provided for 


Current and Projected Rulemakings 


appeals to the Secretary on SCA 
matters instead of a Board. Final action 
on 29 CFR 6 was deferred in response 
to the 01/29/81 Presidential 
memorandum until 08/14/81. At that 
time, the Department again proposed a 
new Part 8 providing appeal to a Board 
of Service Contract Appeals rather than 
to the Secretary. 
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45 FR 27410 


46 FR 4951 


08/14/81 46 FR 41438 


DEPARTMENT OF LABOR (DOL) 
Office of the Secretary (OS) 


elected officials of those State and local 
governments that would provide the 
non-Federal funds for, or that would be 
directly affected by, proposed Federal 


financial assistance or direct Federal 


DEPARTMENT OF LABOR (DOL) 


NPRM Comment 10/13/61 
Period End 


Final Action 00/00/00 


Small Entity: No 


Agency Contact: Gail Coleman, 
Counsel for Trial Litigation, Department 


development. The rules describe the 
processes for formulating, evaluating, 
and reviewing proposed Federal 
financial assistance and direct Federal 
development in consultation with State 
and local elected officials pursuant to 
the Executive Order. 


Action Date FR Cite 

NPRM 01/24/83 48 FR 3172 

NPRM Comment 01/24/83 48 FR 3172 
Period Begin 


NPRM Comment 03/10/83 
Period End 


Employment Standards Administration (ESA) 


made it a violation for federal 
contractors to pay membership fees or 
other expenses for employees to join an 
organization which limits membership 
on the basis of race, color, religion, sex 
or national origin. The existing 


Regulatory Relief. This regulation was 
proposed on 01/22/80 (45 FR 4954) and 
a final rule published on 01/16/81 (46 
FR 3892). In response to the 01/81 
Presidential memorandum, the effective 


withdrawal of the regulation, invited 


public comments on the proposed 
withdrawal until 04/27/81, and further 
suspended the effective date of the 
regulation. Further action on the 
proposed withdrawal is pending 
completion of additional study of the 
issues involved. 


Date FR Cite 





NPRM < 
Interim Final Rule 01/16/81 
Proposal of 03/27/81 
Withdrawal 
End comment on 04/27/81 
Withdrawal 
Proposal 
Study of issues 00/00/00 


Smali Entity: No 
Agency Contact: Irene N. Mee, Acting 


Director, Division of Program Policy, 
Department of Labor, Employment 


46 FR 3892 
46 FR 19004 


01/22/80 45 FR 4954 


Current and Projected Rulemakings 


of Labor, Office of the Secretary, Office 
of Solicitor, Rm N2716, FPBldg, 200 
Constitution Ave., NW, Washington, 
DC 20210, 202 523-7626 


RIN: 1290-AA02 


Completed Actions 


Action = ate 

Final Action 06/24/83 48 FR 29250 
Small Entity: No 

Government Levels Affected: Local, 
State, Federal 

Agency Contact: Paul A. Russo, 
Deputy U/Secy for Intergovernmental 
Affairs, Department of Labor, Office of 
the Secretary, Rm $2018 FPBidg, 200 
Constitution Ave., NW, Washington, 
DC 20210, 202 523-8004 

RIN: 1290-AA01 

BILLING CODE 4510-23-T 


Current and Projected Rulemakings 


Standards Administration, Rm C3324, 
FPBldg, 200 Constitution Ave., NW, 
Washington, DC 20210, 202 523-9426 


RIN: 1215-AA00 


4. GOVERNMENT CONTRACTORS; 
AFFIRMATIVE ACTION 
REQUIREMENTS (ESA/OFCCP) 


Priority: Major, Task Force 


Legal Authority: EO 11246, as amended; 
38 USC 2012; 29 USC 793 


CFR Citation: 41 CFR 60-1; 41 CFR 60-2; 
41 CFR 60-4; 41 CFR 60-20; 41 CFR 60-30; 
41 CFR 60-50; 41 CFR 60-60; 41 CFR 60- 
250; 41 CFR 60-741 


Abstract: These provisions contain 
OFCCP’s rules covering 
nondiscrimination and affirmative 
action obligations of covered 
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DOL—ESA 


contractors under EO 11246, the 
Vietnam Era Veterans Readjustment 
Assistance Act of 1974, and the 
Rehabilitation Act of 1973. The rules 
would be revised to make them more 
cost effective, reduce paperwork 
burdens and assure that contractors 
may always hire the best qualified 
person regardless of race, color, 
religion, sex, or national origin. 
Proposed changes to the regulations 
were published in the Federal Register 
on 12/28/79 and 02/22/80, and a final 
rule on these issues was published on 
12/30/80 (45 FR 86215). The rule was 
stayed and reviewed in accordance 
with the President's Executive Order 
12291 of 02/17/81. An ANPRM was 
published on 07/14/81 (46 FR 36213) 
and supplemented on 08/21/81 (46 FR 
42490} to elicit comments on several 
issues pertaining to the regulation. A 
notice of proposed rulemaking was 
published on 08/25/81 (46 FR 42968) 
with comments due by 10/26/81. The 
proposal suspended the effective date 
of the 12/30/80 regulation, and 
proposed revision of that regulation. A 
final rule will be forwarded to OMB for 
review and (cont) 


07/14/81 46 FR 36213 
08/21/81 46 FR 42490 


Previous NPRM & 08/25/81 


suspend eff 
date 
NPRM 04/23/82 47 FR 17770 
NPRM Comment 04/23/82 
Period Begin 
NPRM Comment 05/24/82 
Period End 
Final Action 00/60/00 


Small Entity: Yes 
Additional information: ABSTRACT 


CONT: publication in the Federal 
Register. 


Agency Contact: Irene N. Mee, Acting 
“Dir., Division of Program Policy, 
Department of Labor, Employment 
Standards Administration, Rm C3324, 
FPBidg., 200 Constitution Avenue, NW. 
Washington, DC 20210, 202 523-9426 


RIN: 1215-AA01 
RRP LS AEE TNE oA I AT ES 


46 FR 42968 


Current and Projected Rulemakings 


Authority: 29 USC 793; 38 USC 
2012 


CFR Citation: 41 CFR 60-1; 41 CFR 60- 
250; 4% CFR 60-741 


Abstract: This proposal would make 
the definition section of these 
regulations consistent with 1978 
amendments to the Rehabilitation Act 
of 1973 and the Vietnam Era Veterans’ 
Readjustment Assistance Act, and 
conform these rules to changes in 
DOL’s regulations implementing Sec 504 
of the Rehabilitation Act. These 
provisions reflecting statutory changes 
have been incorporated into the 
08/25/81 “main” OFCCP proposal (46 





12/30/80 45 FR 86205 
03/02/81 


09/30/83 
10/00/83 


Small Entity: Undetermined 


Agency Contact: Irene N. Mee, Acting 
Director, Division of Program Policy, 
Department of Labor, Employment 
Standards Administration, Rm C3324, 
FPBidg., 200 Constitution Ave., NW, 
Washington, DC 20210, 202 523-9426 


RIN: 1215-AA02 


6. JOB TRAINING PARTNERSHIP ACT 
(JTPA) 

Priority: Agency Determination 

Legal Authority: 29 USC 1781 

CFR Citation: 41 CFR 60 

Abstract: These regulations will 
implement Section 481 of the Job 
Training Partnership Act (JTPA). This 
section titled, Training to Fulfill 
Affirmative Action, provides that 


contractors subject to the affirmative 
action obligations of the Executive 


* Order may establish or participate in 


JTPA training programs which are 
designed to assist such contractors in 
meeting their affirmative action 
obligations. Contractors which have 
such training programs must continue to 
meet their affirmative action 
obligations, but they need only 
maintain an abbreviated affirmative 


actien program. While the Act 
encourages contractors te establish or 
participate in [EPA training programs, it 
also provides an incentive for them to 
do so by relieving them of paperwork 
burdens necessitated by a full 
affirmative action program. 


NPRM Comment 09/28/83 
Period Begin 
NPRM Comment 
Period End 
Smail Entity: Yes 


Agency Contact: Irene N. Mee, Acting 
Director, Div. of Program Policy, 
Department of Labor, Employment 
Standards Administration, Rm C3324. 
FPBidg, 200 Constitution Ave., NW, 
Washington, DC 20210, 202 523-9426 


RIN: 1215-AA25 


10/28/83 


7. BLACK LUNG: OBLIGATIONS OF 


Legal Authority: 30 USC 901 et seq 
CFR Citation: 20 CFR 725.491(b)(2) 


Abstract: The intent of this proposal is 
to make explicit the Department's 
policy that a lessor of a coal mine, who 
has never actually operated such a 
mine, will not be held liable for the 
payment of benefits for black lung 
contracted in the course of employment 
in that mine and, therefore, need not 
insure against that possibility. 





01/27/81 46 FR 8570 
NPRM Comment 03/30/81 
Period End 
Final Action 02/00/84 
Small Entity: Undetermined 


Agency Contact: James DeMarce, 
Acting Associate Director, Department 
of Labor, Employment Standards 
Administration, Rm C3520, FPBldg., 200 
Constitution Ave., NW, Washington, 
DC 20210, 202 523-6692 


RIN: 1215-AA03 


8. LONGSHOREMAN’S ACT: 
REGIONAL OFFICES (ESA/OWCP) 


Legal Authority: 33 USC 939(b) 
CFR Citation: 20 CFR 702.101 
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Abstract: The low volume of cases 
arising under the Act and its 
extensions does not justify maintaining 
separate offices for the disposition of 
those cases in the Denver and Kansas 
City regions. This rule would therefore 
eliminate those offices and provide a 
technical amendment to 20 CFR 702.101 
redefining the jurisdiction of the four 
affected district offices. 


_ Associate Director, Department of 

Labor, Employment Standards 
Administration, Rm C4315, FPBidg, 200 
Constitution Ave., NW, Washington, 
DC 20210, 202 523-8572 


RIN: 1215-AA12 


CFR Citation: 20 CFR 10.400et seq 


Abstract: 5 USC 8103{a) of the Federal 
Employees’ Compensation Act provides 
that the United States shall furnish a 
broad range of medical services and 
supplies to employees of the United 
States injured in the performance of 
duty. ESA proposes to exercise its 
statutory authority to define the 
“reasonableness” of medical service 
costs and thereby monitor, and possibly 
reduce, these costs by imposing a 
schedule of allowable fees to be paid 
for services under this law. 


09/30/83 
NPRM Comment 09/30/83 
Period Begin 
NPRM Comment 
Period End 
Final Action 02/00/84 
Small Entity: Undetermined 


Agency Contact: Thomas M. Markey, 
Deputy Associate Director, Department 
of Labor, Employment Standards 
Administration, Rm $3229, FPBidg, 200 
Constitution Ave., NW, Washington, 
DC 20210, 202 523-7552 


RIN: 1215-AA13 
PE NEL SIE ARR RS 


FR Cite 


11/15/83 


10. EMPLOYMENT OF FULL-TIME 
STUDENTS AT SUBMINIMUM WAGES 
(ESA/W-H) 


Priority: Task Force 
Legal Authority: 29 USC 214 
CFR Citation: 29 CFR 519 


Abstract: This regulation governs the 
issuance of certificates authorizing the 
employment of full time students at 
subminimum wages. Under this 
proposal the regulation would be 
revised to permit the issuance of 
certificates authorizing employment of 
full time students at subminimum 
wages for periods longer than the 
current one year duration. By 
eliminating unnecessary annual 
certifications, this change would free 
significant staff capacity within 
Wage/Hour for more important work, 
including workplace inspection and 
reduce a paperwork burden upon 
employers. The existing regulation has 
been targeted for review by the 
President's Task Force on Regulatory 
Relief. The Wage and Hour Division 
plans to publish a new proposed 
revision by 04/30/84, which will 
supersede the 07/16/82 proposal. 


Previous NPRM 07/16/82 47 FR 31010 

Comment Period 08/06/82 47 FR 34166 
extended to 
01/13/83 

Comments due 0n08/16/82 47 FR 34166 
Previous NPRM 

NPRM 04/30/84 


Small Entity: Undetermined 
Agency Contact: James L. Valin, 


Assistance Administrator, Department 
of Labor, Employment Standards 
Administration, Rm $3502, FPBldg, 200 
Constitution Ave., NW, Washington, 
DC 20210, 202 523-8353 


RIN: 1215-AA08 


11. EMPLOYMENT OF MINORS 
BETWEEN FOURTEEN AND SIXTEEN 
YEARS OF AGE (CHILD LABOR 
REGULATION NUMBER THREE) 
(ESA/W-H) 


Priority: Task Force 
Legal Authority: 29 USC 203 
CFR Citation: 29 CFR 570 


Abstract: This regulation sets forth the 
occupations and periods and conditions 
for the employment of minors 14 and 15 
years of age. A number of changes are 
being considered which would update 


Current and Projected Rulemakings 


the provisions of this regulation which 
have not been changed since 1938. As 
proposed, the regulation would (1) 
expand permissible hours of work, (2) 
tighten employment restrictions in 
certain occupations such as those 
involving work near open flames, and 
(3) remove employment restrictions 
where no hazard is deemed to exist. In 
general the proposals would provide a 
balanced approach to nationalizing the 
regulations in light of current 
employment conditions. The regulation 
has been targeted for review by the 
President's Task Force on Regulatory 
Relief. The Wage and Hour Division 
plans to publish a new proposed 
revision by 04/30/84, which will 
supersede the 07/16/82 proposal. 


Tenstatte: 


Action es Date 


Previous NPRM 07/16/82 47 FR 31254 
Comment Period 08/06/82 47 FR 34166 
extended to 
01/13/83 
Comments due on08/16/82 
Previous NPRM 
NPRM 04/30/84 


Small Entity: Undetermined 


Agency Contact: Gordon Claucherty, 
Director, Div. of Farm and Child Labor 
Prog., Department of Labor, 
Employment Standards Administration, 
Rm $3030, FPBldg, 200 Constitution 
Ave., NW, Washington, DC 20210, 202 
523-7478 


RIN: 1215-AA09 


FR Cite 


12. FEDERAL SERVICE CONTRACTS: 
LABOR STANDARDS (SCA) (ESA/W- 
H-SCA) 

Priority: Task Force 


Legal Authority: 41 USC 351 et seq; 41 
USC 38; 41 USC 39; 5 USC 301 


CFR Citation: 29 CFR 4 


Abstract: These provisions contain 
regulations and interpretations 
governing the administration of the 
Service Contract Act. The new revision 
would codify the Department's policies 
for administering the Act and improve 
the cost-effectiveness of the regulations, 
while ensuring consistency with 
statutory objectives. The existing 
regulation has been targeted for. review 
by the President's Task Force on 
Regulatory Relief. As a result of DOL's 
reexamination of the rule previously 
published on 01/16/81 and 01/19/81 (46 
FR 4320 and 46 FR 4886) which had 
been stayed pending final rulemaking, a 
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notice of proposed rulemaking was 
published on 08/14/81 (46-FR 41380). By 
notice published on 10/13/81 (46 FR 
50397), the time limit to submit 
comments was extended to 12/01/81. 
On 10/20/81 (46 FR 51405), a notice of 
hearing, scheduled for 11/19-20/81 at 
Merritt Island, Florida, was published 
in order to allow interested parties an 
opportunity to present their views with 
regard to the proposed regulations. 


FR Cite 

08/14/81 46 FR 41380 
NPRM Comment 10/13/81 

Period End 
NPRM Com 

Period extended 

to 12/1/81 
Notice of Hearing 10/20/81 


Final Action 00/00/00 
Small Entity: Yes 


Agency Contact: Dorothy P. Come, 
Assistant Administrator, Department of 
Labor, Employment Standards 
Administration, Rm $3502, FPBldg., 200 
Constitution Ave., NW, Washington, 
DC 20210, 202 523-8333 


RIN: 1215-AA10 


10/13/81 46 FR 50397 


46 FR 51405 


13. RULES OF PRACTICE FOR 
ADMINISTRATIVE PROCEEDINGS: 
DAVIS-BACON, SERVICE CONTRACT 
ACTS (ESA/W-H) 

Authority: 40 USC 276a to 276a-7: 
40 USC 327 to 332; 41 USC 353; 41 USC 
354; 40 USC 276c; 5 USC Appendix Reorg 
Pian 14 of 1950 


CFR Citation: 29 CFR 6 


Abstract: The revisions to this part are 
intended to provide administrative 
hearings in enforcement cases and 
substantial interest proceedings 
involving the Davis-Bacon Act, the 
Service Contract Act and the Contract 
Work Hours and Safety Standards Act, 
and substantial variance and arms- 
length hearings under the Service 
Contract Act. These revisions are 
designed to make such proceedings as 
uniform as possible. A proposal was 
published on 04/22/80. Final regulations 
were published on 01/16/81 (46 FR 


4398), to take effect on 02/17/81. 
However, in response to the 01/81 
Presidential memorandum, the 
Department deferred the effective date 
of these regulations until 08/14/81. On 
08/14/81 (46 FR 41428), a proposed 
regulation was published with 
comments due by 10/13/81. In the same 
publication, the effective date of the 
01/16/81 rule was deferred until action 
was taken on the proposal of 08/14/81. 
Final action on Davis-Bacon and 
Contract Work Hours and Safety 
Standards Act proceedings was 
published as Subpart B on 07/01/83 (48 
FR 30602), to be effective 06/28/83, 
concurrent with the substantive 
provisions of 29 CFR Part 5 (48 FR 
19540, 04/29/83). Final action on the 
Service (cont) 
Timetable: 
Action 
NPRM 
Final Rule 
NPRM 
NPRM Comment 
Period End 
Final Action 
Effective Davis- 
Bacon 
proceedings 29 
CFR 6, Subpart 
B 
Final Action 
Davis-Bacon 
proceedings 29 
CFR 6, Subpart 
B 


FR Cite 


45 FR 27400 
46 FR 4398 
46 FR 41428 


Date 


04/22/80 
01/16/81 
08/14/81 
10/13/81 





06/28/83 48 FR 30602 


07/01/83 


Final Action 
Service Contract 
Act Provisions 


Small Entity: No 
Additional information: ABSTRACT 


CONT: Contract Act provisions has not 
yet been taken. 


Agency Contact: Gail Coleman, 
Counsel for Trial Litigation, Department 
of Labor, Employment Standards 
Administration, Rm N2716, FPBldg., 200 
Constitution Ave.? NW, Washington, 
DC 20210, 202 523-7626 


RIN: 1215-AA11 


00/00/00 


47547 


Current and Projected Rulemakings 


14. DEFINING AND DELIMITING THE 
TERMS “ANY EMPLOYEE EMPLOYED 
IN A BONA FIDE EXECUTIVE, 
ADMINISTRATIVE, OR 
PROFESSIONAL CAPACITY. . .” 
(ESA/W-H) 


Priority: Major, Task Force 
Legal Authority: 29 USC 213(a)(1) 
CFR Citation: 29 CFR 541 


Abstract: These regulations set forth 
the criteria used in the determination of 
the application of the Fair Labor 
Standards Act exemption for 
“executive,” “administrative,” 
“professional” and “outside sales 
employees” from the minimum wage 
and overtime requirements of the Act. 
The existing regulation has been 
targeted for review by the President's 
Task Force on Regulatory Relief. A 
final rule increasing the salary test 
criteria was published on 01/13/81 (46 
FR 12206) and was scheduled to 
become effective on 02/13/81. On 
02/12/81 (41 FR 11912) an indefinite 
stay of the final rule was published. On 
03/27/81 (46 FR 18998) a proposal to 
suspend the final ryle indefinitely was 
published with comments due by 
04/28/81. 


Timetable: 


Action Date 


indefinite stay of 02/12/81 
Final Rule 
Props! to suspend 03/27/81 
Rule indefinitely 
Comments due 0n04/28/81 
Suspension f 
Proposal 
NPRM 04/30/84 
Small Entity: Yes 
Agency Contact: James L. Valin, 
Assistance Administrator, Department 
of Labor, Employment Standards 
Administration, Rm $3502, FPBldg, 200 
Constitution Ave., NW, Washington, 
DC 20210, 202 523-8353 


RIN: 1215-AA14 


FR Cite 
46 FR 11972 


46 FR 18998 
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qualification as a self-insurer or by 
contracting with a commercial 
insurance company. Revision of Part 
726 is necessary as a result of 
enactment of amendments to the Act in 


1978 and 1981 
Timetabie: 
Action 

End Review 


01/31/84 


Abstract: These rules would establish 
procedures and standards to be applied 
in determining whether a State workers’ 
compensation law provides adequate 
coverage for death or disability due to 
pneumoconiosis. 

Timetable: 


FR Cite 
02/01/84 





Action 
End Review 

Smaii Entity: No 

Agency Contact: James DeMarce, 
Acting Associate Director, Department 
of Labor, Employment Standards 
Administration, Rm C3520, FPBldg.. 200 
Constitutions Ave., NW, Washington, 
DC 20210, 202 523-6692 


RIN: 1215-AA17 


17. LONGSHOREMEN’S ACT: SECOND 
INJURY RELIEF; ANNUAL 
ASSESSMENTS (ESA/OWCP) 


Legal Authority: 33 USC 901 et seq 

CFR Citation: 20 CFR 702 

Abstract: Revisions and additions are 
being considered to reflect and codify 
the Department's policies and 
procedures for handling second injury 
relief cases and to modify the 
procedures pertaining to the annual 
assessment of insurance carriers and 
self-insurers. Action is now being 
deferred pending possible 
Congressional action on proposed 
amendments to the Act, except that 
final regulations allowing assessment of 
previously as well as currently a 
authorized carriers and self-insurers (20 
CFR 702.146({c)}) will be published as 
noted below. 


Action Date FR Cite 


NPRM rv /27/81 46 FR 8890 
NPRM Comment 03/30/81 

Period End 
End Review 
Final Action 
Smaii Entity: No 
Agency Contact: Neil Montone, 
Associate Director, Department of 
Labor, Employment Standards 
Administration, Rm C4315, FPBldg, 200 
Constitution Ave., NW, Washington, 
DC 20210, 202 523-8572 


RIN: 1215-AA18 








06/30/83 
11/15/83 


18. CHILD LABOR REGULATIONS 
SUBPART E, OCCUPATIONS 
PARTICULARLY HAZARDOUS FOR 
THE EMPLOYMENT OF MINORS 16 
AND 17 YEARS OF AGE INVOLVING 
THE OPERATION OF BAKERY 
MACHINES (ESA/W-H) 


Legal Authority: 29 USC 203 
CFR Citation: 29 CFR 570.62 


Abstract: ESA is conducting an in- 
depth review of Hazardous 
Occupations Order No. 11 which 
prohibits the employment of minors 16 
and 17 years of age in certain 
occupations involved in the operation 
of power-driven bakery machines. This 
review is being conducted to determine 
the changes necessary to reflect 
technological advancement and to 


Existing Regulations Under Review 


clarify the application of existing 
prohibitions. 


11/15/83 
12/15/83 


Small Entity: Yes 


Contact: Gordon Claucherty, 
Director, Div. of Farm and Child Labor 
Prog., Department of Labor, 
Employment Standards Administration. 
Rm $3030, FPBldg, 200 Constitution 
Ave., NW, Washington, DC 20210, 202 
523-7478 


RIN: 1215-AA20 


19. CHILD LABOR REGULATIONS 
SUBPART E, OCCUPATIONS 
PARTICULARLY HAZARDOUS FOR 
THE EMPLOYMENT OF MINORS 16 
AND 17 YEARS OF AGE INVOLVING 
SLAUGHTERING AND RELATED 
OCCUPATIONS(ESA/WH) 


Priority: Task Force 
Legal Authority: 29 USC 203 
CFR Citation: 29 CFR 570.61 


Abstract: This Order prohibits the 
employment of minors 16 and 17 years 
of age in occupations involving 
slaughtering, meat packing or 
processing, or rendering. A review of 
this order is needed to clarify its scope 
and to update it in light of various 
technological changes which have 
occurred in the affected occupations 
since it was adopted. The existing 
regulation has been targeted for review 
by the President's Task Force on 
Regulatory Relief. 


Timetable: 


Action —=iDate 
End Review 11/15/83 
NPRM 12/15/83 
Small Entity: Yes 


Agency Contact: Gordon Claucherty, 
Director, Div. of Farm and Child Labor 
Prog., Department of Labor, 
Employment Standards Administration, 
Rm $3030, FPBldg, 200 Constitution 
Ave., NW, Washington, DC 20210, 202 
523-7478 


RIN: 1215-AA21 
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20. RECORDS TO BE KEPT BY 
EMPLOYERS (ESA/W-H) 


Legal Authority: 29 USC 211(c) 
CFR Citation: 29 CFR 516 


Abstract: Revision of this regulation is 
being considered to reflect the repeal or 
modification of certain minimum wage 
and overtime exemptions by the 1974 
and 1977 amendments to the Fair Labor 
Standards Act. 


11/15/83 
12/30/83 


End Reviow 
NPRM 


Small Entity: No 


DEPARTMENT OF LABOR (DOL) 


Agency Contact: James L. Valin, 
Assistant Administrator, Department of 
Labor, Employment Standards 
Administration, Rm $3502, FPBldg, 200 
Constitution Ave., NW, Washington, 
DC 20210, 202 523-8353 


RIN: 1215-AA22 


21. CHILD LABOR REGULATIONS 
SUBPART E, OCCUPATIONS 
PARTICULARLY HAZARDOUS FOR 
THE EMPLOYMENT OF MINORS 16 
AND 17 YEARS OF AGE INVOLVING 
MOTOR VEHICLE DRIVERS AND 
HELPERS (ESA/W-H) 


Legal Authority: 29 USC 203 
CFR Citation: 29 CFR 570.52 


Abstract: Hazardous Occupations 
Order No, 2 prohibits the employment 


Employment Standards Administration (ESA) 


COMPLETED RULEMAKINGS 


22. BLACK LUNG: PROCESSING 
DISCRIMINATION COMPLAINTS 
UNDER SECTION 428 (ESA/OWCP) 


Legal Authority: 30 USC 901 et seq 
CFR Citation: 20 CFR 730 


Abstract: The rule would specify the 
procedures and institutional 
responsibilities for ESA and the Mine 
Safety and Health Administration in the 
filing. investigation and adjudication of 
complaints based on alleged 
discrimination against person; believed 
to have black lung disease. It would 
also provide for the appeal of such 
adjudications. 


Date ‘FR Cite 
01/27/81 46 FR 88521 
NPRM Comment 03/30/81 

Period End 
Withdrawn 


Smali Entity: No 


Additional information: The Mine 
Safety and Health Administration 
(Department of Labor) will undertake 
the development of this rule. 


Agency Contact: James DeMarce, 
Acting Associate Director, Department 
of Labor, Employment Standards 
Administration, RM C3520, FPBldg., 200 


08/16/83 


Constitution Ave., NW, Washington, 
DC 20210, 202 523-6692 


RIN: 1215-AA04 


23. BLACK LUNG: ELIGIBILITY 
CRITERIA (ESA/OWCP) 


Priority: Agency Determination 
Legal Authority: 30 USC 901 et seq 
CFR Citation: 20 CFR 718; 20 CFR 725 


Abstract: Regulations are needed to 
implement P.L. 97-119 which eliminates 
certain presumptions previously 
applicable to claims fer Black Lung 
benefits, changes certain evidentiary 
rules applicable to such claims, 
transfers liability for the payment of 
certain claims, changes the rate of 
interest to be charged upon 
reimbursements to the Trust Fund from 
mine operators and makes other 
changes in the prior version of the 
Black Lung Benefits Act. 


Date FR Cite 
05/25/82 47 FR 22674 
NPRM Comment 06/24/82 
Period End 
Final Action 
Final Action 
Effective 


Small Entity: No 


05/31/83 
05/31/83 


48 FR 24272 
48 FR. 24272 


47549 


Existing Regulations Under Review 


of minors 16 and 17 years of age in 
certain occupations involving motor 
vehicle driving and helpers outside the 
cab of a vehicle transporting goods. The 
Order is being reviewed for possible 
revision. 

Timetable: 


Action 


End Review 11/15/83 

NPRM 12/15/83 

Small Entity: Undetermined 

Agency Contact: Gordon Cla’ ; 
Director, Div. of Farm and Child Labor 
Prog., Department of Labor, 
Employment Standards Administration, 
Rm $3030, FPBldg., 200 Constitution 
Ave., NW, Washington, DC 20210, 202 
523-7478 


RIN: 1215-AA23 





Completed Actions 
~ 


Contact: James DeMarce, 
Acting Associate Director, Department 
of Labor, Employment Standards 
Administration, Rm C3520, FPBlidg., 200 
Constitution Ave., NW, Washington, 
DC 20210, 202 523-6692 


RIN: 1215-AA05 
ee ee ee 


24. LABOR STANDARDS PROVISIONS, 
DAVIS-BACON AND RELATED ACTS 
(ESA/W-H) 


Priority: Task Force 

Authority: 40 USC 276a to 276a-7; 
40 USC 276c; 40 USC 327 to 332; 29 USC 
259; 5 USC Appendix Reorg Plan No 14 of 
1950; 5 USC 301 


CFR Citation: 29 CFR 1; 29 CFR 3; 29 
CFR 5 


Abstract: These regulations govern the 
determination of prevailing wages. and 
the administration and enforcement of 
labor standards applicable to Federally 
funded or assisted construction 
contracts subject to the Davis-Bacon 
and Related Acts, and contracts subject 
to the Contract Work Hours and Safety 
Standards Act. The existing regulation 
has been targeted for review by the 
President's Task Force on Regulatory 
Relief. An NPRM was published 
08/14/81 (46 FR 4144), with comments 
due by 10/13/81, resulting from the 
Administration's reexamination of the 
rules previously published 01/16/81 (46 
FR 4306, 4380) and stayed pending final 
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publication of this rule. A final rule was 
published on 05/28/82 (47 FR 23644-79). 
followed by two minor correction 

documents on 06/04/82 (47 FR 24296-7). 
On 07/26/82 (47 FR 32070), a notice was 
published deferring the effective date of 


04/29/83 48 FR 19532 
06/28/83 48 FR 19532 


CONT: (48 FR 19532) published the 
unenjoined provisions of the 05/28/83 

~ final rule. The enjoined sections 
continue to be deferred. Future final 
action-is dependent upon the 
disposition of appeals of a 07/05/83 
decision of the U.S. Court of Appeals 
for the District of Columbia Circuit 
upholding certain challenged provisions. 


Administration, Rm $3502, FPBidg, 200 
Constitution Ave., NW, Washington, 


Legal.Authority: 29 USC 203; 29 USC 
211; 29 USC 212 

CFR Citation: 29 CFR 570.5 to 570.27 
Abstract: This regulation now provides 
for acceptance of State age or 
employment certificates as evidence of 
age for minor employees for purposes 
of the Fair Labor Standards Act. A 
number of States no longer issue such 
certificates. As an alternative to having 


the Wage and Hour Division take on 
the function of issuing such certificates, 
with the resultant expenditure of 
substantial clerical resources, this 
proposal would designate documents 
that would be accepted as proof of age 
in those States. 

Timetable: 
Action 

Withdrawn 


Smail Entity: No 

Additional information: The 
contemplated rule changes proved to be 
legally insupportable. 


Agency Contact: Gordon Claucherty, 
Director, Div. of Farm and Child Labor 
Prog., Department of Labor, 
Employment Standards Administration, 
Rm $3030, FPBldg, 200 Constitution 
Ave., NW, Washington, DC 20210, 202 
523-7478 


RIN: 1215-AA15 


Date 
09/15/83 





26. MIGRANT AND SEASONAL 
WORKER PROTECTION 


Legal Authority: 29 USC 1801 et seq 
CFR Citation: 29 CFR 500, (New) 


Abstract: These final regulations 
implement the Migrant and Seasonal 
Agricultural Worker Protection Act 
(MSPA). Effective on 4/14/83 MSPA 
repealed and replaced the Farm Labor 
Contractor Registration Act (FLCRA). 
The MSPA provides important worker 
protections involving disclosure of 
working conditions, safe transportation, 
adequate housing. and maintenance of 
needed records. At the same time, it 
relieves fixed-situs employers such as 
farmers and processors from 
unnecessary registration and paperwork 
burdens. It exempts family businesses, 
small businesses and unions from its 
coverage, and also eliminates 
ambiguous language which had caused 
much litigation under FLCRA. 


FR Cite 


interim Final Rule 04/12/83 48 FR 15800 

Continuation of 08/12/83 48 FR 36576 
Interim 
Regulations -until 
Final Action 
Effective Date, 
09/12/83 

Final Action 

Final Action 
Effective 

Small Entity: No 


Agency Contact: Gerdon Claucherty, 
Director, Div. of Farm & Child Labor 
Program, Department of Labor, 
Employment Standards Administration, 
Rm $3030, FPBidg, 200 Constitution 
Ave,, NW, Washington, DC 20210, 202 
523-7478 


RIN: 1215-AA24 


08/12/83 48 FR 36736 
09/12/83 48 FR 36736 


COMPLETED REVIEWS 


27. LONGSHOREMEN’S ACT: SELF 
INSURERS; REHABILITATION 
SERVICES (ESA/OWCP) 


Legal Authority: 33 USC 901 et seq 
CFR Citation: 20 CFR 702; 20 CFR 703 


Abstract: Rules are being considered 
that would establish standards to 
permit employer groups to qualify as 
self-insurers under 20 CFR 703, clarify 
procedures related to the provision of 
rehabilitation services, and make other 
necessary changes. Action is being 
deferred on a proposal pending possible 
Congressional! action on proposed 
amendments to the Act. 


Timetable: 
Action Date 
Withdrawn 08/ 16/83 
Small Entity: Undetermined 


Additional information: The review has 
indicated a lack of need for regulatory 
action to achieve praposed rules’ 
objectives. Current rules governing self- 
insurance (20 CFR 703) will be applied 
in present form to employer groups. 


Agency Contact: Neil Montone, 
Associate Director, Department of 
Labor, Employment Standards 
Administration, Rm C4315, FPBldg, 200 
Constitution Ave., NW, Washington, 
DC 20210, 202 523-8572 


RIN: 1215-AA19 
BILLING CODE 4510-23-T 
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Legal Authority: 8 USC 1182(a)(14) 
CFR Citation: 20 CFR 656.10 


Abstract: This rule would add to the 
DOL list of precertified occupations, 
Canadian citizens who work for 
international railroads and who qualify 
for employment in the U.S. because of 
seniority rights under a collective 
bargaining agreement between the 
employer and an international labor 
union. Comments were originally due 
by 03/17/81. On 05/15/81 (46 FR 26789), 
the comment period was extended. 


Date —FR Cite 
01/16/81 46 FR 3910 





PHBldg., 601 D St, NW, Washington, DC 
20213, 202 376-6289 


RIN: 1205-AA01 


29. LABOR CERTIFICATION: 
CONSTRUCTION WORKERS ON 
GUAM 


Legal Authority: 8 USC 1184(c) 
CFR Citation: 20 CFR 655.107({c) 


Abstract: The Department is 
considering either revising its 
methodology for determining adverse 
effect wage rates or deleting the 
requirement for such rates. The 
Department is reevaluating the whole 
formula for modification or possible 
elimination. 


Timetable: 
Action 





Date FR Cite 


ANPRM 10/16/81 46 FR 50981 
ANPRM Comment 12/15/81 
Period End 
Final Action 01/00/84 
Smail Entity: Undetermined 


Agency Contact: Richard Gilliland, 
Director, U.S. Employment Service, 
Department of Labor, Employment and 
Training Administration, Rm 8000, 
PHBldg., 601 D St, NW, Washington, DC 
20213, 202 376-6289 


RIN: 1205-AA02 


Legal Authority: 8 USC 1184(c) 
CFR Citation: 20 CFR 655.107(b) 


Abstract: Existing regulations would be 
revised to modify the 
apprentice/journeyman wage 
progressions for construction workers 
on Guam to bring them into line with 
wages on the mainland. 


Timetable: 
Action Date FR Cite 


NPRM 10/16/81 46 FR 50982 
NPRM Comment 12/16/81 
Period End 
Final Action 01/00/84 
Small Entity: Undetermined 


Agency Contact: Richard Gilliland, 
Director, U.S. Employment Service, 
Department of Labor, Employment and 
Training Administration, Rm 8000, 
PHBldg., 601 D St, NW, Washington, DC 
20213, 202 376-6289 


RIN: 1205-AA03 





31. IMPLEMENTING REGULATIONS 
UNDER TITLE V OF THE JOB 
TRAINING PARTNERSHIP ACT 


Priority: Agency Determination 
Legal Authority: 29 USC 49 et seq 29 


USC 1501 et seq; 42 USC 602; 42 USC 632; 
42 USC 633 


CFR Citation: 20 CFR 652 


Abstract: The proposed regulations 
provide guidance on implementation of 
amendments to the Wagner-Peyser Act, 
as required by Title V of the Job 
Training Patnership Act. 

Timetable: 


Action Date FR Cite 


NPRM 07/25/83 48 FR 33832 
NPRM Comment 07/25/83 

Period Begin 
NPRM Comment 08/24/83 

Period End 


Action 

Final Action 
Smail Entity: No 
Agency Contact: Patrick J. O'Keefe. 
Acting Administrator, OSPPD, 
Department of Labor, Employment and 
Training Administration, 601 D Street, 
N.W., Room 9000, Washington, D.C. 
20213, 262 376-6600 


RIN: 1205-AA20 


09/00/84 


Legal Authority: 29 USC 1501 et seq 
CFR Citation: 20 CFR 684 


Abstract: The proposed regulations 
establish federally administered - 
activities under Title IV of the Job 
Training Partnership Act, including 
programs for Native Americans, migrant 
and seasonal farmworkers, the Job 
Corps, and other national level 
activities. 

Timetable: 

Action Date FR Cite 


NPRM 07/20/83 48 FR 33182 
NPRM Comment 07/20/83 

Period Begin 
NPRM Comment 

Period End 
Final Action 
Small Entity: No 
Agency Contact: Patrick J. O’Keefe, 
Acting Administrator, OSPPD, 
Department of Labor, Employment and 
Training Administration, 601 D Street, 
N.W., Room 9000, Washington, D.C. 
20213, 202 376-6600 


RIN: 1205-AA21 





08/19/83 


09/00/83 


33. AIRLINE DEREGULATION: 
EMPLOYEE BENEFIT PROGRAM 
Priority: Agency Determination 

Legal Authority: 49 USC 1552; PL 95-504 
CFR Citation: 20 CFR 638 : 
Abstract: These regulations are being 
developed to implement the benefit 
provisions contained in Section 43 of 
the Airline Deregulation Act. The Act 
requires the Secretary of Labor to 
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DOL—ETA 


specify-the percentage of prior salary 
which an “eligible protected employee” 
would receive as a benefit payment 
under the Act if an appropriation is 
ever signed into law. An eligible 
protected employee is a person who 
has had at least 4 years of employment 
with a certificated air carrier as of 
October 24, 1978 and who loses his or 
her job during the ten years following 
such data in a bankruptcy or major 
employment contraction if and only if 
the Civil Aeronautics Board determines 
that the principal cause of such job loss 


Date FR Cite 


03/30/79 44 FR 19146 
_ 04/30/79 


09/17/82 47 FR 41304 


10/18/62 


04/00/84 


Unemployment Insurance Specialist, 
Department of Labor, Employment and 
Training Administration, Rm 7026, 
PHBldg., 601 D St, NW, Washington, DC 


Legal & PL 97-35, Sec 2406; PL 
97-35, Sec 2407; PL 97-35, Sec 2408 


CFR Citation: 20 CFR 608 


Abstract: The Omnibus Budget 
Reconciliation Act of 1981 amended the 
tax credit provisions of FUTA to 
authorize the placing of a “cap” on 
reductions in tax credits on a State-by- 
State basis in certain prescribed 
circumstances. The amendment requires 
these determinations to be made in —~ 
accordance with regulations prescribed 
by the Secretary of Labor. The same 
Act also amended Title XII of the 
Social Security Act to assess interest on 
advances to States, the payment of 
which is prohibited from State 
unemployment funds. The prc osal 
would implement these statutory 
changes. 


Timetable: 
Action 

NPRM 

Small Entity: No 


Agency Contact: James VanErden, 
Supervisory Actuary, Department of 
Labor, Employment and Training 
Administration, Rm 7414, PHBldg., 601 
D St, NW, Washington, DC 20213, 202 
376-7066 


RIN: 1205-AA14 


Date 
05/00/84 


FR Cite 


35. EXTENDED BENEFITS UNDER 
FEDERAL UNEMPLOYMENT 
COMPENSATION 


Legal Authority: PL 91-573, Title I! 
CFR Citation: 20 CFR 615 


Abstract: These regulations would be 
amended to implement various 
statutory amendments of 1981 to the 
Federai-State Extended Unemployment 
Compensation Act of 1970. The 
regulations would (1) provide for the 
denial of extended benefits to certain 
interstate claimants and to individuals 
who fail to actively engage in seeking 
work, (2) provide for the purging of 
certain disqualifications in order to 
establish eligibility for extended 
benefits, and (3) establish the method of 
determining the rate of insured 
unemployment for extended benefit 
claims, the State trigger rates and 
removal of the National trigger. 


Timetable: 


Action Date 
12/00/83 
Small Entity: Undetermined 


Contact: Edwin Kerley, 
Unemployment Insurance Specialist, 
Department of Labor, Employment and 
Training Administration, Room 7426 
PHBidg., 601 D St., NW, Washington, 
DC 20213, 202 376-6194 


RIN: 1205-AA15 


FR Cite 





36. TRADE ADJUSTMENT 
ASSISTANCE: BENEFIT PAYMENTS 


Legal Authority: 19 USC 2320 
CFR Citation: 20 CFR 635 


Abstract: These regulations would 
implement the 1981 amendments to the 
Trade Act of 1974. The Trade 
Adjustment Assistance program 
provides adjustment assistance in the 
form of reemployment services, training, 
job search, relocation allowances, and 


Current and Projected Rulemakings 


cash benefits (adjustment assistance) to 
workers whose unemployment is linked 
to increased imports of foreign-made 
products. The amendments represent a 
fundamental shift in program emphasis 
from income maintenance to placement 
and employment services and benefits 
such as training, job ‘search and 
relocation. The 1981 amendments are 
designed to assure that adjustment 
assistance and reemployment services 
are more appropriately targeted to 
trade impacted workers with emphasis 
plaged on their return to work. These 
changes would be published under 20 
CFR 635 and such publication would 
substantially revise and supersede 29 
CFR 91. 


Date FR Cite 
48 FR 9444 


03/04/83 
03/04/83 48 FR 32837 





NPRM Comment 
Period Begin 
NPRM Comment 

Period End 
Final Action 
Small Entity: No 


Agency Contact: Sam Bryant, 
Unemployment Insurance Specialist, 
Department of Labor, Employment and 
Training Administration, Room 7310 
PHBldg., 601 D St, NW, Washington, DC 
20213, 202 376-7320 


RIN: 1205-AA17 


07/28/83 


10/00/83 


37. GUNEMPLOYMENT 
COMPENSATION FOR EX- 
SERVICEMEMBERS 


Legal Authority: 5 USC 8508 
CFR Citation: 20 CFR 614 


Abstract: Section 201 of Public Law 97- 
362 (Miscellaneous Revenue Act of 
1982) amends the eligibility 
requirements for unemployment 
compensation for ex-servicemembers. 
Proposed regulations are under 
development to implement these new 
requirements. 


07/00/84 


Small Entity: No 


Agency Contact: Gene Biglin, Chief, 
Division of Program Development, 
Department of Labor, Employment and 
Training Administration, Rm 7430, 
PHBldg., 601 D Street, NW, Washington, 
DC 20213, 202 376-7366 


RIN: 1205-AA26 
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DEPARTMENT OF LABOR (DOL) 


Employment and Training Administration (ETA) 


COMPLETED RULEMAKINGS 


38. EFFECTIVE DATE: ANNUAL 
LISTING OF ELIGIBLE LABOR 
SURPLUS AREAS 


Legal =: 41 USC 10a et seq; 29 
USC 49 et seq; EO 10582; EO 11051; EO 
12148 


CFR Citation: 20 CFR 654 


Abstract: This rule would change the 
effective date of the “Annual Listing of 
Eligible Labor Surplus Areas” from June 
1 to October 1 of each year to 
correspond with the fiscal year. 


Date FR Cite 


06/01/82 47 FR 23754 
NPRM Comment 07/01/82 
Period Begin 
Final Action 
Smaii Entity: No 


Agency Contact: Richard Gilliland, 
Director, U.S. Employment Service, 
Department of Labor, Employment and 
Training Administration, Rm 8000, 
PHBldg., 601 D St, NW, Washington, DC 
20213, 202 376-6289 


RIN: 1205-AA04 


04/12/83 48 FR 15615 


39. IMPLEMENTING REGULATIONS 
FOR PROGRAMS UNDER THE JOB 
TRAINING PARTNERSHIP ACT 


Priority: Agency Determination 
Legal Authority: 29 USC 1501 et seq 
CFR Citation: 20 CFR 626 to 638 


Abstract: The proposed regulations 
provide direction to States and local 
service deliverers on implementation of 
programs under Titles I, II, and III of 
the Job Training Partnership Act. Final 
rules dealing with the establishment of 
State Job Training Coordinating 
Councils and Private Industry Councils 
(PICs), and the designation of Service 


Delivery Areas (SDAs), were previously © 


published in the Federal Register, 47 FR 
58492 (December 30, 1982) as 20 CFR 
Part 626. The text of Sections 626.2, 
626.3 and 626.4 of those rules has been 
incorporated as Sections 627.4, 628.1 
and 628.2 respectively. Title I defines 
the State and local delivery system and 
planning requirements. Title II sets forth 
requirements for adult and youth 
training programs to be administered by 
the State and carried out by the private 


sector and government at the local 
level. Title III provides for a State 
administered training and placement 
program for dislocated workers. 


Timetable: 
Action 


ANPRM 

NPRM 

NPRM Comment 
Period Begin 

NPRM Comment 
Period End 

Final Action 03/15/83 

Final Action 10/01/83 48 FR 11076 
Effective 

Smail Entity: No 


Agency Contact: Patrick J. O’Keefe, 
Acting Administrator, OSPPD, 
Department of Labor, Employment and 
Training Administration, 601 D Street, 
N.W., Room 9000, Washington, D.C. 
20213, 202 376-6600 - 


RIN: 1205-AA22 


Date FR Cite 


11/23/82 47 FR 52725 
01/18/83 _ 48 FR 2292 
01/18/83 


02/17/83 


40. SENIOR COMMUNITY SERVICE 
EMPLOYMENT PROGRAM 


Legal Authority: 42 USC 3056 
CFR Citation: 29 CFR 89 


Abstract: These regulations govern the 
Senior Community Service Employment 
Program under Title V of the Older 
Americans Act. The program is 
designed to provide, foster, and 
promote part-time employment for low 
income persons 55 years old and older. 
The proposal is necessary to effectively 
carry out the provisions of the law as 
amended since 1978. 


Timetable: 
Action Date FR Cite 


NPRM 03/25/80 45 FR 19530 
NPRM Comment 05/12/80 

Period End 
Withdrawn 
Small Entity: No 


Agency Contact: Paul Mayrand, Act. 
Dir., Ofc of Special Targeted Programs, 
Department of Labor, Employment and 
Training Administration, Rm 7122, 
PHBldg., 601 D St, NW, Washington, DC 
20213, 202 376-6225 


RIN: 1205-AA13 
eH SPREE SSS = SUSE ARERR TSI AG 


10/00/83 


Completed 


41. UNEMPLOYMENT COMPENSATION 
PROGRAM - DISCLOSURE OF 
INFORMATION 


Legal Authority: 42 USC 503 
CFR Citation: 20 CFR 620 


Abstract: These regulations are being 
proposed to implement sections of PL 
96-249 which amended the Food Stamp 
Act of 1977 and PL 96-265, which 
amended the Social Security Act of 
1977. The sections relate to disclosure 
of information maintained by State 
Employment Security Agencies to food 
stamp and child support enforcement 
authorities. The regulations protect the 
confidentiality of State unemployment 
compensation records from 
unauthorized or illegal access or 
disclosure. 


Timetable: 
Action 

Withdrawn 

Smail Entity: No 


Agency Contact: Edwin Kerley, 
Unemployment Insurance Specialist, 
Department of Labor, Employment and 
Training Administration, Room 7426 
PHBldg., 601 D Street, NW, Washington, 
DC 20213, 202 376-6194 


RIN: 1205-AA16 


Date 
10/00/83 


FR Cite 


42. WIN PROGRAM; GENERAL 
PROVISIONS 


Legal Authority: 42 USC 1305 et seq 
CFR Citation: 29 CFR 56 


Abstract: This rule would implement 
statutory changes contained in the 
Social Security Disability Amendment 
of 1980, affecting the WIN program, and 
makes certain other changes. The 
amendments (1) authorize job search 
activities and child care necessary for 
job search in addition to present 
activities; (2) provide authority for fixed 
sanction periods for WIN registrants 
who fail to participate or accept 
employment; (3) provide that 
individuals working full-time are 
exempt from WIN; (4) delete the 60-day 
counseling period from adjudication 
process; and (5) authorize in-kind match 
for State share of social services. 
Issuance of the rule is dependent on the 
availability of funding for the program. 
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Date FR Cite 
Final Rule 10/01/81 46 FR 48606 


Final Rule 10/02/81 
first 11/30/81 


46 FR 48644 


12/02/81 


10/00/83 


Small Entity: No 

Agency Contact: William Kacvinsky,. 
Dir., Ofc of Work Incentive Programs, 
Department of Labor, Employment and 
Training Administration, Rm 8310, 
PHBidg., 601 D St, NW, Washington, DC 
20213, 202 376-6630 


RIN: 1205-AA08 


43. WIN PROGRAM; EXEMPTIONS 


Legal Authority: PL 97-35 
CFR Citation: 29 CFR 56.20; 29 CFR 
56.22. 29 CFR 56.51, (Subpart C only) 

This rule would reflect 
statutory changes contained im the 
Omnibus Budget Reconciliation Act of 
1981. The statutory amendments affect 
the exemption criteria of the WIN 
program and incorporate provisions of 

revious court decisions relating to 
unemployed parents. Issuance of the 
rule is dependent on the availability of 


funding for the program. 


FR Cite 
46 FR 46776 


protected employee who is “furloughed 


Smaii Entity: No 

Agency Contact: William Kacvinsky, 
Director, Ofc of Work Incentive 
Programs, Department of Labor, 
Employment and Training ~ 
Administration, Rm 8310, PHBldg, 601 D 
St.. NW, Washington, DC 20213, 202 
376-6630 


RIN: 1205-AA09 


ACTIONS THAT STARTED AND 
ENDED BETWEEN ISSUES OF THE 
UNIFIED AGENDA 

44. @LABOR CERTIFICATION 
PROCESS FOR THE TEMPORARY 
EMPLOYMENT OF ALIENS IN 
AGRICULTURE: ADVERSE EFFECT 
WAGE RATE METHODOLOGY 


Legal Authority: 8 USC 1101 et seq 
CFR Citation: 20 CFR 655 


Abstract: The Department of Labor 
amended its regulations for the 
certification of non-immigrant aliens for 
temporary employment in agriculture 
and logging in the United States. The 
rule amended the regulations to 
establish a methodology for setting 1983 
agricultural adverse effect wage rates. 
The rule also revises the regulation 
dealing with adjustments to agricultural 
piece rates. 


Timetable: 





Action 


NPRM 

NPRM Comment 
Period Begin 

NPRM Comment 
Period End 

Final Action 

Final Action 
Effective 


Date 


07/22/83 
07/22/83 


08/22/83 


09/02/83 48 FR 40168 
“09/02/83 48 FR 40168 


or otherwise terminated” (except for 
cause) from his or her employment by a 
certificated air carrier between the date 
the Act was passed and October 24, 
1988 “shall have first right of hire, 
regardless of age, in his occupational 
specialty” by any covered carrier hiring 
“additional employees,” with the sole 
exception that covered carriers are 
entitled to recall furloughed employees 
before hiring a protected individual. A 
notice of proposed rulemaking was 
published on 03/30/79 (44 FR 19146) 


Completed Actions 


Agency Contact: Charles I. Carter, 
Chief, Div. of Agricultural 
Certifications, Department of Labor, 
Employment and Training 
Administration, Rm 8430, PHBldg., 601 
D Street, NW, Washington, DC 20213, 
202 376-6292 


RIN: 1205-AA25 


45. @COMPREHENSIVE EMPLOYMENT 
AND TRAINING ACT REGULATIONS; 
INDIVIDUALS’ ELIGIBILITY FOR 
UPGRADING 


Legal Authority: 29 USC 801 et seq 
CFR Citation: 20 CFR 675 


Abstract: Final rule revised eligibility 
requirements under Title II C (CETA) 
upgrading training. The revision 
allowed individuals to be eligible for 
upgrading without regard to the length 
of time they had been working in entry 
level, unskilled, or semi-skilled 
positions or positions with little or no 
advancement opportunity. The purpose 
of this technical admendment was to 
remove a regulatory condition on the 
use of funds consistent with the 


underlying CETA and JTPA statutes. 

Timetables — 

Action 

Final Action 

Final Action 
Effective 

Small Entity: No 


Agency Contact: Patrick J. O’Keefe, 
Acting Administrator, OSPPD, 
Department of Labor, Employment and 
Training Administration, Rm 9000, 
PHBldg., 601 D Street, NW, Washington, 
DC 20213, 202 376-6600 


RIN: 1205-AA24 
BILLING CODE 4510-23-T 





Date FR Cite 


07/01/83 48 FR 30357 
08/01/83 48 FR 30357 


Current and Projected Rulemakings 


with comments due by 04/30/79. A new 
notice of proposed rule-making on the 
first right of hire provisions was 
published on 09/17/82 (47 FR 41304) 
with comments due by 10/18/82. 


Timetable: 
Action 


Final Rule 
effective (60 
Legislative days 
after publication) 


Date FR Cite 
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03/30/79. 44 FR 19146 
NPRM Comment 04/30/79 
Period End 
NPRM First right 09/17/82 47 FR 41304 
of hire : 


Comments due 
First right of 


10/18/82 


09/00/83 


Interim Final Rule 06/00/84 
Small Entity: No 


Agency Contact: Ron Glass, Chief, 
Division of Employee Protections, 
Department of Labor, Labor- 
Management Services Administration, 
Rm N5639, FPBldg., 200 Constitution 
Ave., NW, Washington, DC 20210, 202 
523-6495 


RIN: 1210-AA00 


47. ADMINISTRATION OF LABOR 
PROTECTION PROVISIONS 
AFFECTING MASS TRANSIT 
EMPLOYEES UNDER 13(C) OF THE 
| MASS TRANSPORTATION 


Priority: Task Force 


Legal Authority: 49 USC 1609 
CFR Citation: 29 CFR.215 


Abstract: This proposal would revise 
the Department's current guidelines 
concerning administrative procedures in 
processing applications for mass transit 
assistance under the Urban Mass 
Transportation Act of 1964, as 
amended, and the criteria followed by 
the Secretary of Labor when certifying 
“fair and equitable” employee 
arrangements under section 13(c) of the 
Act. 





NPRM Comment 09/00/83 
Period Begin 
NPRM Comment 11/00/83 
Period End 
Small Entity: Undetermined 
Agency Contact: Ron Glass, Chief, 
Division of Employee Protections, 


Department of Labor, Labor- 
Management Services Administration, 
Rm N5639, FPBidg., 200 Constitution 
Ave., NW, Washington, DC 20210, 202 
523-6495 


RIN: 1210-AA07 
CLONER CEMA IES RL 


48. INDIVIDUAL BENEFIT REPORTING 
- RECORDKEEPING - MULTIPLE 
EMPLOYER PLANS 


Legal Authority: 29 USC 1025; 29 USC 
1059; 29 USC 1135 


CFR Citation: 29 CFR 2520; 29 CFR 2530 


Abstract: The rule would govern: (1) 
reports that must be furnished to 
participants and beneficiaries in 
multiple employer pension plans, 
regarding the benefits to which they are 
entitled, or may become entitled, at 
retirement; and (2) records that must be 
maintained to provide the information 
necessary to prepare these reports. This 
rule was first proposed on 02/09/79 (44 
FR 8294) jointly with the single 
employer plan benefit reporting 
regulations. 


Action Date 
Previous NPRM 02/09/79 
NPRM 08/08/80 
NPRM Comment 10/08/80 
Period End 
Notice of 
11/25/80 Public 
Hearing 
Final Action 00/00/00 
Smail Entity: Undetermined 


Agency Contact: Robert Doyle, Acting 
Chief, Division of Plan Standards, 
Department of Labor, Labor- 
Management Services Administration, 
Rm N4700, FPBldg, 200 Constitution 
Ave., NW, Washington, DC 20210, 202 
523-8515 


RIN: 1210-AA02 


FR Cite 
44 FR 8294 
45 FR 52824 


11/12/80 45 FR 74727 


“+ SRNR RENNIN ARNIS IIER CC SEEEE IP GN 
49. INDIVIDUAL BENEFIT REPORTING 
AND RECORDKEEPING FOR SINGLE 
EMPLOYER PLANS 


Legal : 29 USC 1025; 29 USC 
1059; 29 USC 1135 


CFR Citation: 29 CFR 2520; 29 CFR 2530 


Abstract: The rule would govern: (1) 
reports that must be furnished to 
participants and beneficiaries in single 
employer pension plans, regarding the 
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Current and Projected Rulemakings - 


benefits to which they are entitled, or 
may become entitled, at retirement; and 
(2) records that must be maintained to 
provide the information necessary to 
prepare these reports. This rule was 
first proposed on 02/09/79 (44 FR 8294) 
jointly with the multiple employer plan 
benefit reporting regulation. 


Timetable: 


Previous NPRM 02/09/79 44 FR 8294 
NPRM 08/01/80 45 FR 51231 
Notice of 11/12/80 45 FR 74728 
11/25/80 Public 
Hearing 
NPRM Comment 10/01/81 
Period End 
Final Action 00/00/00 
Small Entity: Undetermined 
Agency Contact: Robert Doyle, Acting 
Chief, Division of Plan Standards, 
Department of Labor, Labor- 
Management Services Administration, 
Rm N4700 FPBldg., 200 Constitution 
Ave. NW, Washington, DC 20210, 202 
523-8515 
RIN: 1210-AA03 


50. ALTERNATE FORMAT OF THE 
UPDATED SUMMARY PLAN 
DESCRIPTION 


Priority: Task Force 


Legal Authority: 29 USC 1024; 29 USC 
1030; 29 USC 1135 


CFR Citation: 29 CFR 2520.104b.2 


Abstract: The Employee Retirement 
Income Security Act of 1974 (ERISA) 
requires that every plan administrator 
provide plan participants and 
beneficiaries and the Department of 
Labor with a summary of plan 
provisions, known as the summary plan 
description (SPD). This regulation 
would provide an alternative with 
respect to the form the updated SPD 
may take and how it may be 
distributed. 





Date FR Cite 


NPRM 04/26/83 48 FR 18838 
NPRM Comment 04/26/83 

Period Begin 
NPRM Comment 06/27/83 

Period End . 
Final Action 11/00/84 


Smali Entity: Yes 
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Agency Contact: Robert Doyle, Acting 
Chief, Division of Plan Standards, 
Department of Labor, Labor- 
Management Services Administration. 
Rm N4700, FPBidg. 200 Constitution 
Ave., NW, Washington. DC 20210, 202 
523-8515 


RIN: 1210-AA05 


51. DEFINITION OF PLAN ASSETS 
AND ESTABLISHMENT OF TRUST 
(REMAINING PROVISIONS) 


Priority: Task Force 


Legal Authority: 29 USC 1135 
CFR Citation: 29 CFR 2550 


Abstract: The remdining part of this 
regulation would clarify what 
investments constitute assets of an 
employee benefit plan under ERISA. It 
also would provide certain exemptions 
from the requirements that plan assets 
be held in trust not dealt with in the 
earlier part. The regulation has been 
targeted for review by the President's 
Task Force on Regulatory Relief. A. 
final rule dealing with the housing 
portion of the regulation was published 
on 05/18/82 (47 FR 21241) and became 
effective on 06/17/82. The publication 
date of the final regulation dealing with 
the remaining issues is under 
consideration. 
Timetable: 
Action Date 


“FR Cite 
Previous NPRM 08/28/79 44 FR 50363 
Previous NPRM 06/01/80 45 FR 38084 
10/06/83 
00/00/00 


Smafi Entity: Undetermined 


Agency Contact: William A. Schmidt, 
Attorney, Department of Labor, Labor- 
Management Services Administration. 
Rm C4508, FPBidg.. 200 Constitution 
Ave., NW, Washington, DC 20210, 202 
523-9592 


RIN: 1210-AA06 


52. PARTICIPANT DIRECTED 
INDIVIDUAL ACCOUNT PLANS 


Legal Authority: 29 USC 1104(c); 29 USC 
1135 


CFR Citation: 29 CFR 2550 


Abstract: The regulation would 
describe the kinds of plans referred to 
in Section 404{c) as participant directed 
individual account plans, the 
circumstances under which a 
participant or beneficiary will be 
considered to have exercised control 


over his individual account, and the 
consequences under section 404({c) of 
such an exercise of control. 


Staff Attorney, Department of Labor, 
Labor-Management Services 
Administration, Rm C4508, FPBldg., 200 
Constitution Ave, NW, Washington, DC 
20216, 202 523-9593 


RIN: 1210-AA08 


53. LOANS TO PARTICIPANTS 


Legal Authority: 29 USC 1135 

CFR Citation: 29 CFR 2550 

Abstract: This rule describes the 
circumstances under which the 
exemption in section 408(b}(1) from the 
prohibited transaction provisions for 
loans by a plan to plan participants will 
be available. 

Timetable: 

Action 

NPRM 06/00/84 
Small Entity: Undetermined 
Agency Contact: William Flanagan, 
Staff Attorney, Department of Labor, 
Labor-Management Services 
Administration, Rm C4508, FPBldg., 200 
Constitution Ave, NW, Washington, DC 
20210, 202 523-8610 


RIN: 1210-AA0S 


Date FR Cie 


54. DISTRIBUTION OF SUMMARY 
ANNUAL REPORTS 


Legal Authority: 29 USC 1024; 29 USC 
1029; 29 USC 1030; 29 USC 1135 


CFR Citation: 29 CFR 2520 


Abstract: In regulations published in 
the Federal Register on July 23, 1982, 
plans were allowed to meet the 
distribution requirement for current 
employees by posting a copy of Form 
5500-R (annual report) or a notice of its 
availability in years when the Form 
5500-R was used as the annual report. 
This project would look at whether 
distribution to current employees by 
posting of the SAR or a notice of its 
availability should be allowed in all 
years and for all plans (not just small 
plans in years when the Form 5500-R is 
filed). 


Timetabie: 


= 
NPRM 12/00/83 
Small Entity: Undetermined 


Agency Contact: Joseph L. Roberts Ill, 
Plan Benefit Specialist, Department of 
Labor, Labor-Management Services 
Administration, Rm N4700, FPBldg., 200 
Constitution Ave., NW, Washington, 
DC 20210, 202 523-8685 


RIN: 1210-AA10 


55. SUMMARY PLAN DESCRIPTION 
FILING 


Legal Authority: 29 USC 1030; 29 USC 
1135 


CFR Citation: 29 CFR 2520 


Abstract: In addition to distributing 
Summary Plan Descriptions (SPDs) and 
material modification to participants 
and beneficiaries, pension plans and 
certain welfare plans must file these 
documents with the Department. GAO 
has determined that this filing is costly 
to the government, inefficient for 
providing copies to those few 
participants and beneficiaries who 
request copies and an unnecessary cost 
for plans. This regulation would provide 
an alternative means of meeting the 
filing requirement. 


Timetable: 
Action Date 

NPRM 12/00/83 

Small Entity: Yes 

Agency Contact: Robert Doyle, Acting 
Chief, Div. of Plan Standards, 
Department of Labor, Labor- 
Management Services Administration, 
Rm N4700, FPBldg, 200 Constitution 


Ave., NW, Washington, DC 20210, 202 
523-8515 


RIN: 1210-AA13 


56. LABOR ORGANIZATION ANNUAL 
REPORT 


Legal Authority: 29 USC 431; 29 USC 
438; 29 USC 461 


CFR Citatiom 29 CFR 403.3; 29 CFR 
403.4 


Abstract: 29 USC 431 requires labor 
organizations to file annual financial 
reports with DOL. LMSA plans to 
revise Labor Organization Annual 
Report Form LM-2 which was 
developed for obtaining this required 
reporting. The planned changes would 
include a requirement that reporting 
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—LMSA 


labor organizations show how their 
financial resources have been ailocated 
during the reporting period among 
certain specific categories of activities 
commonly undertaken by labor 
organizations. Other planned changes 
would clarify the instructions for 
completing the report,.improve 
disclosure to union members and assist 


DEPARTMENT OF LABOR (DOL) 


the Department in detecting violations 
of the LMRDA. 


02/24/83 


Labor-Management Services Administration (LMSA) 


57. ELECTION ENFORCEMENT 
PROVISIONS OF THE LMRDA 


Legal Authority: 29 USC 481; 29 USC 
482 


CFR Citation: 29 CFR 452, Subpart J 


Abstract: This rule, if promulgated, 
would revise and update the existing 
enforcement provisions of the 
interpretative bulletin on elections of 
union officers subject to the LMRDA. A 
notice of proposed rulemaking was 
published on 10/03/80 (45 FR 65925) 


DEPARTMENT OF LABOR (DOL) 


with comments due by 12/17/80. No 
further action has been taken. The 
proposed rulemaking may be 
reconsidered during 1983. 


FR Cite 
10/03/80 45 FR 65925 
NPRM Comment 12/17/80 
Period End 
Proposed 
Rulemaking 
reconsidered 


12/00/83 


Mine Safety and Health Administration (MSHA) 


58. MINER PARTICIPATION IN THE 
RESPIRABLE DUST SAMPLING 
PROGRAM 


" Legal Authority: 30 USC 811 


CFR Citation: 30 CFR 70; 30 CFR 71; 30 
CFR 90 


Abstract: This proposal would amend 
MSHA’s coal mine respirable dust 
regulations to permit miners’ 
representatives to participate in the 
dust sampling process for underground 
and surface miners and for miners who 
have evidence of pneumoconiosis. Since 
the proposal, MSHA has revised all of 
its coal mine respirable dust sampling 
procedures to simplify and improve the 
dust sampling process. MSHA will 
evaluate all of the comments and 
testimony on the proposal within the 
context of the new dust program to 
determine appropriate regulatory 
action. It is expected that further 


rulemaking action will be taken during 
1984. 
Timetables eee 
Action Date FR Cite 
NPRM 04/08/80 45 FR 24008 
NPRM Comment 06/02/80 

Period End 
Further 


Rulemaking 
action 


Small Entity: Yes 

Agency Contact: Patricia W. Silvey, 
Director, Office of Standards, 
Department of Labor, Mine Safety and 
Health Administration, 4015 Wilson 
Blvd., Rm 627, BT #3, Arlington, VA 
22203, 703 235-1910 


RIN: 1219-AA02 


12/00/83 


59. WIRE ROPES STANDARDS 
Priority: Agency Determination 


Current and Projected Rulemakings 


Agency Contact: Patrick Lavin, 
Assistant to the Director, Department of 
Labor, Labor-Management Services 
Administration, Rm N5408, FPBlidg., 200 
Constitution Ave., NW, Washington, 
DC 20210, 202 523-7377 


RIN: 1210-AA11 


Agency Contact: Kay Oshel, Reports 
and Disclosure Law Advisor, 
Department of Labor, Labor- 
Management Services Administration, 
Rm N5109, FPBldg., 200 Constitution 
Ave, NW, Washington, DC 20210, 202 
523-7373 


RIN: 1210-AA12 
BILLING CODE 4510-23-T 


Current and Projected Rulemakings 


Legal Authority: 30 USC 811 

CFR Citation: 30 CFR 75.1401-1; 30 CFR 
77.1402-1; 30 CFR 77.1903(b); 30 CFR 55.19; 
30 CFR 56.19; 30 CFR 57.19 


Abstract: This rule would revise, clarify 
and update MSHA’s current wire rope 
standards with regard to requirements 
for the selection, installation, use, 
inspection, maintenance, and removal 
of wire ropes used in coal and metal 
and nonmetal mines. 


Timetable: 


Action § -—»Date~—‘ FR Cite 
NPRM 


11/16/82 47 FR 51684 
NPRM Comment 01/17/83 48 FR 00273 
Period Begin 
NPRM Comment 02/18/83 
Period End 
Final Action 10/00/83 


Smail Entity: Yes 


Additional information: MSHA 
published a notice of public hearings on 
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2/22/88 (48 FR 7558) and the hearings 
were held during March 1983. The final 
rule is expected during October 1983. 


Agency Contact: Patricia W. Silvey. 
Director, Office of Standards, 
Department of Labor, Mine Safety and 
Health Administration, 4015 Wilson 
Bivd., Rm 627, BT #3, Arlington. VA 
22203, 703 235-1910 


RIN: 1219-AA03 


Abstract: These standards would be 
revised to : (1) eliminate unnecessary 
standards; (2) clarify and update 
existing standards; (3) incorporate 
technological advances; and (4) reduce 
recordkeeping burdens on the industry. 
Originally the ANPRM comment period 
ended 05/27/80, but on 06/06/80 (45 FR 
38087}, comments were extended to 
08/05/80. NPRM of 11/20/81 announced 
MSHA's initial priorities for its 
comprehensive standards review and 
its-intent to hold informal public 


ans 

03/25/80 

ANPRM Comment 08/05/80 
Period End 

Additional ANPRM 11/20/81 


Comment Period 05/28/82 
to 


45 FR 19267 


46 FR 57253 


05/00/82 47 FR 10190 
Conferences, 
April & May 82 

47 FR 23484 


Abstract: This would be a new Part. 
The proposal would provide an 
alternate program for the approval of 
certain equipment used in underground 
mines. Under the proposal, applicants 
would certify to MSHA that the 
equipment meets the required design 
and test criteria, has been successfully 
tested, and will be produced in accord 
with an accepted quality control plan. 
This program would reduce the time 
needed to introduce new and safe 
technology into mines. 


Timetable: 
Action Date FR Cite 


ANPRM 03/04/83 48 FR 09475 
Notice of Public 03/18/83 


Additional information: Each high 
priority section is listed separately in 
this document. 


Contact: Patricia W. Silvey. 
Director, Office of Standards, 
Department of Labor, Mine Safety and 
Health Administration, 4015 Wilson 
Blvd., Rm 627, BT +3, Arlington, VA 
22203, 703 235-1910 


RIN: 1219-AA00 


62. REVIEW OF SAFETY AND HEALTH 
STANDARDS APPLICABLE TO COAL 


Priority: Agency Determination 
Legal Authority: 30 USC 811 


CFR Citation: 30 CFR 70; 30 CFR 71; 30 
CFR 75; 30 CFR 77 


Abstract: MSHA plans to review these 
standards to: (1) clarify and update 
existing standards;(2) eliminate 
unnecessary standards; (3) reduce 
recordkeeping burdens on the industry; 
and (4) incorporate technological 
advances. MSHA has initiated a review 
of all safety standards for underground 
coal mines. As part of this review, 
MSHA is specifically suggesting for 
regulatory changes to roof support, 
explosives, and the ventilation 
requirements in sec 75.316. 
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Current and Projected Rulemakings 


Action Date FR Cite 


ANPRM Comment 05/03/83 
Period End 

NPRM 11/00/83 

Smali Entity: Yes 


Additional information: On 03/04/83 
MSHA published a notice in the 
Federal Register announcing the 
availability of a preproposal draft for 
Part 37. Public meetings were held in 
April 1983 and the comment period 
closed on 05/03/83. The proposed rule 
is expected in November 1983. 
Agency Contact: Patricia W. Silvey. 
Director, Office of Standards, 
Department of Labor, Mine Safety and 
Health Administration, 4015 Wilson 
Blvd., Rm 627, BT =3, Arlington, VA 
2203, 703 235-1910 
RIN: 1219-AA06 


Existing Regulations Under Review 


Timetable: 
Action Date 


ANPRM 07/09/82 
Comment Period 08/27/82 
extended to 
11/15/82 
ANPRM Comment 11/15/82 
Period End 
End Review 00/00/00 
Small Entity: Yes 
Additional information: Each high 
priority section is listed separately in 
this document. 9 
Agency Contact: Patricia W. Silvey. 
Director, Office of Standards, 
Department of Labor, Mine Safety and 
Health Administration, 4015 Wilson 
Boulevard, Room 627, BT +3, Arlington. 
VA 22203, 703 235-1910 


RIN: 1219-AA01 


FR Cite 


47 FR 30025 
47 FR 38097 


63. PATTERN OF VIOLATIONS 


Legal Authority: 30 USC 814(e); 30 USC 
957 ; 


CFR Citation: 30 CFR 104 


Abstract: The Mine Act provides for 


closure under certain conditions, of 
mines having a pattern of serious 
violations until the mine is completely 
free of such violations. The proposed 
regulation would set forth criteria for 
determining if a “pattern of violations” 
exists. Since the proposal was 
published, the statutory concept of 
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“significant and substantial violations” 


its current policy on S&S violations to 
determine an appropriate course of 
regulatory action. 


Date FR Cite 
08/15/80 45 FR 54656 


Agency Contact: Patricia W. Silvey, 
Director, Office of Standards, 
Department of Labor, Mine Safety and 
Health Administration, 4015 Wilson 
Blvd., Rm 627, BT #3, Arlington, VA 
22203, 703 235-1910 


RIN: 1219-AA04 


64. CONSTRUCTION WORK AT 
SURFACE AREAS OF MINES: SAFETY, 
HEALTH STANDARDS 


Legal Authority: 30 USC 811(a\(8) 
CFR Citation: 30 CFR 110 


Abstract: This rule would set forth 
minimum safety and health 
requirements for construction workers 
at surface areas of mines. Since the 
ANPRM, rulemaking has subsequently 
been affected by legislative actions 
which limit MSHA’s jurisdiction over 
certain construction activities at surface 
mines. In addition, several legislative 
proposals have been introduced which 
would permanently affect MSHA's 
jurisdiction over these activities. MSHA 
has decided to defer further rulemaking 
until a more definitive position has 
been reached with respect to MSHA’s 
jurisdiction over surface construction. 


Timetable: 


Action Date 


ANPRM 09/07/79 

ANPRM Comment 10/22/79 
Period End 

End Review 00/00/00 

Next Action Undetermined 


Small Entity: Yes 

Agency Contact: Patricia W. Silvey, 
Director, Office of Standards, 
Department of Labor, Mine Safety and 
Health Administration, 4015 Wilson 





44 FR 52258 


Blvd., Rm 627, BT #3, Arlington, VA 
22208, 703 235-1910 


RIN: 1219-AA05 


65. @REVIEW OF SELF-CONTAINED 
SELF RESCUE DEVICES (SCSR) 
STANDARDS APPLICABLE TO COAL 
MINING 


Legal Authority: 30 USC 811 
CFR Citation: 30 CFR 75.1744 


Abstract: The Self-Contained Self 
Rescue Devices (SCSR) Standards are 
part of the overall coal review of high 
priority standards. These standards 
would be revised to: (1) eliminate 
unnecessary standards; (2) clarify and 
update existing standards; (3) 
incorporate technological advances; and 
(4) reduce recordkeeping burdens on 
the industry. 


Date FR Cite 


07/09/82 47 FR 30025 
07/01/83 48 FR 30589 
ANPRM Comment 07/01/83 
Period Begin 
ANPRM Comment 08/30/83 
Period End 
NPRM 12/00/83 
End Review 00/00/00 


Smail Entity: Yes 


Additional information: Public 
conferences were held during August 
1983. The proposed rule is expected to 
be published during December 1983. 
This entry is part of RIN 1219-AA01 
(Review of Safety and Health 
Standards applicable to Coal) and has 
been separately identified in order to 
more easily distinguish timetables. 
Agency Contact: Patricia W. Silvey, 
Director, Office of Standards, 
Department of Labor, Mine Safety and 
Health Administration, 4015 Wilson 
Boulevard, Room 627, Arlington, VA 
22203, 703 235-1910 


RIN: 1219-AA08 


66. @REVIEW OF CABS OR CANOPIES 
STANDARDS APPLICABLE TO COAL 
MINING 


Priority: Agency Determination 
Legal Authority: 30 USC 811 
CFR Citation: 30 CFR 75.1710 


Abstract: The Cabs or Canopies 
Standards are part of the overall coal 


47559 
Existing Regulations Under Review 


review of high priority standards. These 
standards would be revised to: (1) 
eliminate unnecessary standards; (2) 
clarify and update standards; (3) 
incorporate téchological advances; and 
(4) reduce recordkeeping burdens on 
the industry. 
Timetable: 
Action 

Sean Revi 
ANPRM 10/00/83 
End Review 00/00/00 


Small Entity: Yes 


Date FR Cite 
07/09/82 47 FR 30025 


Additiona! information: An ANPRM is 
expected to be published during 
October 1983. This entry is part of RIN 
1219-AA01 (Review of Safety and 
Health Standards applicable to Coal) 
and has been separately identified in 
order to more easily distinguish 
timetables. 


Agency Contact: Patricia W. Silvey, 
Director, Office »f Standards, 
Department of Labor, Mine Safety and 
Health Administration, 4015 W _\sor. 
Boulevard, Room 627, Arlington, VA. 
22203, 703 235-1910 


RIN: 1219-AA09 


67. @REVIEW OF ELECTRICAL 
STANDARDS APPLICABLE TO COAL 
MINING 


Priority: Agency Determination 
Legal Authority: 30 USC 811 
CFR Citation: 30 CFR 75.500; 30 CFR 


75.600; 30 CFR 75.700; 30 CFR 75.800, 30 
CFR 75.900; 30 CFR 75.1000 


Abstract: The Electrical Standards are 
part of the overall coal review of high 
priority standards. These standards 
would be revised to: (1) eliminate 
unnecessary standards; (2) clarify and 
update existing Standards; {3) 
incorporate technological advances; and 
(4) reduce recordkeeping burdens on 
the industry. 


Timetable: 
Action 

Begin Review 
ANPRM 11/00/83 

End Review 00/00/00 

Small Entity: Yes 

Additional Information: The ANPRM is 
expected to be published during 
November 1983. This entry is part of 
RIN 1219-AA01 (Review of Safety and 
Health Standards applicable to Coal) 





Date FR Cite 
07/09/82 47 FR 30025 
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and has been separately identified in 
order to more easily distinguish 
timetables. 

Agency Contact: Patricia W. Silvey. 
Director, Office of Standards, 
Department of Labor, Mine Safety and 
Health Administration, 4015 Wilson 
Boulevard, Room 627, Arlington, VA 
22203, 703 235-1910 


RIN: 1219-AA10 


68. @REVIEW OF VENTILATION 
STANDARDS APPLICABLE TO COAL 
MINING 


Legal Authority: 30 USC 811 
CFR Citation: 30 CFR 75.300 


Abstract: The Ventilation Standards 
are part of the overall coal review of 
high priority standards. These 
standards would be revised to: (1) 
eliminate unnecessary standards; (2) 
clarify and update standards; (3) 
incorporate technological advances; and 
(4) reduce recordkeeping burdens on 
the industry. 
Timetabie: 
Action _ Date 
Begin Review 
ANPRM 10/00/83 
End Review 00/00/00 


Small Entity: Yes 

Additional information: The ANPRM is 
expected to be published during 
October 1983. This entry is part of RIN 
1219-AA01 (Review of Safety and 
Health Standards applicable to Coal) 
and has been separately identified in 
order to more easily distinguish 
timetables. 


Agency Contact: Patricia W. Silvey. 
Director, Office of Standards, 
Department of Labor, Mine Safety and 
Health Administration, 4015 Wilson 
Boulevard; Room 627, Arlington, VA 
22203, 703 235-1910 


RIN: 1219-AA11 


FR Cite 
07/09/82 47 FR 30025 





CFR Citation: 30 CFR 75.1400 


Abstract: The hoisting and 
transportation standards are part of the 
overall coal review of high priority 


standards. These standards would be 
revised to: (1) eliminate unnecessary 
standards; (2) clarify and update 
standards; (3) incorporate technological 
advances; and (4) reduce recordkeeping 
burdens on the industry. 


Timetable: 


Action 


Date FR Cite 


Begin Review 07/09/82 47 FR 30025 
ANPRM 07/01/83 48 FR 30589 
ANPRM Comment 07/01/83 

Period Begin 
ANPRM Comment 08/30/83 

Period End 
NPRM 12/00/83 
End Review 00/00/00 


Small Entity: Yes 


Additional information: Public 
conferences were held during August 
1983. The proposed rule is expected to 
be published during December 1983. 
This entry is part of RIN 1219-AA01 
(Review of Safety and Health 
Standards applicable to Coal) and has 
been separately identified in order to 
more easily distinguish timetables. 


Agency Contact: Patricia W. Silvey. 
Director, Office of Standards, 
Department of Labor, Mine Safety and 
Health Administration, 4015 Wilson 
Boulevard, Room 627, Arlington, VA 
22203, 703 235-1910 


RIN: 1219-AA12 


70. @REVIEW OF ROOF CONTROL 
STANDARDS APPLICABLE TO COAL 
MINING 


Priority: Agency Determination 
Legal Authority: 30 USC 811 
CFR Citation: 30 CFR 75.200 


Abstract: The Roof Control Standards 
are part of the overall coal review of 
high priority standards. These 
standards would be revised to: (1) 
eliminate unnecessary standards; (2) 
clarify and update standards; (3) 
incorporate technological advances; and 
(4) reduce recordkeeping burdens on 
the industry. 


Timetable: 


Action 
Begin Review 07/09/82. 47 FR 30025 
ANPRM 09/02/83 48 FR 40165 
ANPRM Comment 09/02/83 48 FR 40165 
Period Begin 
ANPRM Comment 11/18/83 
Period End 
End Review 00/00/00 


Small Entity: Yes 


FR Cite 


Existing Regulations Under Review 


Additional information: The ANPRM 
was published September 2, 1983 (48 FR 
40165). This entry is part of RIN 1219- 
AAOt (Review of Safety and Health 
Standards applicable to Coal) and has 
been separately identified in order to 
more easily distinguish timetables. 
Public conferences will be held October 
25 and 27, 1983. 


Agency Contact: Patricia W. Silvey, 
Director, Office of Standards, 
Department of Labor, Mine Safety and 
Health Administration, 4015 Wilson 
Boulevard, Room 627, Arlington, VA 
22203, 703 235-1910 


RIN: 1219-AA13 


71. @REVIEW OF METAL AND 
NONMETAL ELECTRICITY 
STANDARDS 


Legal Authority: 30 USC 811 | 


CFR Citation: “30 CFR 55.12; 30 CFR” 
56.12: 30 CFR 57.12 


Abstract: The electricity standards are 
part of the overall metal and nonmetal 
review of high priority sections. These 
standards would be revised to: (1) 
eliminate unnecessary standards; (2) 
clarify and update existing standards; _ 
(3) incorporate technological advances; 
and (4) reduce recordkeeping burdens 
on the industry. 


Timetable: 
Action 





Date FR Cite 


Begin Review 03/25/83 45 FR 19267 
ANPRM 05/20/83 48 FR 22895 
ANPRM Comment 05/20/83 

Period Begin 
ANPRM Comment 07/19/83 

Period End 
NPRM 12/00/83 
End Review 00/00/00 
Small Entity: Yes 
Additional information: The proposed 
rule is expected to be published during 
December 1983. This entry is part of 
RIN 1219-AA00 (Review of Metal and 
Nonmetal Standards) and has been 
separately identified in order to more 
easily distinguish timetables. 


Agency Contact: Patricia W. Silvey, 
Director, Office of Standards, 
Department of Labor, Mine Safety and 
Health Administration, 4015 Wilson 
Boulevard, Room 627, Arlington, VA 
22203, 703 235-1910 


RIN: 1219-AA14 
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72. @REVIEW OF METAL AND 
NONMETAL GASSY MINE 
STANDARDS 


Legal Authority: 30 USC 811 
CFR Citation: 30 CFR 57.21 


Abstract: The Gassy Mine Standards 
are part of the overall metal and 
nonmetal review of high priority 
sections. These standards would be 
revised to: (1) eliminate unnecessary 
standards; (2) clarify and update 
existing standards; (3) incorporate 
technological advances; and (4) reduce 
recordkeeping burdens on the industry. 





Date FR Cite 


03/25/83 45 FR 19267 
06/10/83 48 FR 27025 
ANPRM Comment 06/10/83 

Period Begin 





Timetable: 
Action 

Begin Review 
ANPRM 


08/12/83 48 FR 36789 


ANPRM Comment 10/06/83 
Period End 
End Review 


Small Entity: Yes 

Additional information: The proposed 
rule is expected to be published early 
in 1984. This entry is part of RIN 1219- 
AAO0 (Review of Metal and Nonmetal 
Standards) and has been separately 
identified in order to more easily 
distinguish timetables. 


Agency Contact: Patricia W. Silvey, 
Director, Office of Standards, 
Department of Labor, Mine Safety and 
Health Administration, 4015 Wilson 
Boulevard, Room 627, Arlington, VA 
22203, 703 235-1910 


RIN: 1219-AA15 


73. @REVIEW OF EXPLOSIVES 
STANDARDS APP"_ICABLE TO COAL 
MINING 


Priority: Agency Determination 
Legal Authority: 30 USC 811 
CFR Citation: 30 CFR 75.1300 


Abstract: The Explosives Standards are 
part of the overall coal review of high 
priority standards. These standards 
would be revised to: (1) eliminate 
unnecessary standards; (2) clarify and 
update standards; (3) incorporate 
technological advances; and (4) reduce 
recordkeeping burdens on the industry. 


Action 
Begin Review 


07/09/82 47 FR 30025 
ANPRM 10/00/83 
End Review 00/00/00 


Smaii Entity: Yes 


Additional information: The ANPRM is 
expected to be published during 
October 1983. This entry is part of RIN 
1219-AA01 (Review of Safety and 
Health Standards applicable to Coal) 
and has been separately identified in 
order to more easily distinguish 
timetables. 


Agency Contact: Patricia W. Silvey, 
Director, Office of Standards, 
Department of Labor, Mine Safety and 
Health Administration, 4015 Wilson 
Boulevard, Room 627, Arlington, VA 
22203, 703 235-1910 


RIN: 1219-AA16 


74. @REVIEW OF METAL AND 
NONMETAL EXPLOSIVES 
STANDARDS 


Priority: Agency Determination 
Legal Authority: 30 USC 811 


CFR Citation: 30 CFR 55.6; 30 CFR 56.6; 
30 CFR 57.6 


Abstract: The explosives standards are 
part of the overall metal and nonmetal 
review of high priority sections. These 
standards would be revised to: (1) 
eliminate unnecessary standards; (2) 
clarify and update existing standards; 
(3) incorporate technological advances; 
and (4) reduce recordkeeping burdens 
on the industry. 
Timetable: 

Action Date 
Begin Review 03/25/80 
ANPRM 09/00/83 
NPRM 


10/00/83 
End Review 00/00/00 


Small Entity: Yes 


Additional Information: The ANPRM is 
expected to be published during 
October 1983. This entry is part of RIN 
1219-AA00 (Review of Metal and 
Nonmetal Standards) and has been 
separately identified in order to more 
easily distinguish timetables. 


FR Cite 
45 FR 19267 
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Agency Contact: Patricia W. Silvey, 
Director, Office of Standards, 
Department of Labor, Mine Safety and 
Health Administration, 4015 Wilson 
Boulevard, Room 627, Arlington, VA 
22203, 703 235-1910 


RIN: 1219-AA17 


75. @REVIEW OF METAL AND 
NONMETAL LOADING, HAULING, AND 
DUMPING STANDARDS 


Legal Authority: 30 USC 811 


CFR Citation: 30 CFR 55.9; 30 CFR 56.9; 
30 CFR 57.9 


Abstract: The Loading, Hauling and 
Dumping Standards are part of the 
overall metal and nonmetal review of 
high priority sections. These standards 
would be revised to: (1) eliminate 
unnecessary standards; (2) clarify and 
update existing standards; (3) — 
incorporate technological advances; and 
(4) reduce recordkeeping burdens on 
the industry. 


Timetabie: 


Action 
Begin Review 03/25/80 45 FR 19267 
ANPRM 04/22/83 48 FR 17513 
ANPRM Comment 04/22/83 

Period Begin 
ANPRM Comment 06/21/83 

Period End 
NPRM 11/00/83 
End Review 00/00/00 


Smali Entity: Yes 


Additional information: The proposed 
rule is expected to be published during 
November 1983. The ANPRM is part cf 
RIN 1219-AA00 (Review of Metal and 
Nonmetal Standards) and has been 
separately identified in order to more 
easily distinguish timetables. 


Agency Contact: Patricia W. Silvey, 
Director, Office of Standards, 
Department of Labor, Mine Safety and 
Health Administration, 4015 Wilson 
Boulevard, Room 627, Arlington, VA 
22203, 703 235-1910 


RIN: 1219-AA18 


76. @REVIEW OF METAL AND 
NONMETAL USE OF EQUIPMENT 
STANDARDS 

Legal Authority: 30 USC 811 


CFR Citation: 30 CFR 55.14, 30 CFR 
56.14; 30 CFR 57.14 
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Abstract: The Use of Equipment 
Standards are part of the overall metal 
and nonmetal review of high priority 
sections. These standards would be 
revised to: (1) eliminate u" 1ecessary 
standards; (2) clarify and update 
existing standards; (3) incorporate 
technological advances; and (4) reduce 
recordkeeping burdens on the industry. 


Date FR Cite 

Begin Review 03/25/80 45 FR 19267 
ANPRM 02/11/83 48 FR 6489 
ANPRM Comment 02/11/83 

Period Begin 
ANPRM Comment 04/15/83 

Period End 
NPRM 10/00/83 
End Review 00/00/00 


Smaii Entity: Yes 

Additional information: The proposed 
rule is expected to be published during 
October 1983. This entry is part of RIN 
1219-AA06 (Review of Metal and 
Nonmetal Standards) and has been 
sepafately identified in order to more 
easily distinguish timetables. 


Agency Contact: Patricia W. Silvey. 
Director, Office of Standards, 
Department of Labor, Mine Safety and 
Health Administration, 4015 Wilson 
Boulevard, Room 627, Arlington, VA 
22203, 703 235-1910 x 


RIN: 1219-AA19 


77. @REVIEW OF METAL AND 
NONMETAL FIRE PREVENTION AND 
CONTROL STANDARDS 


Legal Authority: 30 USC 811 


CFR Citation: 30 CFR 55.4; 30 CFR 56.4; 
30 CFR 57.4 


Abstract: The Fire Prevention and 
Control Standards are Part of the 
overall metal and nonmetal review of 
high priority sections. These standards 
would be revised to: (1) eliminate 
unnecessary standards; (2) clarify and 
update existing standards; (3) 
incorporate technological advances; and 
(4) reduce recordkeeping burdens on 
the industry. 


Date FR Cite 
03/25/80 45 FR 19267 
12/28/82 47 FR 10593 


Action Date FR Cite 


ANPRM Comment 12/28/82 

ANPRM Comment 02/28/83 
Period End 

NPRM 10/00/83 

End Review 00/00/00 


Small Entity: Yes 


Additional information: This proposed 
rule is expected to be published during 
October 1983. This entry is part of RIN 
1219-AA00 (Review of Metal and 
Nonmetal Standards) and has been 
separately identified in order to more 
easily distinguish timetables. 


Agency Contact: Patricia W. Silvey. 
Director, Office of Standards, 
Department of Labor, Mine Safety and 
Health Administration, 4015 Wilson 
Boulevard, Room 627, Arlington, VA 
22203, 703 235-1910 


RIN: 1219-AA20 


78. @REVIEW OF METAL AND 
NONMETAL AIR QUALITY 
STANDARDS 

Legal Authority: 30 USC 811 

CFR Citation: 30 CFR 55.5; 30 CFR 56.5; 
30 CFR 57.5 

Abstract: The Air Quality Standards 
are part of the overall metal and 
nonmetal review of high priority 
sections. These standards would be 
revised to: (1) eliminate unnecessary 
standards; (2) clarify and update 
existing standards; (3) incorporate 
technological advances; and (4) reduce 
recordkeeping burdens on the industry. 


Timetable: 
Date FR Cite 


Action 
03/25/80 45 FR 19267 





Begin Review 
ANPRM 07/06/83 48 FR 31171 
ANPRM Comment 07/06/83 
Period Begin 
Extension of 
Comment 


08/12/83 48 FR 36789 


to 10/06/83 
Extension of 09/00/83 
Comment i 
to 11/07/83 
ANPRM Comment 11/07/83 
Period End 
NPRM 01/00/84 
End Review 00/00/00 


Smail Entity: Yes 


Additional information: The proposed 
rule is expected to be published during 
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January 1984. This entry is part of RIN 
1219-AA00 (Review of Metal and 
Nonmetal Standards) and has been 
separately identified in order to more 
easily distinguish timetables. 


Agency Contact: Patricia W. Silvey. 
Director, Office of Standards, 
Department of Labor, Mine Safety and 
Health Administration, 4015 Wilson 
Boulevard, Room 627, Arlington, VA 
22203, 703 235-1910 


RIN: 1219-AA21 


79. @REVIEW OF METAL & 
NONMETAL GROUND CONTROL 
STANDARDS 


Priority: Agency Determination 
Legal Authority: 30 USC 811 


CFR Citation: 30 CFR 55.3; 30 CFR 56.3; 
30 CFR 57.3 


Abstract: The Ground Control 
standards are part of the overall metal 
and nonmetal review of high priority 
sections. These standards would be 
revised to: (1) eliminate unnecessary 
standards; (2) clarify and update 
existing standards; (3) incorporate 
technological advances; and (4) reduce 
recordkeeping burdens on the industry. 


Action Date FR Cite 


Begin Review 03/25/80 45 FR 19267 
ANPRM 03/11/83 48 FR 10593 
ANPRM Comment 03/11/83 

Period Begin 
ANPRM Comment 05/11/83 

Period End 
NPRM 10/00/83 
End Review 00/00/00 


Small Entity: Yes 


Additional Information: This entry is 
part of RIN 1219-AA00 (Review of 
Metal and Nonmetal Standards) and 
has been separately identified in order 
to more easily distinguish timetables. 
The proposed rule is expected to be 
published October 1983. 


Agency Contact: Patricia W. Silvey, 
Director, Office of Standards, 
Department of Labor, Mine Safety and 
Health Administration, 4015 Wilson 
Boulevard, Room 627, Arlington, VA 
22203, 703 235-1910 


RIN: 1219-AA22 
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80. CONSOLIDATION OF AND REVIEW 
OF TRAINING REQUIREMENTS 


existing metal and nonmetal and coal 
standards to determine if certain 
provisions duplicate, in whole or in 
part, the comprehensive training 
regulations which were promulgated on 
October 13, 1978. In addition, the 
regulations will be reviewed for their 
continued applicability and 


81. NONDISCRIMINATION IN 
PROGRAMS AND ACTIVITIES 
RECEIVING FEDERAL FINANCIAL 
ASSISTANCE FROM THE 
DEPARTMENT OF LABOR 


Priority: Agency Determination 
: 29 USC 706 et seq; 42 


USC 6101 to 6107; 42 USC 2000d-6; 20 USC 
1618; 15 USC 3151; 29 USC 1501 et seq 


CFR Citation: 29 CFR 32 


Abstract: The existing Title VI 
regulation is being reviewed with a 
view tqward establishing a single 


DEPARTMENT OF LABOR (DOL) 


Abstract: The Office of Management 
and Budget requires all federal agencies 
to implement its Policy Letter 82-1 on 
Debarment and Suspension through 
implementing regulations. These rules 
govern standards, policies, and 
procedures which will apply if an 


effectiveness. This rule is needed to 
provide requirements fcr ‘:aining and 
retraining of miners. On 04/22/83 (48 
FR 17517) MSHA extended the ANPRM 
comment period from 05/17/83 to 
06/17/83. 

Timetable: 


Action Date 


ANPRM 03/18/83 

ANPRM Comment 05/17/83 
Period Begin 

ANPRM Comment 06/17/83 
Period End 

Postponement 07/26/83 

Small Entity: Undetermined 


FR Cite 
48 FR 11669 
48 FR 17517 


48 FR 33969 


comprehensive civil rights regulation 
covering all DOL statutory authority 
relating to nondiscrimination in 
Federally assisted programs. The need 
for uniform gdministrative and 
enforcemen procedures is also being. 
reviewed. 


Timetable: 


Action Date 





Next Action Undetermined 
' Small Entity: No 


individual or concern is to be debarred 
or suspended from eligibility to receive 
DOL contracts. 


Compieted 


Additional information: Commenters to 
the ANPRM requested MSHA to 
postpone this review until some of the 
standards currently under review in 30 
CFR 55, 56 and 57 are completed. On 
07/26/83 (48 FR 33969) MSHA 
postponed this review until further 
notice. 


Agency Contact: Patricia W. Silvey. 
Director, Office of Standards, 
Department of Labor, Mine Safety and 
Health Administration, 4015 Wilson 
Bivd., Rm. 631, BT #3, Arlington, 
Virginia 22203, 703 235-1910 


RIN: 1219-AA07 


Government Levels Affected: Local. 
State 

Agency Contact: William J. Harris, 
Director, Office of Civil Rights, 
Department of Labor, Office of the 
Assistant Secretary for Administration 
and Management, Rm N4603, FPBidg.. 
200 Constitution Ave., NW, 


- Washington, DC 20210, 202 523-8927 


RIN: 1291-AA02 


Dir., Ofc. of Procurement & Grant 
Policy, Department of Labor, Office of 
the Assistant Secretary for 
Administration and Management, Rm 
C4311, FPBldg., 200 Constitution Ave., 
NW, Washington, DC 20210, 202 523- 
9174 


RIN: 1291-AA01 





Federal Register / Vol. 48, No. 201 / Monday, October 17, 1983 / Unified Agenda 


Legal Authority: 5 USC 301; 40 USC 
486(c); 41 USC 401; EO 12352 


CFR Citation: 41 CFR 29; 48 CFR 29 


Abstract: Develop and publish a_ 
Department of Labor FAR Supplement 


Abstract: This rule would provide for 
independent audits on an organization- 
wide basis of financial operations of 


CFR Citation: 41 CFR 29-70.217 


Abstract: This rule would provide for 
independent audits on an organization- 
wide basis of financial operations of 
Federal grantees that are State or local 
governments or Indian tribal 


that implements the FAR to the extent 
necessary, without duplicating, 
paraphrasing, or contradicting the FAR. 


governments that receive Federal 
assistance as well as Univerities, 
hospitals and non-profit organizations. 
Timetabie: 


Action 


FR Cite 


Next Action Undetermined 
Small Entity: No 
Additional Information: Previous action 


governments that receive Federal 
assistance. 


Timetable: 

Action Date 

NPRM 08/17/82 

NPRM Comment 08/17/82 
Period s 


FR Cite 


47 FR 35784 
47 FR 35784 


Begin 
NPRM Comment 09/16/82 
Period End 
Interim Final Rule 03/31/83 


Final Action 08/19/83 48 FR 37786 


Existing Regulations Under Review 


Affected Sectors: Ali 


- Government Levels Affected: Local, 


State, Federal 


Agency Contact: Theodore Goldberg, 
Director, Office of Proc. & Grant Policy. 
Department of Labor, Office of the 
Assistant Secretary for Administration 
and Management, 200 Constitution 
Avenue, N.W., Washington, DC 20210, 
202 523-9174 


RIN: 1291-AA03 
BILLING CODE 4510-23-T 


Current and Projected Rulemakings 


RIN 1292-AA00, Federal and Non- 
Federal Audit Requirements. 


Agency Contact: Edwin Terrell, Chief. 
Federal Assistance Coord. Branch, 
Department of Labor, Office of the 
Inspector General, Rm. $5030, FP Bidg.. 
200 Constitution Avenue, NW, 
Washington, D.C. 20210, 202.523-8404 


RIN: 1292-AA01 


09/19/83 48 FR 37786 


Agency Contact: Edwin Terrell, Chief, 
Federal Assistance Coord. Branch, 
Department of Labor, Office of the 
Inspector General, Rm $5030, FP Bldg., 
200 Constitution Avenue N.W., 
Washington, D.C. 20210, 202 523-8404 


RIN: 1292-AA00 
BILLING CODE 4510-23-T 
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DEPARTMENT OF LABOR (DOL) 


Occupational Safety and Health Administration (OSHA) 


Abstract: Existing OSHA standards are 
designed to protect employees who are 
engaged in work involving exposure to 
only a few toxic chemicals during 
relatively standardized, continuous or 
repetitive processes. In contrast, 
laboratory workers are exposed to a 
multitude of toxic substances under 
frequently changing or unpredictable 
conditions. OSHA will examine 
whether prudent work practices and 
protective equipment, chosen for the 
specific facility and task, are more 
effective, feasible and economical for 
laboratory work than adhering to 
OSHA’s current substance-specific 
exposure standards. 





Date _—‘FR Cite 
04/14/81 46 FR 21785 


Director, Health Standards Programs, 
Department of Labor, Occupational 
Safety and Health Administration, Rm 
N3718, FPBidg., 200 Constitution Ave, 
NW, Washington, DC 20210, 202 523- 
7075 


“RIN: 1218-AA00 


87. CARCINOGEN POLICY 
Priority: Major 


29 USC 653; 29 USC 


Legal Authority: 
655; 29 USC 657 
CFR Citation: 29 CFR 1990 : 


Abstract: The Carcinogen Policy 
describes the criteria and procedures 
OSHA will use to identify, classify, and 
then regulate carcinogens. The Policy 
also establishes a process for screening 
chemicals and for setting priorities for 
potential rulemaking activities. The 
validity of the scientific criteria set 
forth in the policy and the cost- 
effectiveness of the rule are being 
reexamined. The original standard was 
issued in 1980 before the Supreme 
Court “benzene” decision on significant 
risk. Thereafter, a final rule deleting 


provisions of the Carcinogen Policy that 
were inconsistent with the benzene 
decision was published on 01/19/81 (46 
FR 4889). A proposal was published on 
01/23/81 (46 FR 7402) to permit 
alternatives to the risk analysis section 
of the carcinogen policy to be 
addressed. The proposal was 
withdrawn on 03/27/81 (46 FR 19000). 
An advance notice of proposed 
rulemaking was published on 01/05/82 
(47 FR 187) with comments due by 
04/05/82. That document also proposed 
to stay the publication of the candidate 
and priority lists. The end of the 
comment period on the proposed stay 
of the candidate. and priority lists was 
02/19/82. A final decision to stay the 
lists was (cont) 


Timetable: 
Action Date 


ANPRM 01/05/82 

End of Comment 02/19/82 
Period on stay 

ANPRM Comment 04/05/82 
Period End 

Stay published 

NPRM 


Small Entity: No 

Additional information: ABSTRACT 
(CONT): published 01/04/83 (48 FR 
241). It is expected that the proposal on 
the underlying rule will be published by 
11/83. 

Government Levels Affected: Federal 
Agency Contact: Dr. Leonard Vance, 
Director, Health Standards Programs, 
Department of Labor, Occupational 
Safety and Health Administration, Rm 
N3718, FPBldg., 200 Constitution Ave, 
NW, Washington, DC 20210, 262 523- 
7075 

RIN: 1218-AA01 


~ 


FR Cite 
47 FR 187 


01/04/83 48 FR 241 
11/00/83 


88. COTTON DUST 

Priority: Major 

Legal Authority: 29 USC 655(b) 
CFR Citation: 29 CFR 1910.1043 


Abstract: The standard, issued in 1978, 
has been legally challenged and stayed 
as it applies to certain industries. In 
addition, where the standard is in 
effect, there have been problems with 
the device that is used to ineasure 
cotton dust. Further, control methods 
specified by the standard may not be 


Current and Projected Rulemakings 


cost effective. There is also question 
about the demonstration of a significant 
risk of disease in some of the industry 
sectors covered by the standard. Data 
are now being collected to determine 
how and to what extent the rule should 
be revised. Two ANPRMs have been 
published: 03/31/81 (46 FR 19501) and 
02/09/82 (47 FR 5906). The second 
ANPRM modified and expanded the 
issues set forth in the first ANPRM. On 
08/13/82 (47 FR 35255) OSHA proposed 
to stay enforcement of the current 
standard for knitting operations. The 
comment period on the proposed stay 
ended 09/13/82. A notice of final 
decision on the stay was published 
02/04/83 (48 FR 5267). A proposal to 
revise the standard for cotton dust was 
published 06/10/83 (48 FR 26962). Public 
hearings will be held on 09/19/83 in 
Washington, DC; on 09/27/83 in Dallas, 
Texas; and on 10/04/83 in Columbia, 
South Carolina. 


Timetable: 
Action Date 


ANPRM 03/31/81 

ANPRM Comment 05/15/81 
Period End 

Second ANPRM 02/09/82 

Second ANPRM 03/26/82 
Comment Period 
ended 

NPRM 06/10/83 

NPRM Comment 06/10/83 
Period Begin 

NPRM Comment 08/26/83 
Period End 

Final Action 03/00/84 

Small Entity: Yes 


Agency Contact: Dr. Leonard Vance, 
Director, Health Standards Programs, 
Department of Labor, Occupational 
Safety and Health Administration, Rm 
N3718, FPBldg., 200 Constitution Ave, 
NW, Washington, DC 20210, 202 523- 
7075 


RIN: 1218-AA02 


FR Cite 
46 FR 19501 


47 FR 5906 


89. ETHYLENE OXIDE (ETO) 
Priority: Major 

Legal Authority: 29 USC 655(b) 
CFR Citation: 29 CFR 1910.1047 


Abstract: OSHA has proposed to 
amend its existing occupational 
standard that regulates employee 
exposure to ethylene oxide (EtO). The 
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is for this action is a determination 
the Assistant Secretary, based on 
animal and human data, that exposure 
EtO at OSHA's current permissible 


7 


48 FR 17284 


N3718, FPBldg, 200 Constitution Ave.. 
NW, Washington, DC 20210, 202 523- 
7075 


RIN: 1218-AA03 


CFR Citation: 29 CFR 1910.134; 29 CFR 
1915.152. 29 CFR 1918.102; 29 CFR 
1926.103 


Abstract: The present respiratory 
protection standards have been in place 
for 10 years and do not take into 
consideration the current state-of-the- 
art for respiratory protection. In 
addition, the general industry standard 
for respirators contains redundancies 
and includes several advisory 
provisions which should be eliminated 
or changed. Therefore, it is considered 
appropriate to reexamine the subject of 
respiratory protection and to modify the 
existing standards after review of the 
comments received. 


Action Date 
ANPRM 
ANPRM Comment 05/14/82 
Period Begin 
Notice of 
Clarificat 
ANPRM Comment 09/13/82 
Period End 
NPRM 


08/31/82 47 FR 38362 


12/00/83 


Small Entity: Yes 

Agency Contact: Dr. Leonard Vance. 
Director, Health Standards Programs, 
Department of Labor, Occupational 
Safety and Health Administration, Rm 
N3718, FPBidg, 200 Constitution Ave., 
NW, Washington, DC 20210, 202 523- 
7075 : 


RIN: 1218-AA05 


91. ETHYLENE DIBROMIDE (EDB) 
Priority: Major 

Legal Authority: 29 USC 655(b) 
CFR Citation: 29 CFR 1910.1048 


Abstract: On 12/18/81 (46 FR 61671) 
OSHA published an ANPRM 
announcing its intention to consider 
revising the current standard regulating 
occupational exposure to ethylene 
dibromide. Recent scientific studies 
have reported that EDB caused cancer 
when administered orally, by inhalation 
and by skin application in laboratory 
rats and mice. In addition, other studies 
have shown EDB to be a mutagen, 
teratogen and testicular toxin in 
experimental animals. On the basis of 
these reports, OSHA has determined 
that its current permissible exposure 
limit of 20 ppm does not provide 
exposed workers adequate protection 
against cancer and other adverse health 
effects. It is anticipated that a proposed 
new standard for EDB will be published 
by 10/83. 

Timetable: 


Action 


s 46 FR 61671 


ANPRM Com Per 
orig ended 
03/31/82 

ANPRM 12/18/81 

Comment Period 02/26/82 
extended to 
03/31/83 

Comment Period 04/02/82 
extended to 
05/31/82 

ANPRM Comment 05/31/62 
Period End 

NPRM 10/00/83 

Smafi Entity: Yes 


46 FR 61671 
47 FR 8380 


47 FR 14169 


” 05/14/82 47 FR 20803 


Current and Projected Rulemakings 


Agency Contact: Dr. Leonard Vance. 
Director, Health Standards Programs, 
Department of Labor, Occupational 
Safety and Health Administration, Rm 
N3718, FPBlidg, 200 Constitution Ave.. 
NW. Washington, DC 20210. 202 523- 
7075 


RIN: 1218-AA06 


92. HAZARD COMMUNICATION 
Priority: Major 


Authority: 29 USC 655(b); 29 USC 
657 


CFR Citation: 29 CFR 1910.1200 


Abstract: The proposed standard would 
require chemical manufacturers to 
assess the hazards of chemicals which 
they produce and to provide 
information to their employees abc st 
these hazards by means of hazards 
communication programs including 
labels, material safety data sheets and 
training. Original proposa! published 
01/16/81 (46 FR 4412) was withdrawn 
02/12/81 (46 FR 12020) to permit further 
analysis of requlatory alternatives. A 
new proposal was published 03/19/82 
(47 FR 12092). Public hearings were held 
in various locations during June and 
July 1982. 


Date 
01/28/77 
01/16/81 
02/12/81 


FR Cite 


42 FR 5372 
46 FR 4412 
46 FR 12020 


03/19/82 
04/16/82 


47 FR 12092 
47 FR 16348 
announced 
NPRM Comment 
Period End 
Final Action 10/00/83 


Smail Entity: Yes 


Public Compliance Cost: initial Cost: 
$591,440,000; Yearly Recurring Cost: 
$158,490,000 


Affectéd Sectors: Multiple 
Government Leveis Affected: State. 
Federal 


05/18/82 


Agency Contact: Dr. Leonard Vance. 
Director, Health Standards Programs, 
Department of Labor, Occupational 
Safety and Health Administration, Rm 
N3718, FPBidg, 200 Constitution Ave.. 
NW, Washington, DC 20210, 202 523- 
7075 


RIN: 1218-AA08 
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93. LEAD - RECONSIDERATION OF 
WHOLE STANDARD 


Priority: Major 
Legal Authority: 29 USC 655(b) 
CFR Citation: 29 CFR 1910.1025 


Abstract: The current standard for 
occupational exposure to lead was 
promulgated in 1978. It sets a PEL of 50 
micrograms of lead per cubic meter of 
air (50 ug/m3), and requires the use of 
feasible engineering or workpractice 
controls. There are serious questions 
concerning significant risk, feasibility 
and cost-effectiveness of the standard 
in certain industries; therefore, OSHA 
has announced its intention to review 
and reconsider the regulation. The 
ANPRM asked for comment on such 
issues as economic and technological 
feasibility, and cost-effectiveness. 


Action Date FR Cite 
ANPRM 04/21/81 46 FR 22764 
ANPRM Comment 06/01/81 

Period End 
NPRM 10/00/83 


Small Entity: Yes 

Agency Contact: Dr. Leonard Vance, 
Director, Health Standards Programs, 
Department of Labor, Occupational 
Safety and Health Administration, Rm 
N3718, FPBldg:, 200 Constitution Ave., 
NW, Washington, DC 20210, 202 523- 
7075 


RIN: 1218-AA11 


94. LEAD - COVERAGE OF THE 
STEVEDORING INDUSTRY 


Legal Authority: 29 USC 655(b) 
CFR Citation: 29 CFR 1910.1025 


Abstract: Circumsterces unique to the 
stevedoring industry may make the 
application of the OSHA Lead 
Standard, in its present form, 
inappropriate. Therefore, OSHA has 
proposed to exempt this industry or to 
administratively stay application of the 
entire standard to this industry while 
the Agency examines (1) whether the 
stevedoring industry should be subject 
to this, or any lead standard and (2) if 
the industry should be subject to a 
different lead standard, what form that 
standard should take. 


02/26/82 47 FR 8381 
NPRM Comment 03/29/82 
Period End 


Final Action 10/00/83 

Smail Entity: No 

Agency Contact: Dr. Leonard Vance. 
Director, Health Standards Programs, 
Department of Labor, Occupational 
Safety and Health Administration, Rm 
N3718, FPBlidg., 200 Constitution Ave., 
NW, Washington, DC 20210, 202 523- 
7075 


RIN: 1218-AA13 


95. ACCESS TO EMPLOYEE 
EXPOSURE AND MEDICAL RECORDS 


Legal Authority: 29 USC 655(b); 29 USC 
657 


CFR Citation: 29 CFR 1910.20 


Abstract: The regulation, promulgated 
in May, 1980 (45 FR 35212), requires 
employers to preserve and maintain 
exposure and medical records pertinent 
to an employee's occupational exposure 
to toxic substances, and to assure 
access to these records by employees, 
designated employee representatives, 
and OSHA. OSHA.,has reviewed the 
regulation and has proposed certain 
modifications including revision of the 
definitions of “toxic substance” and 
“exposure records”, changes in the 
scope and application of the regulation 
and additional trade secret protection 
provisions. 

Timetable: 


Action 


NPRM 07/13/82 47 FR 30420 
Washington, DC 07/13/82 
Hearing 
Notices of intent 09/14/82 
for Hearing due 
NPRM Comment 09/21/82 
Period End 
Hearing 
presentations 
due 


FR Cite 


FR Cite - 


09/21/82 


Final Action 11/00/83 
Small Entity: Undetermined 


Agency Contact: Dr. Leonard Vance, 
Director, Health Standards Programs, 
Department of Labor, Occupational 
Safety and- Health Administration, Rm 
N3718, FPBldg., 200 Constitution Ave.. 
NW, Washington, DC 20210, 262 523- 
7075 


RIN: 1218-AA15 


96. ASBESTOS 
Priority: Major 


Current and Projected Rulemakings 


Legal Authority: 29 USC 655(b); 40 USC 
333 


CFR Citation: 29 CFR 1910.1001 


Abstract: OSHA contemplates revising 
this rule because NIOSH and other 
sources have provided data to OSHA 
indicating that the present OSHA 
permissible exposure limit (PEL) may 
not adequately protect workers from 
asbestos-related diseases. The revision 
may include a change in the PEL and 
modification of other requirements to 
assure that industry compliance is 
achieved in the most cost-effective way. 
An NPRM was published 10/09/75 (40 
FR 47652) OSHA anticipates publication 
of a final rule by 12/83. 


Timetable: 


Action 
NPRM 
End Review 
Final Action 


10/09/75 40 FR 47652 
04/00/83 
12/00/83 


Small Entity: Yes 


Agency Contact: Dr. Leonard Vance. 
Director, Health Standards Programs, 
Department of Labor, Occupational 
Safety and Health Administration, Rm 
N3718, FPBidg., 200 Constitution Ave., 
NW, Washington, DC 20210, 202 523- 
7075 


RIN: 1218-AA26 


97. METHODS OF COMPLIANCE 
Priority: Major, Task Force 
Legal Authority: 29 USC 655(b) 


CFR Citation: 29 CFR 1910.1000(e); 29 
CFR 1910.134(a)(1) 


Abstract: OSHA is reviewing its policy 
relating to the use of engineering 
controls and respirators for air 
contaminants. Current OSHA, standards 
require that employers implement 
feasible engineering controls to 
maintain air contaminant 
concentrations in the workplace to 
within the prescribed permissible 
exposure limits. The use of respirators 
is permitted only in those cases where 
engineering controls are not feasible, 
are not yet installed or are not 
adequate. This policy has been 
criticized as being too inflexible, not 
cost-effective and often unnecessary for 
health protection. OSHA intends. to 
perform a. careful review of the relevant 
issues and to consider,.as a first action, 
the possible revision of two standards, 
29 CFR 1910.1000(e) [Air Contaminants] 
and 29 CFR 1910.134{a)(1) [Respiratory 
Protection}. OSHA's policy forthe use 
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Safety and Health Administration, Rm 
N3718, FPBldg, 200 Constitution Ave., 
NW, Washington, DC 20210, 202 523- 
7075 


RIN: 1218-AA28 


CFR Citation: 29 CFR 1910.95(a); 29 CFR 
1910.95(b) 

Abstract: OSHA's existing standard 
specifies a maximum permissible 
exposure limit (PEL) of 90 dB and 
requires reduction of noise levels 
through the use of engineering or 
administrative means, whenever 
feasible. The noise standard has been 
targeted for review by the President's 
Task Force on Regulatory Relief. OSHA 
is reviewing the standard to assess the 
cost-effectiveness of various regulatory 
alternatives that the Agency has not 
previously studied. The Agency will 
base its review on its 10 years of 
enforcement experience, and on the 
industry-wide effectiveness of hearing 
conservation programs. In addition, the 
Agency intends to examine the PEL in 
view of current research data. 


of Labor, Occupational 
Safety and Health Administration, Rm 
N3718, FPBidg, 200 Constitution Ave., 
NW, Washington, DC 20210, 202 523- 
7075 


RIN: 1218-AA29 
a ener RRR STIR CREE ESI 


99. FIELD SANITATION 
Legal Authority: 29 USC 655(b) 
CFR Citation: 29 CFR 1928 


Abstract: OSHA is considering 
amending 29 CFR 1928 (Standards for 
Agriculture) to require employers to 
provide sanitation facilities for 
agricultural employees working in the 
field. OSHA is taking this action in 
compliance with an order of the District 
Court for the District of Columbia and a 
negotiated settlement with the Migrant 
Lega! Action Program which requires 
the Agency to make a good faith effort 
to complete a field sanitation standard 
or to publish a determination that no 
such standard is needed. 


Action Date FR Cite 
ANPRM 03/01/83 48 FR 8495 
ANPRM Comment 03/01/83 

Period Begin 
ANPRM Comment 05/02/83 

Period End 
NPRM 12/00/83 
Small Entity: Undetermined 
Agency Contact: Dr. Leonard Vance, 
Director, Health Standards Programs, 
Department of Labor, Occupational 
Safety and Health Administration, Rm 





‘N3718, FPBldg., 200 Constitution Ave., 


NW, Washington, DC 20210, 202 523- 
7075 
RIN: 1218-AA44 


100. @BENZENE 

Priority: Major 

Legal Authority: 29 USC 655(b) 

CFR Citation: 29 CFR 1910.1000, Tabie Z- 
2; 29 CFR 1910.1028 

Abstract: OSHA intends to undertake 
an expedited rulemaking on benzene in 
response to the potential significance of 
the risk presented by occupational 
exposure to benzene. A Request for 
Information and Regulatory Schedule 
was published 07/08/83 (48 FR 31412). 


Timetable: 
Action Date 


NPRM 11/00/83 
Informal public 02/00/84 
hearings 





FR Cite | 


Final Action 06/00/84 
Small Entity: Yes 


Current and Projected Rulemakings 


Agency Contact: Dr. Leonard Vance, 
Director, Health Standards Program, 
Department of Labor, Occupational 
Safety and Health Administration, Rm 
N3718, FPBlidg., 200 Constitution Ave. 
N.W., Washington, D.C. 20210, 202 523- 
7075 


RIN: 1218-AA47 
ARM NORE A TTT 


101. REVOCATION OF ADVISORY 
AND REPETITIVE STANDARDS 


Legal Authority: 29 USC 655(b) 
CFR Citation: 29 CFR 1910 


Abstract: There are a number of 
subject areas now presently covered by 
a “should” provision. Because of 
numerous court decisions holding that 
these rules are only advisory, OSHA 
has been precluded from enforcing 
abatement of associated hazards. The 
revocation of these provisions as well 
as some duplicative standards will aid 
in clarifying the General Industry 
Standards. 





05/28/82 
06/08/82 47 FR 24751 


06/15/82 47 FR 25743 


07/27/82 

Extend NPRM 47 FR 34577 

Com Period to 

09/10/82 
Final Action 
Small Entity: No 
Agency Contact: Barry White, Director, 
Safety Standards Programs, Department 
of Labor, Occupational Safety and 
Health Administration, Rm N3605, 
FPBldg, 200 Constitution Ave., NW, 
Washington, DC 20210, 202 523-8061 


RIN: 1218-AA19 


08/10/82 


11/00/83 


102. CONCRETE AND MASONRY 
CONSTRUCTION (CONCRETE, 
CONCRETE FORMS, AND SHORING) 


Legal Authority: 29 USC 655(b); 40 USC 
333 


CFR Citation: 29 CFR 1926, Subpart O 


Abstract: One of the greatest hazards 
associated with concrete and masonry 
structures in the construction industry 
is the collapse or failure of the entire 
structure or its forms and shoring. The 
catastrophic failures that have occurred 
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in recent years compel review of the 
existing standard applicable to such 
construction operations. 


11/00/83 
Small Entity: Undetermined 


Agency Contact: Barry White, Director, 
Safety Standards Programs, Department 
of Labor, Occupational Safety and 
Health Administration, Rm N3605,. - 
FPBldg, 200 Constitution Ave., NW, 
Washington, DC 20210, 202 523-8061 


RIN: 1218-AA20 


103. MULTI- AND SINGLE-PIECE RIM 
WHEELS 


Legal Authority: 29 USC 655(b) 
CFR Citation: 29CFR 1910.177 


Abstract: OSHA is proposing to amend 
section 1910.177, Servicing Multi-Piece 
Rim Wheels, to include the servicing of 
single-piece rim wheels. A review of 
injuries incurred by employees. 
servicing single-piece rim wheels 
indicates risks comparable to those 
associated with servicing multi-piece 
rim wheels prior to the issuance of 
section 1910.177. The ‘propesed 
amendment, if adopted, would require 
employee training, both initial and 
periodic refresher, the use of clip-on 
chucks and observance of prohibited 
areas while inflating single-piece rim 
wheels, correct matching of tires and 
wheels, and adherence to safe servicing 
procedures: It is expected that the cost 
of the regulation would be minimal. 


Date 


NPRM 11/12/82 

NPRM Comment 11/12/82 
Period Beai 

NPRM Comment 01/26/83 
Period End 

Final Action 

Small Entity: No 


Agency Contact: Barry White, Director, 
Safety Standards Programs, Department 
of Labor, Occupational Safety and 
Health Administration, Rm N3605, 
FPBldg, 200 Constitution Ave., NW, 
Washington, DC 20210, 202 523-8061 


RIN: 1218-AA21 





47 FR 51159 
47 FR 57739 


10/00/83 


Legal Authority: 29 USC 655(b); 33 USC 
941 


CFR Citation: 29 CFR 1910 

Abstract: Employees in grain handling 
facilities (grain elevators, processing 
plants, and mills) are exposed te safety 
hazards associated: with fires and 
explesions. Enforcement personnel have 
met with difficulties in the application 
of existing OSHA general industry 
standards to contro] these: major 
hazards. OSHA is now developing a 
propesed standard for graim handling 
facilities. 


Timetable: 


ANPRM 

ANPRM Comment 03/24/80 
Period End 

NPRM 10/00/83 


Small Entity: Yes 

Agency Contact: Barry White, Director, 
Safety Standards Programs, Department 
of Labor, Occupational Safety and 
Health Administration, Rm N3605, 
FPBldg, 200 Constitution Ave., NW, 
Washington, DC 20210, 202 523-8061 


RIN: 1218-AA22 


105. COMMERCIAL DIVING 
OPERATIONS: WHOLE STANDARD 


Priority: Task Force 


Authority: 29 USC 655(b); 40 USC 
333; 33 USC 941 


CFR Citation: 29 CFR 1910 


Abstract: The standard regulates 
commercial diving operativus. It needs 
to be revised to provide more flexibility 
to small diving operations with regard 
to equipment use, medical fitness, and 
recordkeeping. In addition, other issues 
need to be resolved, including the issue 
of dual jurisdiction over diving 
operations which now exists: between 
OSHA and the U.S. Coast Guard. The 
standard has been targeted for review 
by the President's Task Force on 
Regulatory Relief. 

Timetable: 
Action Date FR Cite 


ANPRM 02/26/82 47 FR 8379 
Extend Comment 04/16/82 e 
Period from 
04/12/82 
ANPRM Comment 06/14/82 
Period End 
NPRM 


06/00/84 


Programs, 
of Labor, Occupational Safety and 
Health Administration, Rm N3605, 
FPBldg, 200 Constitution Ave.,.NW, 
Washington, DC 20210, 202 523-8061 


RIN: 1218-AA23 


106. STATE PLAN BENCHMARKS 
Legal : PL 91-596, Sec 8(g); PL 
91-596, Sec 18; PL 97-377 Fiscal 1983 Con- 
scadearinianedl 

CFR Citation: 29 CFR 1902 

Abstract: The proposed rule will allow 
OSHA to grant final approval under 
Section 18{e} of the Act to eligible 
States when their compliance staffing is 
equivalent to Federal staffing. This 
action has been precluded for the past 
four years because of “benchmark” 
staffing requirements established in 
response to a 1978 Court decision and 
order. Through FY 1982 Supplemental 
Appropriations action (PL 97-257), 
Congress has required the modification 
of these previously established: 
benchmarks and established the 
principle that State staffing need only 
be equivalent to current comparable 
Federal staffing. The proposed rule 
published: 11/05/82 (47 FR 50307) gave 
notice of the actual required benchmark 
modifications for each State operating 
an approved State plan. On the basis of 
the Fiscal Year 1983 Continuing 
Resolution, enacted in December 1982, 
OSHA is precluded from pursuing this 
specific regulatory initiative and is 
holding further action in abeyance. 
Timetable: 

Action Date FR Cite 


NPRM 11/05/82 47 FR 50307 
NPRM Comment 12/06/82 

’ Period End 

Next Action Undetermined 

Small Entity: Undeiermined 

Agency Contact: Bruce Hillenbrand, 
Director, Federal Comp. & State 
Programs, Department of Labor, 
Occupational Safety and Health 
Administration, Rm $4004, FPBldg, 200 
Constitution Ave., NW, Washington, 
DC 20210, 202 523-8021 


RIN: 1218-AA25 


107. ELECTRICAL SAFETY - RELATED 
WORK PRACTICES 
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Legal Authority: 29 USC 655(b) 
CFR Citation: 29 CFR 1910 


Abstract: Standards are currently under 
review for the second part (Subpart S 
of Part 1910} of OSHA's electrical 
standard, which relates to Electrical 
Safety Related Work Practices. 


Agency Contact: Barry White, Director, 
Safety Standards Programs, Department 
of Labor, Occupational Safety and 
Health Administration, Rm N3605, 
FPBidg, 200 Constitution Ave., NW. 
Washington, DC 20210, 202 523-8061 


RIN: 1218-AA32 


CFR Citation: 29 CFR 1910 


Abstract: The present standard, which 
requires positive engagement of a 
powered platform with a building face 
to provide stabilization, may need to be 
revised because many variance designs 
have been submitted which do not 
provide positive engagement of the 
platform, yet claim equal stability. The 
agency believes there may be merit to 
this claim. 


02/11/83 48 FR 6368 
ANPRM Comment 02/11/83 48 FR 6368 
Period Begin 
ANPRM Comment 03/14/83 
Period End 
02/00/84 


of Labor, Occupational Safety and 
Health Administration, Rm N3605, 
FPBldg, 200 Constitution Ave., NW, 
Washington, DC 20210, 202 523-8061 


- RIN: 1216-AA33 


109. OIL AND GAS WELL DRILLING 
AND SERVICING 


Legal Authority: 29 USC 655(b) 
CFR Citation: 29 CFR 1910 


Abstract: Employees in oil and gas well 
drilling and servicing are exposed to a 
variety of safety hazards which are not 
specifically covered by present OSHA 
safety standards. It has proved difficult 
to apply the existing general industry 
standards to control the unique nature 
of this industry. OSHA is considering a 
standard which will address the unique 
problems of oil and gas well drilling 
and servicing. 


FR Cite 


10/00/83 
Small Entity: Yes 


Agency Contact: Barry White, Director, 
Safety Standards Programs, Department 
of Labor, Occupational Safety and 
Health Administration, Rm N3605, 
FPBldg, 200 Constitution Ave., NW, 
Washington, DC 20210, 202 523-8061 


RIN: 1218-AA34 


110. EXCAVATIONS (EXCAVATIONS, 
TRENCHING, AND SHORING) 


Priority: Agency Determination 
Legal Authority: 29 USC 655(b); 40 USC 
333 


CFR Citation: 29 CFR 1926 


Abstract: This rule prescribes and 
recommends the minimum measures to 
be taken to protect employees from 
injury during excavation work. A 
revision of the existing rule is being 
considered because trench and 
excavation sidewall failures that have 
resulted in death and injury to workers 
continue in significant numbers. Claims 
that the standards are ambiguous and 
too restrictive, especially with respect 
to the type of soil involved, have also 
been made. 








NPRM 10/00/83 
Small Entity: Undetermined 
Contact: Barry White, Director, 


Agency 
Safety Standards Programs, Department 
of Labor, Occupational Safety and 


Current and Projected Rulemakings 


Health Administration, Rm N3605, 
FPBldg, 200 Constitution Ave., NW, 
Washington, DC 20210, 202 523-8061 


RIN: 1218-AA36 


111. FALL PROTECTION (FLOOR AND 
WALL OPENINGS AND STAIRWAYS) 


Priority: Agency Determination 
Legal Authority: 29 USC 655(b); 40 USC 
333 


CFR Citation: 29 CFR 1926 


Abstract: The existing standard is 
being reviewed because it is poorly 
formatted, ambiguous, omits coverage 
of several areas needing fall protection 
and is misnamed. The standard has 
resulted in industry and trade confusion 
as well as compliance officer 
misapplication because of its present 
format and language. 


Timetable: 
Action 
NPRM 


‘Date —-FR Cte 


10/00/83 


- Small Entity: Undetermined 


Agency Contact: Barry White, Director, 
Safety Standards Programs, Department 
of Labor, Occupational Safety and 
Health Administration, Rm N3605, 
FPBldg, 200 Constitution Ave., NW, 
Washington, DC 20210, 202 523-8061 


RIN: 1218-AA37 


112. UNDERGROUND CONSTRUCTION 
(TUNNELS AND SHAFTS) 


Priority: Agency Determination 
Legal Authority: 29 USC 655(b); 40 USC 
333 


CFR Citation: 29 CFR 1926.800 


Abstract: The existing standards may 
be revised to update the treatment of 
hazards of construction in underground 
locations such as tunnels, shafts, 
chambers, passageways and covered 
excavations. In some cases, the existing 
standard may be too restrictive. 
Additionally, some of the language is 
ambiguous. 

Timetable: 


Action 


NPRM 
NPRM Comment 
Period Begin 
NPRM Comment 
Period End 

Final Action 


48 FR 152 
48 FR 152 


08/05/83 
08/05/83 


10/04/83 


08/00/84 
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DOL—OSHA 


Small Entity: No 


Agency Contact: Barry White, Director, 
Safety Standards Programs, Department 
of Labor, Occupational Safety and 
Health Administration, Rm N3605, 
FPBidg, 200 Constitution Ave., NW, 
Washington, DC 20210, 202 523-8061 


RIN: 1218-AA38 


113. ELECTRICAL STANDARDS - 
CONSTRUCTION 


Priority: Agency Determination 


Legal Authority: 29 USC 655(b); 40 USC 
333, Sec 107 


CFR Citation: 29 CFR 1926 


Abstract: The current OSHA standard 
incorporates the old (1971) National 
Electrical Code by reference and is in 
need of updating. The agency is 
examining the rule in light of repeated 
criticisms that many details in the 
present standard either conflict with or 
limit the implementation of current 
construction practices. 


Timetable: 
Action 

NPRM 

Small Entity: No 
Affected Sectors: Multipie 


Government Levels Affected: Local, 
State, Federal 


Agency Contact: Barry White, Director, 
Safety Standards Programs, Department 
of Labor, Occupational Safety and 
Health Administration, Rm N3605, 
FPBldg, 200 Constitution Ave., NW, 
Washington, DC 20210, 202 523-8061 


RIN: 1218-AA39 


Date 
09/30/83 


FR Cite 


114. SCAFFOLDS 


Priority: Agency Determination 
Legal Authority: 29 USC 655(b); 40 USC 
333 


CFR Citation: 29 CFR 1926 


Abstract: Several significant problem 
areas in this rule are being reviewed: 
(1) the maximum distance between the 
scaffold and the wall; (2) whether 
cross-bracing may be used in lieu of 
guardrails; (3) whether-cross-bracing 
may be.used as guardrails. 


Date 
NPRM 09/00/83 
Small Entity: Undetermined 


‘FR Cite 


Agency Contact: Barry White, Director, 
Safety Standards Programs, Department 
of Labor, Occupational Safety and 
Health Administration, Rm N3605, 
FPBldg, 200 Constitution Ave., NW, 
Washington, DC 20210, 202 523-8061 


RIN: 1218-AA40 


115. ACCREDITATION OF TESTING 
LABORATORIES 


Priority: Agency Determination 
Legal Authority: 29 USC 655 
CFR Citation: 29 CFR 1907 


Abstract: This regulation established 
the criteria and procedures that OSHA 
would use to accredit testing 
laboratories desiring to test any 
equipment required to be “acceptable” 
to OSHA under its standards in 29 CFR 
Parts 1910, 1915, 1918 and 1926. To date, 
OSHA has not implemented this 
procedure, which was originally 
published in 1973 and proposed for 
revocation in June of 1974. OSHA 
intends to revise the regulation and has 
solicited information regarding the 
appropriate content, scope and format 
of a complete revision of 29 CFR Part 
1907, and complementary changes to 29 
CFR Part 1910 as may be necessary. 
Under the revision as currently 
envisioned, all qualified testing 
organizations (including those already 
specified in OSHA's standards) would 
be identified, thus allowing producers 
to utilize them for product testing. 
When the currently-specified testing 
organizations have been recognized 
also under the revised 1907 regulation, 
their names will be deleted from Parts 
1910, etc. No new testing requirements 
or testing costs will be imposed under 
the revision. 





01/04/83 
ANPRM Comment 01/04/83 
Period Begin 
ANPRM Comment 03/15/83 
Period End 
NPRM 
Small Entity: No 


Agency Contact: Barry J. White, 
Director, Safety Standards Programs, 
Department of Labor, Occupational 
Safety and Health Administration, Rm 
N3605, FPBldg., 200 Constitution Ave., 
NW, Washington, D.C. 20210, 202 523- 
8061 


RIN: 1218-AA42 


48 FR 270 
48 FR 7204 


10/00/83 


47571 


Current and Projected Rulemakings 


116. @CRANE OR DERRICK 
SUSPENDED PERSONNEL 
PLATFORMS 


Legal Authority: 29 USC 655 
CFR Citation: 29 CFR 1926.550 (g) 


Abstract: The use of cranes and 
derricks to suspend personnel in 
platforms is a hazardous operation that 
is not currently covered by OSHA 
Construction Standards. OSHA has 
issued administrative instructions on 
this practice, but this alternative to 
rulemaking has not been successful. 
This NPRM has been developed tc 
reduce the number of accidents, many 
of which involve multiple fatalities, that 
result from equipment inadequacies and 
failures or improper work practices. 
Data to determine the potential costs 
and benefits from this rulemaking are 
currently being collected by OSHA's 
Office of Regulatory Analysis. 
Timetable: 


Date 
NPRM 11/30/83 
Smail Entity: Undetermined 


Affected Sectors: 15 BUILDING CON- 
STRUCTION - GENERAL CONTRACTORS 
AND OPERATIVE BUILDERS; 16 CON- 
STRUCTION OTHER THAN BUILDING CON- 
STRUCTION - GENERAL CONTRACTORS; 
17 CONSTRUCTION - SPECIAL TRADE 
CONTRACTORS 


Government Levels Affected: State, 
Federal 


FR Cite 





: Preliminary RIA 09/30/83; Draft 
RFA 09/30/83 
Agency Contact: Barry White, Director, 
Department of Labor, Occupational 
Safety and Health Administration, 
Room N3605, 200 Constitution Avenue 
N.W., Washington, DC 20210, 202 523- 
8061 


RIN: 1218-AA45 


117. @SCAFFOLDS AND SIMILAR 
WORK SURFACES 

Legal Authority: 29 USC 655(b) _ 

CFR Citation: 29 CFR 1910 

Abstract: Existing standards for 
scaffolds and similar working surfaces 
need to be revised because they are out 
of date and restrict technological 
innovation. The proposed revision is 
performance oriented and permits 
flexibility for compliance. 
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Health Administration, Room No. N3605 
200 Constitution Avenue, N.W.., 
Washington, D.C. 20210, 262 523-8061 


RIN: 1218-AA46 


118. @FALL PROTECTION SYSTEMS 
Legal Authority: 29 USC 655(b) 
CFR Citation: 29 CFR 1910 


protection from injury and death due to 
falls to different elevations. 


of some of the existing requirements. 
The proposed revision would also 
recognize the use of symbols or 
pictographs rather than only written 


their function in identifying hazards to 
empioyees. 


NPRM 12/00/83 

Smaii Entity: Undetermined 

Agency Contact: Barry J. White, 
Director, Safety Standards Programs, 
Department of Labor, Occupational 
Safety and Health Administration, 
Room N3605, FP Building, 200 
Constitution Avenue, N.W., 
Washington, D.C. 20210, 202 523-8061 


RIN: 1218-AA49 


120. @LADDERS AND SIMILAR 
CLIMBING DEVICES 


Legal Authority: 29 USC 655(b) 

CFR Citation: 29 CFR 1910 

Abstract: Existing standards for ladders 
and similar climbing devices need to be 
revised because they are out of date 
and restrict technological innovation. 
The proposed revision is performance 
oriented and permits flexibility for 
compliance. 

Timetable: 

Action Date 

NPRM 02/00/84 

Small Entity: Undetermined 


Agency Contact: Barry White, Director, 
Safety Standards Programs, Department 
of Labor, Occupational, Safety and 
Health Administration, Room No. N3605 
FPBidg., 200 Constitution Avenue, N.W., 
Washington, D.C. 20210, 202 523-8061 


RIN: 1218-AA5O 








121. @CONFINED SPACES 

Legal Authority: 29 USC 655(b) 

CFR Citation: 29 CFR 1910 

Abstract: Entry into confined spaces 
has been responsible for many 
employee deaths and injuries. However, 
current standards do not specifically 
address the hazards associated with 
entry into confined spaces. Therefore, 
OSHA is proposing certain criteria and 
precautions which are necessary to 
minimize the hazards associated with 
employees entering confined spaces. 
Timetable: 
Action 


NPRM 


09/00/84 
07/00/85 


FR Cite 


Current and Projected Rulemakings 


Smail Entity: Undetermined 


Contact: Barry J. White, 
Director, Safety Standards Programs, 
Department of Labor, Occupational 
Safety and Health Administration, 
Room N3605 FP Building, 200 
Constitution Avenue, N.W., 
Washington, D.C. 20210, 202 523-8061 


RIN: 1218-AA51 


122. @LOGGING 
Priority: Undetermined 


Legal Authority: 29 USC 655(b) 
CFR Citation: 29 CFR 1910.266, (Revision) 


Abstract: Logging is a very hazardous 
industry. It has an incidence rate nearly 
twice that of manufacturing, and 
reflecting the seriousness of the injuries 
incurred, a lost workday rate nearly 
four times as high. The purpose of the 
standard will be to protect workers 
from the ever-present hazards of chain 
saw operation, falling objects (trees, 
branches), rolling or sliding logs, falls 
from trees, and materials handling 
accidents. At present there is no OSHA 
standard specifically applicable to 
logging in general. There is a standard, 
29 CFR 1910.266, applicable only to 
pulpwood logging; however, pulpwood 
is logging estimated to account for less 
than half of the logging activity in the 
United States. Development of a 
national OSHA standard addressing all 
types of logging will provide coverage 
for these loggers not now protected. 
The new regulation will provide 
coverage where there is no approved 
state regulation and will set a minimum 
safety level for those states that chose 
to develop a state regulation. 


Date FR Cite 


NPRM 10/00/84 

Small Entity: Undetermined 

Additional Information: A preproposal 
draft standard was circulated for public 
comment. The proposed standard will 
be developed to incorporate public 
comment as appropriate. 

Affected Sectors: 24 LUMBER AND 
WOOD PRODUCTS, EXCEPT FURNITURE 


Government Levels Affected: State, 
Federal 
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Agency Contact: Mr. Barry J. White, 
Director, Safety Standards, Department 
of Labor, Occupational Safety and 
Health Administration, 200 Constitution 
Ave., N.W., Rm. N3605, Washington, 
D.C. 20210, 202 523-8061 


RIN: 1218-AA52 


123. @CONTROL OF HAZARDOUS 
ENERGY SOURCES 
(LOCKOUT/TAGOUT) 


Priority: Agency Determination — 
Legal Authority: 29 USC 655(b) 
CFR Citation: 29 CFR 1910, (New) 


Abstract: The proposed standard will 
fill a major gap in our current 
regulations which now depends for 
enforcement on the general duty clause, 
5 (a)(1). Providing comprehensive and 
uniform control procedures is also 
expected to reduce significantly the 
potential for injury and death of 
employees because the hazards 
targeted for control exist in virtually 
every workplace. Further, the proposed 
standard will respond to the concerns 
of organized labor who petitioned 
OSHA in 1979 and again in 1982 for 
regulatory action to protect employees 
and to the American National 
Standards Institute’s petition for OSHA 
to adopt their consensus standard ANSI 
Z244.1-1982. Regulatory options involve 
developing a comprehensive standard 
covering all potentially hazardous 
energy sources or limiting the scope 


DEPARTMENT OF LABOR (DOL) 


and application to those certain 

machines or industries that are causing 
most of the injuries. The potential costs 
and benefits cannot be assessed until a 


regulatory impact analysis is conducted. 


ANPRM Comment 06/17/80 
Period ! 

ANPRM Comment 09/15/80 
Period End 

Preproposal Draft 07/00/83 
Submitted 


NPRM 

NPRM Comment 
Period Begin 

NPRM Comment 
Period End 

Small Entity: Yes 

Affected Sectors: Multiple 


Government Levels Affected: State, 
Federal 


Agency Contact: Mr. Barry J. White, 
Director, Safety Standards, Department 
of Labor, Occupational Safety and 
Health Administration, 200 Constitution 
Avenue, N.W., Rm. N3605, Washington, 
D.C. 20210, 202 523-8061 


RIN: 1218-AA53 


09/00/84 
09/00/84 


11/00/84 


124. @MECHANCIAL POWER 
PRESSES 


Priority: Undetermined 
Legal Authority: 29 USC 655(b) 


Occupational Safety and Health Administration (OSHA) 


125. HAZARDOUS MATERIALS 
Priority: Agency Determination 

Legal Authority: 29 USC 655(b) 

CFR Citation: 29 CFR 1910 

Abstract: The present Subpart H, 
Hazardous Materials, standard is out of 
date and in some respects is oriented 
towards public safety and property 


protection. OSHA has been petitioned 
to cover many other hazardous 


materials operations where presently it 
has no standards. 


Timetable: 

Action ~ Date 

ANPRM 01/23/81 

ANPRM Comment 01/23/81 
Period Begin 

ANPRM Comment 02/01/82 
Period End 

End Review 


46 FR 7692 
46 FR 7692 


00/00/00 


47573 


Current and Projected Rulemakings 


CFR Citation: 29 CFR 1910211, {Revi 
sion); 29 CFR 1910.217, (Revision) 


Abstract: This regulatory action will 
remove an existing provision which 
prohibits self-tripping of mechanical 
power presses, and will add provisions 
which will enable the self-tripping to be 
done safely. Self-tripping has been 
identified as presenting potential 
increases in productivity with no 
reduction in safety. A regulatory impact 
analysis is in progress. 


Date FR Cite 





Small Entity: Undetermined 


Additional information: A preproposal 
draft standard was circulated for public 
comment. The proposed standard will 
be developed to incorporate public 
comment as appropriate. 


Affected Sectors: Multiple 


Government Levels Affected: State, 
Federal 


Analysis: Preliminary RIA 12/00/83 
Agency Contact: Mr. Barry J. White, 
Director, Safety Standards, Department 
of Labor, Occupational Safety and 
Health Administration, 200 Constitution 
Avenue, N.W., Rm.-N3605, Washington, 
D.C. 20210, 202 523-8061 


RIN: 1218-AA54 


Existing Regulations Under Review 


Next Action Undetermined 

Small Entity: Undetermined 

Agency Contact: Barry White, Director, 
Safety Standards Programs, Department 
of Labor, Occupational Safety and 
Health Administration, Rm N3605, _ 
FPBldg., 200 Constitution Ave, NW, 
Washington, DC 20210, 202 523-8061 


RIN: 1218-AA31 
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DEPARTMENT OF LABOR (DOL) 
Occupational Safety and Health Administraticn (OSHA) 


CFR Citation: 29 CFR 1910.95(c) to 
1910.95(p); 29 CFR Appendices A to | 


of 85 dB. The amendment contains 
requirements for monitoring employee 
noise exposure, audiometric testing, and 


targeted for review by the President's 
Task Force on Regulatory Relief. The 
01/16/81 standard was to have become 
effective 04/15/81, but was 
administratively stayed until 08/22/81 


other provisions. In addition. a notice of 
proposed rulemaking regarding other 
provisions of the amendment was 
published on 08/21/81 (42639) with 
comments due by 11/23/81. A public 
hearing was held on the proposal on 


08/21/81 46 | 
11/23/81 


03/08/83 


03/08/83 
04/07/83 


48 FR 9738 
48 FR 9738 
04/07/83 48 FR 9738 


03/01/84 


Smaii Entity: Yes 


Public Compliance 
fing Cost: $197,300,000 


Affected Sectors: Multiple 
Government Levels Affected: State, 
Federal 


Agency Contact: Dr. Leonard Vance, 
Director, Health Standards Programs, 
Department of Labor, Occupational 
Safety and Health Administration, Rm 
N3718, FPBidg, 200 Constitution Ave., 
NW, Washington, DC 20210, 262 523- 
7075 


RIN: 1218-AA09 


127. MARINE TERMINALS 


ee 29 USC 655(b); 33 USC 
1 


CFR Citation: 29 CFR 1917 
Abstract: This new standard would 


facilitate complignce for employers in 
the marine cargo handling industry. 
These employers are currently required 
to comply with standards in two sets of 
regulations, General Industry and 
Maritime Employment. 


01/16/81 46 FR 4182 
NPRM Comment 08/15/81 
Period End 
Extend NPRM 
Comment Per to 
05/03/82 


04/06/82 47 FR 14716 


05/25/82 
06/08/82 
06/22/82 
07/05/83 48 FR 30886 
48 FR 30886 


Agency Contact: Barry White, Director, 
Safety Standards Programs, Department 
of Labor, Occupational Safety and 
Health Administration, Rm N3605, 
FPBidg., 200 Constitution Ave, NW, 
Washington, DC 20210, 202 523-8061 


RIN: 1218-AA17 


128. WALKING/WORKING SURFACES 
Legal Authority: 29 USC 655(b) 
CFR Citation: 29 CFR 1910 


Abstract: The present Subpart D, 
Walking/Working Surfaces standard, 
needs to be revised because it is out of 


Completed Actions 


date and restricts technological 
innovation. The proposed revision will 
be performance oriented. 

Timetabie: 
Action Date FR Cite 


ANPRM 04/23/76 41 FR 17102 
ANPRM Comment 06/22/76 

Period End 
NPRM 07/00/83 
Withdrawn Action 08/15/83 

split into two 

separate rules 

1218-AA46 & 

AA37 
Small Entity: Undetermined 
Agency Contact: Barry White, Director, 
Safety Standards Programs, Department 
of Labor, Occupational Safety and 
Health Administration, Rm N3605, 
FPBldg, 200 Constitution Ave., NW, 
Washington, DC 20210, 523-8061 
RIN: 1218-AA18 


129. MANUAL LIFTING 
Priority: Undetermined 


Legal Authority: 29 USC 655(b) 
CFR Citation: Not yet determined 


Abstract: The nation’s number one 
injury problem is back injuries, where 
one of five compensation claims and 
one of four dollars expended for 
compensation occurs. The purpose of 
the proposed standard is to reduce the 
number of back related injuries which 
result from improper manual lifting. The 
standard may set upper limits on the 
weights of objects lifted as well as set 
time weighted averages to limit the 
amount of weight lifted through the 
course of a work shift. Specific 
engineering and administrative controls 
should reduce the pain, suffering and 
lost time of the workforce as well as 
reduce the associated economic costs. 


FR Cite 





05/01/83 
Withdrawn from 09/01/83 
agenda - no 
action expected 
within next year 


Small Entity: Undetermined 
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DOL—OSHA 


Agency Contact: Barry White, Director, 
Safety Standards Programs, Department 
of Labor, Occupational Safety and 
Health Administration, RM N3605 
FPBidg., 200 Constitution Ave., NW, 
Washington, D.C. 20210, 202 523-7202 


RIN: 1218-AA43 


CFR Citation: 29 CFR 1910.97 


Abstract: The current rule needs 
revision because it states that it is a 
guide and uses the advisory words 
“should” and “recommended” in its 
provisions. Hence it has been construed 
to be advisory and unenforceable. It is 
necessary to implement an enforceable 
standard because the hazards of 
exposure above the currently 
recommended level are widely 
accepted. Also, the ever increasing use 
of radio frequency radiation emitting 
devices has produced strong public and 
congressional concern. 


DEPARTMENT OF LABOR (DOL) 


Timetable: 
Action Date 
End Review - no 08/00/83 
action expected 
within next 
Withdrawn from 09/01/83 


FR Cite 


Agency 

Director, Health Standards Programs, 
Department of Labor, Occupational 
Safety and Health Administration, Rm 
N3718, FPBidg., 200 Constitution Ave.. 
NW, Washington, DC 20210, 202 523- 
7075 


RIN: 1218-AA27 


131. JONIZING RADIATION 


Legal Authority: 29 USC 655(b) 
CFR Citation: 29 CFR 1910.96 


Abstract: A number of different federal 
agencies have responsibility for 
regulating occupational exposure to 
ionizing radiation. OSHA is reviewing 
its regulations to insure that they 


Completed 


remain consistent with other federal 
agencies regulations. OSHA is 
participating in a number of interagency 
activities with regard to ionizing 
radiation. Although the review is 
continuing, OSHA does not anticipate 
publication of any rulemaking 
documents within the next six months. 


Timetable: Sa z os 
Action Date 


Withdrawn from 09/01/83 
agenda - no 

action expected 

within next year 

End Review - no 00/00/00 
action expected 

within next year 

Next Action Undetermined 
Small Entity: Undetermined 


Contact: Dr. Leonard Vance, 
Director, Health Standards Programs, 
Department of Labor, Occupational 
Safety and Health Administration, Rm 
N3718, FPBldg, 200 Constitution Ave.. 
NW, Washington, DC 20210, 202 523- 
7075 


RIN: 1218-AA30 
BILLING CODE 4510-23-T 


"FR Cite 





Current and Projected Rulemakings 


Office of the Assistant Secretary for Veteran’s Employment & Training Service (ASVET) 


132. @ANNUAL REPORT FROM 
FEDERAL CONTRACTORS 


Legal Authority: 38 USC 2012(d) 
CFR Citation: 20 CFR 1040 


Abstract: Implements requirements of 
38 USC 2012(d) for an annual report 
from entities having contracts of $10,000 
or more with Federal agencies or 
departments. Specifies that the report 
shall include the number of special 
disabled and Vietnam-era veterans in 
the contractor’s work force by job 
category and hiring location, number of 
employees hired and of those hired, the 
number of special disabled and 
Vietnam-era veterans. 


FR Cite 





00/00/00 
Small Entity: Undetermined 
Agency Contact: Joseph C. Juarez, 
Director, Ofc of Policy, Planning & 


Legis., Department of Labor, Office of 
the Assistant Secretary for Veteran's 


Employment & Training Service, Rm 
$1316, FPBldg., 200 Constitution Ave.. 
NW, Washington, DC 20210, 202 523- 
9110 


RIN: 1293-AA01 


133. @IMPLEMENTATION 
REGULATIONS FOR VETERANS’ 
EMPLOYMENT PROGRAMS UNDER 
TITLE IV, PART C, OF THE JOB 


TRAINING PARTNERSHIP ACT 


Legal PL 97-300, Title IV, C 
Job Training Partnership Act 
CFR Citation: 20 CFR 635 


Abstract: The regulation implements 
the conduct of Veterans’ Employment 
Programs within the scope of the 
provisions of the Act administered by 
the Assistant Secretary for Veterans’ 
Employment and Training. Included are 
descriptions of the distribution of funds 
for development of programs, eligibility 
criteria for receipt of funds, the 
application review and approval 
processes and provisions for monitoring 
and oversight of the programs. 


Action 
NPRM 06/07/83 48 FR 26430 
NPRM Comment 06/07/83 48 FR 26430 
Period Begin 
NPRM Comment 07/07/83 
Period End 
Final Action 
Small Entity: No 


Agency Contact: Joseph C. Juarez, 
Director, Ofc of Policy, Planning & 
Legis., Department of Labor, Office of 
the Assistant Secretary for Veteran's 
Employment & Training Service, Rm 
$1316, FPBldg., 200 Constitution Ave., 
NW, Washington, DC 20210, 202 523- 
9110 


RIN: 1293-AA02 


09/00/83 


134. @SERVICES FOR VETERANS 


Legal Authority: 38 USC 41; 38 USC 42 
CFR Citation: 20 CFR 652(8); 20 CFR 653 
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Administration. Administration of the 
Disabled Veterans Outreach Program 


(DVOP) according to the 38 USC 2003A 
is an important part of the regulations. 
These regulations also remove and 
reserve 20 CFR 653, Subpart C, from 
previous regulations. 


08/01/83 
08/31/83 


09/00/83 


Current and Projected Rulemakings 


Smaili Entity: No 


Contact: Joseph C. Juarez, 
Director, Ofc of Policy, Planning, & 
Legis., Department of Labor, Office of 
the Assistant Secretary for Veteran's 
Employment & Training Service, Rm 
$1316, FPBldg., 200 Constitution Ave., 
NW, Washington, DC 20210, 202 523- 
9110 


RIN: 1293-AA03 


[PR Doc. 63-28034 Filed 10-14-83: 8:45 am] 
BILLING CODE 4510-23-T 





Monday 
October 17, 1983 


Part Xill 


Department of State 


Semiannual Agenda of Regulations and 
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creates certain authorities for the 
Secretary of State relating to the 
regulation of foreign missions, 
diplomatic, consular, and international 
organization. Exercise of those 
authorities could involve restricting or 


DEPARTMENT OF STATE (STATE) 


INTERNATIONAL TRAFFIC IN ARMS 


Legal Authority: 22 USC 2757 et seq The 
Arms Export Control Act 


CFR Citation: 22 CFR 121 to 128; 22 CFR 
130 


Abstract: The proposed International 
Traffic in Arms Regulations (ITAR) 


DEPARTMENT OF STATE (STATE) 


INTERGOVERNMENTAL REVIEW OF 
PROGRAMS 


CFR Citation: Not yet determined 


ACTION: Publication of Regulatory 
Agenda. 


SUMMARY: As required by Executive 


Order 12291 and OMB Bulletin No. 83-15, 
the October 1983 agenda of regulations 
of the Department of State is set forth 
below. The agenda also contains 
regulatory flexibility information 


controlling the access of such missions 
to American vendors of goods and 
services. Exercise of other authorities in 
the Foreign Missions Act could affect 
the location of premises of foreign 
missions. The regulations under 
consideration would provide procedures 
for exercise of these authorities. These 
regulations are at the stage of 
preliminary consideration. No timetable 
has been established. 


referred to in the October Semiannual 
Agenda (47 FR 48559, October 28, 1982) 
have been revised and are to be 
coordinated with other interested 
agencies before published as a 
proposed rule. 


“Date  FRCite | 
Excluded from 08/29/83 
application of 
order 


required by the Regulatory Flexibility 
Act of 1980 (Pub. L. 96-354). 


FOR FURTHER INFORMATION 
CONTACT: K. E. Malmborg, Assistant 
Legal Adviser for Management, 
Department of State, Room 4427A, 2201 
C Street, NW, Washington, D.C. 20520, 
telephone (202) 632-2350. 


DATED: August 28, 1983. 
Jerome W. Van Gorkom, 
Under Secretary for Management. 


Current and Projected Rulemakings 


Timetable: 
Action 


FR Cite 


Date 
Next Action Undetermined 


Small Entity: No 


Agency Contact: James E. Nolan, 
Director, Office of Foreign Missions, 
Department of State, Room 2105, 2201 C 
Street, NW, Washington, D.C. 20520, 
202 632-3416 


RIN: 1400-AA00 


Existing Regulations Under Review 


Timetabie: 


Action Date _—*FR Cite 


Next Action Undetermined 
Small Entity: No 


Agency Contact: William B. Robinson, 
Director, Department of State, Office of 
Munition Control, 2201 C Street, NW, 
Washington, DC 20520, 202 632-9755 


RIN: 1400-AA02 
Completed Actions 


Small Entity: No 
Agency Contact: Ely Maurer 202 632- 
2682 


RIN: 1400-AA01 


[PR Doc. 83-28035 Filed 10-14-83; 8:45 am] 
BILLING CODE 4710-06-T 
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Federal Register 

Corrections 

Daily Issue Unit 

General information, index, and finding aids 
Privacy Act 

Public Inspection Desk 


Scheduling of documents 
Laws 


Indexes 
Law numbers and dates 


Slip law orders (GPO) 


Presidential Documents 


Executive orders and proclamations 
Public Papers of the President 
Weekly Compilation of Presidential Documents 


United States Government Manual 


SERVICES 


Agency services 

Automation 

Library 

Magnetic tapes of FR issues and CFR 
volumes (GPO) . i 

Public Inspection Desk 

Special Projects 

Subscription orders (GPO) 

Subscription problems (GPO) 

TTY for the deaf 


FEDERAL REGISTER PAGES AND DATES, OCTOBER 


45093-45218 
45219-45370... 
45371-45522... 
45523-45752... 
45753-46004... 
46005-46258... 
46259-46486... 
46487-46730... 
46731-46962... 
46963-48214...... 


202-523-3419 
523-3517 
523-5227 
523-4534 
523-3419 


523-5237 
523-5237 
523-5227 
523-4534 
523-5215 


523-3187 


523-5282 
523-5282 
523-5266 
275-3030 


523-5233 
523-5235 
523-5235 


523-5230 


523-5237 
523-3408 
523-4986 
275-2867 


523-5215 
523-4534 
783-3238 
275-3054 
523-5229 


Federal Register 
Vol. 48, No. 201 
Monday, October 17, 1983 


CFR PARTS AFFECTED DURING OCTOBER 


At the end of each month, the Office of the Federal Register 
publishes separately a list of CFR Sections Affected (LSA), which 
lists parts and sections affected by documents published since 
the revision date of each title. 


July 15, 1875 
(Revoked in part 
by PLO 6479) 
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45102, 46023, 46024, 
46514, 46515 


 \ ee 
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96 (Revoked by 


_...45244, 46531 
"45245, 46532 


45718, 46985 
3645 (Revoked by 
46533, 46534, 46779 PLO 6472). occ 


Proposed Rules: ; 5170 (Revok 
see gic aadebicencas sets 47582 ’ f in sitter ” 


CA Bh. 45269, 46152 
46081, 46391-46393, 5179 (Revoked 
46548, 46823 in part by 
45701, 46224, 46472 
46082, 46085, 46393, 5180 (Revoked 


5184 (Revoked 
in part by 
PLO 6477) 

6472.... 

6473... 

6474... 

6475... 


, 45557 
45105 
46987 

--- 46987 
45766 
45766 
46310 
46788 


4 
— 45401-45403, 46994 


45114, 45560 


479468 45114, 45560 


"47236 
47324 
.... 47582 Proposed Rules: 

47254 | tthe 46934 
"47472 67 45425, 46085, 47014- 
47980 47020 45428-45438, 47023 
47838 "47031 
"47948 
47948 


46554 


45558 

... 45558 

45558 

45558 

45112 

«45250 

45558 

45123, 45268, 45572, 45766 

47011 

47340 

... 47340 


Subtitle A 


Public Land Orders: 
45245, 45246, 46046, 44 (Revoked by 


46047, 46309, 46986 
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This is a continuing list of public bills from the current session of 

Congress which have become Federal laws. The text of laws is not 

published in the Federal Register but may be ordered in individual 

pamphlet form (referred to as “slip laws”) from the Superintendent 

of Documents, U.S. Government Printing Office, Washington, D.C. 

20402 (phone 202-275-3030). 

S.J. Res. 159/Pub. L. 96-119 Multinational Force in Lebanon 
Resolution. (Oct. 12, 1983; 97 Stat. 805) Price: $1.50 

H.R. 3813/Pub. L. 96-120 Toamend the International Coffee 
Agreement Act of 1980. (Oct. 12, 1983; 97 Stat. 809) Price: 
$1.50 

S. 1465/Pub. L. 98-121 To designate the Federal Building at Fourth 
and Ferry Streets, Lafayette, indiana, as the “Charles A. 
Halleck Federal Building”. (Oct. 12, 1983; 97 Stat. 813) 
Price: $1.50 

S. 1724/Pub. L. 96-122 To designate the Federal Building in Las 
Cruces, New Mexico, as the “Harold L. Runneis Federal 
Building”. (Oct. 12, 1983; 97 Stat. 814) Price: $1.50 
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Part XiV—Denartment of Transportation 


Part XV—Department of the Treasury 
Part XVI—ACTION 


Part XVil—Advisory Council on Historic Preservation 


Part XVili—Architecturai and Transportation Barriers 
Compliance Board 


Part XIX—Council on Environmental Quality 
Part XX—Environmental Protection Agency 


Part XXI—Equal Employment Opportunity 
Commission 


Part XXit—Federal Emergency Management Agency 


Part XXill—Federal Mediation and Conciliation 
Service 


Part XXiV—General Services Administration 


Part XXV—international Development Cooperation 
Agency, Agency for international Development 


Part XXVi—National Aeronautics and Space 
Administration 


Part XXVii—National Capital Planning Commission 


Part XXVili—Nationail Foundation on the Arts and the 
Humanities, National Endowment for the Humanities 


Part XXiX—National Science Foundation 
Part XXX—Office of Management and Budget 
Part XXXI—Office of Personnel Management 
Part XXXiI—Panama Canali Commission 


Part XXXili—Pennsyivania Avenue Development 
Corporation 


Part XXXIV—Pension Benefit Guaranty Corporation 
Part XXXV—Railroad Retirement Board 

Part XXXVi—Selective Service System 

Part XXXVil—Smail Business Administration 

Part XXXVill-—Veterans Administration 

Part XXXIX—Civil Aeronautics Board 

Part XL—Commodity Futures Trading Commisson 
Part XLiI—Consumer Product Safety Commission 
Part XLii—Farm Credit Administration 

Part XLili—Federal Communications Commission 
Ce Padre nengy Raguaaety Commtaston, 


Part XLV—Federal Home Loan Bank Board 
Part XLVI—Federai Maritime Commission 

Part XLVII—Federal Trade Commission 

Part XLVili—interstate Commerce Commission 
Part XLIX—National Credit Union Administration 
Part L—Nuclear Regulatory Commission 

Part Li—Securities and Exchange Commission 
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Department Of 
Transportation 

Office of the Secretary 

Department Regulations Agenda; Semi- 
Annual Summary 





DEPARTMENT OF TRANSPORTATION 


Office of the Secretary 
14 CFR Ch. 1 


23 CFR Che. | and fi 

33 CFR Che. | and IV 

41 CFR Ch. 12 

46 CFR Che. | and Illi 

49 CFR Subtitle A, Che. I-Vi 

[OST Docket No. 59; Notice 83-2) 
Department Reguiations Agenda; 
Semi-Annual Summary 

agency: Department of Transportation. 
action: Department Regulations 
Agenda. 


summary: The Regulations Agenda is a 


semi-annual summary of all current and 
projected rulemakings, reviews of 
existing regulations and completed 
actions of the Department. These are 
matters on which action has begun or is 


20590, except for the Federal Aviation 
Administration and the St. Lawrence 
Seaway Development Corporation, 
which are located at 800 Independence 
Avenue, S.W., Washington, D.C. 20591, 
and the U.S. Coast Guard, which is 
located at 2100 Second Street, S.W., 
Washington, D.C. 20593. 

FOR FURTHER INFORMATION CONTACT: 


Department of Transportation, 400 
Seventh Street, S.W., Washington, D.C. 
20590, 202-426-4723. 
Specific 

For further information about any 
particular item on the Agenda, contact 


the individual listed in the column 
headed “Agency Contact” for that item. 


Definitions 
erage ee pnetan cn Gh Agente 


Regulatory Flexibility Act 
a ae 


~~ ee a 
General Rulemaking Contact Persons 

_ Public Rulemaking Dockets 
Request for Comments 

Purpose 


; ndi> > Repetines ee Se 
nab B - General 


Background 

Improvement of government 
mupditienbinacannh dktinRerenn 
Administration. There should be no 
more regulations than necessary, and 
those that are issued should be simpler, 
more comprehensible, and less 
burdensome. tions should not be 
issued without appropriate involvement 
Cn ee 

be periodically reviewed and revised, as 
needed, to assure that they continue to 
meet the needs for which they originally 


were designed. 

To help the Department of 
Transportation (“Department”) achieve 
these goals, and in accordance with 
Executive Order 12291 (“Federal 
Regulation”; 46 FR 13193; February 19, 
1981) and the Department's Regulatory 
Policies and Procedures (44 FR 11034; 
February 26, 1979), the Department 
prepares a semi-annual tions 
Agenda for publication in the Federal 
Register. The Agenda summarizes all 
current and rulemaking, 
reviews of existing regulations and 
completed actions of the Department. 
These are matters on which action has 
begun or is projected during the 
succeeding 12 months or such longer 
period as may be anticipated or for 
which action has been completed since 
the last Agenda. 

The Agendas are based on reports 
submitted by the initiating offices by the 


Regula’ Agenda is prepared 
published in the Federal Register. The 
Department's last Agenda was 
published in the Federal Register on 
April 25, 1983 (48 FR 18200). The next 
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one is scheduled for publication in the 
Federal Register in April 1984. 


Regulatory Flexibility Act 


In 1980, Congress passed the 
Regulatory Flexibility Act (RFA), Pub.L. 
96-354, which requires the tion of 
those regulations for which a Regulatory 
Flexibility Analysis will be prepared, 
ie., those regulations that would have a 
significant economic impact on a 
substantial number of small entities. The 
symbol “{” appears at the left margin, 
prior to the title, for each significant and 
nonsignificant regulation in this Agenda 
for which a Regulatory Flexibility 
Analysis will be, or has been, 
prescribed. In addition, where the RFA 
applies to a significant regulation in this 
Agenda, that fact is noted in the 
a 8 summary under subheading 

E, “Analysis,” by the addition of a slash 
(/) after the words “Regulatory 
Evaluation” or “Regulatory Impact 
Analysis,” followed by the words 
“Regulatory Flexibility Analysis.” In 
addition, subheading D. “Effects on 
Small Entities” will indicate whether a 
Regulatory Flexibility Analysis is 
required by a “yes” or a “no.” 

The RFA also requires that each year 
the Department publish a list of those 
regulations that have a significant 
economic impact on a substantial 
number of small entities and are to be 
reviewed under the Act during the 
succeeding twelve months. The agenda 
includes those regulations to be 
reviewed under the RFA or those for 
which review has been concluded since 
the last Agenda. The symbol “f” also 
will appear in the left margin, prior to 
the title, and a “yes” or “no” will be 
found under subheading D, for each 
such regulation. It should be noted, 
however, that after a preliminary 
assessment of the regulations listed for 
RFA review, it may be found that the 
regulations, in fact, do not have a 
significant economic impact on a 
substantial number of small entities and 
a full RFA review will be unnecessary. 


Definitions 


The Agenda covers all rules and 
regulations of the Department, including 
those that establish conditions for 
financial assistance. The following 
definitions are provided for ease in 
understanding the information in this 
document. 

(1) Initiating office means an 
operating administration or other 
organizational element within the 
Department, the head of which is 
authorized by law or delegation to issue 
regulations or to formulate regulations 
for issuance by the Secretary. 
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(2) Significant regulation means a 
regulation that is not an emergency 
regulation and that in the judgment of 
the head of the initiating office, or the 
Secretary, or the Deputy Secretary - 

(a) Is a major regulation; 

(b) Concerns a matter on which there 
is substantial public interest or 
controversy; 

(c) Has a major impact on another 
operating administration or other parts 
of the Department or other Federal 


(d) Has a substantial effect on State 
and local governments; 

(e) Has a substantial impact on a 
major transporation safety problem; 

(f) Initiates a substantial regulatory 
program or change in policy; 

(g) Is substantially different from 
international requirements or standards; 
or 

(h) Otherwise involves important 
Department policy. 

(3) Major regulation means a 
significant regulation for which a 
Regulatory Impact Analysis is required 
to be prepared. 

(4) Emergency regulation means (a) a 
regulation that, in the judgment of the 
head of the initiating office, 
circumstances require to be issued 
without notice and opportunity for 
public comment or made effective in 
less than 30 days after publication in the 
Federal Register; or (b) is governed by 
short-term statutory or judicial 
deadlines. 

(5) Nonsignificant regulation means a 
regulation that, in the judgment of the 
head of the initiating office, is neither a 
significant nor an emergency regulation. 

A preliminary and final Regulatory 
Impact Analysis is required for each 
proposed and final regulation, 
respectively that 

(1) Is likely to result in: 

(a) An annual effect on the economy 
of $100 million or more; 

(b) A major effect on the general 
economy in terms of costs, consumer 
prices, or production; 

(c) A major increase in costs or prices 
for consumers; individual industries; 
Federal, State, or local government 
agencies; or geographic regions; 

(d) Significant adverse effects on 
competition, employment, investment, 
productivity, innovation, or on the 
ability of United States-based 
enterprises to compete with foreign- 
based enterprises in domestic or export 
markets; or 

(2) The Secretary or head of the 
initiating office determines deserves 
such an analysis. 


Explanation of Information on the 
Agenda 


The Regulations Agenda 
initiating offices. For each initiating 
office the Agenda is divided into three 
categories: (1) current and ; 
rulemakings, (2) reviews of existing 
regulations, and (3) completed actions. 
These categories are further subdivided 
= aes (or a 

other rulemakings. Pri 


tention are divided a Teac and 
non-major, with non-major including all 
significant rulemakings that do not 
require a regulatory impact analysis. 


nonsignificant, including the routine and 
frequent rulemakings. For each entry, 
the Agenda provides the following 
information: (1) a short descriptive title; 
(2) a summary; and (3) a timetable, 
including the earliest expected date for 
a decision on whether to issue the 
proposed or final regulation, or complete 
the review and determine the corrective 
action to be taken. (The action taken 
can be revocation or revision of the 
regulation, or it can be a determination 
that no regulatory action is necessary 
because the regulation is found to be 
achieving its goals and the goals and 
objectives of Executive Order 12291 and 
the Department's Regulatory Policies 
and Procedures.) 

The summary includes: (1) an abstract 
of the review or the proposed or final 
regulation; (2) the related regulatory 
citation in the Code of Federal 
Regulations; (3) the legal basis for the 
action being taken or the regulation 
being reviewed; and (4) a statement as 
to whether the Regulatory Flexibility 
Act applies because of the rulemaking’s 
effect on small entities. It also includes 
(5) a listing of any analyses an initiating 
office will prepare or has prepared for 
the rulemaking document; e.g., a 
Regulatory Impact Analysis or 
Evaluation, an Environmental Impact 
Statement (EIS), a Regulatory Flexibility 
Analysis, or an Urban Impact Analysis. 
It should be noted that, even though a 
Regulatory Impact Analysis is not 
required for some items on the Agenda, 
the Department requires an economic 
analysis for all of its regulations. This 
economic analysis is contained in the 
Regulatory Evaluation. (6) If there is 
information that does not fit in the 
above categories, it will be included 
under a separate heading, entitled 
“Additional Information”. Finally, for 
each entry, the summary includes (7), an 
agency contact office or official who can 
provide further information, including 
advice on how to obtain documents 
referenced in the Agenda. 


category of the regulations, the identity 
of a contact office or official, and an 
indication of the expected number of 


the short descriptive title of the 
rulemaking. If a member of the public 
desires further information regarding a 
particular proposal or regulation, : 
reference should be made to this docket 
number. The Federal Highway 
Administration also provides an FHPM 
number at this point for easier reference 
by those who use the Federal-aid 
Highway Program Manual (FHPM). The 
numbers following the FHPM represent, 
respectively, the volume, chapter, 
section and subsection at which the 
material is located in the FHPM. 

In the “Timetable” column, 
abbreviations are used to indicate the 
particular documents being considered 
for issuance by that date. ANPRM 
stands for Advance Notice of Proposed 
Rulemaking, SNPRM for Supplemental 
Notice of Proposed Rulemaking, NPRM 
for Notice of Proposed Rulemaking, and 
FR for Final Rule. Listing a future date in 
this column is not an indication that a 
proposal or a final rule will be issued on 
that date; it is the earliest date on which 
a decision is expected to be made on 
whether to issue the document listed. 
Submittal of any proposed or final rule 
to the Office of Management and Budget 
for review, under Executive Order 12291, 
must follow such a decision. For major 
rules, this review could take 60 days or 
more. If any document is issued, 
publication in the Federal Register 
would follow within a few days. In 
addition, these dates are based on 
current schedules. Subsequently 
received information could result in a 
decision not to aeeael eee action or 
in changes to pro publication 
dates. For example, the need for further 
evaluation could result in a later 
publication date; evidence of a greater 
need for the regulation could result in an 
earlier publication date. 

It should be noted that some of the 
items on the Agenda result from 
programs that were established to 
review existing regulations and revoke 
or revise those regulations that the 
initiating office determined were not 
achieving their intended purpose. 





can handle is limited by available 
resources. Therefore, the number of 
projects in the regulatory development 
stage may limit the number of reviews 
that can be added. 


Genera! 


To allow for easier use of the Agenda 
and for quick comparison with earlier 
Agendas, the Department has instituted 
the following additional procedures in 


the Agenda: (1) Items listed on the 
Agenda retain the same order in each 
semi-annual publication. If subheadings 
are used within an initiating office's 
listing, then the same order is retained 
within each subheading. (2) New items 
generally are added at the end of the 
appropriate portion of the Agenda and 
are identified by an asterisk (“*”) on the 
left side of the “Title” when first added. 
(3) New substantive information added 
to items that were on an earlier Agenda 
is printed in italics. 
Mailing Lists for Regulatory Documents 
To assist the public in obtaining 
regulatory documents issued within the 
Department of Transportation, an 
Appendix A has been included in this 
document. The appendix contains 
instructions on how to be placed on 
mailing lists for copies of regulatory 


on a mailing list for future copies of the 
Department's Regulations Agenda, 
which wiil be updated and published in 


the Department, is of interest to them. 
Then, using the instructions in the 
appendix, such persons also can be 
placed on a mailing list to ensure that, 
after the document of interest is issued, 
a copy will be mailed to them for their 
review and comment. In this way, 
individuals will be relieved of the 
burden of having to review the Federal 
Register, perhaps on a daily basis. The 
Department expects that this process 
will ensure that those people placed on 
mailing lists will receive early notice so 
that their views on the document can be 
adequately prepared and presented 
within the established comment period. 
General Rulemaking Contact Persons 
To assist persons desiring to obtain 


rulemaking 
Department's operating administrations, 
an Appendix B has been added to the 
Agenda. This appendix sets forth the 
addresses and the telephone numbers of 
the persons who can respond quickly to 
requests for general rule 
information. Please note, however, that 
questions related to particular 
rulemaking actions should still be 
referred to the contact person listed 
with the particular rulemaking on the 
Agenda. 
Public Rulemaking Docket 

To facilitate the inspection of docket 
files andthe submission of comments by 
the public, an Appendix C sets forth the 
addresses and working hours for the 
Rules Docket for each operating 
administration. 


Request for Comments 


Agenda 


Our Agenda is intended primarily for 
the use of the public. Since its inception, 
we have made modifications and 
refinements that we believe provide the 
public with more helpful information as 
well as make the Agenda easier to use. 
We would also like you, the public, to 
make suggestions or comments on how 
the Agenda could be further improved. 
For example, do you find the 
information presented in an easily 
understandable manner? Do you find it 
easy to follow a regulation’s 
development from Agenda to Agenda? 
Do you find that the format for setting 
out the information enables you to use 
the Agenda easily? Do you find that the 
explanation of the information in the 
Agenda is clearly explained in the 


suggestions you 

have should be sent to Neil R. Eisner, 
whose address appears above. 
Reviews 

In an effort to comply further with the 
spirit of Executive Order 12291 and the 
Regulatory Flexibility Act, we are also 
seeking suggestions on existing 
regulations that should be included in 
our review of existing regulations list; 
that is, which existing regulations issued 


Departmen 
Secretary do you believe need to be 
reviewed to determine whether they 
should be revised or revoked? The 
Department is particularly interested in 
obtaining information on requirements 
that have a “significant economic 
impact on small entities” and therefore, 
must be reviewed under the Regulatory 
Flexibility Act. If you have any 
suggested regulations, please send them, 
along with your explanation of why they 
should be reviewed, to the concerned 
operating administration or the Office of 
the Secretary, at the appropriate 
address noted in the “Addresses” 
paragraph above. 

In accordance with the Regulatory 
Flexibility Act, comments are 
specifically invited on regulations that 
are targeted for review under the RFA. 
Those comments should be addressed to 
the “contact” person of the operating 
administration involved, at the 
appropriate address noted in the 
“Addresses” paragraph above. 

It should be noted that in February 
1981, the Department initiated a 
systematic review of over 40 of its most 
costly and controversial existing 
regulations for possible revision/ 
rescission. Most of these reviews are 
now completed and a second group of 
Department of Transportation 
regulations have been selected for 
priority review treatment. Reviews for 
certain regulations in this second group 
have also been completed. Regulations 
selected for either the first or second 
round of this priority review process are 
listed under the subheading “Priority 
Regulations” in the review portion of the 
Agenda. 

Purpose 

The Department is publishing this 
Regulations Agenda in the Federal 
Register to share with interested 
members of the public the Department's 
preliminary expectations regarding its 
future regulatory actions. This should 
enable the public to be more aware of 
the Department's regulatory activity. 
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Knowledge of the nature and scope of 
this activity, as well as the specific 
proposals and reviews being considered, 
should result in more effective public 
participation in the Department's 
regulatory activity. For example, 
awareness of the dates when notices 
may be issued seeking public comment 
should allow appropriate planning and 
more efficient use of the comment 
period. By providing the expected date 
for a decision on whether to issue a final 
rule, the Department expects that more 


appropriate planning by those 
concerned with the regulation will also 
be possible. This publication in the 
Federal Register does not impose any 
binding obligation on the Department, or 
any of the offices within the 
Department, with regard to any specific 
item on the Agenda or the Review List. 
Regulatory action in addition to the 
items listed is not precluded. If further 
information is desired on any of the 
items listed in the Agenda or the Review 
List, the public is encouraged to contact 


the individual listed for the particular 
item. Additional information concerning 
the Agenda, in general, or the 
Department's Regulatory Policies and 
Procedures may be obtained from Neil 
R. Eisner, whose address and telephone 
number appear above. 

Issued in Washington, D.C. on August 25, 
1983. - 
James H. Burnley IV, 
Acting Secretary of Transportation. 
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DEPARTMENT OF TRANSPORTATION SEMI-ANNUAL REGULATIONS AGENDA 
Office of the Secretary 
OST Current and Projected Rulemakings 
Priority Rulemakings: Major—Continued 


to *New item. review ———— Act. ¢ Presidential Task Force Review. 
[Key to symbols: tAnalysis or — eee ; Priority 


Authority: 46 U.S.C. 111 1117, 1156 and 1204, 
“Soa, 207 506, and 714 Merchant Marine Act, 1986, a6 


[Key to symbols: *New Item. tAnalysis or review being considered Regulatory Flexibility Act. Presidential Task Force Priority Review. 
Italics: New or oo chatignd ctoonalin omer tan Route 


. ee = 


Title Vi Civil Rights Regulation... Anes: Tie meine entation ae ‘ n . 1/19/81 46 FR 5588 


NPR 
ter January 19, 1981, (46 FR 5588). No 
taken on thie NEFA ‘pending. te 
Agency Contech: Shiney 
Minority Business Enterprise | Abstract: This would implement the requirements of 5/17/79 | 44FR 28928 
Program (Direct Contracting).| DOT Order ee a, ee ae oe 


Sutuipete ts Capeenamien poonaaene ——— 
Participate in procurement programs. This rule- 
making is nee ee ee ee 
anticipated the proposed action’s potential impact on 
ade sof the DOT Order {000.7A by pre jed 
of the cae detailed 
for carrying out te atau a:0dk wae 
of the order and to supplement the 1978 amendments 
Small Business Act. 
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various cargoes 
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(Docket No. CGD 79-116 Tanker Safety Act of 1978 and the fact f 
and 79-116a). Convention on the Standards for Training, Certification and 
font 26. yt io aiceiin & acon Saucon coent 
, L is necessary 
pollution incidents are the result of personnel error; conse- 
, the minimum qualifications persons involved in han- 
polluting substances should be specified. 
CFR 33 CFR pt. 155; 46 CFR pts. 12, 13, 30, 31, 35, 
70, 90, 98, 105, 157, 153, and 157. 


Review: Licensing of Pilots; | Abstract:7his proposal would: (1) set the minimum require- 11/28/82 
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Agency Contact: Mr. J. Hartke, (202) 426-2985 .. 
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45 FR 85475 


pt. 56 
: 46 U.S.C. 375, 416, - 391, 391(a), = 
, 411, 412, 481, 489, 366, 395, 363, 367, 526p, 1 
390b; 49 U.S.C. 1655(b); E.0. 11239, 11982: 40CFR 1400) 
on Smaii Entities: No 


ge eee NPRM 
; Sede eas eaeaae  patenanes Gentes following 


CER Citation: 4 Citation: 46 SCR Su 
Legal Authority: 46 U.S.C. 375, 391a, 416, 481... 
Entities: No 


information: None 
Agency Contact: Mr. R. Markle, (202) 426-1445 


Abstract: Would require ports and terminals to ensure waste | ANPRM 3/24/83 
reception facilities are provided to receive vessel oil and | NPRM ‘10/83 


es ee ee Seen Fae Sa 
ki lations in accordance with 
between USCG and Materials 
CFR Citation: 33 CFR pt. 126 
Legal Authority: 50 U.S.C. “9 33 U.S.C. 1224 
Effects on Small Entities: Y: 
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6/3/83 | 48 FR 25231 
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Abstract: Would modernize exi i 
Authority: le snasccasneti iiasatincthtintinapeniaalcnmorscell 
Smaii Entities: No 


60, 62, 66, 70, 74, and 76 


Authority: 14 U.S.C. 81, 87, 92 
Small Entities: No 


standards for inflatable 3/15/79 


PFDs and procedures for granting product approval to these 


5/31/79 | 44FR 31486 
48 FR 40741 


8/12/82 


Citation: 46 CFR pts. 170-174 
Authority: 46 U.S.C. 86, 78a, 369, 375, 390b, 391a, 404, 
16, 1295(f); 43 U.S.C. 1333,; 50 U.S.C. 198; 49 U.S.C. 1655. 
on Entities: 


None.... 
Agency Contact: LT John Astley, (202) 426-2183.. 
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for verification of training, 
ing standards of personnel serving 


Abstract: Would implement the provisions of Sane 
a Cooperative Vessel Traffic ianagement, Syotam 
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Act of 1974 to establish and administer liability limits and 

compensation relative to accidental oil spilis at deep water 
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the Great Lakes. 

CFR Citation: 46 CFR pts.; 33, 35, 75, 78, 94, 97, 160, 161, 

167, 180, 185, 192. 
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pt. 61 

S.C. 375, 391a, 416, 526a, 1333; 49 
1239; 14 U.S.C. 633. 


6/29/81 


9/14/81 


7/27/81 | 46 FR 38378 
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Abstract: Would conaciidale bridge operation veqdeiotls into NPRM.................. .| 7/12/82 | 47FR 30176 
one SNPRM 5731/83 | 48FR 24004 
33 CFR pt. 117 Mis Secaaindiescadis 11/83 
Legal Authority: 49 U.S.C. 1655 2... ececeencsecnsncnesessnsensnsnenseeee ad 


Analysis: Evaluation... ialiaaeniilio 
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Abstract: Amend pollution regulations to clarify, correct minor eee © 
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Authority: 28 U.S.C. 2680 
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Abstract: Would implement the Best Available and Safest Tech- 
. ( (BAST) requirement of the Outer Continental Sheif 
ccs yo ne 1978. 


Other Rulemakings: Routine and Frequent 


to *New Item. i review considered under Act. ¢ Presidential Task Force Priority Review. 
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Agency Contact: Ar. L. Manoliades, (202) 426-5116 ..................... 
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11/8/82 
8/11/83 


4/14/81 


10/5/81 
4/11/83 


(Docket No. CGD 80-161). 


Charge for Coast Guard’s aid | Abstract: Would delete the buoy and vessel costs currently | NPRM 10/28/82 
to work (Docket listed in 33 CFR 74 and direct the owner to contact the Coast | FR 4/11/83 
No. 81-051). Guard for a list of reimbursable charges. 

ee eet 
—— .S.C. 81, 85, 86, 92, 93, 141, 633, 642, 


Abstract: Would establish a Regulated Navigation Area in the | NPRM 12/16/82 
Baltimore MD COTP Zone during the ice season. FR 5/19/83 


6/17/82 
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Abstract: Would olminate the cost of salvage, clearing, gas 8/16/82 


drydocking from 
CFR Pts. 4, 26 32°78. 97, 109, 167, 185 and 


11/15/82 
4/14/83 


11/4/82 


Extension of comment period to 1/24/ 
83, ee on 12/30/82, 47 FR 56314. 
Agency Contact: CDR Diston, (202) 426-1527 
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= Se 
Boats. 





eliminated a duplication 
sections in 46 CFR pt. 25. 


| Abstract: Requirements apply ‘ certificated smail passenger | 
vessels—provide for reinspections between three year in- hte 
spections for certification. Results show that revised inspec- 
tion intervals for small aoe vessels should be institut- 
ed. However, no regulation will be proposed until a review of | 
the entire subchapter is complete. 

| CFR Citation: 46 CFR subpt. 176.10 


+Drydocking or Hauling Out | Abstract: Requirements ony to certificated smail passenger | | Review 
vessels—provide for periodic drydock or haul-out inspections | Contes 
of each vessel. The review has been completed and the | 
results show that monetary savings would result from a | 
change to the regulations to require drydockings at the same | 
time as inspections for certification. Regulation project will | 
follow. 
| CFR Citation: 46.CFR 176.15 

| Legal Authority: 46 U.S.C. 390... 

Effects on Smali Entities: Yes 

Agency Contact: LT Astley, (202) 426-2183 


+Commercial Diving Oper- | Abstract: Requirements apply to all commercial underwater | Review 
ations. by from inspected vessels and also when performed on | Completed. 
: .S. outer continental shelf—provide for design, construc- | 
son use of equipment, inspection, operation, safety and | 
health regulations. Alesu/ts could not show any areas which | 
needed updating or revising at this time. No regulation | 
change will be made. 
| CFR Citation: 46 CFR Pt. 167 _ B 
| Legal Authority: 43 U.S.C. 1331 .. 
| Effects on Smail Entities: No 
| Agency Contact: LCDR ae: (262) 426-1464 


a Eh a “ 
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Federal Aviation Administration 
FAA Current and Projected Rulemakings 


Priority Rulemakings: Non-Major 


[Key to fasitisd *New Item Analysis or review being considered under sk Force p Flexibility Act. /talics: New or changed information since last 
Agenda.] »*Presidential Task Force 9 review. 


Timetable 


Date ” Cite 


+ 
| 

+Parts a ae (1) 

—we@ecmiee nan j Se design 

| ‘coved design; ° reduce PMA application and reporting | FR 1/84 


simplify the procedure for approving a PMA | | 12/23/75 | 42 FR 43985 
on the basis of identicality to an already | 1/15/81 46 FR 3775 


aia and (3) add a marking requirement which will 
facilitate field installation of replacement parts manufactured 
under a PMA and help avoid use of incorrect parts. The 
Proposed revision is considered to be significant because it is | 
controversial. Differences of opinion exist with respect to the | 
methods available for showing identicainess of parts. Also the | 
— np ae Approval application and reporting require- 
ments may be unnecessarily burdensome. | 
| CFR Citation: 14 CFR — 21 
| Legal Authority: Secs. 313(a), 601 and 603 of the Federal |’ 
| Aviation Act of 1958 (49 U. “ C. 1354(a), 1421, and 1423). 
| Effects on Smaii Entities: Y 
a SS ee Evaluation/ Regulatory Flexibility Analysis.... 
Additional information: This project was initiated December 23, 
1975. NPRM No. 77-19 was published in the Federal Reigster | 
(42 FR 43985). Comment period later reopened until January | 
4, 1978 (NPRM No. 77-19A, 42 FR 61048) and again re- | 
opened until May 15, 1978 (NPRM No. 77-19B, 43 FR 15432). | 
Portions of NPRM 77-19 dealing with other subjects were | 
handied separately. Supplemental Notice of Proposed Rule- | 
making (SNPRM) was published January 15, 1981 (46 FR | 
3775). Initial comment period closed April 15, 1981; reply 
comment period closed May 15, 1981. NPRM 77-19D reopen- | 
ing the comment period until August 24, 1981, and the reply | 
comment period until September 21, 1981, was published July 
23, 1981 (46 FR 38062). In view of the Congressional, Federal | 
Agency, and public comments on this rulemaking, a Regula- | 
tory Flexibility Analysis will be prepared, whether or not re- 
quired by the Regulatory Flexibility Act. | 
Agency Contact: Phillip J. Akers, (202) 426-8323 
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Airborne . Low-Level Wind 
ments (Docket No. 19710), 


rift 
ut 


Flight yore Ee Limita- 7/8/82 | 47 FR 29782 
tions on Use Services 
(Docket No. 23174). 


flight y 
CFR Citation: 14 CFR pt. 121 
: Section 313(a), 601, 602, and 604, Federal 
viation Act of 1958 (49 U.S.C. Sections 1354(a), 1421, 1422, 
1423): Section 6(c) Department of Transportation Act (49 
. U.S.C. Section 1655(c)). 
Effects on Small 
Analysis: Regulatory Evaluation 
Additional information: Public Law 96-171 (7/18/79) directed 
the National institutes of Health (NIH) to conduct a study to 
determine if the “age 60 rule” is warranted. The report, issued 
August 1982, recommends retaining the rule, extending it to 
cover Part 135 operations, and implementing a study to collect 
data to possibly reiax the current rule. The ANPRM 82-10 was 
published July 8, 1982. (47 FR 29782). The comment period 
closed November 2 


Agency Contact: Lawrence P. Bedore, (202) 426-8096 
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Timetable 
Action Date 


potently en. State and local governmen 
ition Community. The Aviation Safety and Noise Abatement | 
Act of 1979 requires the Secretary of Transportation (and | 
through delegation, the Administrator of the FAA) to establish 
mone st (2), and (3). 

| CFR Citation: 14 CFR pt. 150 

: Secs. 301(a), 307, 313(1), 601, and 611, | 
Federal Aviation Act of 1958, as amended (49 U. SC. 1341(a), | 





h Density Airport Traffic | 3/31/83 | 
ule. (Docket No. 22471). | 5; ; ; Further action to | 
, } . be determined. | 


pt. 
: Secs. 103, 307, 313(a) of the FA Act.of 1958 
(49 U.S.C. 1303, 1348, 1354(a), and 1421(a)). 
Entities: 


originally promulgated to 
reduce air traffic congestion and delay. With the advent of 
improved programs, procedures, and air traffic flow manage- 
ment, the rule is felt to be unnecessary. 
| Agency Contact: Hal Becker, (202) 426-8783 


+Floor oe Emergency | Abstract: This action proposes new performance standards for 
Escape Path | floor ee eee 

| ids 1 ( ior emergency evacuation when alli 

more than 4 feet above the aisle 


| 
| 
| 
| 
| 
} 
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tSmoke Detectors and Fire | Abstract: This action proposes a new 
Extinguishers in Lavatories. detectors in lavatories and automatic 


lavatory receptacies i 
po gee co Mid ag of tae 121 
Act Sections 313, 601, 603, 604 (49 
an: Aan 1424). 


+Flammability Requirements 
for Aircraft Seat Cushions. 


Authority: F.A. Act Sections 313, 601, 603, 604 (49 
S.C. 1354, 1421, Aa 1424). - 
Effects on Small Entities: Y 


Use of Alcohol or Drugs | Abstract: rule whi i ject Certified Flight Crew- 7/27/81 
(Docket No. 21956). i i FR 


departmental t 
perbect gs ae ana shh 61 and 91 
A. Act Secs. 307, 313(a), 314, 402, 601-603. 
2 72, 4% 0, F202. 49 U.S.C. 1348(a)(c), 1354(a), 1355, 


8/15/83 


48 FR 19174 
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Agenda] »Presidential Task Force priority review. 


Timetable 


” | Date Cite 











to resolve a number of reguia- | NPRM | 11/20/60 45 FR 76872 


Proposed amendment 
ee en ae ae Ape } eee 


those standards. 
CFR Citation: 14 CFR pts. 23 25, 27, 29, and 33) 
F.A. Act, Secs. 313, 601, 603, 608; (49 U.S.C. | 


Secs.-307, 313(a), 402, 601-603, 902, 
C. 1348(a)(c), 1354(a), 1421(a), 1655(c)). 
Sema Entities: No ace ceeseceneeeneennseenee 


"‘Commoncatons fost | impii icati | 12/83 


Citation: 14 CFR pt. 91 

: 49 U.S.C. 1348(a)(c), 1354(a), 1421(a), 1655(c) 
{Fadct 307, 7. 3134a) 402, 601-603, 902, 1110, 1202). 

Smatl Entities: No 


| 
a 
w4 
| 
| 


| 6/19/78 | 43 FR 26322 
12/4-8/80 
1/84 | 


| 
| 
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» ] *Presidential Task priority review. 


Pilot Coen Se Require- 5 permit certain widebody turbojet 8/12/82 | 47FR 35146 
ments ( et No. 23745). ; = 2/84 
requirements 


oxygen. 
CFR Citation: 14 CFR pts. 91, 121, and 135 
: F.A. Act, Secs. 307, 313, 313(a), 402, 501, 
. 1110, 1202, 1102; 49 U.S.C. 1348(a)(c), 


Review: Revision of Part 91 
(Docket No. 18334). 


rd te ial‘ A 
ment on January 22, 1979 (44 45 


10,190" 8 5. NPRM 702 extended the comment 
to April 9, 1982. 
eens i 


oceeding 
Citation: 
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Summary 





Legal Authority: F.A. Act, Secs. 307, 313(a), 402, 601-603, 90; 
1110, 1202 (49 U.S.C. 1348, 1354, 1354(a) 1355, 1401, 1402. 
1421-1430, 1502, 1655(c)). 

Smaii Entities: No 


Authority: F.A. Act, Secs. 313, 501, 503, 505, 1102 (49 
S.C. 1354, 1401, 1403, 1405, — 


Contact: Elizabeth Flinta, PO Box 25724, Okla City, OK 
73125, (405) 686-2284. 


contract. 
| CER Citation: 14 CFR pt 47 
Legal Authority: F.A. Act, Secs. 307, 313, 501, 503, 505, 506, 
1102; 49 U.S.C. 1348, 1354, 1401, 1403, 1405, 1406, 1502. 
Effects on Small 


None | 
Elizabeth Flinta PO Box 25724 Okla a Gay. OK 


Agency Contact: E 
73125, (405) 686-2284. 


Reguiatory Evaluation 
information: After further analysis and review in light 
comments received to Notice 80-10, the FAA concluded 
its authority to issue the proposed rule was unclear and 
rulemaking should not proceed until the statutory basis for 
proposed rule was clarified. For this reason, the FAA 
1 action on the notice and on January 22, 1981, 


of P.L. 97-248, this Notice revises the 
| in Notice 80-10. 
| Agency Contact: Jose Roman, Jr., (202) 426-3087 
Abstract: Proposed rule to revise Part 91 to include provisions 
ee Sees aan ae eee 
installed instruments and ee ae proposal 
consolidate minimum equipment list requirements pres- 
ently contained in various parts of the Federal Avation Regu 
one 
| CFR Citation: 14 CFR pts. 43, 91, 121, 125, and 135 





1/13/75 


| 10/20/77 | 
5/22/80 | 
12/83 


| 10/26/81 








Flexibility Act. /talics: New or changed information since last 


40 FR 2445 


42 FR 55891 
45 FR 34826 


45 FR 39857 
48 FR 25211 


46 FR 52278 
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— Authority: F.A. Act, Secs. 307, 313, oe. a 

1, 601-610, 902, 1102, 1110, 1202 (49 U 1348(a)(c), 
1354, 1964(6), 1355, b+ 1421(a)-1430, S02" 1655(c)). 

Effects on Smaii Entities: No 


Notice — 
requre A € authorization for jumps invita terminal contol 


Authority: F. A Ack a 307, 313(a), 601 (49 U.S.C. 
1348, gy 1421). 
Effects on 


Additional information: None 


Terminal Control Areas | Abstract: Terminal Control ‘tsi es are 
(TCA’s): Phoenix. reduce the midair collision potential by eliminating the mix of 
ces density terminal | F 


A. Act, i oy 307(a), 313{a), 1110 (49 U.S.C. 


Legal Authority: F. 
1348(a), 1354(a), 1510, een. 
Effects on Small Entities: No 


Terminal Control Area (TCA) | Abstract: Terminal Control Areas (TCA’s) are pri _ 1/8/81 
New York (Modification). reduce the midair collision potential by eliminating mix of 
pest senor and uncontrolled aircraft in a higher density terminal 


CFR Cl Chation: 14 om 7 
Legal Authority: F.A. Act, eee 307(a), 313(a), 1110 (49 U.S.C. 
einaeae oe 1354(a), ‘tert, NO 


None 
poy Contact: Hal Becker, (202) 426-8783 


Terminal Control Area “ag Abstract: Terminal Control Areas (TCA’s) are proposed 
Las Vegas (Modifica reduce the midair collision potential by eliminating the mix 
uncontrolled aircraft in a higher density terminal 


environment. 
CFR Citation: 14 _ pt. 71 
Legal Authority: F.A.Act, Secs. 307(a), 313(a), 1110 (49 U.S.C. 
1348(a), ‘cea 1510, —_" »). 
Effects on Entities: No 


Flight Operations Control irli . 10/2/80 45 FR 67103 
tems (Docket No. i i to 
18591). 


Authority: F. Secs. 313(a), 501, 601-610, 1102 (49 
S.C. 1354(a), 1421-1430, 1502, 1655(c)). 
Effects on Small Entities: No 





Federal Register / Vol. 48, No. 201 / Monday, October 17, 1983 / Unified Agenda 


DEPARTMENT OF TRANSPORTATION SEMI-ANNUAL REGULATIONS AGENDA 
Federal Aviation Administration 
FAA Current and Projected Rulemakings 
Other Rulemakings—Continued 


"New ltem considered under pea information since last 
{Key to Symbois: wenn ee ——_ or changed 


8/26/82 | 47 FR 37806 
10/83 


rotorcra notice 
changes to Parts 27, 29, and 91 and deals only with the flight 
controls and associated rotorcraft. 


Legal Authority: F.A.Act, ‘A Act, Secs. 307, 313, 31 402, 601-603, 

902, 1110, 1202 (49 U.S.C. 1348(a)(c), sta, 468 1421, 
1421(a), 1423, ss. 

Effects on Smail Entities: No 


None 
Agency Honaker, PO Box 1689, Ft Worth, TX 
76101, (817) 624-4911 Ext. 504. 


Abstract: This notice is the third of a series of notices to be 
issued as part of the FAA’s Rotorcraft 
would amend and update the engine and related equipment 
certification requirements in Parts 27 and 29 of the Federal 
Aviation Regulations. 

CFR Citation: 14 CFR pts. 27 and 29 

ae F.AAct, Secs. 313, 601, 603; 49 USC 1354, 

1421 








None... 
ee ee ee, 
76101, (817) 624-4911, Ext. 504. 


Siniiaiians Mila to Distnatnah ectintes of entees te nnied on 
part of the FAA’s comprehensive Rotorcraft 

Review Program. This notice contains 

amend and the airframe and related equipment 
quirements in 27 and 29 of the Federal Aviation Reguia- 


tions. 
CFR Citation: 14 CFR pts. 27 and 29 
: F.AAct, Secs. 313, 601, 603 (49 U.S.C. 1354, 


Agency Contact: James Major, 
76101, (617) 624-4911, Ext. 504. 
Abstract: This is the fifth of a series of notices to be issued as 


: F.A. Act, Secs. 307, 313, oer iat 314(a), 

, 502, 601-610, 902, 1102, 1110, 1202 (49 U.S.C. 1341, 

1340(aNC) 1354(a) 1355, 1421(a), 1430, 1502, 1401, 1402, 
655(c)). 


Agency Contact: Win C. Karish, (202) 426-8194 
Abstract: Would revise the aircraft/aircraft’ engine i 10/23/83 | 47 FR 43638 
Seuhnte Gol padan fom tp ahae comglinn> ae 208-1 eR 11/83 


sions being made to the EPA standards. 
CFR Citation: 14 CFR pt. 21; SFAR 27 a eee ceneceeneeenee 
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crtaedta, a2 F.A. Act, Secs. 313(a), 601(a) & 603 (49 U.S.C. 
eee en 


Additional 
Temporary Flight 
(Docket No. 22951). 
pt 9 
Legal Authority: F.A. Act, Secs 307 & 313(a) (49 U.S.C. 1348, 


1354(a)). 


Sircraft Owners and Pilot As- iti extend the validity period of third-class 
— - Duration of i i 


Airman Medical Certificates 

(Docket No. 19176). : FA. Act, Secs. 313(a), 314, 601, 602; 49 
, 1355, 1421, 1422, 1655(2). 
Entities: No 


Abstract: Tis project would amend the reguatons 1 
the operation by foreign air carriers and other operators 
oS ar aie bene es & nee Sea oa 
6,000 pounds or more. 
Canaeneer ea tar ae 121, 125, 129, — 
eee Secs. 313, 313(a), 601-610, 1102 (49 
S.C. 1354, 1354(a), 1421-1430, 1502 neste c)). 
Effects on Smaii Entities: No 


— Authority: F. c), 307| 311, 
13(a), 314, 601, “$03, 607-609, 1102 49 | U.S.C. atic, 


None 
Agency Contact: Heinz Heliebrand, (202) 426-8374 
Rr Oe ees eee te ee oe ne see 12/16/82 | 47 FR 56456 


Nasal Onygon Car that a nasal oxygen cannula 
1571). below 20. seed taal ancblee amantaeen aartaed weno teat 
one 1 — gelanebitetesomeeemeere 


pt. 23 
Legal Authority: FA: Act, Secs. 313 601, 603 (49 U.S.C. 1354, 
1421, 1423). 


Additional information: None 
Effects on Small Entities: No 

Contact: Earsa L. Tankesly, 601 E. 12th St, Kansas 
, MO 64106, (816) 374-6930. 
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Legal Authority: F.A. Act. Secs. 311, 313{a), 314, 601, 603, 
rene, 1902 (49 USC. 1352, 1354, 1355, 1421, 1423, 
. 1655{c)). 


James M. Walker, NorthWest Mountain 
i 17900 Pacific Hwy South, C-68966, Seattle, WA 
98168 (206) 431-2116. 


Part 25 Certification Review | Abstract: This action would amend Part 25 to: So 
airworthiness standards are stated as 
Bae pe 
Ensure 





“Fly After Failure” Require- i i i | 7/11/83| 48FR 31842 
ment. i i I 8/22/83 | 48FR 38004 


Citation: 14 CFR pt. 25 
Legal Authority: F.A. Act, Secs. 313, 601, a8 ws USS 1354, 
1421, 1423). 
Effects on Smaii Entities: 
eee 
information: Comment period extended until 10/12/ 








(206) 431-2120. 
of SAFER “loon peahacton Gatup squund Se ana Gane we 
Pileciaes Recom- vent protection ground 11 to require 
mendations. design mud 
Legal : F.A. Act, Secs. 313, 601, 603 (49 U.S.C. 1354, 
1421, 1423). “ 
Effects on Small Entities: No 
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Proposed Minimum Aeronau- 
tical i i 


- Instrument Rating 
(Docket No. 29672). 


Reaffixing TSO Article Labels .. 


National Association of Flight 
Instructors - Student Recre- 
ational, a Stu- 
dents Other Than Recre- 
ational, and Private Pilot 
Certificates. 


Amend Part 23 to Include Re- 
quirements for Crash-Re- 
sistant Fuel Systems. 


Federal Aviation Administration 
Current and Projected Rulemakings 
Other Futemakinge—Continued 
; ee eee 


Cite 


Timetable 
|__ Action | Date _| 


Sacer Gea de James ~yy "Walker, “NorthWest 
i 17900. Pacific Hwy South, C-68966, 
98168, (206) 764-7051. 

Abstract: This action would amend various sections of the 
regulations. The proposed amendments are clarifying, editorial, 
or corrective in nature. 

CFR Citation: 14 CFR pts. 21, 65, 107, 121, 135, and 145............. 


Legal : FA. Act, Secs. 311, 313-316, 501, 601-610, 
1102 (49 U. .C. ag 1354, 1354(a), 1355(a)-1357, 1421- 


1430, 1502, 1 
Entities: No .......................... 


oe eet Salen 


or 
Seattle, WA 


10/3/83 | 48FR 45214 


Saree paricate in eybore recreational 
and personal activities by regulating the airworthiness of the 
equipment to be: used. 

CFR Citation: 14 CFR pts. 21, 31, 43, 91 
Legal : F.A. Act, Secs. 313, 601, 602, 603, 609, 610 
(49 U.S.C. 1 52, 1354, 1355, 1421, 1423, 1427, 1428, 1429, 


None 
Agency Contact: James F. Zahringer, (202) 426-8323 


Abstract: This action would amend § 61.65(a)(1) to delete the 
words “or commercial” ee Sen 


6/20/83 | 48FR 28104 


iseiak F.A. Act, Secs. 313(a), 3174, 601, 602 (49 
S.C. 1354(a), 1355, 1427, 1422, 1655(2)). 
Smaii Entities: No 


ee ee eee 

ments 

CFR Citation: 14 CFR pt. 23 

Legal Authority: F.A. Act, Secs. 313, 601, 603 (49 U.S.C. 1354, 
1421, 1423). ! 
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] “Presidential Task Priority review. 


Contact: Earsa L. Tankesiey, 601 E. 12th St, Kansas 
City. 64106, (816) 374-6930. 


SS 8 el fe She ny ot 
where Part 23 fatigue 


Contact: Earsa L. Tankesiey, 601 E. 12th St, Kansas 
64106, (816) 374-6930. 


Amendment to require taxicab drivers and other driv- 


Agency Contact: Edward S Wash Nat’ Airport oe 
9, Wash., DC 20001, (703) Sef o1es 


5/2/83 | 48FR 19838 
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see | Action | Date | Cte 


ee ae a Improvement Act of 1982 
Effects on Smail Entities: This aspect is currently under study...... 
Evaluation J 


1/31/83 48 FR 4290 
6/9/83 | 48FR 26623 


Legal Authority: Federal vain Ac, Seca 8a 601, 603 (49 
S.C. 1354, 1421, 1423) 
Small Entities: No 


Earsa lL. Tankesley, 60 
apes Cay. Missouri 64106, (816) 374-6930. 


Rotorcraft Structural Fatigue | Abstract: This advance notice proposes to add damage toler- 1/6/83 48 CFR 772 
and Damage Tolerance. } irements to the fe evaluation requirements of 7/84 


Legal Authority: F.A. Act Secs. 307, 313, gee’ 314, —_ 
402, 501, 502, 601-610, 902, 1110, 1202, 1102 (49 U.S.C 
1348, 1348(a)(c), 1351, 1354(a), 1355, 1355(a), 1401, 1402, 
1421-1430, 1502, 1655(c )). 


aluation 
Additional information: Public meeting held on February 8, 


Agency Contact Robert T. Weaver, P.O. Box 1689, Ft. Worth, 
76101, (817) 624-4911, ext. 505. 


Revise Part 23 to include | Abstract: This action would amend Part 23 to include airworthi- 
Commuter Category Air- ness standards for multi-engine airplanes having a maximum 
planes. passenger — excluding any pilot seat, of 

19 seats, and a maximum takeoff weight of up to 19,000 


: Federal aan Act, Secs. 313, 601, 603 (49 
U.S.C. 1354, 1421, 1423). 
Smaii Entities: No 


Contact: Earsa L. Tankesley, 601 East 12th Street, 
nsas City, Missouri @4106, (816) 374-6930. 


Revision of SFAR 38 and | Abstract: This proposed action would revoke Part 127 and 
Revocation of Part 127. amend Part 121 by deleting all references to Part 127 and by 
recodifying those portions of Part 127 referred to in Part 121 
into Part 121. 

CFR Citation: 14 CFR pts. 121 and 127 
Authority: Secs. 313(a), 601 and 604 of the Federal 
viation Act of 1958 (49 U.S.C. 1354(a), 1421 and 1424, and 
LV of the Department of Transportation Act (49 U.S.C. 
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Abstract: This proposed action would amend the regdations to NPRM 
allow the flight engineers’ normal procedure 
sicmmaib Gs At iseneeed tebe tnedaio’ tn fon of con. 
ducting it, in flight, in an airplane. 
CFR Citation: 14 CFR pts. 63, 91, and 125 


Legal Authority: Federal Aviation Act, Secs. 307, 313(a), 402, 
—— 902, 1110, 1202 (49 U.S.C. 1348(a)(c), 1354(a), 


1(a). oe 


: Federal Aviation Act, Secs. 307, 313(a), 402, 
1110, 1202 (49 U.S.C. 1348({a)(c), 1354(a), 


—- Authority: Secs. 313(a), 601, of 
ee eet 1354(a), 1421, yee) and 
Transportation Act (49 U.S.C. 


ee © ‘ecdientin anion ie gebinminennnenteens @ 
quired for all categories of cargo ee ee 
A and to oS Setatene conuitinedt calume 
detection and fire prevention capabilities of 
inguishi ~ 9 Rpiaseaiecaibetl 
CFR Citation: 14 pt. 25 
Authority: F.A. Act Sec. 313, 601, 603 (49 U.S.C. 1354, 


1421, 1423). 
ffects 
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6/6/83 | 48 FR 25215 
8/18/83 | 48 FR 37430 
10/83 


, 1983. 
Contact: Edward S. Faggen, i 
1 (703) 557-8123. 


port, Washington, D.C. 2000 
t*FAR 23.49(b) Stall Speeds 
for Single Engine and Mul- 
tiengine Airplanes of 6,000 
ibs. or less. 


wing ‘ . 
Earsa Tankesley, 601 East 12th Street, 
City, Missouri 64106, (816) 374-6930. 

“ATA - Advanced Simulation | Abstract: This petition proposes to amend certain provisions 
Requirements (Docket No. relative to the i simulator it of 
22818). Appendix 

allow 


t iliti It 
extend indefinitely the Phase IIA training alternative which 
presently has a 34-year time limitation. 
CFR Citation: 14 CFR pt. 121 
2 49 U.S.C. 1354, 1421, 1422; F.A. Act sections 
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: F.A. Act Section 313, 601, 604, 605 (U.S.C. 
1354, 1421, 1424, 1425). 


: FA. Act Section 313, 601, 604 (49 U.S.C. 
1354, 1421, 1424). 
Evaluation... 


information: None 
Agency Contact: Fred W. Crenshaw, (202) 426-8098 
Abstract: This action would delay an October 15, 1982, compii- 
ance date to afford operators additional time to accomplish 


. ’ ( “ - 
1354, 1421, 1422). 
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= — : on 


*Model B Ai ; National i within whi 7/28/83 | 48 FR 34286 
Arspace Review Task | person operating an aircraft must maintain radio 101 
tion (Docket No. 23708). i 


cling and tral control 
zone extensions with ieualien aeae ond i cages cna 
miles with nautical mile designations. 

CFR Citation: 14 CFR pt. 91 

Legal Authority: F.A. Act, Sections 307 and 313(a) (49 U.S.C. 
1348, 1354(a)). 


airspace areas. 
Legal cats Sane S07 S12 Sta, 601 of the FA Act of 
1958, (49 U.S.C. 1348, 1353, 1354, 1421); 49 U.S.C. Section 
106(g) (Revised Pub. L. 97-449, Sores a Sy 


W. Becker, (202) 426-8783 
Abstract: Would standardize weather minimums in all airspace 


ER Chtation: 
cam MEA See Sections S07 and Sides 49 U.S.C. 
te48, 13 seata) : 


Small Ertltless No ..............-c.ccc-ceecceecscerececesncnesenssnonecsecces a 
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Title 


Abstract: Would revise Part 35 Fatigue Limit Test (Propellers) to res 


add requirement for composite propellers to inciude environ- 


Additional information: None 
a a ee FAA NE 
Park, Burlington, MA 01803, etn 


eee Would revise FAR 33.67 to incorporate requirements 
for turbines. 


CFR pt. 33 
Legal Authority: F.A. Act, Secs, 313, 601, 603 (49 U.S.C. 1354, 
1421, 1423). 


Additional information: None 
eae ae ANE-110, FAA NE 


New England Executive Park, Burington, MA 01 eI) 


ee eS ene re enone 
Brake Systems Tests.” a section 


None 
Contact: Donaid F. ~~ oy FAA NE Region, 
cee cemmeaa eae Burlington, MA 01803, (617) 


Aon: Thi emai ede st improve it ine 
duty time and rest requirements applicable to flight crew- 
members employed by air carriers, air taxis and commuter 


operators. 
CFR Citation: 14 CFR pts. 121 and 135. 
Authority: 49 U.S.C. 1354, 1421, and 1424;-Section 313, 
1 and 604 of the Aviation Act of 1958, as amended. 





recommended i 

FR 21339 and 29771; 

Committee met through the summer to discuss such 
Agency Contact: Edward P. Faberman, (202) 426-3773 
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ee 


| 10/84-10/ | 
85 | 


10/84-10/ | 
8S | 


Standard _ instrument 10/84-10/ 
proach Procedures. Agency 85 | 
3 | 10/84-10/ | 

8&5 





Review of Existing Regulations 
Priority Reviews 


[Key to Symbols: “New Item tAnalysis or review being considered under Ri eae Flexibility Act. /talics: New or changed information since last 
Agenda.}] Presidential Task Force priority review. 











Summary 





These regulations specify the medical standards 
oT Oe lore a medical certificate is issued to an 
airman. For example, a medical certificate is required before a 
person can obtain a pilot license. During a recent rulemaking 
involving these regulations, a considerable number of com- 
menters expressed the belief that the current standards 
should and could be revised to state, in generally applicable 
objective terms, all those circumstances in which the FAA will 
issue medical certificates. In‘the past, some certificates have 
been issued on a case-by-case basis, with appropriate limita- 
tions, under exemption and waiver provisions where strict 
compliance with the existing standards was not essential in 
the interest of safety. A comprehensive review of these reguia- 
tions is necessary to determine if the commenters’ arguments 
are correct. If they are and the requested tory owe 
are possible, it could greatly reduce burdens, on the FAA 
= associated with the processing of medical certifi- 
cates. 

CFR Citation: 14 CFR pt. 6 

Legal Authority: F.A.Act, Sead 313(a), 314, 601, 607 (49 u. S.C. 
1354(a), 1355, 1421, 1427). ; 

Effects on Small Entities: No 

Agency Contact: William H. Hark, M.D., (202) 426-3802 
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Timetable 


Action — a4 _Date | 





| 


Completion of | 2/84 
eview. 


the Rotorcraft Regulatory 

1980, in Washi DC. 
CFR Citation: 14 ST; BU DIE BET ca sssascsscsncicensesl 
Legal : F.A. Act, Secs. 307, 313, 313({a), 402, 601-605, 
902, 72, 11 0, 1202 (49 U.S.C. ,1348t—N) 1354, 1354(a), 


Effects on Smaii 


Additional information: None 
— Contact: Robert T. Weaver, P.O. Box 1689, Ft. Worth, | 
76101, (617) 624-4911, ext. 505. 


f*Part 21 - Certification Pro- | Abstract This part grematon grocedun soaseemant it Su | 
codwes for Products and | and changes to 


: 49 USC. 1354(a), 1421, 1423, 1424; 49 
U.S.C. 106(g) (Revised, Pub. L. 97-449, January 12, 1983); 
a Aviation Act of 1958, Sections 313(a), 601, 603, and 


1354, 1421, 1422, 1423, and 1424; 72 | 
; Federal. Aviation Act of 1958, Sec- 


| 
| 
| 


Authority: 49 U.S.C. 1348, 1354, 1401, 1402, 1421, and 

72 Stat. 749, 752, 771, 772, 775, 776; Federal Aviation 

Sections 307, 313, 501, 502, 601, and 603. | 
determined 
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ts 8 “9 USC. 1 an 1421, ang ty 49 
S.C. rarer Pub 18 9, January 983), 


12, 1 
tion Act of 1958, Sections 413¢a). 314, 601, and 


+*Part 67 - Medical ut 
ards and Certification. 


pt. 
Authority: 49 U.S.C. 1354(a), oe. 1421, and 1427; 72 
tat. 752; Federal Aviation Act of 1 958, Sections 313(a), 314, 
601, and 607. 
Effects on Small Entities: To be determined 
Additional 


information: None 
Agency Contact: William J. Sullivan (202) 426-7815 
t*Part 141 - Pilot Schools Abstract: This part prescribes the requirements for issuing pilot 
associa! 
holders of those certificates and ratings; the 
aircraft requirements for a pilot s 
school certificate; and 


The review will also anal 


ppt oar ag ye a a 

Legal ia: 49 U 1354({a), 1355, 1421, 14 
1427, and 49 U.S.C. 106(g), ne Pub. L. 99-449, January 
12, 1983); Federal Aviation Act of 1958, Sections 313(a), 314, 
601, 602, and 60 

Steck on Seat Bidittnec To he determined 

Additional | None 
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47 FR 41486 
48 FR 28118 








Other Rulemakings 
[Key to symbols: “New item. Analysis or review being considered under Regulatory Flexibility a ¢ Presidential Task Force Priority Review. 


italics: New or changed information since last 


Timetable 
Date Cite 


| 








Summary 








i Abstract: This amendment establishes a designated airworthi- | NPRM | 6/24/82 | 47 FR 27472 
(Docket a (DAR) to represent functions in the airwor- | FR 4/15/83 48 FR 16176 
thiness disciplines of manufacturing, maintenance, and engi- 


a art asee ko han 301(c), 307(b), 313(a), 
oie ene 13866, 1 —_ 13480), e540), 1385y 


| Additional None 
Agency Contact: Sandy DeLucia, (202) 426-8361 
Airworthiness ~ eae ba nyt oe ge Pri 
¢ Parachutes. eferences to sections pertaining to the 


dependence on parachutes unneces- 

and, consequently, the regulations which govern them 

should be deleted. 
CFR Citation: 14 CFR pts. 65, 91, 105, 149, and 183 

Authority: F.A. Act, Secs. 301(c), 305, 307, 307(b), 
313(a), 314, 402, 601-603, 607, 902, 1110, 1202; 49 U.S.C. 
1341(c), 1346, 1348, 1348(a)(b)(c), 1354(a), 1355, 1421, 
1421(a), 1427, 1655(c). 
ffects on Smaii Entities: 








2/10/83 48 FR 6102 
with as 
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Summary 


| CFR Citation: 14 CFR pt. 91 
Authority: F.A. Act, Secs. 307, 
702, 1110, and 1202 (49 USC. 
1421, 1442, 1443, 1472, 1510 & 1522). 
Entities: No 


Effects on Small 
Analysis: 


Abstract: This action was 
Secu one ieteroer cme | 


te. 
Legal Citation: 14 CFR pt. 121 
Authority: Secs. 313(a), 601 and 604 of the Federal 
“ae ate of 1958 (49 oe 1354(a), 1421, Pe 1424 and 
the Department of Transportation Act (49 U.S.C. 


| Agency Contact: Steve Stieneker, (202) 426-6096 | 

Piper Aircraft Corporation - | Abstract: This action was a peacoat to amend the regulations to | Project 
Use of 360° Attitude Indica- allow the use of 360° attitude indicators in lieu of gyroscopic cancelled. 
tors in Small Airplanes | _rate-of-turn indicators in small airplanes as a back-up system | 
(Docket No. 22824). as is permitted in large airplanes. | 

CFR Citation: 14 CFR pt pts. 91 and 135 

| Legal yg Federal Aviation Act, Secs. 307, 313(a), 402, | 

| 601-603, 902, 1110, 1202 (49 U.S.C. 1348(a)(c), 1354(a), 

| 1421(a), 1655(c)). 

| Effects on Small 


j 
| 
| 
} 


| Additional | None 
| Agency Contact: Daniel Keenan, (202) 426-8096... 


“Air Traffic Control System; | Abstract: This notice proposes alternative methods for the final | 6/20/83 | 48 FR 28106 
Interim Operations Plan disposition of slots formerly used by Braniff Airways and 8/29/83 | 48FR 39054 
(Docket No. 22050). | temporarily allocated to other airlines under Special Federal 

Aviation R tion No. 44-4. This proposal, in part, responds 
| to a letter dated May 19, 1983, from Braniff anes a formal 
request for slots and to a petition for rulemaking by Continen- 
tal Airlines. 
CFR Citation: 14 CFR pt. 91 
ae Authority: (Section 307 (a) and (c), are ne 601(a), | 
ederal Aviation Act of 1958, as amended (49 U.S.C. Sections 
| 1348 (a) and (c), Long 4 = 1421(a)); Shonen 6(c), Depart- 
| ment of Transportation Act (49 U.S.C. Section 1655(c).). 
Effects on Small Sembee: No 
| Analysis: Regulatory Evaluation 
| Additional information: None 


[| Contact: J. E. Murdock ili, Federal Aviation Administra: 
tion, 800 Independence Avenue, S.W., Washington, D.C. 
20591 (202) 426-3773. 








43 FR 6273 


2/14/78 


Flexibility Act. /talics: New or changed information since last 


priority review. 


ask Force p 


Federal Aviation Administration 
Reviews of Existing Regulations 
Priority Revi 
q i ' t i ility Act. /talics: New information since last 
[Key to Symbols: *New Item NE and vette taoee oe or changed information since 
Federal Highway Administration 
Current and Projected Rulemakings 
. Priority Rulemakings: Major 
[Key to Symbols: “New Item +tAnalysis or review being considered under 
ct portant fs opus corm ws arse 


Agenda] Presidential T 


This 


if 


Blt z 
i 


Ry 
§ 


rt it 
isl pene | 


FEDERAL MOTOR CARRIER SAFETY REGULATIONS 


Minimum Cab Space Dimen- | Abstract: 
sions (Docket No. MC-79). 


ut i i a 
iil MM a 


DEPARTMENT OF TRANSPORTATION SEMI-ANNUAL REGULATIONS AGENDA 


4 
§ 
% 
5 
i 
i 
: 
; 
z 
: 
=} 


FHWA 


FAA 
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ENGINEERING AND TRAFFIC OPERATIONS 


“Truck Size and Weight ........... Abstract: This action proposes the final network a 9/14/83 | 48FR 41276 
dimensions | 11/83 


: 23 U.S.C. Zo i 133, 411, 412, 413, 
and 416 of the STAA of 1982 
Effects on Smail Entities: Y 
Analysis: Regulatory impact cmaitatneasaatens Flexibility Anal- 


ysis. 
Additional Information: A 4: comment 
n 5-day public period is 


| Agency Contact: Dave Oliver. (202) 426-0825; Sheldon Strick- 
land, (202) 426-0153; Hal Brown, (202) 426-1993. 


Priority Rulemakings: Non-Major 


[Key to Symbols: *New Item +Analysis or review being considered under Flexibility Act. /talics: New or changed information since last 
Agenda.] ¢Presidential Task Force priority review. 


ENGINEERING AND TRAFFIC OPERATIONS 


uy regulation was issued on an emergency i 1/17/83 
cpiveonante ‘Deciat tb. 68: Lai: te, Samiedionin tieiamienn teeta 165 of the Surface 
2). TS ee ee eee 
because it involves a matter which may Amenciments fo 5/26/83 
public interest. 


ocean or arouse 
CFR Citation: 23 CFR 635.410 
| Lane Saceaiee Speen fae ee oe P.L. 97-424... 
‘Knots hopes Psy ras Po 
Analysis: Regulatory Flexibility Analysis/Regulatory Evaluation 
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Current and Projected Rulemakings 
Priority Rulemakings: Non-Major—Continued 
to “New item considered under een een Paar ennes eaepaaen eines last 
[Key Symbols: wee - 


Timetable 


|__ Action | Date | cite 


cepa Abstract: This regulation would amend the existing 2/14/80 | 45 FR 10236 
sign standards for ne eae 1984 
major reconstruction by 
incorporated by reference in 28 CFA Pan 
. Public comments 


consideration. 
Notice of prapeund qin gieuaben treme 
17, 1980 US F 75690) it indicated further 
is not anticipated a Se See oe ree 
AASHTO development schedule, submission of a final docu- 
ment to FHWA is not anticipated until mid-1964. This rulemak- 
is considered significant because it concerns a matter for 
there is substantial public interest. 
crn cumen 25 Cena eee FHPM 6-2-1-1 
Legal Authority: 23 U.S.C. 109, 315, and 402 
Entities: No 


Evaluation (Minimal impact! 
vi 
Agency Contact: Wilson B. Harkins (202) 426-0313. 


eee WAY AND St 


ate ined USC | 131. it 
advertising as requir 
Se pp ae 
contro! under the statute and establish the basic framework 
for State development of police power 
Sete ee ee ee 
ee eee a 
conforming outdoor advertising devices. This proposal is sig- 
nificant because it may involve substantial public interest, is 
and i important departmental policy. This 
+ dhagree nnn hype oy ting: digs 
outdoor advertising control program. Since 23 


foamy th the 
U.S.C. 131 we cagsiatany & BREN. it is necessary to establish 
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announced a hearing site change and a cha i 
procedures. On June 25, ae (44 FR 37100), 


completed i 
determined after the recommendations of the report are fully 


considered 
Agency Contact: Myron Laible, (202) 245-0021 } 


Abstract: This regulation covers the preparation of environmen- w.|  8/1/83| 48FR 34894 

tal impact statements and related documents and compliance 6/84 

with other Federal environmental requirements under FHWA 

and UMTA grant programs. The changes are intended to 

streamline the project development process and provide in- | 

creased decisionmaki orgs A to agency field offices. The i 

j } 

| 


Review: Environmental 
impact and Related Proce- 
dures. 


| 
2 
| 
| 


amendments are signi because they involve important 
departmental policy. They are needed to reduce burdens 
associated with the environmental review process. 
| CER Citation: 23 CFR pt. 771, 49 CFR pt. 622 
| Legal Authority: 42 U.S.C. 4321 et seq., 23 U.S.C. 101 et seq., 
49 U.S.C. 1601 et seq., 49 U.S.C. 1653(f). 
Effects on Small Entities: No 
| Analysis: Regulatory Evaluation 
| Additional information: Notice and request for‘comments on 
priority review of environmental process published on April 13, 
1981 (46 FR 21620). The NPRM published on 8/1/83 (48 FR 
34894) provided a 60-day comment period. 
Agency Contact: FHWA: R. E. Gatz, (202) 426-0106 
| UMTA: A. Marner, (202) 426-2360 


FEDERAL MOTOR CARRIER SAFETY REGULATIONS 


Employee Safety and Health Abstract: This regulation would provide safety and health stand- . 3/2/78 43 FR 8566 
Standards (Docket No. MC- | ards to govern employees in the operation, mainte- 
64). | mance, and loading and ing of motor vehicles, 
to eliminate uncertainty with regard to the jurisdictional 
ty of the Occupational Safety and Health Administration 
(OSHA). This proposal is significant because it may have a 
OSHA. These standards are needed 
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[Key to Symbols: “New item enema — Flexibility or changed 


Contact: Neill Thomas, (202) 426-9767 


Sean Span 0 Sie Sains Seren i NPRM 4/11/83| 48FR 15499 
Section 30 of i ] 





[Key to Symbols: “New Item Analysis or review being considered under R cc: begin hag italics: New or changed information since last 
Agenda.] Presidential Task Force priority review. 





—- 





Summary 





CIVIL RIGHTS 


Review: Civil Rights Require- | Abstract: These regulations contain the policies, procedures Fall 1983 
ments. and guides for implementing employment opportunity 
requirements under the Federal and Federal-aid highway pro- 
grams. The changes are intended to eliminate unnecessary 
requirements, streamline procedures and reduce recordkeep- 


oe ane anes eae equirements. 
CFR Citation: 23 CFR pt. 230; FHPM 6-4-1-2, 2-2-2, and 2-2-3 


Notice equest co 
review published on 4/13/81 (46 FR 21620). 
abenay’ Contact: Edward W. Morris, Jr., (202) 426-0471 


PAYMENT PROCEDURES 
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Summary 





pe Regulatory Evaluation (minimal impact) 
| Additional information: None 

| Agency Contact: Harvey Wood, (202) 426-0562 
| Abstract: Section 159 of the STAA of 1982 


liorming Federal-aid project related 
it ti highway program. 23 CFR Part 140 will 
| ee ee ee 
| eo a 
Authority: Section 159 of the STAA of 1982 


| Agency Coninate Harvey Wood, (202) 426-0562............... dicen casceredl 


Transfer of Federal-Aid High- | | abstract: This regulation revision wili reflect the required statu- 
way Funds. tory changes included in section 116 of the STAA of 1982 
regarding ae transfer of Interstate construction funds. 
| CF ——- CFR pt. 160, subpts. A, B, and C 
: Section 116 of the STAA of 1982 


| Analysis: Regulatory Evaluation (minimal impact) ................. 
Additional Information: None 
| Agency Contact: Carla Child, (202) 426-0674 


PLANNING 


Review: Highway Planning | | Abstract: This revision to an existing regulation would reflect | NPRM... wel 1/11/79 
Program Administration | policy changes in management of the highway planning and 10/83 | 
(Docket No. 78-24). | fesearch program, e.g., allowing separate projects for compo- | 1/84 

| ments of the program (urbanized area planning, setmdiie | 
planning, research and development), and applying matching 
rates to time periods rather than a fiscal year fund, etc. NPRM | 
was published January 11, 1979 (44 FR 2400). As a result of | 
comments received to the Docket, as well as internal coordi- 
nation, FHWA is considering combining this regulation with 23 | 
CFR Part 450, Subpart B, Metropolitan Planning Funds, since | 
both deal with program administration. A revised NPRM com- 

| ining parts 420 and 450 and incorporating requirements | 

| mandated by the — Transportation Aaence Act of | 

| 1982 is being prepared. | 

| | CPR Citation: 2: 23 CFR pt. 420, subpt. A-and pt. 450, Subpart B, 

-2-1 

| Legal Authority: 23 U.S.C. a 307, 315; STAA of 1982 


i | Analysis: Regulatory Evaluation (minimai impact) 
| Additional Information: None 
| Agency Contact: R.B. Puckett, (202) 426-0175 


Review:. Payback Regulation | Abstract: Federal Highway Administration regulations in 23 CFR | | NPRM | 11/20/80 | 45 FR 76705 
Amendments. Part 480 prescribe the circumstances under which states must | NPRM i 10/83 | 
| repay the Federal Government for the Federal contribution to 
the purchase of property for Interstate heey projects that 
are later withdrawn. Congress, in Pub. L. 96- amended 23 
U.S.C. 103(e) to change the circumstances me which repay- | 
ment must be made. This revision to an an on | 
would incorporate the legislative changes in 23 CF 480. | 
CFR Citation: 23 CFR pt. 480 
| Legal Authority: 23 U.S.C. SOSeNORSh. Sec 2(c) of P.L. 96-106.. z 
| Effects on Small Entities: No 


| 
| 
| accion Agency Contact: act CLS Shufflebarger, (202) 426-0404 


Review: Coordination of Fed- | Abstract: This revision would implement Executive Order 12372 | 
eral and Federally Assisted and related OMB implementing procedures regarding intergov- 
Programs and Projects. 


ernmental review of Federal programs. 
| CFR Citation: 23 CFR pt. 420 C 
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oceans £2. 12372 qs 
= on Small Entities: No E 

















Agency Contact: Gary Maring, (202) 426-0215, K. C. Kippley, 
(202) 426-0673. 
ron nee ‘Use of High. 


and has been titled “Mass Transit and 
Spockel Use Haghasy Projects” 


Abstract: The existing regulation would be revised to incorpo- 
rate statutory changes mandated ho Sedans Wengen: 
tion Assistance Act of 1982 (STAA) and to make other revi- 
i cstieel mdtuniotatine chovmen, the eaesions Deed pevate 
changes. The revisions would provide 
whether mass transit and 
Projects are eligible for i nee fund- 
.C. 137, 142, and 149. This rulemak 


wie ercomlaeal 
High 


ENGINEERING AND TRAFFIC OPERATIONS 


..| Abstract: This regulation would set forth policy for the selection 8/21/80 45 FR 55763 
net aon oo Votes ih eepts. i bs 
CFR Citation: 23 CFR pt. 626; FHPM 
Legal Authority: 23 U.S.C. 109 (a), (b) and (c)... 
Entities: No 


Effects on Small 
Evaluation (minimal 
Notice of 


statement published 
10/8/81 (46 FR 49842). Clarification of policy statement pub- 
lished 11/9/81 ee No further action to be taken. 
Contact: Leon M. Noel, (202) 426-0327 


Abstract: This entry has been moved to the Priority Rulemak- 
Non-Major section of the FHWA Agenda. 


9/27/79 | 44FR 55598 
10/83 


eeimee Bo 10 
Efecto 23 U: 2 USC. 1090N, 402(a) 
Aamtonts tiomesoe fans hae unused an i7asei (46 FR 


2038) was withdrawn on 3/30/81 (46 FR 19292) 
‘tur codie aa EO. ¢ 12291. : 
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Summary 


Review: Contract Procedures 
(Docket No. 78-16). 


Legal 
Effects on Smali 
Analysis: 


Additional 
Agency Contact: A. J. Friesen, (202) ae DR ccRhh acl tronicesastaiete 


Review: General Materials | Abstract: This regulation would si procedures relating to 1/29/81 
Requirements. — material requirements for Federal-aid construction | Fi j 


CPA Citation: 23 CFR pt 635D FHPM 6-4-1-16 
ee 2 So 112, 113, 114, 117, 128 
Effects on Small Entities: No 

Analysis: Regulatory Evaluation (minimal impact) 
Additional information: None 


Review: Accommodation of ee oe aS oe regulation NPR 4/17/80 
Utilities. and simplify policies and procedures for accommodating Fall 1983 
facilities on the re eae ee ee 
way projects. An M was published April 17, 1980 (45 
26280). kis of cameneens samutiak Gallas thet o now 
NPRM should be published. 
CFR Citation: 23 CFR pt. 645; FHPM 6-6-3-2 
Legal Authority: 23 U.S.C. 123, 315 
Effects on Smaii Entities: No 
a ee Coane Sees 
Additional information: None 


3/8/79 | 44FR 12209 
11/20/80 | 45 FR 76924 


Review: Traffic Surveillance | Abstract: This raphetien pmnciies procedures and require- 6/14/82 | 47 FR 25541 
and Control (Docket No. ments for the a of Federal-aid highway funds for 1984 
82-9). traffic surveillance and control measures. The proposed revi- 


CFR Citation: 23 CFR pt. 655; FHPM 6-8-3-4 
Legal Authority: 23 U.S.C. 101(a), 315 
Effects on Smaii Entities: No 

Analysis: Regulatory Evaluation (minimal impact) . 
Additional Sue anion: 


us 
CFR Citation: 23 CFR pt. 650, ee 
Legal Authority: Section 161 of the STAA of 1982 
Effects on Small No 
Analysis: 
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EONS SN BSC. 
115 which for advance construction of 


48 FR 6552 


Parking Orrar ana tal tone 
ransportation” 
titled * j thane Tenet und Sipoaied Uae taney Puce 


Abstract: This revision would expedite the processing of Feder- ( 48 FR 38854 


under section 141 of the 1976 Federal-Aid 
action is also being hon Guana @ autioe 120 of tre 
re eee ee Sere eee | 
CFR Citation: 23 CFR pt. 630 
Legal Authority: 23 U.S.C. 140, 315; section 129 of the STAA 





An interim policy statement was pub- 
lished on 6/6/83 (48 FR 25181) to implement acceleration 
methods for selected projects within existing regulations. The 
—e regulations will apply to additional Federal-aid proj- 


aan Contact: S. M. Silence, (202) 426-0334 
—-. = existing regulation on pavement desig: 
sw agg unnecessary requirements and duplica- 


CFR Citation. 23 CFR pt. 626 

Legal Authority: 23 U.S.C. 109 (a), (b) and (c), 315 .. 

Effects on Small Entities: No 

Analysis: Regulatory Evaluation (minimal impact) ... 
information: None 











Abstract: The revised eunbtion would reflect changes in fund- 
ing of water supply and sewage treatment facilities at safety 
rest areas as required by Pub. L. 97-134, 95 Stat. 1699. 


eng en pa 2 134, 95 cor 1699 .. 
Effects on Smaii Entities: No 





Abstract: The FHWA will be aes an ANPRM to solicit com- 
ments on the en ee ee Oe eee 
reduction. Comments will be requested on specific issues 
raised the current policy. 

CFR Citation: 23 CFR pts. 626 and 1204 
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Timetable 
Summary 


Agency Contact: Leon Noel, (202) 426-0327 


Abstract: Revisions are being proposed to sta’ 8/11/83 | 48 FR 36470 
mandated by section 126 of the / 
i : » Act of 1982 (STAA of 1 


7/11/83 | 48 FR 31667 
83 


pt. 635 
Authority: 23 U.S.C. 112, 114, 315; 42 US.C. 3334, 
4231-4233, 4601, ef seq. 
Effects on Small Entities: No 
Analysis: Regulatory Evaluation (minimal impact) 
Additional information: None 
Agency Contact: Paul E. Cunningham, (202) 426-0392 .................. 
Abstract: This revision would permit States to increase the 
maximum time interval between the inspections for certain 
types or groups A as opposed to retaining the 
mandatory 2-year as required under the regulation 
currently in effect. tne siviino oneal @oavian Susie Taba 
agencies greater flexibility with which to utilize available in- 
ae 
CFR Citation: 23 CFR pt. 650 
we 23 USC. 116(d), 144, 315, and 49 CFR 


RIGHT: OF-WAY AND ENVIRONMENT 


Review: Relocation Assist- | Abstract: This revision would reduce Federal requirements relat- 
ance. ed to the relocation assistance program. Priority review com- 
pleted. Further action to be determined issuance 
government-wide relocation and acquisition lations. 
cae Portion of this 
CFR Citation: 23 CFR 
: Lopet Authority: 42 USC. miata 23 U.S.C. 315 
Effects on Small Entities: No 
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Timetable 


FEDERAL MOTOR CARRIER SAFETY REGULATIONS 
This regulation would set maximum toxic gas levels in | ANPR 
truck cabs. No further action is anticipated within the next 6 . 6/18/79 
CFR Citation: 49 CFR pt. 392... 


2/8/79 43 FR 5397 


45 FR 22120 


This amendment would serve 10/9/80 45 FR 87101 
change published May _ 1979, po pede Boy Bynes 


CER Citation: 4 ae 
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°Presidential Task Force priority review. 





Additional information: None 
Agency Contact: Neill Thomas, (202) 426-9767 ........-...--.-..-:e00-ses00 


Review: inspection, ir, | Abstract: The FHWA is proposing to amend Part 396 of 
and Maintenance. Federal Motor Carrier Safety Regulations (FMCSR) to e: 


Review: Disqualifying Of- 
fenses, Drugs. 


pt. 3 
Legal Authority: 49 U.S.C. 308. 1655 ... 

Effects on Small Entities: No 

Analysis: Regulatory Evaluation (minimal impact)... 
Additional information: None 

Agency Contact: Neil Thomas, (202) 426-9767 


Review: The Use of 4-Way | Abstract: This action will consider changing existing regulations 
Flashers on Slow Moving to allow the use of 4-way flashers to wam of potential haz- 
Vehicles. ards, and was developed in response to a rulemaking petition. 

No action is anticipated on this etna wihin On cnt © 


months. 
CFR Citation: 49 CFR 392.15 
Legal Authority: 49 U.S.C. 304, 1655... 
Effects on Smali Entities: No 
Analysis: Regulatory Evaluation (minimal impact) ... 
Additional information: Ni 
Agency Contact: Neill Thecate. (202) 426-9767 


Abstract: The FHWA is considering a revision of the written 
examination requirement for commercial vehicle drivers. The 
options being considered are (1) rescission of the requirement, 
(2) leaving the requirement as it is and updating the questions, 


Retail Fertilizer Distribution —- The FHWA proposes to exempt drivers and vehicles 
Exemption. fertilizer, dry and liquid, > specific fertilizer distri- 
application ye ana ‘om the Federal Motor 
Cones Safety yay with few onan. 
| CFR Citation: 4 49 CFR pt. 


6/17/82 | 47 FR 26172 


11/24/80 | 45 FR 77466 
11/83 48 FR 


12/11/80 | 45 FR 81621 
83 


3/4/82 47 FR 4256 


2/82 47 FR 5273 
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Review: 
Sone 


11/18/82 
Fall 1984 


5/31/83 | 48FR 24147 


Regulatory 
Additional information: Fina rio musi bein place by Nover 
Agency Contact: Neill L. Thomas, (202) 426-9767 
“eae Gaeta Getety Sapiens an uth ouennpt cuter 4/4/83; 48FR 14413 
and avers rom that would exempt motor | FA 
Se ee 


alan trae vehicle weight rating of 
rege venice having a gross 


period 
earliest possible action scheduled within the next 6 
Agency Contact: Neill L. Thomas, (202) 426-9767 


Abstract: This proposal would require the disqualification of 9/27/82 | 47 FR 42983 
eens cane Pin See's Maes or NPRM 1984 
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FHWA 
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Title 


ance Reoue 


Federal Highway Administration 
Current and Projected Rulemakings 
Se ee 


Flexibility Act. /talics: New or changed information since last 


] Presidential Task ‘orce priority review. 


Timetable 


-—neaon [a 


8/31/83 | “48 FR 39455 


Cite 


pt. 
| ry a Sections 401-404 of STAA of 1982; 49 U.S.C. 
Effects on Smaii Entities: No 





Title 


Manual on Uniform — 
Control Devices. 23 
109(b), (d), 402(a). 


Relocation Assistance- 
Moving Payments- a 


U.S.C. sage ek ae et seq; 23 
U.S.C. 315, 23 CFR 740). 


[Key to Symbols: *New Item ‘Analysis or review being considered under R 


Other Rulemakings: Routine and Frequent 
[Key to Symbols: “New Item Analysis or review being considered under 
Agenda. 


tory Flexibility Act. /talics: New or changed information since last 


] *Presidential Task Force priority review. 


Reviews of Existing Regulations 


Other Reviews 


Flexibility Act. /talics: New or changed information since last 


Agenda.] Presidential al Task ‘orce priority review. 


ENGINEERING AND TRAFFIC OPERATIONS 


ee en eee = 
nae tape. 
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pt. 630A 
Legal Authority: 23 USC 105, 106, 118, 134, 315 
Effects on Smaili Entities: No 

Agency 


Contact: J. A. Carney, (202) 426-0450 
FEDERAL MOTOR CARRIER SAFETY REGULATIONS 


prove rear end protection on heavy motor vehicles in conjunc- 
tion with action taken by the National Highway Traffic Safety 
Administration on January 18, 1981. 

CFR Citation: 49 CFR pt. 393 

Legal Authority: 49 

Effects on Small Entities: No 

Agency Contact: Neill Thomas, (202) 426-9767 


Priority Rulemaking: Non-Major 


[Key to Symbols: “New Item f i i ing considered under ibility Act. /talics: New information since last 
ame neidered us Sa : or changed informa 


6/30/83 | 48FR 30332 
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Flexibility Act. /talics: New or changed information since last 





Other Rulemakings 


[Key to symbols: *New Item. nye or et ee nee Presidential Task Force Priority Review. 


or changed information since fast 





Title Summary 
} 








I 


Carpool and Vanpoo! Projects... | Abstract: The existing regulation wil ire technical modifica- 
| tions to reflect the broader ior interstate and Inter- 
state 4R funds established in TAA of 1982. After a further 
review, it has been determined that the technical modifications 
reflecting provisions of the STAA of 1982 are not necessary. 

nn ee 

| GO Cantons SF vise Soe 

: Sections 118 and 120 of STAA of 1982, Pub. 


ENGINEERING AND TRAFFIC OPERATIONS 


Design and Construction Re- | Abstract: This regulation would develop standards for 
quirements for Highway Pe- | design and construction of pedestrian overpasses and 
destrian Overpasses and | amen Ne ay mong Hg Mgmt om Ee enn A 
Underpasses. capped persons (per March 7, f Bsa te Agreements with 

|  tectural and Transportation Barriers Compliance Board). This 
regulation would follow the completion of the research in 
Guidelines to make Crossing Struc- 
to Physically Handicapped”. /t has been 
determined that regulatory action is not required at this time. 
CFR Citation 
Rates 29 U.S.C. 794 (Sec. 504 of the Rehabilitation 
ct of 1973, as amended); 23 U.S.C. 142 (Sec. 165(b) of the 
Federal-Aid Hi Act of 1973, as amended). 
ntities: No aa 
mi 





None : 
Agency Contact: Larry King, (202) 426-0306 or Lee Burstyn, 
(202) 426-0761.. 


Review: Highway Construc- | Abstract: This regulation was originally selected for review be- 
tion Work to be Performed cause of FHWA policy on minimization of red tape. The 
by Other Than revisions to 23 U.S.C. 112 by section 112 of the STAA of 1982 
Contract Awarded by Com- | __ will be incorporated into the — regulations. These revi- 
petitive Bidding. | sions change the exception to the general es of 

competitive bidding (23 U.S.C. 112) from a finding by the 
Secretary that some other method is in the public interest to a |. 


projects 

Acceptance. These changes will be incorporated in the 
revision to 23 CFR pt. 635. 
| CFR Citation: 23 CFR pt. 635 


5/23/83 


| 


48 FR 22911 
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Summary 


Aaeee Peat: 23 U.S.C. 112; Section 112 of the STAA of 


4/18/83 


eee ee ce Sain Fianna Tie 4/18/83'| 48FR 16482 
23, U.S.C., relating to the the Davis-Bacon Act. 
The provision currently applies 
on highway projects on the 
reflect the 


Statutory language. 
CFR Citation: 23 CFR 635.124(d) 
: Section 149 of the STAA of 1982 
Entities: No 


section 111 of the Surface 
Act of 1982 (STAA of 1962). Sec- 
vending 


pt. 752 
Legal Authority: 23 U.S.C. 131; 42 U.S.C. 432, ef seg.; section 
111 of STAA of 1982. 


9/27/83 


i agency demonstates that some 
ES eins lean it aden 
Act of 1982 


FEDERAL MOTOR CARRIER SAFETY REGULATIONS 
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| _ Department. See RSPA 
tee authority: 9 USC. 304, 1686 

| Legal 49 . 165: 

Analysis: Regulatory Ev Evenunti imal 

| tion (mini impact) 

Additional information: Since the final rule published on Janu- | 
ary 8, 1981 (46 FR 2126) has become effective, no further 
regulatory action is required. | 


Agency Contact: Jooopn J J. Fulnecky, (202) 426-0033 


Review: Qualification of Driv- | Abstract: The FHWA is considering revising the regulati i 11/8/82 | 
ers. | provides that no waiver for handicapped facet 8/24/83 | 


47 FR 50528 
48 FR 38483 


| Legal Authority: 49 U.S.C. 304, 1655 

| Effects on Small Entities: No 

| Analysis: ys ee Evaluation (minimal impact) 
Additional Information: Request for comments published on 6- 
12/80 (45 FR aaa 
gency Contact: Neill 


Thomas, (202) 426-9767..... 


- 


RIGHT-OF-WAY AND ENVIRONMENT 


bursement. | ment for the Ss of a parcel from $100 to $500 to 
reflect inflation and increased property values. 





j 
| 
i i 
“Appraisal Function; Reim- | Abstract: This revision increases the minimum allowable pay- 7/11/83 48 FR 31637 
| 
| 


Priority Reviews 


tAnalysis or review being considered under ew Flexibility Act. /talics: New or changed information since last 
Agenda. Presidential Task orce priority review.] 


Timetable 
Action x Date 

| 

| 

| 

| 

j 

| 

} 

| 





ENGINEERING AND TRAFFIC OPERATIONS 


® Buy America (23 CFR 635, | Abstract: This regulation implements the requirements of the | Heview 

410) Surface Transportation Assistance Act of 1978 that requires | Terminated. 
| that preference be given to items produced in the United | 
States in FHWA funded projects. The regulation has been the 

subject of considerable criticism and controversy. The contro- | 

versy centers on the extent that the domestic steel industry 

deserves the protection afforded it under the statute, whether 

sufficient domestic supplies exist and the increased costs 
resulting from using more expensive domestic products. | 
Review mooted by enactment of PL 97-424, Section 65. See 
| “Priority 1 Non-Major” portion of agenda. | 
CHR URIs Te re NE hii aa scp ccescdiegrincncsccconssacensl 
| Authority: Surface Transportation Assistance Act of 1978 ..| 
| Effects on Small Entities: No 


Summary 
| 
| 


eels 
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Summary 








GENERAL MANAGEMENT AND AGMERESTRATION 


ENGINEERING AND TRAFFIC OPERATIONS 


Abstract: This requiation has been selected for review because 
of FHWA policy on minimization of red tape. As a result of a 
aS oe ne see a ee 1983 
(48 FR 19532), an extensive revision of the required contract 
a oe “Other Rulemakings” 





ee en ne eee er eee Review 
of FHWA policy on minimization of red tape. Rulemaking has 
been initiated. See “Other Rulemakings” portion of the 


don has been salected for veview becauss 
ify existing requirements and promote 
i determinations. A decision has 
naking. See “Other Rulemakings” 


Agency Contact: Alan Friesen, (202) 426-0355 or Jim Dann, 
(202) 426-0786. 


FEDERAL Sore CARRIER SAFETY REGULATIONS 
1 has been selected for review because | Fleview 
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ee = 


INFORMATION aise 


FEDERAL MOTOR VEHICLE SAFETY STANDARDS 


' tHeavy Duty Vehicle Brake | Abstract: Would establish a new brake standard for all trucks, 

Systems (Fi Truck ee at ae Rating (GVWR) 
and Trailer Brake Systems) over 10,000 fee benee standard replace Standard 
(Docket No. 79-03). ake Systems, and that porion of Standard No. 


Brake Systems, that applies to vehicles with a 
it would also 


ed to 
‘979. (44 FR 9783; ). 
February 28, 1800 (45 FR 13155); Notice 3. 
Contact: R. Hitchcock (202) 426-0842 
Rear Lighting and Signalling i i i , hi 1/8/81 46 FR 2132 
(Docket No. 81-02). i iti FR 


OES nae sere aes 


CFR Cltation: 49 CFR 971. -108 
Legal Authority: 15 U 1392, 1407 
Effects on Smaii Entities: No . 
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to *New Item considered under tory Fle Act. /alics: New inf tion last 
[Key to Symbols: tAnalysis or review being ak wows bey or changed information since 


CFR 
Legal Authority: National Traffic and Motor Vehicle Safety Act 
of 1966, as amended (15 U.S.C. 1392, 1407). 
No 


ee ae OTHER THAN SAFETY STANDARDS AND 
UEL ECONOMY STANDARDS/EXEMPTIONS 


Abstract: Ratings: Would require manufacturers to disseminate 1/22/81 46 FR 7025 
crashworthiness i 


+Crast hi Rati 
(Docket No. 79-17). 


Legal Authority: National Traffic and Motor Vehicle Safety Act 
of 1966, as amended, and Motor Vehicie Information and Cost 
Savings Act, as mnenaed (05 U.S.C. 1401, Section 112(d); 15 
U.S.C. 1941, Section 201(d)). 

Effects on Small Entities: Yes 

— Regulatory impact Analysis/Regulatory Flexibility Anal- 

Additional information: NPRM SS ary 22, 1981 (46 
FR 7025; Notice 1). Comment due date extended to October 
a ee 1981 (46 FR 19947; 


Agency Contact: William Boehly, (202) 426-1740 
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[Key to Symbols: “New Item +Analysis or review being considered under Ri Flexibility Act. /talics: New or changed information since fast 
Agenda.] *Presidential Task Force priority review. 








Title 
Cite 








Controls & Displays (Docket i symbols 11/4/82 | 47 FR 49993 
No. 1-1 izati : Fall 1983 


Authority: 15 US.C. 1392, 1407 
Effects on Smail Entities: No 


Controls and Displays | Abstract: Would quent the light intensity requirements of 2/1/82 47 FR 4541 
(Docket No. 1-18). Standard No. 101-80 to permit informational readout displays Fis Fourth 
| to be used for telitales. — 
1 


*Windshield Defoggers | Abstract: In nae to a petition for rulemaking, would require 7/14/83 
(Docket No. 83-10). windshield defogging systems in passenger cars, multipurpose Fourth 

passenger vehicles, trucks and buses built for sale in parts of 
the United States other than the continental portion. ( 1983 


-103 
Legal Authority: 15 U.S.C. 1392, 1407 
Effects on Small Entities: No 


tHydraulic Brake Systems brake gradient requirement 
10,000 pounds or less Som 


and muliunaners 
CFR Citation: 49 
Analysis: Regulat ee Flexibility Analysis 
ory 
Additional Information: None 





Federal Register / Vol. 48, No. 201 / Monday, October 17, 1983 / Unified Agenda 


DEPARTMENT OF TRANSPORTATION SEMI-ANNUAL REGULATIONS AGENDA 
National Highway Traffic Safety Administration 
NHTSA Current and Projected Rulemakings 
Other Rulemakings—Continued 


[Key to Symbols: *New Item eee aaa Flexibility Act. /alics: New or changed information since last 
Presidential Task Priority review. 


6/27/83 
brake . specified for vehicies Fourth 
10,000 pounds by Standards No. 105 and No. 121. 
CFR Citation: 49 CFR 571. age hy 121 


quarter 
1983 


2/18/82 


Fall 1983 


Abstract: Would permit labelling of metric-size brake hoses in 4/12/82 | 47 FR 15612 
= ya nw glee This action resulis from a | Fall 1983 


Legal Authority: 15 U.S.C. 1392, 1407 
Effects on Smait No 
Analysis: 


Regulatory Evaluation (minimal, 
information: NPRM, Notice 1 


Abstract: iis satied hamsidiane beeiiiahtinthe Unaaity Caxtamal> 
Soe Riifor Syne ne REEA Agent. 


of commercial vehicles secseeusee| 5/27/80 | 45 FR 35405 
performance requirements for i | 





| Legal Authority: 15 U.S.C. — 1407 
| Effects on Smafi Entities: Y 

Analysis: Regulatory Evaluation: Regulatory Flexibility Analysis 
Additional information: None 











None 
Agency Contact: R. Hitchcock, (202) 426-0842 
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Reflective i i j NPRM... 46 FR 51793 
(Docket No. 81-19). minimum effective luminous lens. 


Lamps, 
and Associated 
(Docket No. 82-03). 


Lamps, Reflective Devices, 
and Associated : 
(Docket No. 82-16). 


Agency Contact: R. Hitchcock, (202) 426-0842 .-.nceecncccsnconemne. 
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eae 











11/6/78 | 43 FR 51657 


11/6/78 | 43 FR 51657 


- 


10/30/80 45 FR 71834 
Fourth 


quarter 
1983 


7/23/81 | 46FR 37952 
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NHTSA 


{Key to Symbols: “New Item tAnalysis or review being 
Agenda.] 


Motorcycle controls and dis- 
plays (Docket No. 83-14). 


Glazing Materials (Docket No. 
81-04) . 


tGlazing Materials (Docket 
No. 81-04). 


Seat Belt Assemblies (Docket 
No. 80-06). 


National Highway Traffic Safety Administration 
Current and Projected Rulemakings 
Other Rulemakings—Continued 


considered under 
Presidential Task 


Summary 


symbols. 
CFR Citation: 49 CFR 571.123 
Ne a 1407 
Small Entities: No 


Abstract: Would update FMVSS 206 by refering to latest eck — 7/29/82 
of companion commercial standard (ANS Z-26), Fall 1983 

permiting use of modern materials, and would also amend the 
standard to permit a new type of bullet resistant glazing. 

CPR Citations 49 CER 571.205 .ic..2.0.2.cc-ccccesecccececcscsrececonecenecesesseres ed 

Legal Authority: 15 U.S.C. 1392, 1407... 

Effects on Smaii Entities: No 

8 ee ee 

Additional information: Ni 

Agency Contact: R Mrmchoosk. (202) 426-0882 


ee ee er niente .| 1/26/82 


materials. 39/10/83 
Citation: % crk 571.205 


Legal Authority: 15 U.S.C. — 1407 ... 
Effects on Smail Entities: Y 
Analysis: Regulatory Evaluaton/eqiaioy Flexibility Analysis. 
information: NPRM, Notice 
Agency Contact: R. Pichchock, (202) 428.0642 
Abstract: To improve seat belt comfort, convenience, reliabili ..| 12/31/79 


1/8/81 
2/18/82 


ideraton detering etfecive. da. tom 
aoe *. 1983, published February 18, 1982 (47 
effective 1, 1985, 


date to 
lune 2, 1 (48 FR 24717). a plans to 
substantive portions of petitions for 


aluation = 
Additional information: NPRM, Notice 17; FR, Notice 19; FR 
deferring effective date, Notice 24; NPRM for additional deter- 
<n Notice 29. FR for additional deferral, 
lo 
Agency Contact: R. Hitchcock, (202) 426-0842 
Abstract: Would amend FMVSS 209 to modify resistance to 6/1/80 
Son A penne ne Selene 2 ta at ial 1983 
: oS ee 


Guns were developed, 
CFR Citation: 49 CFR 571.209 
py Re 1392, 1407... 
Smaii Entities: No 


Flexibility Act. /alics: New or changed information since last 
‘onit — 


47 FR 32749 


46 FR 8067 
48 FR 10097 


44 FR 77210 
46 FR 2064 


45 FR 29102 





Federal Register { Vol. 48, No. 201 / Monday, October 17, 1983 / Unified Agenda 


DEPARTMENT OF TRANSPORTATION SEMI-ANNUAL REGULATIONS AGENDA 
National Highway Traific Safety Administration 
NHTSA Current and Projected Rulemakings 
Other Rulemakings—Continued 


to “New Item review considered under ility Act. italics: New information si last 
[Key to Symbois: tAnalysis or a sad under Pe Flexibility or changed since 








12/11/60 | 45 FR 81625 
Fall 1983 


11/27/81 46 FR 57939 


NPRM, Notice 5 
R. Hitchcock, (202) 426-0842 
Truck Rear Underride Pro- / require protective i i NPRM 1/8/81 46 FR 2136 
tection (Docket No. 1-11). i i ion to 
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[Key to Symbols: *New Item Homi ene Sea re eres 


<Presisontal 
oe Gite 
Abstract: Would reduce adult pedestrian leg injuries and child | NPRM..... 1/22/81 46 FR 7015 
Further action to 


Sac 


a 15 U BZ, 1407 .....n.ccccsccnsecsssesssesessssssssserssreee] FROSCBICH 
Effects on Small Entities: Ves ............-cnccccccoessccesssessssenssseesessssnssseee| UNCCTWAY. 


Analysis: Regulatory Evaluation/Regulatory Flexibility Analysis...... 
Preece op gr heh agg ey heme a ateaChalidatennseaeiiheclasas 
Agency Contact: R. Hitchcock, (202) 426-0842 
ee ae Se oe ee “= 47 FR 9865 
Standards 103, 104, 107 and 111 to reference SAE Recom- 
mended J941e, Motor Vehicle Driver's Eye Range, 
instead of an ow 
CFR Citation: 49 CFR pt. 57 
Legal Authority: 15 U.S.C. ‘288. res itinipiacscasad 
Entities: No 


Additional information: None 
Agency Contact: R. Hitchcock, (202) 426-0842 ................c.c.-csn-0+0 


REGULATIONS OTHER THAN SAFETY STANDARDS AND 
FUEL ECONOMY STANDARDS/EXEMPTIONS 


Legal Authority: 15 U.S.C. 1392, 1407................. 
Any ne eee. ai : 
Oo be determined.............. 
Additional information: NPAIM, Notice 1 .......ccc.sccccccccecnc-- 
Agency Contact: William Boehly, (202) 426-1740 nn... 





Cite 
46 FR 10429 
47 FR 34990 
47 FR 36260 


Timetable 


8/12/82 
| 8/19/82 
Fall 1983 


Flexibility Act. /talics: New or changed information since last 
be determined. 


ing considered under 
Agenda eed Tes Fone ta 
426-1740 ............... 


eeecsererecceccceeceen| 


Priority review. 


ee eeceescerereosce 


grade in the Uniform Tire 
Om Small Entities: No scene neencneeceneeneneen 


resistance for fires as a substi- | Further action to 


a new rule for consumer 


NPRM, Notice 49 (Docket 25) 


Other Rulemakings—Continued 


Evaluation: (rritaiemal) a. ecececescsneererereenenenee 


é 
i 


Current and Projected Rulemakings 


575. 
5 USC 
Entities: 


. 
i at 


oon Set 
distances 
ee ern 
ee Se 
on Small 
o be 


a 


National Highway Traffic Safety Administration 
review 
Notice 4 (Docket 80-14). 
oe 


DEPARTMENT OF TRANSPORTATION SEMI-ANNUAL REGULATIONS AGENDA 
eateemees SE icnitiadlahteneetimeralicatalh fusca 


Seg | ee 


3 
| 
| 


Quality 
No. 25 


[Key to Symbols: “New item tAnalysis or 
Uniform Tire 

@ockets 

14). 
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Additional information: None 
Agency Contact: William Boehiy, (202) 426-1740 -.........-..--recceseeee a 


*Vehicle Classification - Com- | Abstract: Would invite comment on possible amendments to 
pact Vans/Station Wagons. safety and fuel economy regulations, with respect to the 
manner in which ome vans/station wagons and certain 
other vehicles are 
pe ation: 40 CER P97 and 107 18 USE 2001 
E on Smaili Entities: Y: 


Consumer information Lg 12/30/82 
lations (Docket No. 82-20). 982 


Abstract: The Nationa! Driver ricnal Drivet Register (NOR) that 
agency to to establish a new National Driver Register (NDR 
will assist states in information about 


*Evidential Breath Testing 
Devices. 





Cite 


47 FR 7291 
47 FR 54839 


Timetable 
| Date i 
2/18/82 | 


Ex 


hi 





Agenda.] ¢Presidential Task Force priority review. 


Agenda.} 


Ah Li 


on Smaii Entities: No 





Authority: 23 U.S.C. 402, 403 ene 


ae 
5. 
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Anetneh, Tele penndens, wits te seetets to: tetra) Reeeee 8/1/83| 48FR 34783 
and replacement lamp, shectee. dedees, and-ansosated 


equipment 
of motor 
reduced 


1/10/83 48 FR 1089 


3/10/83 | 48FR 10096 


small and therefore a Ri 
(RFA) is not required. The rule will 
‘orit iow it 


Entities: No 
Agency Contact: Frank Ephraim, (202) 426-1574 ......................0000« 
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207 
Legal Authority: 15 U.S.C. 1392, 1407 
Effects on Smaii Entities: No 

Agency Contact: Frank Ephraim, (202) 426-1574 


cones onda (202) 426-1574... Siaddibiciieth 
This regulation was selected for review because of ee 
benefits and public interest. 
CFR 571.208... 
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7/14/83 


Lamps, Reflective Devices, 1/17/83 
- and i 6/2/83 
(Docket No. 81-11). 


Lamps, Reflective Devices,| Abstract: in response toa peton fr 3 rulemaking, allows motor .| 11/14/82 
and Associated Equipment vehicles to be equipped with a new two-lamp rectangular 
(Docket No. 82-17). Seated beast heatianp system males Gan Wel cumenly 

CFR Citation: 49 CFR 571.108 ‘a 

Legal Authority: 15 U.S.C. 1392, 1407 
Effects on Smail Entities: No 
Analysis: 


12/10/81 


Rear View Mirror (Docket No. 
81-21). 


Effects on Small 

Analyste: Regulatory Evaluation (minimal) 
Additional information: NPRM, Notice 1; FR, Notice 2 

Agency Contact: R. Hitchcock, (202) 426-0842 


Federal Vehicle Identification| Abstract: Changes the Federal Vehicle identification Number 
Number (Docket No. 1-22) en ee ee eat WS ae eee FR 5/19/83 


CFR Citation: 49 571.115 
Authority: 15 U.S.C. 1392, 1407 cet enna 
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47 FR 13845 
48 FR 20237 


Abstract: Amends Standard No. 123 to allow use of “r/min” as 4/10/80 
an alternative to “R.p.m.” fo indicate revolutions per minute on RTE 
the tachometer. 


47 FR 31712 
48 FR 30138 


NPRM... 12/15/80 | 45 FR 82293 
i 5/2/83 | 48FR 19761 


48 FR 43331 


f 

j 

on 

Abstract: This yy ig a pet ye te Pi cicitcemmsetateghacssses 9/23/83 | 

May 20, 1962, amendment concerning which | 

removed trom 0 vatitte before testing. 
| CFR Citation: 49 CFR 58 

Authority: 15 USC. 1392, 1407, 1912... “i ! 

Small Entities: No 

| 

| 


[Key to symbols: ee Re ee ee” Presidential Task Force Priority Review. 
Italics: New or changed information since last Agenda] 
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**Motorcycle Controls and | Abstract: YT requirement for the location, — 
i for 


Priority Rulemakings: Non-Major 


{Key to symbols: *New Item. {hnalyele or eae ee Presidential Task Force Priority Review. 
Halics: New or changed information since last Agenda} 


“Alcohol and Drugs (Docket 7/5/83 | 49 FR 30723 
No. RSOR-6). i i 11/83 
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Timetable 
| Acton | ate | ote 


8/11/83 | 48 FR 36487 
11/83 


7 
i 


and 
CFR Citation: 
Lega! 


3/21/83 | 48 FR 11882 
10/83 | 


4/22/82 | 47 FR 17302 
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tSpecial Safety Inquiry i i i 8/3/81 


10/4/83 
12/83 
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Timetable 


Date [| Cite 
6/30/81 | 46FRI9693 
8/3/81 | 46 FR 39461 








al 
il 
ii 


AS 
8 


i 
3 
iM 


at 
s83 
en 


f 








[Key to Symbols: “New Item +Analysis or review being considered under Flexibility Act. /talics: New or changed information since last 


] =Presidential Task ‘orce priority review. 








Summary 


“Sous 


Agency Contact Ralph R. Smith, (202) 426-9187 
Abstract: The tule would require locomotives to dis- 3/7/83 
oat eee eet NPRM pth 
1 


10/12/82 
5/5/83 


5/31/83 


5/31/83 





a a Lee. pate WS aaketcfh tact teh ocr - 64 2% tras ' — Aer Coasting th EOROe 
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[Key to Symbols: *New Item ‘Analysis or review being consider Flexibility Act. /talics: New or changed information since last 
Agenda] Presidential Task ‘orce priority review. 


o 








Title 








*Track Saf Standards eee 8/8/83 48 FR 35882 
ny ia ST 3 Notice amendments made.necessary by the revision 
5). Safety Standards published on September 7, 1982 (47 FR 


). 
CFR Citation: 49 CFR pts. 213 
Authority: 45 U.S.C. 431, 438 








Urban Mass Transportation Administration 
UMTA Current and Projected Rulemakings 


vy ene Major 


[Key to Symbols: “New Item Analysis or review being consider ay Sees tory Flexibility Act. /talics: New or changed information since last 
Agenda.] “Presidential Tash ‘orce priority review. 











Timetable 
Summary 














Abstract: This Smita series smandatets te Se nee NPRM 
Buy America Requirements. The amendments would it | To be withdrawn... 
manufactured in the United States that re- 


Entities: Y 
= Regulatory Impact ‘Anaiysis/ Regulatory Flexibility Anal- 


information: The NPRM was published on January 

19, 1981 (46 F.R. 6815). Comments on po ery = nga 
were invited until April 20, 1981. UMTA extended the comment 
a oe 1981 (46 FR 23501). UMTA has reviewed 

and determined not to proceed with this rulemak- 


This rulemaking beptomants Section 165 of the Sur- 9/15/83 | 49 FR 41562 
Assistance Act of 1982 (Pub. L. 97-424). ule. 


i of 
Act ‘of 1982 (Pub. L. 97-424). 
Entities: Yes 














= Section 19 of the UMT Act (49 U.S.C. 1615)...... 


Priority review. 











Surface Transportation Assistance 


Plane 
to issue an NPRM in 1984. 

eg a ce escccctsnencesctecsesens 
U.S.C. 4321 et seq., 23 U.S.C. 10 s 
seq.; = 49 US.C. 1653(f). 


42 
et 


regulation covers the preparation of environmen- 


| 
| 
; 


é 
§ 
i 
: 
f 


| 
| 
: 


Agenda. Presidential T: 


Halics: New cr changed information since last Agenda] 


| 


Lf ail f 


i eile 


i 
— a eeeeeenened 
| 


nn 


| | a 


impact statements and related documents and compliance 


November 1978 
Act of 1978. UMTA 


Agency Contact: Harry Takai, (202) 426-6371... 
a 


are needed to implement a new statutory provision which | 
ea ceeeeess 


nil 


ws 


: 
: 
| 
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Related Procedures. 








Environmental 


UMTA 
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UMTA 


Flexibility Act. /talics: New or changed information since last 
iorit lout 


Timetable 
| Action | Date | Cte 


10/12/82 | 47 FR 44795 
10/83 


uit 


12/1/80 | 45 FR 79669 


1/19/81 46 FR 5832 


pt. 641 
Legal Authority: 49 U.S.C. 1602(a)(1)(c) 
Effects — oe Yes = 


n aeen 
Until then, the January 19, 1981, NPRM should be used as 
Agency Contact: Ray Lopez, (202) 426-8483 





47 FR 44795 
47 FR 37758 
48 FR 3033 


.| 10/12/82 
11/83 








5S 


Flexibility Act. /talics: New or changed information since last 


Flexibility Act. /talics: New or changed information since last 


anehy (33 


wFowe? 


1602(g), 1608(c)(6); 23 USC 103(e)(4), 





Other Rulemakings—Continued 


[Key to Symbols: “New Item tAnalysis or review being considered 


Current and Projected Rulemakings 


Urban Mass Transportation Administration 
Agenda} Presidential T: 


Contact: UMTA: Bob Kirkland, (202) 426-4991 FHWA: 


Rea, (202) 426-2961. 


i 


Pebestess 


- 


i 
i 


DEPARTMENT OF TRANSPORTATION SEMI-ANNUAL REGULATIONS AGENDA 





[Key to Symbols: “New Item Analysis or review being considered under 
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5/23/83 | 48 FR 22926 


Contact: Ronald Fisher, (202) 426-9157 -........---...---.-00---- = 


Other Reviews 


[Key to’ Symbois: *New Item ‘Vinatyte'or radios being: condidored widhe Pegitine ES) toy ye eee 





Cite 
45 FR 48668 


4/14/83| 48°F 16188 





- 
| 





Flexibility Act. /talics: New or changed information since last 


published July 21, 1980 (45 


Other Rulemakings 


! ene fet Rater: tow os changed iamatien ence tet 
* ePresidential Task Priority review. 


Priority Rulemakings: Non-Major 


pie ie 
bil 


Current and Projected Rulemakings 
Current and Projected Rulemakings 
public comment period closed October 16, 1980. 


published on April 14, 1983 (48 FR 16188) with com- 


ing Considered under 
Agenda} Presidential T, 
waude Ad i ea wl 1983. Extension of comment 


to July 13, 1983, published on June 6, 1983 (48 FR 


Agency Contact: P. Olekszyk, (202) 426-0897 o.oo cececcccoseeee. 


Saint Lawrence Seaway Development Corporation 
Research and Special Programs Administration 


FR 48668); 
NPRM 


Hi 


$$$, 


DEPARTMENT OF TRANSPORTATION SEMI-ANNUAL REGULATIONS AGENDA 


: 


[Key to Symbols: “New item ‘Analysis or review being 
Agenda] 
[Key to Symbols: *New item +Analysis or review 


Tariff of Tolis Amendment ........ 


RSPA 
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Review: Performance-Orient- | Abstract: To develop 


(Docket No. HM- 181). 


[Key to Symbols: *New item tAnalysis or review being considered under Ri Flexibility Act. /alics: New or changed information since last 
Agenda.] *Presidential Task Force priority review. 








Radiation Exposure for Trans- 
portation Workers (Project 
263-78). 
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3/17/76 | 44FR 11179 


47 FR 37592 


49 CFR Parts 173 amd 176 ec eneneneenenene 
: 49 U.S.C. 1803-1806 


tnenet of new standards for classifying a mate- | ANPRM | 6/15/81 46 FR 31294 
tial as an oxidizi L a 


Abstract: This nulemaking has been incorporated in Docket No. 
| HM-181, “Performance Oriented Packaging Standards” 
No. moo | 


Smpment of Matches (Docket ee ee reeaatan a an amare Canes i 
Further action to 


| 
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Timetable 


6/5/78 
3/5/79 
9/31/83 


11/83 


Aauaiae bam (er heat treating hard spots in NPRM .................... 9/13/79 
steel pipe would be Further action to 
CER Chation: 49 CFR Parts 102 IGB, 1B -osaccoccscessecescscesccsnsscersesceccssseseee © OO Gatanmined. 


Transportation of Natural and 
Other Gas by Pipeline 
(Docket No. PS-57). 


interior Piping (Docket No. 
PS-67). 


Location, Size, and Opera Abstract: Operators would be required to maintain maps and séscsesseeeeee} 11/29/79 
Pressure of Ppoines records to identify the location, size, and operating pressure of fo be withdrawn 

all pipelines. + 

' 


10/83 


Radiation Level Specifica | Abstract: Proposed rewrite of 49 CFR 173.3930) and () for NPRM ............ | — 47 FR 44356 


ity and enforceability. che spew is 4 
CER Citation: 49 CFR 173.393(i) and (I) 
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Summary 


a 49 oa A wg agny De tiinchaeipseseteetokcntoos 


eecccccccccccccccccccescoss: 


7/23/81 











46 FR 37953 
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Cite 


Smait Arms Ammunition i accsersssceseeeeese 9/31/83 | 43 FR 24146 
(Docket No. HM-187). i action to 
materials. be ined. 


Abstract: The requirement to nondestuctvely nondestructively test 100% of the NPRM... 
be reduced to 90% at certain locations. 





Cite 


12/83 


3/10/83 | 48FR 10092 


Timetable 
Date 


Priority review. 
and 


for the 


Parts 171, 173 and 178.......... 


Other Rulemakings—Continued 


Current and Projected Rulemakings 
[Key to Symbois: *New item CO re ne Ae: Mate: Now or changed Ulanmaian Gace Ost 
miRNAs GOOD 


Agenda.] Presidential Task 
Summary 


49 
Legal Authority: 49 U.S.C. 1803, 1804, 1808 ................... 


Research and Special Programs Administration 


st 


DEPARTMENT OF TRANSPORTATION SEMI-ANNUAL REGULATIONS AGENDA 
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Title 


feed ttc | Some 


“Specification 8W and 8WA 


RSPA 
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RSPA 


Timetable 
Title 


I i sick ineinideattiineceilesdisdicagsi 
Agency Contact: M. Morris, (202) 426-2075 ............c0c--n-necssssssnensenee 


“Revision of the IM Tank | Abstract: Wouid revise the iM Tank Table to incorporate interim | NPRM 
Table changes. 


(Docket No. HM- a of 1981 and other 
167A). Citation: 40 CFR Part 173 


“Cylinder Retester Identifica- 
tion Number (Docket No. 
HM-172A). 


Agency C Contact: D. oe ou OT OE a iicincicccicercarceneitanes 





Other Rulemakings: Routine and Frequent 


[Key to Symbols: *New Item +Analysis or review being considered under insinets Rade tiated Wale or changed wtietiatan tees ti 
Agenda.}] Presidential Task Force priority review. 





re Te ee oe See pees, aps 


CFR 49 CFR we a7 oe eaagte.. teenie bianaipcenctodl 
mpeg Bo U.S.C. 1803- 

E Smaii Entities: To be 

Analysis: F valuation 


General i 
(Docket No. HM-166). 


Matter eee pomnecent by Refer- 
ence (hazardous materials). 
(Docket No. HM-22). 


implementation of the ICAO 
Technical instructions 
(Docket No. HM-184). 


continued shipment hazardous in 
commerce by air. They will be updated annually. 
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Other Rulemakings: Routine and Frequent—Continued 


to “New Item review considered under Act. Malics: New information since last 
[Key to Symbols: tAnalysis or ade pee aa or changed 


Priority Reviews 


considered under Flexibility Act. /talics: New or changed information since last 
°Presidential Task Priority review. 


[Key to Symbols: *New Item tAnalysis or review being considered under Act. /talics: New information since last 
ss aS Flexibility : or changed 


13/14/83 | 48FR 10721 
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DEPARTMENT OF TRANSPORTATION SEMI-ANNUAL REGULATIONS AGENDA 
Research and Special Programs Administration 
Completed Actions 
re 


[Key to Symbols: *New Item ft ——_——a information last 
mami = Flexibility or changed since 


| Action | Date | Cie 


Regeames of Paint Regulations applicable ity paint contain- | NPRM... 2/1/82 
. HM-166L). ers i burden on than is | FR...) 4/29/83 


annuatty. 
CFR Citation: 49 CFR 173.128 
ay Ge DUN TO acsiccitacncctimninsintndonciiecnncntiovescoscasceed 
Effects on Smaii Entities: No 


Analysis: 
Additional information: ‘ 
Agency Contact: A. |. Roberts, (202) 426-0656... 
Exceptions for Small Quanti- | Abstract: Proposed ion of i i 11/15/82 
ties of Hazardous Materials i i iti FR 
and limi ater - 
i limited es (Docs ical 
ma and HM- pe rn a gy lO 173 and 175 
| Enon Sa Enter: 
Additional information: None 
Agency Contact: M. Morris, (202) 426-2075 2. nnenenvenenenneee 
(Docket ee ee Oe Cee 


No. HM-115). tation of on 
CFR Citation: 49 CFR 172.101, 173.316 


Legal Authority: 49 U.S.C. 1803-1806 . 
Effects on Smaii Entities: 
Regulatory 


None 
Agency Contact: / Pena, (202) 755-4906 


Navigable Abstract: the required number, size, and location of line markers ANPRM 6/22/81 

Waterways for . Pipelines ee “navigable 1/24/83 

(Docket No. PS-69). waters” was made more appropriate. FR 6/6/83 
re ae tas : 


Matter Incorported 


ence (Hazardous 
(Docket No. HM-22A). one-time basis, to be followed by periodic review 
No. HM-22. 


Contact: = mi (202) 426-2075 


Enforcement Procedures and | Abstract: This rule change would make selective changes NPRM. 9/24/81 
Pro- CFR Parts 107, 171 and 173 concerning primarily the proce- | FR | 1/20/83 
. HM- dural requirements of the MTB’s exemption, approval, preemp- Correction | 4/21/83 

tion and enforcement programs. 
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DEPARTMENT OF TRANSPORTATION SEMI-ANNUAL REGULATIONS AGENDA 
Research and Special Programs Administration 
RSPA Completed Actions 
- Other Rulemakings—Continued 


[Key to Symbois: “New Item Analysis or review being Act. /talics: New or changed information since last 


SS 
Agenda.}] Presidential Task Force priority review. 








[Key to symbols: “New item. tAnalysis or review being considered under Regulatory Flexibility Act. « Presidential Task Force Priority Review. 
tata. Sion or chanaed Wicomahan ante tant Agendal 











Priority Rulemakings: Major 
[Key to symbols: "aes Rane. PRD oe ema ene erated water Repeee ney eet ° Presidential Task Force Priority Review. 
Halics: New or changed information since last Agenda] 


ee (202) 426-5733; John M. 
(202) 426-5727 
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DEPARTMENT OF TRANSPORTATION SEMI-ANNUAL REGULATIONS AGENDA 
Maritime Administration 
MARAD Current and Projected Rulemakings 
Priority nn Non-Major 


to “New item. f: under Act. © Presidential Task Force Review. 
[Key to symbois: nai <2 rae ay Priority 


Abstract: This entry has been moved to the OST “Priority 
Rulemakings: Major” portion of the Agenda. 


CFR Pt. 
Legal Authority: 46 U.S.C. 1 144i 1151-1157 
Effects on Small Entities: No 


CFR new Pt. 382... — 
‘Legal Authority: 46 rte men S.C. sanes. 119400). 
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DEPARTMENT OF TRANSPORTATION SEMI-ANNUAL REGULATIONS AGENDA 
Maritime Administration 
Current and Projected Rulemakings 
[Key to symbols: *New Item. tAnalysis or review being considered under Regulatory Flexibility Act. + Presidential Task Force Priority Review. 
Italics: New or changed information since last Agenda] 


Summary oes = 


Agency Contact: Frederick R. Larson, (202) 382-6036 


Abstract: This has been reclassified as non-significam and 
moved to the Rulemakings” section of the MARAD 


would establish subsidy rates for liner 
agreements. This rulemaking is 


8/18/83 | 48 FR 37453 
1/84 


Legal Authority: 46 U.S.C. 1271-1278, 1114(0) 
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DEPARTMENT OF TRANSPORTATION SEMI-ANNUAL REGULATIONS AGENDA 
Maritime Administration 
MARAD Current and Projected Rulemakings 
Other Rulemakings 


[Key to symbols: *New Item. tAnalysis or review —=—— Priority Review. 
atoa: tied on charged Comal once tan haeeded es 





Pt. 272 
Authority: 46 USC 1114(b), 1171(a) 
Effects on Smaii Entities: No 


Additional information: FR 8/8/83 clarifying amendments; 
10/83—approval of bareboat charters of pleasure vessels to 


Agency Contact: Jessie Femanders, (202) 426-5821 


Abstract: Ten regulations ere he NR, we win MARAD cing tres 47 FR 38137 
ein an pe times | FA 


involve a military function. 
CFA Chation: 46°CPA Pix. 316, 320, 321, 326, 329, 332, 335- 
eee oe 


9/10/81 


CFR Pt. 251 
ee ee 1151-1156, 1114(b) 
Effects on Small Entities: No 


Additional 
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DEPARTMENT OF TRANSPORTATION SEMI-ANNUAL REGULATIONS AGENDA 
Maritime Administration 
Current and Projected Rulemakings 


Other Rulemakings—Continued 


to “New item. t review being considered under ibility Act. ¢ Presidential Task F i Review. 
[Key to symbois: tAnalysis or = ee ee ; ‘orce Priority 


Timetable 


NPRM ................... 10/12/79 
—— to 
detertmined. 


CFR Citation: 46 CFR Pt. 355....... 


: 46 USC 802, 803, 806, 835, 638, 639, 841, 
1151, 1171, 1276. 


Effects om Small Emtitios: No --nccccecenencereenenenensnsneesnensnenens 
Regulatory Evaluation .........-..cncnsc-snresnsnenesnsvsnennsnecteseanes 
I in icon aieealiizenapigeeabeeitienicnciig 

Agency Contact: Doris Lansberry, (202) 426-5711 


) are necessary to implement §1603 8/18/83 | 48FR 37449 
Reconciliation Act of 1981 (P.L. 97- 
Marine Act, 1936. 


fds: 
HE 


“THE 
me 


6/25/79 | 44F 37003 
11/83 
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DEPARTMENT OF TRANSPORTATION SEMI-ANNUAL REGULATIONS AGENDA 
Maritime Administration 
MARAD Current and Projected Rulemakings 
Other Rulemakings—Continued 


to symbols: “New item. tAnalysis or review considered under Regulatory Flexibility Act. * Presidential Task Force Priority Review. 
as Won Monet or changed information since last Agenda] 


retention and disposal of books, records and accounts re- 
quired under ODS agreements. 
CFR Citation: 46 CFR Pt. 380, Subpart C 
Legal Authority: 46 U.S.C. 191460) ...22-.2.ccncecnecececeesersomenseenenenencesenene 
ffects on Small 
Analysis: Regulatory — 
Additional 


Abstract: peaiiasiit clarify the requirement for adjusting 
“floor net worth” calculation to determine whether an operator 
may pay a 


Agency Contact: David Lippold, (202) 362-0403. sd atibatinablalnesitatinis 


Abstract: This rule establishes a system for processing federal 
tort claims involving the Maritime Administration and provides 


204 .. 
ee 2672, 28 CFR 14.11, 49 GER asian 
ffects on Small 


Abstract: The proposed amendment would 4/21/83 48 FR 17120 
allow all i i American’ i 
ment with 


diesel engines that are not built in the 

one ee i 

Lene Autherie: S005 1 79, 4(b) 
1271-1279, 1114(b)........ 

Effects on Small No 


Federal income Tax Aspects Joint ing with T Department 6/15/72 | 37 FR 11887 
of the Capital Constructi ; 7 ; 
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DEPARTMENT OF TRANSPORTATION SEMI-ANNUAL REGULATIONS AGENDA 
Maritime Administration 
MARAD Current and Projected Rulemakings 


Other Rulemakings—Continued 


[Key to symbols: “New item. tAnalysis or review being considered under Regulatory Flexibility Act. ¢ Presidential Task F Priority Review. 
htalics: New or changed information since last Agenda] - 





Deparment on June 15, Mov? 7 FR 1807, 
Agency Contact: James L. Westcott, (202) 


Reviews of Existing Regulations 
Priority Reviews 


[Key to symbols: “New item. tAnalysis or review being considered under Regulatory Flexibility Act. « Presidential Task Force Priority Review. 
italics: New or changed information since last Agenda] 





[Key to symbols: “New Item. f: : considered under Act. « Task F 
aes Rapeiney Hy Presidential Task Force Priority Review. 
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DEPARTMENT OF TRANSPORTATION SEMI-ANNUAL REGULATIONS AGENDA 
Maritime Administration 
MARAD Completed Actions 
Priority Rulemakings: Non-Major—Continued 


[Key to symbols: “New item. tAnalysis or review being considered under Regulatory Flexibility Act. * Presidentia! Task Force Priority Review. 
* "alcs: New oF Changed ilermaton since lst Agenda 


ran eee eee = ae <a 


| PR Subpart C 4/18/83 | 48FR 16488 
(Pay increase i 
pa 2 | 
| UsMMA). 





| 6/19/82 | 47 FR 36228 
| 6/90/83 48FR30120 


[Key to symbois: *New Item. tAnalysis oF review being considered under Regulatory Flexibility Act. + Presidential Task Force Priority Review. 
eee ee ee 





ee for changes under Abstract: Amendments would state policy of paying subsidy for 
CDS Program.  & ‘essential” changes, as defined, reflecting very limited | 


CDS funding. 
CFR Citation: 46 CFR 251.1 Appendix..... culated 
Authority: 46 U.S.C. 1451-1156, " 14(b)...... piaainliapnaniiete 
Entities: No i 
Analysis: 
Additional 
; Merchant Ship Sales Aaschinsts This: titan plbateiity cutiame 4/18/83 | 48FR 16488 
of OF ‘transfer of vessels built during Word War Il which are 
Coenen. Nain eas S- cnttamne 


Chapter Ii, 
Legal Authority: 16 USC. 1735 
Small Entities: No 
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DEPARTMENT OF TRANSPORTATION SEMI-ANNUAL REGULATIONS AGENDA 


[Key to symbols: “New item. tAnalysis or review considered under Regulatory Flexibility Act. « Presidential Task Force Priority Review. 
” Gulaer feo wr chanaed Uitaeaatinn einen tant Agendas 








[Key to symbols: *New item. tAnalysis or review considered under Regulatory Flexibility Act. « Presidential Task Fi Priority Review. 
Saale: Sine, of Changed tdonmation sinee inst Agmadel wr 


we Be hig Abstract: This Part prescrites the MARAD application forms for | Review 
_&iner Dock Pranced Construction and Operating Differential Subsidies (CDS 
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APPENDIX A - INSTRUCTIONS FOR 
OBTAINING COPIES OF REGULATORY 
DOCUMENTS 

United States Coast Guard {USCG} 

Persons who desire to obtain a copy 
of any regulatory document to be issued 
by the USCG that is listed im this 
Agenda should communicate with the 
contact person listed with the regulation 
either by telephone or by lefter to the 
contact person at the following address: 
(Name of contact person) United States 
Coast Guard, 2100 Second Street, SW.. 
Washington, D.C. 20593. 

Federal Aviation Administration 
(FAA) 

The FAA has a mailing list system for 
Notices and Advance Notices of 
Proposed Rulemaking (NPRMs and 
ANPRMs). Persons interested in 
obtaining future copies of all of those 
documents to be issued by the FAA or 
only of those concerning certain parts of 
the Federal Aviation Regulations should 
request a copy of Advisory Circular No. 
11-2, which describes the application 
procedure, by calling 202-426-8058 or by 
writing to: Federal Aviation 
Administration, Office of Public Affairs. 
Attention: Public Information Center, 
APA-430, 800 Independence Avenue, 
SW., Washington, D.C. 20591. 

Federal Highway Administration 
(FHWA) - 

The FHWA maintains a consumer 
mailing list for individuals and agencies 
wishing to routinely receive Federal-aid 
highway related rulemaking actions. 
Persons may selectively choose to 
receive rulemaking materials in a 
number of separately identified program 
categories from the Code of Federal 
Regulations, Title 23. Those wishing to 
take advantage of the FHWA consumer 
mailing list may obtain additional 
information by writing to: Consumer 
Affairs Representative, Office of Public 
Affairs, Room 4208, Federal Highway 
Administration, 400 7th Street, SW., 
Washington, D.C. 20590. 

Persons who desire to obtain a copy 
of any regulatory document to be issued 
by the FHWA that is listed in this 
Agenda should communicate with the 
contact person listed with the regulation 
either by telephone or by letter to the 
contact person at the following address: 
(Name of contact person), Federal 
Highway Administration, 400 7th Street, 
SW., Washington, D.C. 20590. 

Federal Railroad Administration 
(FRA) 

Persons who desire to obtain a copy 
of any regulatory document to be issued 
by the FRA that is listed in this Agenda 
should communicate with the contact 
person listed with the regulation either 


‘of any offies 


by telephone or by letter to the contact 


Washington, D.C. 20590. 

Notional Highway Troffie Safety 
Administration (NHTSA) > 

Persons who desire to obtain a copy 

regulatory document to be 
issued by the NHTSA that is listed im 
this Agenda should communicate with 
the contact person listed with the 
regulation either by telephone or by 
letter to the contact person at the 
following address: (Name of contact 
person), National Highway Traffic 
Safety Administration, 400 7th Street, 
SW., Washington, D.C. 20590. 

Urban Mass Transportation 

Administration (UMTA) 

Persons who desire to obtain a copy 
of any regulatory document to be issued 
by UMTA that is listed in this Agenda 
should communicate with the contact 
person listed with the regulation either 
by telephone or by letter to the contact 
person at the following address: (Name 
of contact person), Urban Mass Transit 
Administration, 400 7th Street, SW., 
Washington, D.C. 20590. 

Saint Lawrence Seaway 
Development Corporation (SLSDC) 

Persons who desire to obtain a copy 
of any regulatory document to be issued 
by SLSDC that is listed in this Agenda 
should communicate with the contact 
person listed with the regulation either 
by telephone or by letter to the contact 
person at the appropriate address 
specified below. For contact persons 
with (202), telephone area code: (name 
of contact person), Saint Lawrence 
Seaway Development Corporation, 800 
Independence Avenue, SW., 
Washington, D.C. 20591. For contact 
persons with (315) telephone area code: 
(name of contact person), Saint 
Lawrence Seaway Development 
Corporation, P.O. Box 520, Massena, 
New York 13662. 

Research and Special Programs 
Administration (RSPA) 

Persons wishing to be placed on 
mailing lists for regulatory documents to 
be issued by RSPA should contact: Mr. 
Roosevelt McKinley, Jr. Information 
Services Division, DMT-11, 400 7th 
Street, SW., Washington, D.C. 20590. 

Maritime Administration (MARAD) 

Any one desiring a copy of a MARAD 
regulatory document referred to in the 
Agenda may request a copy of that 
document by contacting Mrs. Georgia 
Stamas., Secretary, Maritime 


Administration, 400 Seventh Street, S.W. 


(Room 7300), Washington, D.C. 20590 
(202) 426-5746. . 


/ 


Office of the Secretary (OST) 

Persons desiring to receive future 
copies of the Regulations Agenda should 
submit their request to: Assistant 
General Counse} for 


Persons whe have an interest in 
specific regulatory documents to be 
issued by the Office of the Secretary 
should forward requests for copies of 
those documents to the same address. 
These requests should fully identify the 
document desired. 

APPENDIX B - GENERAL RULEMAKING 
CONTACT PERSONS 


The following is a list of persons who 
can be contacted within the Department 
for general information concerning the 
rulemaking process within the various 
operating administrations. 

USCG - Capt. Chris Holland, Marine 
Safety Council, USCG Headquarters 
Building, Room 4402, 2100 Second Street. 
S.W., Washington, D.C. 20593. 
Telephone: 202/426-1477. 

FAA - John H. Cassady, Office of 
Chief Counsel, Regulations and 
Enforcement Division, 800 Independence 


- Ave., S.W., Room 915A, Washington, 


D.C. 20591. Telephone: 202/426-3073. 

FHWA - Michael J. Laska, Office of 
the Chief Counsel, 400 7th Street, S.W.. 
Room 4223, Washington, D.C. 20590. 
Telephone: 202/426-0761. 

FRA - Mike Haley, Office of Chief 
Counsel, 400 7th Street, S.W., Room 
5101, Washington, D.C. 20590. 
Telephone: 202/472-9042. 

NHTSA - Roger Fairchild, Office of 
Chief Counsel, 400 7th Street, S.W., 
Room 5219, Washington, D.C. 20590. 
Telephone: 202/426-2992. 

UMTA - Katherine Cowen, Office of 
Chief Counsel, 400 7th Street, S.W., 
Room 9228, Washington, D.C. 20590. 
Telephone: 202/426-4011. 

SLSDC - Bob Kraft, Office of Plans 
and Policy Development, 800 
Independence Ave., S.W., Room 880W, 
Washington, D.C. 20591. Telephone: 202/ 
426-2884. 

RSPA - Elaine Economides, Office of 
Chief Counsel, 400 7th Street, S.W. 
Room 8420, Washington, D.C. 20590. 
Telephone: 202/755-4972. 

MARAD - Mrs. Georgia Stamas, 
Secretary, Maritime Administration, 400 
7th Street, S.W., Room 7300B, 
Washington, D.C. 20590, Telephone: 202/ 
426-5746. 

OST - Neil Eisner, Office of 
Regulation and Enforcement, 400 7th 
Street, S.W., Room 10105, Washington, 
D.C. 20590. Telephone: 202/426-4723. 





The following is a list of Rule Docket 


2nd Street, S.W., Room 4402, 
Washington, D.C. 20593. Working Hours: 
7:30-4:00 [Monday-Friday]. 

FAA - Rules Docket, Office of Chief 
Counsel, Regulations and Enforcement 
Division, 800 Independence Ave., S.W.., 


Room 915G, Washington, D.C. 20591. 
Working Hours: 8:30-5;00. 

FHWA - Docket Room, 400 7th Street, 
S.W., Room 4205, (Federal Motor Carrier 
Safety Regulations in Room 3404) 
Washington, D.C. 20590. Working Hours: 
7:45-4:15. 

FRA - Docket Clerk, 400 7th Street, 
S.W., Room 5101, Washington, D.C. 
20590. Working Hours: 8:30-5:00. 

NHTSA - Docket Room, 400 7th Street, 
S.W., Room 5109, Washington, D.C. 
20590. Working Hours: 8:00-4:00. 
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UMTA - Docket Clerk, 400 7th Street, 
S.W., Room 9223, Washington, D.C. 
20590. Working Hours: 8:30-5:00. 

SLSDC - 800 Independence Ave., S.W., 
Room 814, Washington, D.C. 20591. 
Working Hours: 8:30-5:00. 

RSPA - Docket Branch, 400 7th Street, 
S.W., Room 8426, Washington, D.C. 
20590. Working Hours: 8:30-5:00. 

MARAD - Docket Clerk, 400 7th 
Street, S.W., Room 7300, Washington, 
D.C. 20590. Working Hours: 9:00-5:30. 

OST - Docket Clerk, 400 7th Street, 
S.W., Room 10105, Washington, D.C. 
20590. Working Hours: 9:00-5:30. 

[FR Doc. 63-28075 Filed 10-14-83; 8:45 am] 
BILLING CODE 4910-62-™ 








Part XV 


Department of the 
Treasury 


Office of the Secretary 

Bureau of Government Financial 
Operations 

Bureau of Aicohol, Tobacco and Firearms 
Comptroller of the Currency 

Customs Service 

internal Revenue Service 


Semiannual Agenda 
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DEPARTMENT OF THE TREASURY (TREAS) 
Office of the Secretary (OS) 


354, September 19, 1980) and Executive agenda of the Department of the 
DEPARTMENT OF THE TREASURY Order 12291 (“Federal Regulation,” Treasury contact Richard S. Carro, 
ote ofthe Secretary et eee, .. Seaton eee 
somaamenceimts — SEpridetnse™” Nenime BC se te oro 
Semiannual Agenda ceateiadioaes Format SUPPLEMENTARY INFORMATION: 


; : ‘ The semiannual agenda of the Office of 
AGENCY: Office of the Secretary. Information Service Center. the Secretary includes the Office of the 


- y FOR FURTHER INFORMATION General Counsel and the Office of 
ACTION: Semiannual Agenda. CONTACT: For additional information Revenue Sharing. 

about a specific Office of the Secretary 
—___ regulation contained in this agenda, eee eee See 
SUMMARY: This notice is given contact the “agency contact” listed in By ohm y ee 
pursuant to the requirements of the the specific regulatory action. For David E. Pickford, 
“Regulatory Flexibility Act” (Pub.L.96- general information concerning the Executive Secretary. 


Office of the Secretary—Current and Projected Rulemakings 








| 
' 
| 
+ 


| Privacy Act of 1974, New System of Records 





Office of the Secretary—Completed Actions 





“indicates priority regulation. 


DEPARTMENT OF THE TREASURY (TREAS) Current and Projected Rulemakings 
Office of the Secretary (OS) 


Department. The regulation revises fees Agency Contact: Phyllis De Piazza, 
charged by the Department for Departmental Disclosure Officer, 
duplication, search and other services Department of the Treasury, Office of 
Legal Authority: 5 USC 552; 5 USC 552a; to reflect increased costs to the the Secretary, 202 566-2789 
31 USC 321 D rt t 
——- RIN: 1505-AA01 


CFR Citation: 31 CFR 1.1 Timetable: 


Abstract: This regulation amends the — Action a ile “FR Cite —«-2. PRIVACY ACT OF 1974, NEW 
Department of Treasury's regulations a en ran aie SYSTEM OF RECORDS 

implementing the Freeedom of NPRM 12/00/63 

Information and Privacy Acts. The Final Action 02/00/64 Legat omnes, ee ee 
proposed amendments are intended to Small Entity: No es 

facilitiate and simplify public requests CFR Citation: 31 CFR 1 


for information, and to assure accurate Abstract: This proposed rule exempts 
and consistent application of policies the system of records entitled 


and procedures throughout the “Treasury/CC 500-C*ief Counsel's 
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Management Information System 
(CCMIS)” from the Privacy Act of 1974. 


NPRM —_—s«é14/18/82 47 FR 51890 
NPRM Comment 11/18/82 47 FR 51890 
Period Begin 


FR Cite 


ae eee 


NPRM Comment 12/20/82 
Period End 

Final Action 

Small Entity: No 


Agency Contact: Francis S. Rath, 
Attorney, Department of the Treasury, 


10/00/83 


DEPARTMENT OF THE TREASURY (TREAS) 


Office of the Secretary (OS) 


COMPLETED REVIEWS 

3. DISCLOSURE OF RECORDS; FEES 
FOR SPECIFIC SERVICES 

Legal Authority: 5 USC 552; 31 USC 321 
CFR Citation: 31 CFR 1 


Abstract: This regulation amends the 
Department's regulations implementing 
the Freedom of Information Act. The 
regulation revises fees charged by the 


Department for duplication, search and 
other services to reflect increased costs 
to the Department. 





~ 42/03/82 
12/03/82 


FR Cite 


47 FR 54475 
01/02/83 


06/30/83 


47 FR 54475 


47703 


Current and Projected 


Comptroller of the Currency, Legal 
Advisory Services Division, 490 
L’Enfant Plaza East, SW, Washington. 
D.C. 20219, 202 447-1880 


RIN: 1505-AA02 


Small Entity: No 

Agency Contact: Phyllis De Piazza, 
Departmental Disclosure Officer, 
Department of the Treasury, Office of 
the Secretary, Room 5423, Washington, 
DC 20220, 202 566-2789 

RIN: 1505-AA01 

{FR Doc. 63-28036 Filed 10-14-83. 6:45 am] 


BILLING CODE 4810-25-T 


Office of the General Counsel—Current and Projected Rulemakings 





Title 





Practice before the Internal Revenue Service; Tax Shelter Offerings 


DEPARTMENT OF THE TREASURY (TREAS) 
Office of the General Counsel (OGC) 


1. PRACTICE BEFORE THE INTERNAL 
REVENUE SERVICE; TAX SHELTER 
OFFERINGS 


Legal : § USC.301; 31 USC 
1026 (prior codification); 31 USC 330 (1982) 


CFR Citation: 31 CFR 10 


Abstract: This notice contains modified 
proposed regulations governing practice 
before the Internal Revenue Service to 
set standards for providing opinions 
used in the promotion of tax shelter 
offerings. The regulations impose duties 
upon IRS practitioners who furnish 
opinions for use in connection with tax 


shelter offerings. The regulations extend ction 


the time for public comment on, and 

address comments received with 

respect to a previously published 

proposed rule (45 FR 58594, Sept. 4, 
) 


09/04/80 
NPRM Comment 09/04/80 
Period Begin 
NPRM Comment 11/03/80 
Period End 


NPRM 12/15/82 


Current and Projected Rulemakings 


Date FR Cite 


NPRM Comment 12/15/82. . 47 FR 56144 
Period f 
NPRM Comment 02/14/83 
Period Ends 
Final Action 03/00/84 
Small Entity: Not Applicable 
Agency Contact: Mr. Leslie S. Shapiro 
Director of Practice, Department of the 
Treasury, Internal Revenue Service, 
Washington, D.C. 20220, 202 634-5135 


RIN: 1590-AA01 
BILLING CODE 4810-25-T 
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Office of Revenue eaeatedicands and ——— ee 


aaponnnannenenpasali: _ 


DEPARTMENT OF THE TREASURY (TREAS) 


CFR Citation: 31 CFR 51 


Abstract: The funding authorization for 
the General Revenue Sharing Progam 
expires on September 30, 1983. If 
renewal legislation is enacted prior to 
the end of the fiscal year, the Office of 
Revenue Sharing will begin to develop 
regulations to implement that 





Additional information: ADDITIONAL 
AGENCY CONTACT: Jacqueline L. 
Jackson, Attorney-Advisor (see Agency 
Contact heading for address and phone) 


Government Levels Affected: Local 


Agency Contact: Richard S. Isen. Chief 
Counsel, Department of the Treasury, 
Office of Revenue Sharing, Office of 
Chief Counsel, Washington, DC 20226, 


Legal Authority: 31 USC 6701 to 6724 
The Revenue Sharing Act; 29 USC 794 Reha- 
bilitation Act of 1973 


CFR Citation: 31 CFR 51 


Abstract: After completion of a review 
of the HEW Guidelines, the Department 
of Justice decided not to make 
revisions. The decision as to whether 
the Revenue Sharing regulations will be 
issued in final form will be affected by 
the decision in the case Paralyzed 
Veterans of America v. Smith Ca No. 
CV 79-1979 WPG. 


Timetable: 


Action _Date 


te «FR Cite 


Next Action Undetermined 
Smail Entity: No 


Additional Information: ADDITIONAL 
AGENCY CONTACT: Jacqueline L. 
Jackson, Attorney-Advisor (see Agency 
Contact heading for address and phone) 


Government Levels Affected: Loca! 


Agency Contact: Richard S. Isen, Chief 
Counsel, Department of the Treasury, 
Office of Revenue Sharing, Office of 
Chief Counsel, Washington, DC 20226, 
202 634-5182 


RIN: 1507-AA01 


3. AGE DISCRIMINATION 
REGULATIONS 


Legal Authority: 31 USC 6701 to 6724 
The Revenue Sharing Act; 42 USC 6701 et 
seq Age Discrimination Act of 1975 


CFR Citation: 31 CFR 51 


Abstract: The Office of Revenue 
Sharing is required, pursuant to the Age 
Discrimination Act of 1975, to issue 
regulations implementing that Act. A 
proposed rule containing these 
regulations was issued on December 31, 
1979 (44 FR 77456), as part of the 





Current and Projected Rulemakings 


overall revision of the revenue sharing 
regulations. Final regulations were 
drafted and submitted in 1979 for 
approval to HHS. The regulations will 
be issued shortly after HHS provides 
fina) approval. 


Next Action Undetermined 


Small Entity: No 


Additional Information: ADDITIONAL 
AGENCY CONTACT: Jacqueline L. 
Jackson, Attorney-Advisor (see Agency 
Contact heading for address and phone) 


Government Levels Affected: Local 


Agency Contact: Richard S. Isen, Chief 
Counsel, Department of the Treasury, 
Office of Revenue Sharing, Office of 
Chief Counsel, Washington, DC 20226, 
202 634-5182 


RIN: 1507-AA02 


4. @RESERVATION OF ENTITLEMENT 
FUNDS, ADJUSTMENT OF 
ALLOCATIONS 


Legal Authority: 31 USC 6701 to 6724 
The Revenue Sharing Act 


CFR Citation: 31 CFR 51 


Abstract: This reservation project is the 
revision of certain provisions of 31 CFR 
Part 51 that implement procedures for 
reservation of entitlement funds and 
adjustment of allocations. It has been 
recommended that ORS revise its 
reserve policy to minimize the amounts 
withheld and ensure excess amounts 
are distributed. The change will require 
the establishment of a new allocation 
process. 
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Additional information: ADDITIONAL 


AGENCY CONTACT: Jacqueline L. 
Jackson, Attorney-Advisor (see Agency 
Contact heading for address and phone) 


Government Levels Affected: Local 


Contact: Richard S. Isen, Chief 
Counsel for Revenue Sharing, 


DEPARTMENT OF THE TREASURY (TREAS) 
Bureau of Government Financial Operations (BGFO) 


AGENCY: Bureau of Government 
Financial Operations, Treasury. 


ACTION: Semiannual Agenda. 


SUMMARY: This notice is given 
pursuant to the requirements of the 
“Regulatory Flexibility Act” (Pub. L. 96- 
354, September 19, 1980) and Executive 
Order 12291 (“Federal Regulation,” 
February 17, 1981), which require the 
publication of a semiannual agenda of 
regulations under development or 
review. 


FOR FURTHER INFORMATION 
CONTACT: For additional information 
about a specific regulation contained in 


Current and Projected Rulemakings 


Department of the Treasury, Office of 
Revenue Sharing, 2401 E Street NW, 
15th Floor, Washington, DC 20226, 202 
634-5182 


RIN: 1507-AA03 
BILLING CODE 4810-25-T 


this agenda, contact the “agency 
contact” listed in the specific regulatory 
action. 


SUPPLEMENTARY INFORMATION: 
The proposed regulations are not 
considered to be major regulations 
within the meaning of E.O. 12291 and 
will not have a significant impact on 
small entities within the meaning of the 
Regulatory Flexibility Act. 

DATED: August 15, 1983. 

W. E. Douglas, 


Commissioner. 


Bureau of Government Financial Operations—Current and Projected Rulemakings 


| 


| 


Title 


eT 


| Revision of Treasury Department Circular (TDC) No. 1075, Regulations Governing Withdrawal of Cash from 
‘ograms 


| Treasury for Advances Under Federal Grant and Other Pr 


' Federal Recurring Payments Through Financial Organizations By Means Other Than Checks 


Regulations Governing Cash Management Practices Within the Federal Government 


Regulations Governing the Utilization of the U.S. Treasury Financial Communications System 
“Extension of Treasury Reclamation Authority 


“indicates pony replalion, 


Bureau of Government Financial Operations—Existing Regulations Under Review 


: 


Title 


Regulations Governing Surety Companies Doing Business With the United States 





‘DEPARTMENT OF THE TREASURY (TREAS) 
Bureau of Government Financial Operations (BGFO) 


Legal =: 5 USC 301; 31 USC 
6503; 42 USC 4213 


CFR Citation: 31 CFR 205 


Abstract: Revision of TDC No. 1075 will 
formally establish the Letter of Credit- 
Treasury Financial Communications 


of Federal agency preaudit of payment 
requests and guaranteed payment time. 
The LOC-TFCS provides both of these 
features, thus enabling improved 
Federal control of advances made 
—— letter of credit. In addition, 

ther financing issues, such as 
doudagies more definitive guidelines 
for the immediate cash requirements of 
recipient organizations receiving 
advances of Federal funds, will be 
addressed at this time. 





Agency Contact: Paul J. Gist, Assistant 
Director, Department of the Treasury, 
Bureau of Government Financial 
Operations, Cash Mgmt Planning & 
Developmt Staff, 704-F Premier Bldg. 
1725 1 Street. NW, Washington, DC 
20226, 202 634-5772 


RIN: 1510-AA00 
a 


2. FEDERAL RECURRING PAYMENTS 
THROUGH FINANCIAL 
ORGANIZATIONS BY MEANS OTHER 
THAN CHECKS 


Legal Authority: 5 USC 301; 12 USC 391; 
PL 97-365 Debt Collection Act of 1982 


CFR Citation: 31 CFR 210 


Abstract: Because of the current work 
on the EFT Interagency Task Force, it is 
anticipated that in FY 1983 the above 
regulations governing the issuance of 
payments by EFT will be reviewed and 
possibly revised. Federal agencies 
involved in the Direct Deposit/EFT 
program report that some financial 
organizations have delayed the return 
of recurring benefits placed in the 
account of a deceased account holder 
after they have become aware of the 
death of a recipient. These same 
agencies have reported instances where 
the existing regulations have inhibited 
their ability to collect other funds after 
the death or legal incapacity of the 
recipient. Regulations may be amended 
to increase the Government's recovery 
rate and improve the responsiveness of 
financial organizations. Also being 
considered are changes to streamline 
procedures for changing account and 
routing numbers to pinpoint liability for 
forged enrollment forms and to capture 
any benefits available under the Debt 
Collection Act of 1982. + 


Timetable: 


Action Date 





Small Entity: No 

Agency Contact: Dan Gordon, Project 
Analyst, Department of the Treasury, 
Bureau of Government Financial 
Operations, Banking & Cash Mgmt Regs 
& Compliance Staff, Cash Mgmt, 1100 
Premier Bldg, 1725 I St, NW, 
Washington, DC 20226, 202 634-2082 


RIN: 1510-AA01 


3. REGULATIONS GOVERNING CASH 
MANAGEMENT PRACTICES WITHIN 
THE FEDERAL GOVERNMENT 


Priority: Undetermined 

Legal : § USC 301; 31 USC 
3302; 31 USC 3342; 31 USC 321; 31 USC 
331 

CFR Citation: Not yet determined 


Abstract: Methods for improving the 
information being provided to the 
Treasury's Cash Forecasting Team are 
being evaluated. One feasible 
alternative entails modifying agency 
reporting to provide needed cash flow 
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Current and Projected Rulemakings 


projections. This regulatory project is 
currently in the research stage. 


Timetable: 
Action 
Next Action Undetermined 

Small Entity: No 

Additional information: CFR CONT: 
This regulation is not published in the 
CFR. However, should the anticipated 
modifications be adopted, it may be 
elevated to CFR status. These 
regulations are found in Treasury 
Department Circular No. 1084. 

Public Compliance Cost: initial Cost: $0; 
Yearly Recurring Cost: $0 


. Government Levels Affected: Federal 


Agency Contact: Kenneth E. Carfine, 
Project Manager, Department of the 
Treasury, Bureau of Government 
Financial Operations, Cash 
Management Program Staff, 711 Premier 
Bldg, 1725 I Street, NW, Washington. 
DC 20226, 202 634-5784 


RIN: 1510-AA02 


4. REGULATIONS GOVERNING THE 
UTILIZATION OF THE U.S. TREASURY 
FINANCIAL COMMUNICATIONS 
SYSTEM 


Priority: Undetermined 
: 5 USC 301; 31 USC 


Lega! 
3302; 31 USC 3342; 31 USC 321; 31 USC 
331 


CFR Citation: Not yet determined 


Abstract: To further enhance the 
deposit and collection operations of the 
Government, increased use of the most 
efficient delivery system, the Treasury 
Financial Communications System 
(TFCS), must be accomplished. Some of 
the increase can be gained via 
voluntary actions by Federal agencies; 
however, mandatory use of TFCS for 
very large dollar deposits is considered 
a must to increase the efficiency of a 
significant number of large dollar 
deposits. This regulation is currently in 
the research stage. 


Timetable: 


Action 
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Next Action Undetermined 

Small Entity: Undetermined 

Additional information: CFR CONT: 
This regulation is not published in the 
CFR. However, should the anticipated 
modifications be adopted, it may be 
elevated to CFR status. This regulation 
may be found in Treasury Department 
Circular No. 1083. 


Project Manager, Department of the 
Treasury, Bureau of Government 
Financial Operations, Cash 
Management Program Staff, 711 Premier 
Bidg, 1725 I Street, NW, Washington, 
DC 20226, 202 634-5784 


RIN: 1510-AA03 


Current and Projected Rulemakings 


5 USC 301; 31 USC Timetable: 


Legal Authority: 
3331; 31 USC 3343; 31 USC 3711 
CFR Citation: 31 CFR 240 


Abstract: The Treasury Department has 
the right to refunds from banks and 
other indorsers receiving payment on 
Treasury checks bearing forged or 
unauthorized indorsements. The United 
States has a common law right to offset 
amounts owed to it against amounts in 
its possession belonging to its debtors. 
Further, Treasury is authorized under 
the Federal Claims Collection Act of 
1966, as amended, to issue regulations 
that authorize recovery of delinquent 
reclamations and accrued interest 
thereon by offsetting those amounts 
against amounts in the possession of 
the United States that are owed to 
banks. Treasury plans to offset the 
amount due, plus accrued interest, 
against other Federal agency payables 
due to financial institutions for 
reclamations at least 120 days old. This 
rule is intended to improve Treasury 
debt collection efforts. 


DEPARTMENT OF THE TREASURY (TREAS) 
Bureau of Government Financial Operations (BGFO) 


6. REGULATIONS GOVERNING 
SURETY COMPANIES DOING 
BUSINESS WITH THE UNITED STATES 


Legal Authority: 31 USC 9305 


CFR Citation: 31 CFR 223.1; 31 CFR 
223.2; 31 CFR 223.3; 31 CFR 223.8; 31 CFR 
223.10; 31 CFR 223.11; 31 CFR 223.12: 31 
CFR 223.14; 31 CFR 223.16; 31 CFR 223.17: 
31 CFR 223.21; 31 CFR 223.22 


Abstract: The amended regulations will 
revise United States Code references; 
revise titles of designated officials; 
reduce quarterly reporting requirements 
of insurance companies from an 
estimated 4,000 hours annually to 
approximately 2,000 hours; eliminate 


the admitted reinsurer requirement 
thereby eliminating the reporting 
requirements and fees of 150 companies 
and saving approximately 900 staff 
review hours. Other benefits will 
include the reduction in application and 
renewal fees currently $1,050 and $700 
respectively (by 30 to 50 percent); 
reduction in staff hours required for 
annual reviews (cut from 3700 hours to 
1850 hours); reduction in staff hours 
required for application reviews (cut 
from 1800 to 900) and quarterly reviews 
(cut from 200 to 100 hours). Purpose of 
the revisions is to substantially reduce 
the human and material resources 
needs of this operation. 


Action Date 


NPRM 11/04/81 
Interim Final Rule 02/23/83 
03/17/83 
05/31/83 
05/31/83 


07/31/83 


09/30/83 
11/00/83 
12/00/83 


Agency Contact: Michael D. Serlin, 

Assistant Commissioner, ona of 
the Treasury, Bureau of Government 
Financial Operations, Room 416, Annex 
Building, Pennsylvania, Avenue 4nd 
Madison Place, NW, Washington, DC 
20226, 202 566-5594 


RIN: 1510-AA04 


Existing Regulations Under Review 


Timetable: 
Action 

Begin Review 
End Review 


06/01/83 
12/31/83 


Agency 

Advisor, Department of the Treasury, 
Bureau of Government Financial 
Operations, Operations Staff-Surety, 
826 Premier Bldg., 1725 I Street, NW, 
Washington, DC 20226, 202 634-5763 


RIN: 1510-AA05 


[FR Doc. 83-28037 Filed 10-14-83; 8:45 am] 
BILLING CODE 4810-35-T 





DEPARTMENT OF THE TREASURY (TREAS) 
Bureau of Alcohol, Tobacco and Firearms (BATF) . 


Bureau of Alcohol, Tobacco and 
Firearms 


27 CFR Ch.! 
[Notice No. 482] 


Unified Agenda of Federal Regulations 
AGENCY: Bureau of Alcohol, Tobacco 
and Firearms (ATF), Treasury. 


ACTION: General Notice; Unified 
Agenda of Federal Regulations of 
regulatory projects under development, 


SUMMARY: Pursuant to section 5 of 
Executive Order 12291, entitled “Federal 
Regulations,” ATF is publishing an 
agenda of proposed regulations that are 
expected to be issued and of proposed 
regulations that have been issued and 
an agenda of existing regulations that 
are being reviewed under the terms of 
the Executive Order, within the next six 
months. The latter agenda also lists 
regulatory projects identified for review 


pursuant to the ATF Regulatory Reform 
Program. Pursuant to section 610 of the 


Regulatory Flexibility Act (Pub. L. 96- 
354; 5 U.S.C. 610), ATF is also indicating 
whether a regulatory project is likely to 
have a significant economic impact upon 
a substantial number of small entities. 


This general notice is designed to give 
the public adequate notice of the 
regulatory activities being contemplated 
by ATF. 


The agenda is based on information 
available at the present time. The next 
Unified Agenda of Federal Regulations 
will be published in the Federal Register 
of April 1984. 


FOR FURTHER INFORMATION 
CONTACT: For information about any 
particular regulatory project, contact the 
person listed in the subheading “Agency 
Contact,” for the regulatory project. 


For general information about this 
general notice, contact Lori Weins, of 
the FAA, Wine and Beer Branch, Bureau 
of Alcohol, Tobacco and Firearms, 1200 
Pennsylvania Avenue, N.W.., 
Washington, D.C., 20226; 202-566-7626 
{not a toll-free number). 


SUPPLEMENTARY INFORMATION: 
Following is a table of abbreviations 
used throughout the agenda. 


TABLE OF ABBREVIATIONS 


ABBREVIATION 
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TABLE OF ABBREVIATIONS— 
Continued — 


By direction of the Secretary of the 
Treasury, this general notice reads as 
set forth below. 

SIGNED: August 15, 1983. 
Stephen E. Higgins, 


Director. 


Bureau of Alcohol, Tobacco and Firearms—Current and Projected Rulemakings 


Areas 
Seuusnstietabede Menten Gian Text UUldies has of 7000 aaa Rodan al Vibeoer Wagaations 
Reporting Taxes Due to the Governments of Puerto Rico and the Virgin islands 


RIN 





1512-AA06 
1512-AA07 
1512-AA08 
1512-AA09 
1512-AA10 
1512-AA12 
1512-AA16 
1512-AA17 
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TREAS—BATF 


Bureau of Alcohol, Tobacco and Firearms—Current and Projected Rulemakings—Continued 


“Indicates priority regulation. 


Bureau of Alcohol, Tobacco and Firearms—Completed Actions 


25 _ 


Labeling 
26 “Wawszkiewicz v. Department ofthe Treasury ota 670 F. 2d 296 (D.C. CIR 1979) 


27 
28 *Formulas for 
29 


"Indicates priority regulation. 


DEPARTMENT OF THE TREASURY (TREAS) 
Bureau of Alcohol, Tobacco and Firearms (BATF) 


ALCOHOL 


1. IMPLEMENTATION OF THE “WINE 
IMPACT BILL” 

Legal Authority: 26 USC 5010 

CFR Citation: 27 CFR 19.11; 27 CFR 
19.37 to 19.40; 27 CFR 19.42; 27 CFR 
19.346; 27 CFR 19.372; 27 CFR 19.402; 27 
CFR 19.505; 27 CFR 19.566; 27 CFR 19.681; 
27 CFR 19.748; 27 CFR 19.763; 27 CFR 
19.764; 27 CFR 19.778 to 19.780; 27 CFR 
170.681 to 170.691; 27 CFR 197.105; ... 


Abstract: Restores the tax system 
which existed for distilled spirits 
products containing wine or alcoholic 
flavoring materials prior to the 
enactment of the Distilled Spirits Tax 
Revision Act of 1979; also permits 
spirits bottled for industrial purposes to 
be transferred in bond between distilled 
spirits plants. 


Timetable: 

Action 

(Temp) Treas 
Notice 

Small Entity: No 

Agency Contact: Richard C. 

ATF Coordinator, Department of the 

Treasury, Bureau of Alcohol, Tobacco 

and Firearms, 1200 Pennsylvania 


Avenue, NW, Washington, DC 20226, 
202 566-7531 


RIN: 1512-AA06 


Date 
09/00/83 


2. AMERICAN VITICULTURAL AREAS 
Legal Authority: 27 USC 205 
CFR Citation: 27 CFR 9 


Abstract: Establishes grape-growing 
regions as American viticultural areas 


for purposes of labeling and advertising 


of wine. 


Supplemental Timetabie: 
Alexander Valley, CA (contact Jim Whitley) 
NPRM 08/19/82 (47 FR 35521) 
NPRM Comment Period End 10/18/82 
Hearing Held 01/24/83 
Final Action 12/00/83 
Altus, AR (contact Steve Simon) 
NPRM 06/00/83 
Anderson Valley, CA (contact Ed Reisman) 
NPRM 04/04/83 (48 FR 14394) 
NPRM Comment Period End 05/04/83 
Final Action 08/18/83 (48 FR 37369) 
Arkansas Mountain, AR (contact Steve 
Simon) 
NPRM 12/00/83 
Seco, CA (contact Charles Bacon) 
NPRM 11/03/82 (47 FR 49860) 
NPRM Comment Period End 12/20/82 
Final Action 04/15/83 (48 FR 16245) 
Bonny Doon (contact Michael Breen) 
NPRM 12/31/83 
NPRM Comment Period Begin 01/31/84 
NPRM Comment Period End 03/31/84 
Carmel Valley, CA (contact John Linthicum) 
NPRM 08/26/82 (47 FR 37588) 
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TREAS—BATF 


NPRM Comment Period End 08/24/82 


Final Action 12/14/82 (47 FR 55915) 
Ficaretta) 


NPRM Comment Period End 07/12/82 

Final Action 09/30/83 
Clarksburg, CA (contact Jim 

NPRM 09/16/83 (48 FR 41602) 
Clear Lake, CA (contact Ed Reisman) 

NPRM 10/00/83 

NPRM Comment Period End 11/00/83 

Final Action 12/00/83 


Final Action 04/15/83 (48 FR 16247) 
Columbia Valley, WA and OR (contact 
Charies 
NPRM 08/24/83 (48 FR 38497) 
NPRM Comment Period End 10/11/83 


NPRM 01/12/83 (48 FR 1315) 

NPRM Comment Period End 02/11/83 

Final Action 08/04/83 (48 FR 35395) 
EI Dorado, CA (contact James 

NPRM 12/14/82 (47 FR 55954) 

NPRM Comment 


NPRM 04/04/83 (48 FR 14396) 
Final Action 11/00/83 

Hermann, MO Jim Ficaretta) 
NPRM 12/14/82 (47 FR 
NPRM Comment Period End 01/28/83 
Final Action 08/18/83 (48 FR 37371) 


King City, CA (contact Charies Bacon) 
NPRM 12/00/83 


Knight's Vatley, CA (contact Michael Breen) 
NPRM 02/09/83 (48 FR 5961) 
NPRM Comment Period End 03/11/83 
Final Action 12/31/83 

Lake Erie, NY, PA, and OH (contact Robert 


NPRM Comment Period End 05/19/83 
(48 FR 14390) 
Final Action 10/00/83 
Lake Michigan Shore, Mi (contact Robert 


White) 
NPRM 12/14/82 (47 FR 55959) 
NPRM Comment Period End 0128/83 
Final Action 09/00/83 
MD (contact Ed Reisman) 
NPRM 11/03/82 (47 FR 49863) 
NPRM Comment Period End 12/03/82 


Final Action 08/18/83 (48 FR 37372) 


Creek, 
NPRM 09/01/82 (47 FR 
NPRM Comment Period End 10/01/82 
Final Action 11/26/82 (47 FR 53355) 
Los Carneros, CA (contact Steve Simon) 
Amended NPRM 06/04/82 (47 FR 24344) 
od Amanded NPRM Comment Period 
08/03/82 
Final Action 12/00/83 
Madera, CA (contact Charles Bacon) 
NPRM 01/26/82 (46 FR 3564) 
NPRM Comment Period End 03/12/82 
Portuguese govt rqsts Pub Hearing 
04/28/82 
Hearing Held 01/18/83 
Final Action 12/00/83 
Martha’s Vineyard, MA (contact Charies 
Bacon) 
NPRM 08/04/83 (48 FR 35462) 
NPRM Comment Period End 09/19/83 
Final Action 02/00/84 


‘Maryland Cumberiand Valley, MD (contact 


Michaei Breen) 
NPRM 12/30/83 
CA (contact Ed Reisman) 
NPRM 10/00/83 
NPRM Comment Period End 11/00/83 
Final Action 12/00/83 
Merritt isiand, CA Lori Weins) 
NPRM 11/03/82 (47 FR 49866) 
NPRM Comment Period End 12/20/82 
Final Action 05/17/83 (48 FR 22145) 
Mesilla Valley, New Mexico (contact Ed 


Final Action 01/00/84 
Delta, MS (contact Steve Simon) 
NPRM 12/00/83 
, CA (contact Michael Breen) 
NPRM 09/30/83 
Monticello, VA (contact James Hunt) 
NPRM 12/04/81 (46 FR 59274) 
NPRM Comment Period End 03/04/82 
Amended NPRM 11/19/82 (47 FR 52200) 
End Amended NPRM Comment Period 
01/03/83 
Final Action 11/30/83 
North Coast, CA (contact Charies Bacon) 
Amended NPRM 01/11/82 (47 FR 1151) 
End Amended NPRM Comment Period 
02/25/82 
Final Action 09/21/83 (48 FR 42973) 
North Fork of the Roanoke, VA (contact 
James Hunt) 
NPRM 07/27/82 (47 FR 32448) 
NPRM Comment Period End 08/26/82 
Final Action 03/00/83 
Northern Sonoma, CA (contact John 
Linthicum) 
NPRM 06/27/83 (48 FR 29539) 
NPRM Comment Period End 08/11/83 
Final Action 03/00/84 
Ohio River Valley, iN, OH, WVA, KY (contact 
John Linthicum) 
NPRM ara (47 FR 55961) 
Final Action 09/07/83 (48 FR 40377) 
Ozark AR (contact Steve Simon) 
NPRM 12/00/83 
Pacheco Pass, CA (contact Steve Simon) 
NPRM 06/02/83 (48 FR 24737) 


Current and Projected Rulemakings 


NPRM Comment Period End 07/18/83 


Paso Robies, CA (contact Roger Bowling) 
NPRM 01/17/83 (48 FR 1985) 


5955) 
NPRM Comment Period End 03/11/83 
Final Action 09/00/83 
Knob, VA (contact James Hunt) 

NPRM 11/19/81 (46 FR 56828) 

NPRM Comment Period End 02/17/82 

Final Action 06/12/83 (47 FR 1291) 
Russian River Valley, CA (contact James 


Hunt) 
NPRM 02/04/83 (48 FR 5280) 
NPRM Comment Period End 03/21/83 
Final Action 09/00/83 
San Benito, CA (contact Jim Ficaretta) 
NPRM 01/00/84 


Santa Ynez Valley, CA (contact Charies 
Bacon 


) 
NPRM 01/24/82 (47 FR 53048) 
NPRM Comment Period End 01/10/83 
Final Action 04/15/83 (48 FR 16250) 
Shenandoah Valley, CA (contact James 
Hunt) 
Hearing Heid 12/07/81 
Hearing Held 12/08/81 
Shenandoah Valley, VA (contact James 
Hunt) 
Notice of Hearings Published 10/30/81 
(46 FR 53691) 
Hearing Held 01/12/82 
Hearing Held 01/13/82 
Final Action 12/28/82 (47 FR 57694) 
Shenandoah Valley, VA and WVA (contact 
James Hunt) 
NPRM 08/20/82 (47 FR 36445) 
NPRM Comment Period End 10/04/82 
Final Action 12/28/82 (47 FR 57696) 
Sobre Vista Vineyards, CA (contact John 
Linthicum) 
_ NPRM 03/00/84 
Solano County Green Valley, CA (contact 
Robert White) 
NPRM 01/11/81 (47 FR 1149) 
NPRM Comment Period End 03/12/82 
Final Action 12/29/82 (47 FR 57921) 
Sonoma County Green Vailey, CA (contact 
Robert White) 
NPRM 11/15/82 (47 FR 51425) 
NPRM Comment Period End 12/15/82 
Final Action 09/30/83 


NPRM 09/04/83 (48 FR 35462) 
NPRM Comment Period End 09/19/83 
Final Action 02/00/84 
Suisun Valley, CA (contact Robert White) 
NPRM 01/11/82 (47 FR 1153) 
NPRM Comment Period End 03/12/82 
Final Action 11/24/83 (47 FR 52996) 
Temecula, Murrieta and Rancho Calif., CA 
(contact John Linthicum) 
NPRM 07/27/82 (47 FR 32450) 
Hearing Held 01/20/83 
NPRM Comment Period End 02/20/83 
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Final Action 02/00/84 
Umpqua Valley, OR (contact Robert White) 
NPRM 09/00/83 
Walla Walla Valley, WA (contact Jim 
Ficaretta) é 


NPRM 06/27/83 (48 FR 29541) 
NPRM Comment Period End 08/10/83 
Williamette Valley, OR (contact Jim 
Ficaretta) 


NPRM 06/29/83 (48 FR 29882) 
NPRM Comment Period End 08/15/83 
Willow Creek, CA (contact Roger Bowling) 
NPRM 01/12/83 (48 FR 1318) 
NPRM Comment Period End 02/11/83 
Final Action 08/18/83 (48 FR 37374) 
Yakima Valley, WA (contact Charlies Bacon) 
NPRM 11/24/82 (47 FR 53051) 
NPRM Comment Period End 01/10/83 
Final Action 04/04/83 (48 FR 14374) 
York Mountain, CA (contact James Hunt) 
NPRM 02/24/83 (48 FR 5956) 
NPRM Comment Period End 03/11/83 
Final Action 09/00/83 
Small Entity: No 
Agency Contact: See supplemental 
timetable, Department of the Treasury, 
Bureau of Alcohol, Tobacco and 
Firearms, 1200 Pennsylvania Avenue, 
NW, Washington, DC 20226, 202 566- 
7626 


RIN: 1512-AA07 


3. IMPLEMENTATION OF THE 


Legal Authority: 26 USC 5001 to 5691 
CFR Citation: 27 CFR 5; 27 CFR 13; 27 
CFR 19; 27 CFR 170; 27 CFR 173; 27 CFR 
194; 27 CFR 195; 27 CFR 196; 27 CFR 197; 
27 CFR 200; 27 CFR 211; 27 CFR 212; 27 
CFR 213; 27 CFR 231; 27 CFR 240; ... 


Abstract: Eliminates the wine gallon 
method of imposing the distilled spirits 
tax and the rectification tax; converts 
DSP from the former distilled spirits tax 
system to an all-in-bond tax system; 
incorporates other amendments from 
prior projects. 


- 


Date FR Cite 


07/18/79 
12/11/79 


10/00/83 


Agency Contact: Richard Langford, 
Department of the Treasury, Bureau of 
Alcohol, Tobacco and Firearms, 1200 
Pennsylvania Avenue, NW, 
Washington, DC 20226, 202 566-7531 


RIN: 1512-AA08 


4. REPORTING TAXES DUE TO THE 
GOVERNMENTS OF PUERTO RICO- 
AND THE VIRGIN ISLANDS 

Legal Authority: 26 USC 5555; 26 USC 
5207 


CFR Citation: 27 CFR 19.377 


Abstract: Changes the reporting 
requirements for most Puerto Rican and 
Virgin Islands spirits bottled at 
domestic distilled spirits plants. The 
reporting requirement will remain as a 
line item on the proprietor’s monthly 
reports: However, the time for recording 
tax determination of insular spirits will 
change from the time these spirits enter 
the processing account to the time of 
tax determination. 


Timetable: 
Action 

NPRM 

Final Action 
Small Entity: No 
Agency Contact: Susan M. McCarron, 
ATF Specialist, Department of the 
Treasury, Bureau of Alcohol, Tobacco 
and Firearms, 1200 Pennsylvania 


Avenue, NW, Washington, DC 20226, 
202 566-7626 


RIN: 1512-AA09 


Date FR Cite 


04/13/81 46 FR 21624 
09/00/83 


5. STANDARD OF IDENTITY FOR 


‘VODKA 


Legal Authority: 27 USC 205 
CFR Citation: 27 CFR 5.22 


Abstract: Considers clarifying the 
standard of identity for vodka by 
revoking Revenue Ruling 56-98 which 
permits the use of small quantities of 
sugar or citric acid in vodka; or would 
propose a new class and type of vodka 
which contains trace amounts of sugar 
or citric acid. 

Timetable: 

Action Date FR Cite 


ANPRM 01/11/82 47 FR 1148 
ANPRM Comment 07/11/82 

Period End 
NPRM 
Final Action 


12/00/83 
06/00/84 


- Action 
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Smaii Entity: No 

Agency Contact: Charles Bacon, ATF 
Coordinator, Department of the 
Treasury, Bureau of Alcohol, Tobacco 
and Firearms, 1200 Pennsylvania 
Avenue, NW, Washington, DC 20226, 
202 566-7626 


RIN: 1512-AA10 


simplifies the regulations relating to the 
production and treatment of wine. 


Timetable: 
Date FR Cite 


NPRM 06/18/82 47 FR 26399 
NPRM Comment 06/18/82 47 FR 41402 

Period Begin 
NPRM Comment 12/20/82 

Period End 
Final Action 
Small Entity: No 
Agency Contact: Mike Breen, ATF 
Specialist, Department of the Treasury, 
Bureau of Alcohol, Tobacco and 
Firearms, 1200 Pennsylvania Avenue, 
NW, Washington, DC 20226, 202 566- 
7531 


RIN: 1512-AA12 
RARE Rs RRO CS NERS MAROON EST 


7. ADVERTISING OF WINE, DISTILLED 
SPIRITS, AND MALT BEVERAGES 


Legal Authority: 27 USC 205 


CFR Citation: 27 CFR 4; 27 CFR 5; 27 
CFR 7 . 
Abstract: To modernize the advertising 
regulations under section 5(f) of the 
Federal Alcohol Administration Act. 
Hearings held September 9-10 and 
December 10-11, 1981. 


Timetable: 
Action Date 


ANPRM 11/21/78 

ANPRM Comment 03/23/79 
Period End 

NPRM 2/19/80 

NPRM Comment ~ 03/19/81 
Period End 

Notice of Hearings07/20/81 

Multiple Hearings 09/09/81 
coe 


09/30/83 
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Legal Authority: 26 USC 5131 et seq 
CFR Citation: 27 CFR 197 
Abstract: To update, clarify, simplify, 
and recodify the regulations relating to 
drawback of tax on distilled spirits 
used in the manufacture of non- 
beverage products. 

Timetabie: 
Action Date 
NPRM 12/01/83 


Small Entity: Yes 


Additional information: SMALL 

BUSINESSES CONT: This regulation 

affects approximately 500 entities. 
Contact: Steve Simon, ATF 


Specialist, Department of the Treasury, 
Bureau of Alcohol, Tobacco and 
Firearms, 1200 Pennsylvania Avenue, 
NW, Washington, DC 20226, 202 566- 
7626 


RIN: 1512-AA20 


10. RECODIFICATION OF WINE 
REGULATIONS (SUBPART XX) 

Legal Authority: 26 USC 7805 

CFR Citation: 27 CFR 170.681 to 170.691; 
27 CFR 231; 27 CFR 240; 27 CFR 24 
Abstract: To update, simplify, and 
clarify regulations relating to wine; and 
to incorporate ATF Rulings. 

Timetable: 
Action 


NPRM 

Final Action 
Small Entity: No 
Agency Contact: James Hunt, ATF 
Coordinator, Department of the 
Treasury, Bureau of Alcohol, Tobacco 
and Firearms, 1200 Pennsylvania 
Avenue, NW, Washington, DC 20226, 
566-7626 

RIN: 1512-AA23 


11/00/83 
11/00/83 


FR Cite 


11. RECODIFICATION OF BEER 
REGULATIONS 


Legal = 26 USC 5051 et seq; 26 
USC 5401 et seq 
CFR Citation: 27 CFR 245 


Abstract: To simplify and clarify 
regulations relating to the production 
and taxpayment of beer; to simplify and 
reduce paperwork and recordkeeping 
requirements imposed on industry; and 
to reflect technological advances in the 
beer industry since the regulations were 
last revised. 


Timetable: 
Action Date FR Cite 


NPRM 02/03/83 48 FR 4803 
NPRM Comment 05/04/83 

Period End 
Final Action 
Small Entity: No 


06/00/84 


Current and Projected Rulemakings 


Agency Contact: Charles Bacon, ATF 
Coordinator, Department of the 
Treasury, Bureau of Alcohol, Tobacco 


.and Firearms, 1200 Pennsylvania 


Avenue, NW, Washington, DC 20226, 
202 566-7626 


RIN: 1512-AA24 
(Ne eS ATT 


12. RECODIFICATION OF WINE 
REGULATIONS (SUBPARTS A TO E) 


Legal Authority: 26 USC 7805 

CFR Citation: 27 CFR 240.1 to 240.145 
Abstract: To update, simplify and 
clarify regulations relating to wine; and 
to incorporate ATF Rulings. 

Timetable: 
Action 

NPRM 

Small Entity: No 


Agency Contact: Jim Whitley, ATF 
Specialist, Department of the Treasury, 
Bureau of Alcohol, Tobacco and 
Firearms, 1200 Pennsylvania Avenue, 
NW, Washington, DC 20226, 202 566- 
7531 


Date FR Cite 


12/00/83 


RIN: 1512-AA30 


13. LATE HARVEST DESIGNATION 
FOR WINE 


Legal Authority: 27 USC 205E; 27 USC 
205F 


CFR Citation: 27 CFR 4.29 


Abstract: Late harvest designations, 
based on the Brix (percent by weight) 
level of the grapes at harvest would 
indicate to consumers that the grapes 
used to produce the wine were left on 
the vine for express purpose of 
increasing the sugar content. The 
designations would indicate additional 
techniques and processes were used in 
the production of the wine. 


Timetable: 
Action 
NPRM 


Small Entity: No 

Agency Contact: Roger 

Specialist, Department of the Treasury, 
Bureau of Alcohol, Tobacco and 
Firearms, 1200 Pennsylvania Avenue, 
NW, Washington, DC 20226, 202 566- 
7626 


12/00/83 


RIN: 1512-AA31 
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CFR Citation: 27 CFR 5.22(b)(1)(i); 27 
CFR 19.346(b) 


Abstract: Current regulations do not 
provide for distilled spirits plant 
proprietors to mingle and still designate 
as straight whiskies of the same type 
produced at different distilleries or 
produced by different distillers. This 
project will allow such whiskies to be 
labeled as straight as long as the 
whiskies are produced within the same 
state. Their only alternative is to leave 
the regulations as they are and to not 
allow such whiskies to be mingled and 
designated as straight. We do not 
anticipate any extra costs to result from 
this change in regulations. This change 
will result in greater flexibility for 
distilled spirits plant proprietors. 


Date 
; 01/00/84 
Small Entity: No 
Agency Contact: Robert White, 
Specialist, Department of the Treasury, 
Bureau of Alcohol, Tobacco and 


Firearms, 1200 Pennsylvania Avenue, 
NW, Washington, DC 20226, 202 566- 
7531 


FR Cite 


RIN: 1512-AA32 


CFR Citation: 27 CFR 4.26 


Abstract: To redefine estate bottled 
requirements and provide for additional 
terms to provide requirements for 
imported wine. 


Date 
01/00/84 


FR Cite 
ANPRM 

Smali Entity: No 
Agency Contact: Roger Bowling, 
Coordinator, Department of the 
Treasury, Bureau of Alcohol, Tobacco 
and Firearms, 1200 Pennsylvania 
Avenue, NW, Washington, DC 20226, 
202 566-7626 

RIN: 1512-AA34 


16. @EFFECT OF REDUCED CUSTOMS 
STAFFING AT CUSTOMS BONDED 
WAREHOUSES 


Legal Authority: 26 USC 7805 
CFR Citation: 27 CFR 252; 27 CFR 251 


Abstract: The Customs Bureau has 
withdrawn Customs Officers from 
Customs Bonded Warehouses, 
consequently, there are no Customs 
Officers present to certify ATF forms or 
to make gauges of distilled spirits. 
Because of possible jeopardy to the 
Federal Revenue, ATF has issued 
instructions to proprietors of customs 
bonded warehouses requesting them to 
certify ATF forms and make gauges of 
distilled spirits in the absence of 
customs officers. This change in 
regulations will formalize this 
procedure. The alternative to allowing 
customs bonded warehouse proprietors 
to sign forms and gauge spirits is to not 
require anyone to perform these 
functions. This would result in an 
unacceptable risk to the Federal 
Revenue. We do not anticipate any 
extra costs to result from this change in 
regulations. This change will ensure 
that there is no jeopardy to the Federal 
Revenue. 


Timetable: 
Action Date 
Interim Final Rule 03/00/84 


Small Entity: No i. 
Agency Contact: Robert White, 
Specialist, Department of the Treasury, 
Bureau of Alcohol, Tobacco and 
Firearms, 1200 Pennsylvania Avenue, 
NW, Washington, DC 20226, 202 566- 
753i 

RIM: 1512-AA35 


FR Cite 


17. @REDUCED PROOF DISTILLED 
SPIRITS PRODUCTS 


Legal Authority: 27 USC 205 
CFR Citation: 27 CFR 5.22 


Abstract: ATF is publishing an ANPRM 
to gather information from consumers 
and industry on whether our regulations 
should be amended to provide for 
reduced proof distilled spirits products 
similar to “light beer”, “light wine” and 
similar “light” products which have 
become increasingly popular with 
consumers in recent years. Since 1968, 
the words “light whisky” have referred 
to whisky produced by two processes 
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Current and Projected Rulemakings 


which are different from other 
American whiskies and the term “light” 
does not refer to lower alcohol content. 
However, ATF is considering abolishing 
“light whisky” as a standard of identity, 
so that the word “light” can refer only 
to reduced alcohol content. Unlike wine 
and beer, distilled spirits products are 
usually sold at more than one bottling 
proof (e.g. whisky is frequently sold at 
80 degrees, 86 degrees, and 100 degrees 
proof) with the difference in proof being 
the only distinction between products 
which are otherwise identical. 
Therefore, ATF must carefully consider 
labeling to insure there exists a clear 
cut difference in the minds of 
consumers between products at 
minimum bottling proof or above 
minimum bottling proof, and those 
which are reduced in proof. 
Timetable: 
Action Date FR Cite 
ANPRM 08/04/83 48 FR 35460 
ANPRM Comment 08/04/83 48 FR 35460 
Period Begin 
ANPRM Comment 11/02/83 
Period End 
Smaii Entity: No 
Additional information: Based on the 
comments received, ATF will decide 


whether to publish a NPRM or 
withdraw the ANPRM. 


Government Levels Affected: Federal 


Agency Contact: Charles N. Bacon, 
ATF Coordinator, Department of the 
Treasury, Bureau of Alcohol, Tobacco 
and Firearms, 1200 Pennsylvania 
Avenue, NW, Washington, DC 20226, 
202 566-7626 


RIN: 1512-AA36 


18. @GEOGRAPHIC BRAND NAMES 
Lega! Authority: 27 USC 205 
CFR Citation: 27 CFR 4.39(i) 


Abstract: To propose alternatives to the 
present regulation which requires that 
the word “brand” appear in the same 
size type as the brand name itself. 


Timetable: 
Action 


General Notice 
NPRM 


12/00/83 
02/00/84 
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Legal Authority: 27 USC 205 
CFR Citation: 27 CFR 4.25a; 27 CFR 4.35; 


to allow the name and address and net 
content statement to appear on any 
label in lieu of only the brand label; 


Roger i 
Coordinator, Department of the 
Treasury, Bureau of Alcohol, Tobacco 
and Firearms, 1200 Pennsylvania 
Avenue, NW, Washington, DC 20226, 
202 566-7626 


RIN: 1512-AA38 


20. @375 ML AND 500 ML 
CONTAINERS FOR DISTILLED 
SPIRITS 

Priority: Agency Determination 

Legal Authority: 26 USC 5301; 27 USC 
205 


CFR Citation: 27 CFR 5.47a 

Abstract: To determine if both sizes 
should be standards of fill or whether 
the 375 ml size should replace the 500 
ml size. 
Timetable: 
Action 

ANPRM 

Small Entity: No 


Agency Contact: Roger Bowling, 
Coordinator, Department of the 
Treasury, Bureau of Alcohol, Tobacco 
and Firearms, 1200 Pennsylvania 
Avenue, NW, Washington, DC 20226, 
566-7626 


RIN: 1512-AA39 


Date 
09/00/83 


TOBACCO PRODUCTS 


21. MANUFACTURER’S 
IDENTIFICATION ON TOBACCO 
PRODUCTS PACKAGES 

Legal Authority: 26 USC 5723 

CFR Citation: 27 CFR 270.11; 27 CFR 
270.212; 27 CFR 275.163; 27 CFR 275.170; 
27 CFR 275.172; 27 CFR 275.174; 27 CFR 


290.11; 27 CFR 290.181; 27 CFR 290.185; 27 
CFR 290.241 to 290.267; 27 CFR 295.42 


Abstract: To liberalize requirements 
relating to manufacturer identification 
on tobacco products packages and to 
make other miscellaneous changes. 


DEPARTMENT OF THE TREASURY (TREAS) 
Bureau of Alcohol, Tobacco and Firearms (BATF) 


ALCOHOL 

23. RECODIFICATION OF 27 CFR 
PARTS 211 AND 213 AS 27 CFR 
PARTS 20 AND 22 


Legal Authority: 26 USC 5271 to 5275 


CFR Citation: 27 CFR 211; 27 CFR 213; 
27 CFR 19; 27 CFR 20; 27 CFR 21; 27 CFR 
22; 27 CFR 30; 27 CFR 173; 27 CFR 200; 27 
CFR 250; 27 CFR 251; 27 CFR 252 


Abstract: To liberalize the qualification, 
bonding, operational, recordkeeping, 
and reporting requirements imposed on 


users and dealers of specially 
denatured spirits and users of tax-free 
alcohol. 

Timetable: 

Action Date 


NPRM 10/23/81 
NPRM Comment 01/21/82 
Period End 
Begin Review 
Small Entity: No 
Additional information: 17 comments 
received during the comment period are 
being studied for incorporation in the 


FR Cite 


09/00/83 


Current and Projected Rulemakings 


Timetable: 
Action 

NPRM 

Smaii Entity: No 
Agency Contact: Steve Simon, ATF 
Specialist, Department of the Treasury, 
Bureau of Alcohol, Tobacco and 
Firearms, 1200 Pennsylvania Avenue, 
NW, Washington, DC 20226, 202 566- 
7626 


RIN: 1512-AA28 


Date 
09/00/83 


Authority: 26 USC 7805 (68A STAT 
917) 


CFR Citation: 27 CFR 285 


Abstract: Administrative and 
recordkeeping burdens under 27 CFR 
Part 285 and their reduction or 
elimination. 


Timetable: 
Action Date 


ANPRM 09/01/84 
ANPRM Comment 09/02/84 

Period Begin 
ANPRM Comment 10/02/84 

Period End 
Final Action 01/25/85 
Smail Entity: Undetermined 
Agency Contact: C. A. Mullen, Tax 
Specialist, Department of the Treasury, 
Bureau of Alcohol, Tobacco and 
Firearms, 1200 Pennsylvania Avenue, 
NW, Washington, DC 20226, 202 566- 
7531 


RIN: 1512-AA33 


Existing Regulations Under Review 


temporary rule. A temporary rule will 
be issued with a nine-month comment 
period. 


Government Levels Affected: Local, 
State, Federal 


Agency Contact: John Linthicum, ATF 
Coordinator, Department of the 
Treasury, Bureau of Alcohol, Tobacco 
and Firearms, 1200 Pennsylvania 
Avenue, NW, Washington, DC 20226, 
202 566-7626 


RIN: 1512-AA21 
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DEPARTMENT OF THE TREASURY (TREAS) 
Bureau of Alcohol, Tobacco and Firearms (BATF) 


COMPLETED RULEMAKINGS 


24. 100 AND 375 ML CONTAINERS 
FOR DISTILLED SPIRITS 


Priority: Agency Determination 
Legal Authority: 26 USC 5301; 27 USC 
205 


CFR Citation: 27 CFR 5.47a 


Abstract: To provide for the bottling of 
distilled spirits in the proposed size; if 
adopted, will raise the total of 
authorized standards of fill to eight. 


NPRM 08/16/82 47 FR 35521 
NPRM Comment 11/15/82 

Period End 
Final Action 
Small Entity: No 
Agency Contact: Roger Bowling, ATF 
Coordinator, Department of the 
Treasury, Bureau of Alcohol, Tobacco 
and Firearms, 1200 Pennsylvania 
Avenue, NW, Washington, DC 20226, 


09/00/83 


CFR Citation: 27 CFR 4.28; 27 CFR 4.39; 
27 CFR 4.64 


Abstract: To provide for the labeling 
and advertising of the vintage dates 
and the percentages of each vintage 
which have been used to make a 
blended wine. 


Date FR Cite 


11/13/80 45 FR 74942 
08/05/81 46 FR 39849 
11/00/83 


Additional information: ANPRM, 
Notice No. 357. 

Agency Contact: Roger Bowling, ATF 
Coordinator, Department of the 
Treasury, Bureau of Alcohol, Tobacco 
and Firearms, 1200 Pennsylvania 


Avenue, NW, Washington, DC 20226, 
202 566-7626 


RIN: 1512-AA01 


26. WAWSZKIEWICZ V. DEPARTMENT 
OF THE TREASURY ET AL., 670 F. 2D 
296 (D.C. CIR 1979) 

Legal Authority: 27 USC 205 

CFR Citation: 27 CFR 4 

Abstract: Defers mandatory compliance 
dates of name and address 
requirements and appellation-of-origin 
type size. Due to the Court of Appeals 
decision, the regulations have been 
remanded to ATF for review and 
reconsideration. This has become two 
new rulemaking actions, RINs 1512- 
AA37 and 1512-AA38. 

Timetable: 
Action 


Final Action 
Final Action 
Effective 


Small Entity: No 
Contact: Roger Bowling, ATF 


01/21/83 
02/20/83 48 FR 2762 


Agency 

Coordinator, Department of the 
Treasury, Bureau of Alcohol, Tobacco 
and Firearms, 1200 Pennsylvania 
Avenue, NW, Washington, DC 20226, 
202 566-7626 


RIN: 1512-AA05 


27. RESTORATION OF WATER LOST 
IN HEAT EVAPORATION OF 
STANDARD WINE UNDER A VACUUM 


Legal Authority: 26 USC 5382 

CFR Citation: 27 CFR 4; 27 CFR 240 
Abstract: Clarifies regulations relating 
to the addition of water to wine and to 
reflect technological advances in the 
wine industry since the regulations 
were last revised. 


Timetable: 
Action Date FR Cite 


NPRM 07/27/82 47 FR 32447 
NPRM Comment 09/27/82 

Period End 
Merged with RIN 09/01/83 

1512-AA12 


Completed Actions 


Small Entity: No 

Additional information: This project 

has been merged into the rulemaking 
project on materials and processes for 
the production and treatment of wine. 
Agency Contact: Mike Breen, ATF 


Specialist, Department of the Treasury. 
Bureau of Alcohol, Tobacco and 


Firearms, 1200 Pennsylvania Avenue, 
NW, Washington, DC 20226, 202 566- 
7531 


RIN: 1512-AA11 


28. FORMULAS FOR DENATURED 
ALCOHOL AND RUM 


Priority: Agency Determination 

Legal Authority: 26 USC 5241 

CFR Citation: 27 CFR 212 

Abstract: To update, clarify, simplify, - 
and recodify the regulations relating to 
formulas for denatured alcohol and 
rum. 


Timetable: 
Action Date 


NPRM 01/29/81 

NPRM Comment 03/30/81 
Period End 

Final Action - T.D.06/02/83 48 FR 24673 
ATF - 133 


Smaii Entity: No 
Additional information: NPRM, Notice 
No. 364. 


Contact: Steve Simon, ATF 
Specialist, Department of the Treasury, 
Bureau of Alcohol, Tobacco and 
Firearms, 1200 Pennsylvania Avenue, 
NW, Washington, DC 20226, 202 566- 
7626 


FR Cite 


RIN: 1512-AA22 


29. THREE YEAR FIREARMS LICENSE 
Legal Authority: 18 USC 926 


CFR Citation: 27 CFR 178.42; 27 CFR 
178.44; 27 CFR 178.45; 27 CFR 178.47; 27 
CFR 178.49 


Abstract: The Bureau of Alcohol, 
Tobacco and Firearms is considering a 
three year firearms license for 
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11/30/82 
NPRM Comment 11/30/62 
Period Begin 
NPRM Comment 01/31/83 
Period End 
Final Action 
Final Action 
Effective 


FR Cite 


05/31/83 
08/01/83 


DEPARTMENT OF THE TREASURY (TREAS) 


Comptroller of the Currency (OCC) 


Comptroller of the Currency 
12 CFR Ch. 1 


Semiannual Agenda of Regulatory 


AGENCY: Office of the Comptroller of 
the Currency, Treasury. 

ACTION: Semiannual Agenda of 
Regulations. 


SUMMARY: As required by the 
Regulatory Flexibility Act and Executive 
Order 12291, the Office of the 
Comptroller of the Currency (Office) has 
prepared this semiannual agenda of its 
rules and regulations currently under 
review and scheduled for review. Also 
included is a list of regulatory actions 
taken since the publication of the 
Office's previous semiannual agenda on 
April 25, 1983 (48 FR 18355). It is 
expected that this semiannual agenda 
will enable the public to be more aware 
of, and allow it to more effectively 
participate in, the Office’s regulatory 
activity. 


ADDRESS: The mailing address for all 
contacts: Office of the Comptroller of 
the Currency, 490 L’Enfant Plaza East, 
S.W., Washington, DC 20219. 


FOR FURTHER INFORMATION 
CONTACT: For general information 
about this semiannual agenda contact 
Nancy Lowther, Financial Analyst, ~ 
Legislative and Regulatory Analysis 
Division, (202) 447-1177. 


For additional information about a 
particular item on this semiannual 
agenda contact the individual identified 
as the contact person. 


SUPPLEMENTARY INFORMATION: 
This agenda is organized as follows: 
SECTION A concerns current and 
projected rulemakings; SECTION B 
concerns reviews of existing regulations; 
SECTION C concerns recently 
completed regulatory actions. 
“PRIORITY” regulations, which are 
those regulations designated for priority 
development or review by the 
Comptroller or designated for review by 
the Presidential Task Force on 
Regulatory Relief, are identified as such. 
The Office has determined that none of 
the rulemakings discussed in this 


Completed 


Smail Entity: No 

Agency Contact: James Hunt, ATF 
Coordinator, Department of the 
Treasury, Bureau of Alcohol, Tobacco 
and Firearms, 1200 Pennsylvania 
Avenue, NW, Washington, DC 20226, 
202 566-7626 


RIN: 1512-AA29 
[FR Doc. 63-28038 Filed 10-14-83; 8:45 am] 
BILLING CODE 4810-31-T 


semiannual agenda requires a regulatory 

flexibility analysis; all entries either 

have been determined not to have a 

“significant impact on a substantial 

number of small entities,” are 

interpretive rulings, or were the subject 
of a notice of proposed rulemaking prior 
to December 31, 1980. Such items are not 
subject to the provisions of the Act. 

Additionally, none of the rules is a 

“major” rule as defined by Executive 

Order 12291. Executive Order 12291 

defines a “major” rule as one likely to 

result in: - 

(1) An annual effect on the economy of 
$100 million or more; 

(2) A major increase in costs or prices 
for consumers, individual industries, 
Federal, State, or local government 
agencies, or geographic regions; or 

(3) Significant adverse effects on 
competition, employment, investment, 
productivity, innovation, or on the 
ability of United States-based 
enterprises to compete with foreign- 
based enterprises in domestic or 
export markets. 

DATED: August 22, 1983. 

Doyle L. Arnold, 

Acting Comptroller of the Currency. 


Comptroller of the Currency—Current and Projected Rulemakings 


GSeEBRVAMAWNS 


i 


Management interlocks 





1557-AA10 
1557-AA12 ~ 
1557-AA13 
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Comptroller of the Currency—Current and Projected Rulemakings—Continued 


povcess amin ah tadeaes henectenendia cmd naan oaaaa niles tananae eamapimataie| 


Bank Service 


DEPARTMENT OF THE TREASURY (TREAS) 


Legal Authority: 12 USC 1 et seq 
CFR Citation: 12 CFR 5; 12 CFR 7.7376 


Abstract: The Office is engaged in a 
comprehensive review of its rules, 
policies, and procedures governing 
corporate activities. Final rules have 
been issued to streamline publication 
requirements. title changes and 
relocation of head offices. On March 1, 
1983 (48 FR 8428) a final rule was 
issued which eliminated Office 
approval of proposed titles and change 
of corporate title. On June 10, 1983 (48 
FR 26758) the office issued a final rule 
whereby a bank may submit a notice to 
change the location of its head office. 
On July 7, 1983 (48 FR 31187) the Office 
issued a final rule which reduced 
publication requirements from two 
notices to one and eliminated the 
requirement that an affidavit evidencing 
publication be submitted to this Office. 
Other regulations currently under 
review are operating subsidiaries, 
fiduciary powers, conversion of state 


banks to national banks, néw national 
bank charters, and employee stock 
option plans. On January 14, 1983 (48 
FR 1732) the Office proposed to simplify 
its approval process for banks seeking 
to establish or acquire operating 
subsidiaries, by replacing the 
requirement that a bank file a formal 
application with a notification 
procedure. (Cont) 

Timetable: 


Action Date 


01/14/83 

01/14/83 

Period Begin 
NPRM 


FR Cite 


48 FR 01732 
48 FR 01732 


01/28/83 48 FR 3996 
02/14/83 


Period End 


Period Ends 
Final Action 
Final Action 
Effective 


02/28/83 


03/01/83 
03/31/83 


06/10/83 

Final Action 06/10/83 
Effective 

Final Action 

Final Action 
Effective 

Final Action 


07/07/83 
08/08/83 


11/00/83 


1557-AA14 
1557-AA15 
1557-AA17 


1557-AA18 
1557-AA19 
1557-AA22 
1557-AA23 
1557-AA29 


Action 


Final Action 
Effect 
Smaii Entity: No 
Additional information: ABSTRACT 
CONT: The final rule is anticipated to 
be published in November 1983. The 
proposed revisions on fiduciary powers, 
conversions, new bank charters, and 
employee stock option plans will 
benefit national banks and the Office 
by removing burdensome and costly 
regulatory requirements, while 
maintaining the Office's ability io 
render an informed decision on the 
proposed activity. 
Agency Contact: Joseph W. Malott, 
Corporate Policy Analyst, Department 
of the Treasury, Comptroller of the 
Currency, Bank Organization & 
Structure Division, 490 L’Enfant Plaza 
East, SW, Washington, DC 20219, 202 
447-1184 
RIN: 1557-AA00 
OLS ELIE AMEN SE AEA ABE PBIB LAGI SOI 


2. DEFINITION OF CAPITAL 
Legal Authority: 12 USC 84 


Date 
12/00/83 48 FR 31187 
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CFR Citation: 12 CFR 7.1100 


Previous NPRM 07/24/80 45 FR 49276 
NPRM 08/10/81 46 FR 40520 
Final Action 10/00/83 

Small Entity: No 


Currency, 
L'Enfant Plaza East, SW, Washington, 
DC 20219, 202 447-1780 


RIN: 1557-AA01 


3. INDEMNIFICATION OF BANK - 
DIRECTORS AND PERSONNEL 


Legal Authority: 12 USC 24; 12 USC 93a 
CFR Citation: 12 CFR 7.5217 


Abstract: The proposed regulation - 
authorizes national banks to have 
indemnification articles in their articles 
of association providing for 
indemnification of directors and officers 
either in situations where local law or 
the Model Business Corporation Act 


able to easily recruit competent 
personnel and the desire to ensure 
conscientious performance of duties by 
directors or officers. Other choices 
would include the current ruling - i-e., 
no change or no ruling, thus leaving it 
up to bank counsel to determine what 
is appropriate and legally permissible. 


02/06/80 45 FR 8025 
06/03/83 48 FR 24913 
06/03/83 48 FR 24913 


08/02/83 


12/00/83 
12/00/83 


activity. Revision is currently under 
consideration in light of recent major 
technological advances. 


Date FR Cite 


06/16/80 45 FR 40613 
10/19/82 47 FR 46526 
10/19/82 47 FR 46526 


Timetable: 
Action 
ANPRM 


NPRM 

NPRM Comment 
Period Begin 
M Comment 
Period 

Final Action 

Final Action 
Effective 

Small Entity: No 


12/20/82 


11/00/83 
12/00/83 


Advisory i 
L’Enfant Plaza East, SW, Washington, 
DC 20219, 202 447-1880 


RIN: 1557-AA03 


Legal Authority: Sec 1, 77 Stat 668; 12 
USC 92a; 12 USC 481 


CFR Citation: 12 CFR 9 


Abstract: Comments in response to a 
prior rulemaking included 
recommendations that additional 
amendments should be made to 12 CFR 
Part 9. The Office believes that the 
issues raised by the commenters can 
best be addressed through a 
comprehensive review of its regulations 
concerning national bank fiduciary 
powers and collective investment funds. 
The Office requested comments from 
the public as to the desirability and 
feasibility of a comprehensive review of 
its trust regulations pertaining to 
collective investment funds, including 
specific matters which should be 
addressed. Prior rulemaking - Final rule 
Docket No. 80-16 (46 FR 71571) 
published October 29, 1980. 


Timetable: 
Action Date FR Cite 


ANPRM 06/25/82 47 FR 27833 
ANPRM Comment 06/25/82 47 FR 27833 
Period Begin 
ANPRM Comment 09/23/82 
Period End 
NPRM 
NPRM Comment 
Period Begin 
NPRM Comment 
Period End 
Final Action 
Small Entity: No 
Agency Contact: Robert C. Satrom, 
Attorney, Department of the Treasury, 
Comptroller of the Currency, Securities 
& Corporate Practices Division, 490 
L'Enfant Plaza East, SW, Washington, 
DC 20219, 202 447-1954 


RIN: 1557-AA04 


11/00/83 
11/00/83 


01/00/84 


04/00/84 


6. SECURITIES EXCHANGE ACT 
DISCLOSURE RULES 


Legal Authority: 15 USC 78 
CFR Citation: 12 CFR 11 
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Abstract: On January 29, 1981, the 


statements and schedules, and 
- requirements prohibiting the 
falsification of accounting records and 
misrepresentations by officers and 
directors of national banks. The Office 
is also reviewing the Exchange Act 
proxy disclosure rules. The Office seeks 
to minimize the regulatory burden of 
the Securities Exchange Act disclosure 
requirements and to make these rules 
more understandable. The Office is 
particularly interested in meeting these 
goals in order to facilitate the 
development of conforming regulations 
concerning Securities Exchange Act 
disclosure requirements. The Office, 
together with the other banking 
agencies, is coordinating with the SEC 
in these efforts. 


Date FR Cite 


01/29/81 46 FR 9618 
10/00/83 
10/00/83 


12/00/83 


02/00/84 


Attorney, Department of the Treasury, 
Comptroller of the Currency, Securities 
Corporate Practices Division, 490 
L’Enfant Plaza East, SW, Washington, 
DC 20219, 202 447-1954 


RIN: 1557-AA06 


7. REQUIRED NOTIFICATION TO 
NOMINATE BANK DIRECTORS 


Legal Authority: 12 USC 1 et seq 
CFR Citation: 12-CFR 17 


Abstract: This regulation states that 
national banks may adopt bylaws or 
articles of association that require any 
shareholder proposing to nominate a 
director, other than a management 
nominee, to file certain information in 
advance with the Office and the bank. 
A proposal to rescind this regulation 
was published in the Federal Register 
on April 14, 1980 (45 FR 25078). Because 


_ Legal Authority: 
USC 93a; 12 USC 371 


of the comments received on that 
proposal, the Office is now 

retaining the regulation in revised form. 
Alternative approaches are being 
considered with revisions of 
other rules affecting the corporate 
governance of national banks with a 
view toward developing uniform federal 
tandards. 


04/14/80 45 FR 25078 
04/14/80 45 FR 25078 


06/13/80 


01/00/84 
01/00/84 


03/00/84 


Attorney, Department of the Treasury, 
Comptroller of the Currency, Legal 
Advisory Services Division, 490 
L'Enfant Plaza East, SW, Washington, 
DC 20219, 202 447-1880 


RIN: 1557-AA07 


8. ADJUSTABLE-RATE MORTGAGES 
(ARM’S) 


: 12 USC 1 et seq; 12 


CFR Citation: 12 CFR 29 


Abstract: Final rule revising the ARM 
regulation to give national banks 
increased flexibility was published on 
March 7, 1983 at 48 FR 9506. Technical 
amendments were published on June 24, 
1983 at 48 FR 28970. The final rule 
eliminated 1) limits on the frequency of 
payment and interest rate adjustments 
and 2) limits on the magnitude of 
interest rate changes. The negative 
amortization cap and the requirement 
that payments be reset every 5 years to 
a fully amortizing level were removed. 
The reporting requirement for payment- 
capped mortgages was also eliminated. 
Most other disclosure requirements 
were either retained or modified. The 
technical amendments clarified the 
permissibility of prepayment fees and 
the disclosure of index values. In 
addition, it extended the transition 
period until October 6, 1983. Another 
technical amendment will soon be 
published to eliminate amortization and 
maturity requirements from this 
regulation so that it will conform with 
other regulatory changes to be 


03/07/83 


06/24/83 
06/24/83 


10/00/83 
10/00/83 


10/00/83 
NPRM Comment 11/00/83 
Period End — 
Small Entity: No 


ADDITIONAL AGENCY CONTACT: 
David Nebhut, Financial Economist, 
Economic and Policy Analysis Division, 
202 447-1924, 490 L’Enfant Plaza East, 
SW, Washington, DC 20219. 


Agency Contact: Francis S. Rath, 
Attorney, Department of the Treasury, 
Comptroller of the Currency, Legal 

i Services Division, 490 
L’Enfant Plaza East, SW, Washington, 
DC 20219, 202 447-1880 


RIN: 1557-AA08 


9. ACCRUAL ACCOUNTING 
Legal Authority:. 12 USC 1 et seq; 12 
USC 93a 


CFR Citation: 12 CFR 31, (Proposed) 


Abstract: The Office is developing a 
new regulation to require the adoption 
of accrual accounting by all national 
banks, as recommended by the Federal 
Financial Institutions Examination 
Council. The proposed regulation would 
make uniform the method by which all 
national banks maintain their financial 
records. Currently, all banks with 
assets in excess of $25 million and 
many banks with assets of less than 
$25 million routinely maintain internal 
accounts on the accrual basis. The 
proposed regulation is intended to 
assist bank t, in those 
banks that now use the cash basis, in 
making more informed operating and 
policy decisions, and to assure that the 
financial data national banks provide to 
federal regulators and make available 
to bank shareholders, customers, and 
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Legal Authority: 12 USC 1 et seq: 12 
USC 93a; 12 USC 1818; 12 USC 1881 et seq 


CFR Citation: 12 CFR 7.5225 


ich reports 
must be filed, the $1,000 threshold for 
reporting mysterious disappearances of 
funds, and the range of crimes intended 


10/00/83 
10/00/83 


12/00/83 


02/00/84 


Division, 490 L’Enfant Plaza East, SW, 
Washington, DC 20219, 202 447-1165 


RIN: 1557-AA12 


1. @MANAGEMENT INTERLOCKS 


Legal Authority: 12 USC 3201 et seq 


CFR Citation: 12 CFR 26.2(h)(i)(1); 12 CFR 
26.3; 12 CFR 26.4(b)(1)(3)(5)(c); 12 CFR 26.6 
Abstract: The final amendments to this 
regulation will clarify, simplify, and 
relax current restrictions on 
management interlocks. The changes 
are intended to limit the extent to 
which the prohibitions apply to 
depository holding companies and 
certain management officials, and to 
reduce the need for institutions to seek 
exceptions under the regulations. The 
final amendments will be jointly issued 
with substantially similar amendments 
by the Board of Governors of the 
Federal Reserve System, the Federal 
Deposit Insurance Corporation, the 
Federal Home Loan Bank Board, and 
the National Credit Union 
Administration. 





Date FR Cite 


10/26/82 47 FR 47406 
Comment 10/26/82 47 FR 47406 
iod Begin 
oe 11/26/82 


Final a 

Final Action 
Effective 

Small Entity: No 

Agency Contact: Rosemarie Oda, 

Attorney, Department of the Treasury, 

Comptroller of the Currency, Legal 

Advisory Services Division, 490 

L’Enfant Plaza East, SW, Washington, 

DC 20219, 202 447-1889 


RIN: 1557-AA13 


11/00/83 
11/00/83 


12. FAIR HOUSING HOME LOAN DATA 
SYSTEM 


Legal = 15 USC 1 et seq; 15 
USC 481; 15 USC 1818; 15 USC 1691 et seq; 
42 USC 3601 et seq 


CFR Citation: 12 CFR 27 

Abstract: This regulation requires 
national banks to record and retain 
information on age, race, sex, and 
marital status of loan applicants for the 
purchasing, refinancing, or construction 
of permanent residential real property. 


Its purpose is to gather data necessary 
to detect possible credit discrimination. 


Current and Projected Rulemakings 


Congress mandated that a study be 
conducted by the Federal Financial 
Institutions Examination Council to 
evaluate the functioning of the systems 
and procedures being used by each of 
the five constituent agencies (Federal 
Reserve Board, Federal Deposit 
Insurance Corporation, Federal Home 
Loan Bank Board, National Credit 
Union Administration, and the Office), 
in their efforts to enforce the fair 
housing lending statutes. That study has 
been completed and submitted to 
Congress. The Federal Financial 
Institutions Examination Council 
submitted to the Honorable George H. 
W. Bush, President of the United States 
Senate, the Council’s conclusions to the 
Section 340 Fair Housing Lending Study 
(340e) on March 23, 1983. The Council 
concluded: “In summary, the Council 
does not believe that the development 
of a uniform data collection system is 
(Cont) 


Timetable: 
Action Date 


NPRM 07/00/84 

NPRM Comment 07/00/84 
Period Begin 

NPRM Comment 09/00/84 
Period End 

Small Entity: No 


Additional information: ABSTRACT 
CONT: appropriate at this time because 
there is little or nothing to be gained. 
Costs to the agencies and financial 
institutions probably would rise and 
enforcement effectiveness probably 
would decline at least in the short run.” 
The Office is reviewing this regulation 
to determine whether it is achieving its 
intended result in view of the reporting 
and recordkeeping burdens it imposes. 
Research is being conducted to 
determine if there are alternate means 
of collecting data for analysis or 
revising the present data collection 
forms to eliminate data items 
determined not essential for the 
analysis process and thereby reducing 
the burden on banks subject to the 
regulation. 

Agency Contact: Patrick J. Marr, Senior 
Fair Lending Specialist, Department of 
the Treasury, Comptroller of the 
Currency, Consumer Examinations 
Division, 490 L’Enfant Plaza East, SW, 
Washington, DC 20219, 202 447-1600 


RIN: 1557-AA14 


FR Cite 
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Depository Institutions Act of 1982, Pub. 
L. 97-320, Sec. 410, amends 12 USC 371c 
to permit a national bank to make an 
interest-bearing deposit in an affiliated 
bank in the ordinary course of 
correspondent business. The Office is 
considering revision of 12 CFR 7.7370 to 
reflect that change. 


10/00/83 
10/00/83 


FR Cite 


Additional information: ADDITIONAL 
AGENCY CONTACT: Susan K. Fetner, 
National Bank Examiner, Commercial 
Examinations Division, 202 447-1164, 
490 L’Enfant Plaza East. SW, 
Washington, DC 20219 

Agency Contact: Larry Mallinger, 
Attorney, Department of the Treasury, 
Comptroller of the Currency, Legal 
Advisory Services Division, 490 
L’Enfant Plaza East, SW, Washington, 
DC 20219, 202 447-1880 


RIN: 1557-AA15 


14. BANKERS’ BANKS 
Legal Authority: 12 USC 24(7); 12 USC 
27 


CFR Citation: 12 CFR 34, (New) 


Abstract: The Garn-St Germain 
Depository Institutions Act of 1982, Pub. 
L. 97-320, empowered this Office to 
charter bankers’ banks, i.e., limited 
purpose national associations which 
will be owned exclusively by--and 
provide services solely to--depository 
institutions. On January 26, 1983, this 
office published an advance notice of 
proposed rulemaking Docket No. 83-3 
(48 FR 3624) in order to solicit 
comments on what is virtually a new 
area of law. 


ANPRM 01/26/83 48 FR 03624 
ANPRM Comment 01/26/83 48 FR 03624 
Period Begin 
ANPRM Comment 02/25/83 
Period End 


NPRM 11/00/83 


L’Enfant Plaza East, SW, Washington, 
DC 20219, 202 447-1880 


RIN: 1557-AA17 


Legal Authority: 12 USC 375a; 12 USC 
375b(2) 
CFR Citation: 12 CFR 31 


Abstract: Sections 421 and 422 of the 
Garn-St Germain Depository 
Institutions Act of 1982, Pub. L. 97-320, 
amended the statutes governing loans 
to executive officers, directors and 
principal shareholders of national 
banks as follows: (1) The $60,000 limit 
on loans to executive officers for the 
purchase of a home and the $20,000 
limit on loans to executive officers to 
finance the education of their children 
have been eliminated. (2) The $10,000 
limit on “other loans” to executive 
officers has been replaced with a 
provision that such loans are subject 
only to limits which may be prescribed 
by the Office. (3) The requirement that- 
loans to executive officers, directors, 
principal shareholders and their related 
interests exceeding $25,000 must be 
approved in advance by a majority of 
the bank’s board of directors has been 
replaced with a provision that the 
Office prescribe the threshold amount. 
On November 1, 1982, the Office issued 
an interim final rule, Docket No. 82-22 
(47 FR 49347) maintaining the $10,000 
limit on “other loans” and the $25,000 
approval theshold. On May 23, 1983, the 
Office proposed higher threshold limits 
for both categories, Docket No. 83-19 
(48 FR 22929). 


47721 


Current and Projected Rulemakings 


Timetable: 
Action Date FR Cite 


interim Final Rule 11/01/82 47 FR 49347 
NPRM 05/23/83 48 FR 22929 
NPRM Comment 05/23/83 48 FR 22929 
Period Begin 

NPRM Comment 06/22/83 

Period End 
Final Action 
Final Action 
Effective 


Smaii Entity: No 

Agency Contact: Raija Bettauer, Senior 
Attorney, Department of the Treasury, 
Comptroller of the Currency, Legal 
Advisory Services Division, 490 
L’Enfant Plaza East, SW, Washington, 
DC 20219, 202 447-1880 


RIN: 1557-AA18 


09/00/83 
10/00/83 


16. REAL ESTATE LENDING BY 
NATIONAL BANKS 


Legal Authority: 12 USC 371; 12 USC 1 
et seq; 12 USC 93a 

CFR Citation: 12 CFR 7.2000 et seq; 12 
CFR 34, (New Section) 

Abstract: A final rule is being 
completed which will remove 
interpretive rulings regarding real estate 
lending by national banks. The action 
will implement changes contained in 
the Garn-St. Germain Depository 
Institutions Act of 1982, P.L. 97-320. The 
rule will eliminate certain real estate 
lending limitations and restrictions and 
is intended to enhance the ability of 
national banks to develop real estate 
lending products. The final rule will be 
issued under a new section, 12 CFR 34. 


Timetable: 
Action Date FR Cite 


NPRM 03/10/83 48 FR 10068 
NPRM Comment 03/10/83 48 FR 10068 
Period Begin 
NPRM Comment 04/11/83 
Period End 
Final Action 
Final Action 
Effective 
Small Entity: No 
Additional information: ADDITIONAL 
AGENCY CONTACTS: Francis S. Rath 
or Jerome Edelstein, Attorneys, Legal 
Advisory Services Division, 202 447- 
1880, 490 L’Enfant Plaza East, SW, 
Washington, DC 20219 


10/00/83 
10/00/83 
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Current and Projected Rulemakings 


Action 
NPRM 
NPRM 


Comment 09/00/83 
Period Begin 
NPRM Comment 10/00/83 


Period End 
Final Action 11/00/83 
Final Action 12/00/83 


L’Enfant Plaza East, SW, Washington, 


18. BANK SERVICE CORPORATIONS 


Legal Authority: 12 USC 1861 et seq 
CFR Citation: 12 CFR 5, (New Subsection) 


1982, Pub. L. 97-320. Under the amended 
Act, a national bank may now invest up 
to 10% of paid-in and unimpaired 
capital and surplus in a bank service 
corporation. Prior approval of the 
appropriate federal regulator is 
necessary for a national bank to invest 
in a bank service corporation under 
certain conditions. The Office will 
publish notice of proposed rulemaking 
to solicit comments on proposed 


03/00/84 
04/00/84 


Smail Entity: No 

Additional information: ADDITIONAL 
AGENCY CONTACT: Joseph Daly, 
Attorney, Legal Advisory Services 
Division, 202 447-1880, 490 L’Enfant 
Plaza East, SW, Washington, DC 20219 


Agency Contact: Randall J. Miller, 
Manager, Policy, Department of the 
Treasury, Comptroller of the Currency, 
Bank Organization and Structure 
Division, 490 L’Enfant Plaza East, SW, 
Washington, DC 20219, 447-1184 


RIN: 1557-AA23 


19. @REAL ESTATE LOANS MADE BY 
NATIONAL BANKS; VALIDATION AND 
ENFORCEMENT OF DUE-ON-SALE 
CLAUSES 

Legal : 12 USC 1 et seq; PL 97- 
320, Sec 341(c) (12 USC 1701j-3(c); PL 97- 
320, Sec 403 (12 USC 371 (a)); PL 96-221, 
Sec 706 (12 USC 93a)) 


CFR Citation: 12 CFR 30 


Abstract: The proposed regulation 
would conform the Congressional 
validation and revalidation of due-on- 
sale clauses in real estate 


he to which due-on-sale clauses are 
enforceable, providing for immediate 
enforceability, postponing enforceability 
until 1985, and requiring a rate other 
than a blended rate. The proposed 
regulation would expand the lending 
alternatives realistically available to 
national banks and would provide 
national banks some of the value they 
may have expected to receive from 
their contractual agreements with 
borrowers. The proposal is only 
applicable to loans made or assumed 
when state law prohibited the 
enforcement of due-on-sale clauses and 
before October 15, 1983. For states with 
such restrictions, the proposal defines 
this so called “window period”. This 
regulation supersedes a proposal 
published on September 23, 1981 (46 FR 
46964) which was withdrawn on May 
31, 1983 (48 FR 24089). 
Timetable: 
Action Date FR Cite 
NPRM 07/07/83 48 FR 31232 
NPRM Comment 07/07/83 48 FR 31232 

Period Begin 
NPRM Comment 08/07/83 

Period End 
Final Action 10/00/83 


Final Action 11/00/83 

Effect 
Smail Entity: No 
Additional information: ADDITIONAL 
AGENCY CONTACT: David Nebhut, 
Financial Economist, Economic and 
Policy Analysis Division, 202 447-1924 
or Jerome Edelstein, Attorney, Legal 
Advisory Services Division, 202 447- 
1880, 490 L’Enfant Plaza East, SW, 
Washington, DC 20219 


Agency Contact: Francis S. Rath, 
Attorney, Department of the Treasury, 
Comptroller of the Currency, Legal 
Advisory Services Division, 490 
L’Enfant Plaza East, SW, Washington, 
DC 20219, 202 447-1880 


RIN: 1557-AA29 
OS SA AE SRE AER ST 
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Legal Authority: 12 USC 1 et seq; 12 
USC 93a; 12 USC 371(a); 12 USC 371(g); 12 
USC 1701}-3(c) 


CFR Citation: 12 CFR 30 


Abstract: On September 23, 1981, the 
Office issued a notice of proposed 
rulemaking, Docket No. 81-18 (46 FR 
46964), which would validate the 
inclusion of due-on-sale clauses in real 
estate loans made by national banks, 
and make such clauses fully 
enforceable. This proposal was 
withdrawn on May 31, 1983 at 48 FR 
24089 because of (1) the time period 
that had passed since the proposal was 
published and the passage of the Garn- 
St Germain Depository Institutions Act 
of 1982 (P. L. 97-320), (as well as 
numerous other proposals at the state 
and federal levels), (2) questions raised 
within the Office as to the 
completeness and currency of the 
administrative record, and (3) to give 
states additional time to act. 


NPRM 09/23/81 
NPRM Comment 09/23/81 
Period Begin 
NPRM Comment 11/23/81 
Period End 
Withdrawn 
Small Entity: No 
Additional information: For Further 
Information Contact: David Nebhut, 
Financial Economist, Economic and 
Policy Analysis Division 202 447-1924, 
or Francis S. Rath, Attorney, Legal 
Advisory Services Division, 202 447- 
1880, 490 L’Enfant Plaza East, SW, 
Washington, DC 20219 


Agency Contact: jonathan Fiechter, 
Director, Department of the Treasury, 
Comptroller of the Currency, Economic 
and Policy Analysis Division, 490 
L’Enfant Plaza East, SW, Washington, 
DC 20219, 202 447-1914 


RIN: 1557-AA09 


FR Cite 
46 FR 46964 
46 FR 46964 


05/31/83 48 FR 24089 


Legal Authority: 12 USC 84(b)(1); 12 USC 
84(d)(1) to 84(d)(2); 12 USC 93a 


CFR Citation: 12 CFR 3; 12 CFR 6; 12 
CFR 7; 12 CFR 32 


Abstract: This Office has amended the 
regulations and interpretive rulings 
regarding national bank lending limits 
to reflect amendments made by 
Congress in Section 401(a) of the Garn- 
St. Germain Depository Institutions Act 
of 1982, P.L. 97-320. The amendments 
generally: (1) clarify the manner in 
which the lending limits and exceptions 
thereto apply: (2) set forth rules under 
which loans made to one person are to 
be combined with loans made to other 
persons for purposes of the lending 
limits: and (3) define and further refine 
terms used in the amended statute. 


12/21/82 
12/21/82 


03/22/83 


04/12/83 
04/12/83 
04/14/83 


06/14/83 
06/14/83 


06/14/83 


Agency 

Senior Attorney, Department of the 
Treasury, Comptroller of the Currency, 
Legal Advisory Services Division, 490 
L’Enfant Plaza East, SW, Washington, 
DC 20219, 202 447-1880 


RIN: 1557-AA16 


Legal Authority: PL 97-320, Sec 408; 12 
USC 216 
CFR Citation: 12 CFR 33 


Abstract: Pursuant to the provisions of 
Section 408 of the Garn-St. Germain 
Depository Institutions Act of 1982, P.L. 
97-320, this regulation establishes 
procedures to facilitate the disposition 
of unclaimed property recovered from 


Completed Actions — 


national banks and banks in the 
District of Columbia that were closed 
before and during the 1930's by 
receivers who were appointed by this 
Office. 
Timetable: 
Action 
Final Action 
Final Action 
Effect 
Small Entity: No 
Agency Contact: Francis S. Rath, 
Attorney, Department of the Treasury, 
Comptroller of the Currency, Legal 
Advisory Services Division, 490 
L’Enfant Plaza East, SW, Washington, 
DC 20219, 202 447-1880 


RIN: 1557-AA20 


06/29/83 48 FR 30007 
07/29/83 48 FR 30007 


23. ASSESSMENT OF FEES; 
NATIONAL BANKS, DISTRICT OF 
COLUMBIA BANKS 


Legal Authority: 12 USC 481; 12 USC 
482 


CFR Citation: 12 CFR 8 


Abstract: Pursuant to 12 USC 481 and 
482, the OF fice is authorized to conduct 
examinations of national banks, district 
banks, and certain other entities, and to 
make assessments to recover the costs 
of these examinations. In a significant 
proportion of instances, payments of 
semiannual assessments and trust 
examination fees had not been received 
by OCC at the time required by 
regulation. This regulation enables OCC 
to charge interest when these payments 
are delinquent. The effects of this 
regulation are to compensate OCC for 
revenues lost during the time these 
payments are delinquent, and to 
eliminate the cost advantage of banks 
in making delinquent payments. Banks 
may completely avoid the effects of this 
action by making payments as required 
by regulation. 

Timetable: 

Action Date 


NPRM 12/20/82 

NPRM Comment 12/20/82 
Period Begin 

NPRM Comment 01/19/83 
Period End 

Final Action 

Final Action 
Effective 


07/01/83 
07/31/83 
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ACTIONS THAT STARTED AND 
ENDED BETWEEN ISSUES OF THE 
UNIFIED AGENDA 


24. G@INTERPRETIVE RULINGS 


Legal Authority: 12 USC 1 et seq; 12 
USC 29 or RS 324 et seq 


CFR Citation: 12 CFR 7.3020 


Abstract: The Comptroller's interpretive 


ruling regarding a national bank’s 
compliance with the five-year holding 
period for “salvage” real estate was 
amended January 18, 1983, Docket No. 
83-2 (48 FR 2118) to correct a statutory 
citation and again on March 29, 1983, 
Docket No. 83-14 (48 FR 13014) to 
provide clarity. 


DEPARTMENT OF THE TREASURY (TREAS) 
United States Customs Service (CUSTOMS) 


of regulations either under development 
or under review. 


FOR FURTHER INFORMATION 
CONTACT: For additional information 


the person identified as the “Agency 
Contact.” All agency contact persons 
are located at U.S. Customs Service 


Constitution Avenue, NW., Washington, 
D.C. (202-566-8237). 


SUPPLEMENTARY INFORMATION: 


Public Law 96-354, the “Regulatory 
Flexibility Act” (RFA) and Executive 
Order (E.0.) 12291 of February 17, 1981, 
“Federal Regulation,” require 
semiannual publication, in April and 
October of each year, of an agenda of 
regulations which are “likely to have a 
significant economic impact on a 
substantial number of small entities” 
and “major” regulations, respectively. 
The RFA and E.O. 12291 also require 
agencies to include in their agendas 
currently effective rules which are, or in 
the case of the RFA after July 1, 1981, 
will be under agency review. Customs 
combined agenda includes a brief 
abstract of each regulatory project 
(“project”) being considered, an 
indication of whether the project will 
have an RFA impact, the section(s) of 
the Code of Federal Regulations 
affected, the legal authority for the 
action being taken, the name, title, and 
telephone number of an agency contact 
and, where applicable, an approximate 
timetable of completing action on any 
project for which Customs has published 
a notice of proposed rulemaking. In 
addition, subsequent agendas will show 
the status of projects referred to in the 
previously published agenda. 


The following is the sixth semiannual 
agenda to be published by Customs 
under the RFA and E.O. 12291. It has 
been determined that none of the 
projects listed as being under 
development meets the standards 
required of a “major” regulation 
provided in E.O. 12291. 


Completed 


01/18/83 48 FR 2118 
03/29/83 48 FR 13014 
03/29/83 48 FR 13014 


Attorney, Department of the Treasury, 
Comptroller of the Currency, Legal 
Advisory Services Division, 490 
L’Enfant Plaza East, SW, Washington, 
DC 20219, 202 447-1880 


RIN: 1557-AA30 
[FR Doc. 83-28039 Filed 10-14-83; 8:45 am] 
BILLING CODE 4810-33-T 


General statutory authority for the 
development or review of regulations 
relating to Customs matters is found in 
section 301, title 5, United States Code (5 
U.S.C. 301), and in sections 66 and 1624, 
title 19, United States Code (19 U.S.C. 
66, 1624).When appropriate, specific 
statutory authority is indicated as the 
legal authority for the project. 


In accordance with Department of the 
Treasury policy, no action, other than 
preliminary studies, may be taken on 
most projects for which a notice of 
proposed rulemaking has not been 
published without Secretarial approval 
of a “work plan” or waiver of the plan. 
For such a project which is in an early 
stage of preparation, no work plan is 
available to the public. However, 
projects which either have had work 
plans approved or are the subject of 
documents published in an advance 
notice of proposed rulemaking 
(ANPRM), a notice of proposed 
rulemaking (NPRM) or a final rule- 
Treasury Decision (T.D.), are identified 
by work plan number or Federal 
Register citation. Approved work plans 
are available to the public under the 
provisions of the Freedom of 
Information Act, as amended (5 U.S.C. 
552), and Part 103, Customs Regulations 
(19 CFR Part 103). Requests should be 
addressed to the Regulations Control 
Branch, U.S. Customs Service, 1301 
Constitution Avenue, NW., Room 2426, 
Washington, D.C. 20229. 

DATED: August 19, 1983. 

By direction of the Secretary of the Treasury. 
John P. Simpson, 

Director, Office of Regulations and Rulings. 
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TREAS—CUSTOMS 


United States Customs Service—Current and Projected Rulemakings 


DEPARTMENT OF THE TREASURY (TREAS) 
United States Customs Service (CUSTOMS) 


1. AIR COMMERCE 


Legal 
19 USC 1624 
CFR Citation: 19 CFR 6; 19 CFR 10 


Abstract: Establish new rules for (1) 
duty-free trade in civil aircraft, and (2) 
dutiability of foreign repairs to, and 
foreign purchases of parts and 
materials for, U.S.-registered civil 
aircraft. Implement Title VI, Civil 
Aircraft Agreement, of Pub. L. 96-39, 
“Trade Agreements Act of 1979.” 
Cost/benefit analysis contained in 
Trade Agreements Act of 1979 
Statements of Administrative Action, 
House Document No. 96-153, Part II, pp. 
507-510. Work plan 79-30 approved. 
Timetable: 
Action Date FR Cite 
NPRM 01/08/80 45 FR 1633 
NPRM Comment 01/08/80 

Period Begin 


: 5 USC 301; 19 USC 66; 


Action Date 


NPRM Comment 03/10/80 

Period End 
Final Action 10/00/83 
T.D. in Customs 00/00/00 

review 
Small Entity: Not Applicable 
Agency Contact: John Mathis, 
Attorney, Department of the Treasury, 
United States Customs Service, Room 
2426, 1301 Constitution Avenue, NW, 
Washington, DC 20229, 202 566-5706 


RIN: 1515-AA00 


FR Cite 


2. DRAWBACK 


Legal 
19 USC 1624 
CFR Citation: 19 CFR 22 


Abstract: Revision of drawback 
regulations to modernize procedures 
relating to claims for drawback made 
by exporters. Project undertaken under 


1515-AA00 
1515-AA03 
1515-AA04 
1515-AA05 
1515-AA07 
1515-AA08 
1515-AA09 
1515-AA10 
1515-AA11 
1515-AA12 
1515-AA15 
1515-AA18 
1515-AA19 
1515-AA20 
1515-AA21 
1515-AA22 


1515-AA02 
1515-AA06 
1515-AA13 
1515-AA14 
1515-AA17 





: 5 USC 301; 19 USC 66; 


Current and Projected Rulemakings 


mandate for review of currently 
effective rules set forth in E.O. 12291. 
Later enactment of section 201 of Pub. 
L. 96-609 required substantive 
amendments. 


Timetable: 
Action Date FR Cite 


NPRM 08/26/82 47 FR 37563 
NPRM Comment 08/26/82 
Period Begin 
Extension of 
Comment Period 
NPRM Comment 01/21/83 
Period End 
Final Action 12/00/83 
T.D. in Customs 00/00/00 
review 
Small Entity: Undetermined 


Additional information: SMALL 
BUSINESSES CONT: Determination as 
to RFA impact will be made after close 
of comment period and analysis of 
comments received. Any required RFA 


11/26/82 47 FR 53402 





47726 Federal Register / Vol. 48, No. 201 / Monday, October 17, 1983 / Unified Agenda 


TREAS—CUSTOMS 
analysis will be published with T.D., if 


consideration as part of project issue of 
extent to which brokers should be 


04/07/83 48 FR 15154 
04/07/83 


05/12/83 48 FR 21343 


07/05/83 


12/00/83 
00/00/00 


BUSINESSES CONT: Determination of 
RFA impact to be made concurrent with 
publication of NPRM. 

Agency Contact: Scott Shreve, Chief, 
Department of the Treasury, United 
States Customs Service, Entry 
Examination Liquidation Branch, Room 
2426, 1301 Constitution Avenue, NW, 
Washington, DC 20229, 202 566-8121 


between Customs and ae public 


by clarifying bond language and 
reducing number of bonds. Work plan 


81-2 approved 


ANPRM 05/26/81 46 FR 28172 
ANPRM Comment 05/26/81 
Period Begin 
ANPRM Comment 07/25/81 
End 
03/15/83 
Comment 03/15/83 
iod Bedi 
Comment 
iod End 
inal Action 


near 
analyzed 


06/13/83 


01/00/84 
00/00/00 


Smaii Entity: Undetermined 

Additional information: SMALL 
BUSINESSES CONT: Determination on 
RFA impact to be made after receipt of 
comments received in response to 
expected NPRM. 

Agency Contact: Joseph Goody, 
Operations Officer, Department of the 
Treasury, United States Customs 
Service, Room 2426, 1301 Constitution 
Avenue, NW, Washington, DC 20229, 
202 566-5994 


RIN: 1515-AA05 


5. COPYRIGHT 


Legal Authority: 17 USC 1603 
CFR Citation: 19 CFR 133 


Abstract: Amendments to Customs 
Regulations relating to recordation of 
copyrights with Customs, to implement 
provisions of Pub. L. 94-533, “Copyright 
Act of 1976.” The project would reduce 
administrative costs to Customs and 
copyright applicants. Work plan 82-17 


Date FR Cite 


07/07/83 48 FR 31245 
07/07/83 


10/05/83 


03/00/84 
00/00/00 


Contact: Samuel Orandle, 
Attorney, Department of the Treasury, 
United States Customs Service, Room 
2426, 1301 Constitution Avenue, NW, 


Current and Projected Rulemakings 


6. ENTRY OF MERCHANDISE; 
SPECIAL PERMITS FOR IMMEDIATE 


Legal Authority: 19 USC 1484 

CFR Citation: 19 CFR 141; 19 CFR 142 
Abstract: Revise Consumption Entry 
(Customs Form 7501) to accommodate 
new entry procedures set forth in Pub. 
L. 95-410, “Customs Procedural Reform 
and Simplification Act of 1978.” The 
project would improve the procedures 
used by Customs for the entry of 
imported merchandise and the 
collection of statistics, and reduce the 
paperwork burden on the importing 
community by eliminating forms and 
assuring that only necessary 
information will be collected. Work 
plan 80-18 approved. 


10/04/82 47 FR 43717 
10/04/82 


12/03/82 


03/00/84 
00/00/00 


00/00/00 


Operations Officer, Soe of the 
Treasury, United States Customs 
Service, Room 2426, 1301 Constitution 
Avenue, NW, Washington, DC 20229, 
202 566-5307 


RIN: 1515-AA08 


7. ENTRY OF MERCHANDISE; BONDS 

Legai Authority: 19 USC 1623 

CFR Citation: 19 CFR 142 

Abstract: Acceptance of formal entries 

with unsecured bonds for certain 

importations. The project would 

decrease costs to an importer of 

merchandise valued less than $1,000. 

Work plan 81-15 approved. 

Timetable: 

Action 

ANPRM 

ANPRM in 
Treasury Review 


Small Entity: No 


10/00/83 
00/00/00 


FR Cite 
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Legal Authority: 19 USC 1557(a) 
CFR Citation: 19 CFR 146.25 


05/13/82 47 FR 20627 
05/13/82 


07/12/82 


10/00/83 
00/00/00 


Contact: Russell Berger, 
Attorney, Department of the Treasury, 
United States Customs Service, Room 
2426, 1301 Constitution Avenue, NW, 
Washington, DC 20229, 202 566-5856 


RIN: 1515-AA10 


9. TRADE FAIRS 


Legal Authority: 19 USC 8ih 
CFR Citation: 19CFR 147.45 °* 


Abstract: Removal of trade fair 
merchandise from foreign-trade zones 
for consumption only with permission 
of Foreign-Trade Zones Board. The 
project is necessary to comply with 
provisions of Pub. L. 91-692, and avoid 
possible misinterpretation of existing 
regulation. NPRM under development. 
Work plan 82-1 approved. 


NPRM 06/17/83 48 FR 27776 
NPRM Comment 06/17/83 

Period Begin 
NPRM Comment 08/16/83 

Period End 


Final Action 12/00/83 
Comments being 00/00/00 
analyzed 


Small Entity: No 

Agency Contact: William Rosoff, 
Attorney, Department of the Treasury, 
United States Customs Service, Room 
2426, 1301 Constitution Avenue, NW, 
Washington, DC 20229, 202 566-5856 


RIN: 1515-AA11 


10. PERSONAL DECLARATION AND 


Legal Authority: 5 USC 301; 19 USC 66; 
19 USC 1624 


CFR Citation: 19 CFR 148.73 
Abstract: Amend Customs Regulations 


plan 81-16 approved. 


Date FR Cite 


12/01/82 47 FR 54092 
12/01/82 


01/31/83 


11/00/83 
00/00/00 


Agency Contact: Dan Holland, 

Operations Officer, aterm of the 
Treasury, United States Customs 
Service, Room 2426, 1301 Constitution 
Avenue, NW, Washington, DC 20229, 
202 566-5607 


RIN: 1515-AA12 


11. RELIEF FROM SEIZURES 


Legal Authority: 19 USC 1618 
CFR Citation: 19 CFR 171.13 


Abstract: Expand the regulations to 
cover certain situations where 
petitioner not in possession of seized 
property at time of seizure; require 
additional evidence in petitions for 
relief of such seizures; and give 
examples of types of evidence that will 
be considered. Amendments are needed 
to make regulation complete, and to 


Current and Projected Rulemakings 


avoid obfuscation by petitioner of any 
knowledge of or involvement in 
violation of law. 
Timetable: - 
Action Date FR Cite 
NPRM 08/17/83 48 FR 37227 
NPRM Comment 08/17/83 

Period Begin 
NPRM Comment 

Period End 
Final Action 


10/17/83 
12/00/83 


Comments being 00/00/00 
analyzed 


Smaii Entity: No 

‘et Contact: Harriett Blank, 
ttorney, Department of the Treasury, 

Unihed B States Customs Service, 

Miscellaneous Penalties Branch, Room, 

2426, 1301 Constitution Avenue, NW., 

Washington, D.C. 20229, 202 566-5746 


RIN: 1515-AA15 
12. @ACCOUNTING; INTEREST ON 
DELINQUENT ACCOUNTS 

: 19 USC 197; 19 USC 


Legal 
198; 19 USC 1484; 19 USC 1500; 19 USC 
1505; 19 USC 1623; 31 USC 483a 


CFR Citation: 19 CFR 24.3a, (New); 19 


to organizations outside the 
Government. Provide incentive for 
prompt payment or reimbursement of 


03/10/83 48 FR 10077 
03/10/83 


05/09/83 


02/00/84 
00/00/00 
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13. @CUSTOMHOUSE BROKERS; 
UNCERTIFIED CHECKS 


Legal z 19 USC 197; 19 USC 
198; 19 USC 1641; 19 USC 1648 


CFR Citation: 19 CFR 24.1 
Abstract: Provide that an uncertified 
check drawn by an interested party 
shall be accepted by Customs as 
payment of duty provided certain 


05/16/83 48 FR 21965 
05/16/83 


07/15/83 


01/00/84 
00/00/00 


Legal Authority: 19 USC 1202; 19 USC 
1304 


CFR Citation: 19 CFR 134.13(c), (New) 


Abstract: Establish certification 
requirements to prohibit concealment of 


repacks merchandise, and (2) notify any 
subsequent purchaser or repacker, in 
writing, of country of origin marking 
requirements. Change would ensure 
that ultimate consumer/ purchaser 
cognisant of country of origin of article. 


Timetable: 
Action Date FR Cite 


NPRM 07/26/83 48 FR 33908 
NPRM Comment 07/26/83 
Period Begin 
Treasury Decision 07/26/83 
83-155 - 
Related Final 
Rule effective 
October 24, 
1983 
NPRM Comment 09/26/83 
Period End 
Final Action 02/00/84 
Comments being 00/00/00 
analyzed 


48 FR 33860 


Small Entity: No 


Agency Contact: Anthony L. Piazza, 
Attorney, Department of the Treasury, 
United States Customs Service, Room 
2426, 1301 Constitution Avenue, NW, 
Washington, DC 20229, 202 566-8468 


RIN: 1515-AA20 
15. @PENALTIES AND PENALTY 
PROCEDURES 


Legal = 19 USC 1623; 19 USC 
1641; 46 USC 7; 46 USC 320 


CFR Citation: 19 CFR 134.52; 19 CFR 
148.19; 19 CFR 162; 19 CFR 171; 19 CFR 
172.33 


Abstract: Add revised penalty 
guidelines relating to 19 USC 1592 as an 
appendix to 19 CFR Part 171; clarify 
requirements and criteria applicable to 
prior disclosure of violations of 19 USC 
1592; place limitation on number of 
supplemental petitions requesting relief 
from fines, penalties, forfeitures, and 
liquidated damages claims; make other 
technical amendments. Changes are 
necessary due to legislative and 
procedural adjustments to fines, 
penalties, and forfeitures program. 
Work Plan 81-21 approved. 


Timetable: 
Date 


11/03/82 
M Comment 11/03/82 
Period Begin 
NPRM — 
Period E: 


FR Cite 
47 FR 49853 


Action 
NPRM 
NPRM 


01/03/83 


Current and Projected Rulemakings 


Action 


Extension of 
Comment Period 
to Feburary 18, 
1983 

Final Action 12/00/83 

T.D. in Customs 00/00/00 
Review 

Small Entity: No 


Agency Contact: Edward Rosse, 
Attorney, Department of the Treasury, 
United States Customs Service, Room 
2426, 1301 Constitution Avenue, NW, 
Washington, DC 20229, 202 566-8317 


RIN: 1515-AA21 
(SA LT TIT. 


16. @CUSTOMS WAREHOUSES; DUTY- 
FREE STORES 


Date FR Cite 
01/03/83 48 FR 40 


Legal = 19 USC 1556; 19 USC 
1565; 19 USC 1623 


CFR Citation: 19 CFR 19; 19 CFR 144 


Abstract: Consideration of various 
actions in regard to administration of 
duty-free stores. Actions range from 
abolition of stores to their designation 
as class of bonded warehouse and/or 
increased regulation. Actions necessary 
due to need for increased efficiency of 
store administration by Customs and to 
address enforcement problems related 
to stores. Public comment requested on 
actions under consideration, as well as 
store operations in general. Work Plan 
83-1 approved. 


Timetable: 
Action Date FR Cite 


ANPRM 07/21/83 48 FR 33318 
ANPRM Comment 07/21/83 

Period Begin 
ANPRM Comment 09/19/83 

Period End 
Small Entity: No 
Agency Contact: John R. Holl, 
Operation Officer, Department of the 
Treasury, United States Customs 
Service, Room 2426, 1301 Constitution 
Avenue, NW, Washington, DC 20229, 
202 566-5354 


RIN: 1515-AA22 
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' DEPARTMENT OF THE TREASURY (TREAS) 
United States Customs Service (CUSTOMS) 


17. ENTRY OF AMERICAN GOODS 
EXPORTED AND RETURNED 


Legal Authority: 19 USC 1481; 19 USC 
1484; 19 USC 1498 


CFR Citation: 19 CFR 10; 19 CFR 143 


Abstract: Establish informal entry 
procedures for certain American goods 
returned, not advanced in value or 
improved in condition while abroad. 
Implement provisions of section 202 of 
Pub. L. 96-609 that require amendment. 
Would benefit importers who would be 
able to use informal entry procedures 
which are less costly, complex, and 
time consuming than formal entry 
procedures. T.D. under development 
pending paperwork reduction impact 
study. Work plan 81-14 approved. 
Timetable: 
Action Date FR Cite 
NPRM 03/18/82 47 FR 11706 
NPRM Comment 03/18/82 

Period Begin 
NPRM Comment 05/17/82 

Period End 
Paperwork 

reduction impact 


03/00/83 


Final Action T.D. 04/05/83 
83-82 

Final Action 
Effective 


Small Entity: No 

Agency Contact: Herbert Geller, 
Operations Officer, Department of the 
Treasury, United States Customs 
Service, Room 2426, 1301 Constitution 
Avenue, NW, Washington, DC 20229, 
202 566-5307 


RIN: 1545-AA02 


48 FR 14595 


05/05/83 


18. CONTIGUOUS COUNTRIES; 
RAILROAD EQUIPMENT 


Legal : 5 USC 301; 19 USC 66; 
19 USC 1624 


CFR Citation: 
123.14 


Abstract: Admission of empty foreign 
railroad equipment without entry and 
payment of duty in certain instances. 
Clarify permitted use of foreign railroad 
equipment in U.S. The project would 


19 CFR 123.12; 19 CFR 


benefit importers by removing a 
hindrance to strictly international 
traffic, while retaining the prohibition 
against diversions of foreign . 
locomotives and railroad equipment to 
unpermitted point-to-point local traffic. 
Work plan 81-7 approved. 


08/27/82 47 FR 37924 
08/27/82 


10/26/82 
. 05/25/83 48 FR 23384 


06/24/83 


Agency Contact: John Mathis, 
Attorney, Department of the Treasury, 
United States Customs Service, Room 
2426, 1301 Constitution Avenue, NW, 
Washington, DC 20229, 202 566-5706 


RIN: 1515-AA06 


19. PRIVATE AIRCRAFT REPORTING 


Legal Authority: 49 USC 1509 
CFR Citation: 19 CFR 6.14 


Abstract: Extend to Pacific, Gulf of 
Mexico, and Atlantic Coasts, the area 
of entry from which private aircraft 
arriving in the U.S. must report arrival 
to Customs. Those aircraft must land at 
nearest designated airport to point of 
crossing U.S. border or coastline. 
Amendment is necessary because of 
need for action to increase 


effectiveness of drug smuggling 
enforcement. 
Timetable: 
Action 


Date FR Cite 


Interim Final Rule 03/24/82 47 FR 12620 


Comment on 
Interim Rule 

Final Action T.D. 09/15/83 48 FR 41381 
83-192 

Final Action 
Effective 


Small Entity: No 


Agency Contact: Harry Carnes, 
Director, Department of the Treasury, 


05/24/82 


10/17/83 


Completed Actions 


United States Customs Service, Office 
of Passenger Enforcement and, — 
Facilitation, Room 2426, 1301 Const., 
Ave., NW., Washington, D.C. 20229, 202 
566-5607 


RIN: 1515-AA13 


20. COMMERCIAL AIRCRAFT FEES 


Legal Authority: 19 USC 58a; 31 USC 
483a; 49 USC 1509(c); 49 USC 1741(e) 


CFR Citation: 19 CFR 6.26 


Abstract: Provides a means, through 
schedule for commercial aircraft 
processing fees, to recover Customs 
costs of providing certain services to 
commercial aircraft. Fee schedule will 
be revised periodically to reflect any 
increased costs. Work plan requirement 
waived. 


Timetable: 
Action Date FR Cite 


NPRM 05/27/82 47 FR 23182 
NPRM Comment 05/27/82 

Period Begin 
NPRM Comment 07/26/82 

Period End 
Withdrawn 07/21/83 48 FR 33317 
Next Action Undetermined 
Small Entity: Yes 
Agency Contact: Kevin P. Cummings, 
Operations Officer, Department of the 
Treasury, United States Customs 
Service, Office of Inspection and 
Control, Room 2426, 1301 Constitution 
Avenue NW., Washington, D.C. 20229, 
202 566-5607 


RIN: 1515-AA14 


21. PENALTY GUIDELINES (19 USC 
1497) 


Legal Authority: 
1618 


CFR Citation: 19 CFR 148; 19 CFR-171 


Abstract: Revised guidelines to be used 
by Customs Service and Treasury 
Department for disposition of liabilities 
incurred under section 497, Tariff Act of 
1930, as amended (19 USC 1497), for 
failure to declare articles to Customs 
upon entry into U.S. Guidelines will 
become an appendix to Customs 
Regulations. Guidelines were developed 


19 USC 1498; 19 USC 





sn ceiaiie Cachan with ware 
flexibility in handling violations. 
Timetable: 


Interim Final Rule 02/19/82 47 FR 7408 


Comment on 
interim Rule 


05/20/82 


Action Date FR Cite 
Final Action T.D. 06/30/83 48 FR 30098 
83-145 
Final Action 
Effective 
Smaii Entity: Not Applicable 


08/01/83 


DEPARTMENT OF THE TREASURY (TREAS) 


AGENCY: Internal Revenue Service, 
Treasury 


ACTION: Semiannual agenda of 
regulations. 


SUMMARY: This semiannual agenda 


lists the regulations determined as of 
July 31, 1983, that the Internal Revenue 
Service will be developing from July 31, 
1983, through October 1, 1984. The 
purpose of this semiannual agenda is to 
give the public adequate notice of 
regulatory activities of the Internal 
Revenue Service. 


FOR FURTHER INFORMATION 
CONTACT: Robert A. Bley, Executive 
Assistant to the Director, Legislation 


and Regulations Division, Office of the 
Chief Counsel, Internal Revenue 
Service, 1111 Constitution Avenue, 
N.W., Washington, D.C. 20224, 
Attention: CC:LR. (202-566-3331), not a 
toll-free call. 


SUPPLEMENTARY INFORMATION: 
General 


Section 5 of Executive Order 12291 
and section 602 of the Regulatory 
Flexibility Act and the Treasury 
Directive implementing that Act all 
require that a semiannual agenda of 
regulations under development and 
review be published in the Federal 

ister. The next semiannual agenda of 
the Internal Revenue Service will be 
published in the Federal Register in 
April of 1984. 
Descrinti 

This Semiannual Agenda of 
Regulations lists all projects within the 
Internal Revenue Service (I.R.S.) as of 


July 31, 1983, for the development of 
regulations to appear in the Code of 
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Completed Actions 


Agency Contact: Kathryn C. Peterson, 
Attorney, Department of the Treasury, 
United States Customs Service, 
Miscellaneous Penalties Branch, Room 
2426, 1301 Constitution Avenue, NW., 
Washington, D.C. 20229, 202 566-5746 


RIN: 1515-AA17 
[FR Doc. 83-28040 Filed 10-14-83; &45 am] 
BILLING CODE 4820-02-T 


Federal Regulations. This agenda lists 
existing regulations under development 
by the Legislation and Regulations 
Division and the Employee Plans and 
Exempt Organizations Division of the 
Office of Chief Counsel, LR.S. The 
following information is provided for 
each regulation project: the title; priority 
status; whether the regulation is 
currently under review; its effect, if any, 
on small businesses; the part of the 
Code of Federal Regulations affected; 
the legal authority for issuing the 
regulations; a brief description of the 
problem to be addressed in the 
regulation; and a timetable of action 
taken and to be taken. Under additional 
information there is provided the control 
number of the project within the Chief 
Counsel's Office, the name and 
telephone numbers of the drafting and 
reviewing attorneys and the last formal 
action taken. 


By direction of the Secretary of the Treasury. 
Roscoe L. Egger, Jr., 
Commissioner of Internal Revenue. 


internal Revenue Service—Current and Projected Rulemakings 








Title 





NQQ he ON = 


| income Tax~Rules relating to title 11 cases for individuals 
Income Tax--To revise the definition of “on behalf of” 
idan 


items & renewable energy source expenditures for purposes of the residential 


| energy credit to conform to Secs 201(a) & 202 of the ETC 


| Income Tax~Investment credit for cooperatives 


RIN 


1545-AC41 
1545-AA48 
1545-AD40 
1545-AA07 
1545-AD56 
1545-AA02 


1545-AA03 
1545-AF64 
1545-AA09 








22 
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31 
32 
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34 
35 
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37 
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40 
41 
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internal Revenue Service—Current and Projected Rulemakings—Continued 


income Tax~Changes made by Secs 222(a) and 223(b) of the Crude Oil Windfall Profit Tax Act of 1980 
Amendment of income Tax Regulations under sections 47, 48 and 196 relating to basis adjustment to reflect 


income Tax--Early withdrawals from deferred annuities 

Income Tax--Group term life insurance—Evidence of insurability .. 

income Tax--Changes to the uniform premium table under section 79 of the internal Revenue Code of 1954 
Nondiscrimination 


eee 
income Tax--To clarify the “ 


tunes “Soet-To aadipdiodeieiiatetie ame samaes 

income Tax--To define the term “principal user of a facility” 

Income Tax--increase in limit on small issues of industrial development bonds ..... 

Income Tax--To clarify the definition of property which is a pollution control facility . 

income Tax--Manner of electing $10 million limitation on exempt smail issues 

income Tax--To define the term “facility” ; 

Income Tax--income tax regulations under section 103 (c) to make certain corrective and clarifying changes to the 


subsidy 

a i ee en ee ee ee ee ae aap UN A Tp Sai eh ANY 
exemption for industrial development bonds for qualifi ETC .... coleenat a 

To provide regulations requiring certain debt obligations to be issued in registered form . 

To provide regulations under section 103(b)(10) relating to local district heating and cooling facilities... 

To provide regulations under section 103(K) and ()- relating to publ approval and information reporting require 
ments for private activity bonds 

To provide regulations under section 103 (b) (14)-- relating to limitation on maturity of industrial development bonds 

Definition of ““Materially higher” tor scquited purpose obligations guaranteed by Federal Deposiory newance. 
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internal Revenue Service—Current and Projected Rulemakings—Continued 


corporations 

To provide reguiations under section 103A reiting to mortgage subsidy bonds for cooperative housing corporations 

Interest exempt other than under the Internal Revenue Code 

To provide regulations under section 103 (b) (6) (0) relating to restrictions on financing certain facilities with exempt 
eee 

income Tax-Changes in exclusion for sick pay & certain military, etcetera, disability pensions; certain disability 
income .............. 


Sail eednttitant lites teaatetitasaia of choo of soutien eendapaitabon peodaad tp aaaiare’ 
income Tax-Tax Treatment of Cafeteria Plans 


ax—Prepublication expenditures 
income Tax--Employee Benefit Costs and Indirect Construction Costs Allocable to Self Constructed assets ... 
Income Tax-To clarify treatment of taxes measured by compensation paid employees 


ieeeis nas aaanAaUnemnTtivamnian Goneumdimnaesampudnaty anaion4:ct uate tim GOSN. 

a eee eee Seer eer, Revenue Act of 1978... 

income Tax--Deductibility of gifts by employers 

Amendment of Income Tax Regulations to provide the Commissioner with authority to establish an optional method of 
computing meal expenses while traveling 

Income Tax--Taxation of nonexempt membership organizations. 

income Tax--Amortization of production cost of motion pictures, books, records, and other similar property 

income Tax--Deductions for expenses attributable to business use of homes, rental of vacation homes... 

Income tax--Special Rules Relating to Corporate Preference items 
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internal Revenue Service—Current and Projected Rulemakings—Continued 


income Tax--Distribution in redemption of stock to pay death taxes ... sales kin baie hachaaao tbe eteanhiele A vapain io ossictnitgtigtd 
Income Tax--Extension of Anti-Bailout Provisions to Corporation Formed or Availed of to Avoid these Provisions 
Income Tax--Ti reinvestment in stock of public utilities 

income Tax--To clarify meaning of term “ 


subsidiary 
income Tax-Elections under section 338, as added by section 224 of the Tax Equity and Fiscal Responsibility Act of 
1982 as amended by the Technical Corrections Act of 1982 
Anti-Avoidance Rules Under Sections 338 and 346 of the Internal Revenue Code of 1954..... 
Deemed Sale Price When Certain Stock Purchases Are Treated as Asset Acquisitions 
Income Tax--Elections and Miscellaneous Matters under section 224 of the Tax Equity and Fiscal Responsibility Act 


income Tax--Distribution of stock and securities of a controlled corporation 
Income Tax-Basis in stock of a corporation acquiring property in exchange for stock of corporation in control of 


acquiring corporation 

Income Tax--Temporary Regulations--To deal with assistance payments made in connection with a reorganization 
under Sec 368(a)(3)(D)(il) of the Code 

Income Tax--To deal with assistance payments made in connection with a reorganization under Sec 368(a)(3)(D)(i) of 


Income Tax--Exception for transfers of property from the U.S. designated by the Secretary 

Income Tax--Relating to ruling requests with respect to transfers by United States persons to foreign corporations 

Income Tax--Treatment of exchanges described in section 367 (b) 

Income Tax--Acquisition of a corporation by merger of a corporation controlled by the acquiring corporation .. 
funds 


Annuity Regulations 
Various pension parity, etc. provisions under the Tax Equity and Fiscal Responsibility Act of 1982 and the Economic 
Recovery Tax Act of 1981 
SNe ee, Ee en nen ee Ree ee eee ney 
Act of 1974, “guaranteed benefits 
Income Tax--Certain cash or deferred arrangements 
coordination of defined contribution plans with Oid Age, Survivors, and Disability Insurance ... 
Income Tax--Treatment of certain lump sum distributions 
Income Tax--Tax-free rollovers of lump sum distributions and plan termination payments. Lump sum distributions 


, annuity purchase by sec. 501(c) organization or public school .. 
and funding rules for valuing certain agreements 
vane Ta Sedan aualtaaneaee eateaaaian 
Income Tax--Deductibility of payments of deferred compensation to independent ContractOFs .............-...--.-0-s--s+0-+0 
Income Tax--Deduction of Employer Liability Payments, Notice of Reorganization and Funding Requirements ..... 
Income Tax--Deduction for certain foreign deferred compensation plans 
Income Tax--Requirements for Tax Credit Employee Stock Ownership Plans, Employee Plan Credit, and Defined 


Income Tax--Coordination of vesting and nondiscrimination 
Rules clarifying the Income Tax Regulations, Part 1, with respect to 





47734 Federal Register / Vol. 48, No. 201 / Monday, October 17, 1983 / Unified Agenda 


TREAS—IRS 


BSRIE RSSSSLSRSSRNS 


internal Revenue Service—Current and Projected Rulemakings—Continued 


Title 


ey eat diedemandadiieaspemaeae dadae tiene pabeny — 

Income Tax -- Gain or loss on the disposition of an installment obligation 

Income Tax-instaliment Sales Revision Act of 1980, Regulations relating to wrap-around mortgages... 

Income Tax Reguilations—Part 1. installment Sale by Dealers in Personal Property 

income Tax-—Exciusion from gross income with respect to magazines, paperbacks, and record returns after close of 


Income Tax—Limitation on deductions in case of farming 


Income Tax—inventories at cost or market, whichever is lower 
Income Tax--Three-year i 


Se ne @ een pee eS es 
charge for use of tangible property 

Income Tax—Maximum rate of imputed interest for sale of land between related persons ... 

income Tax - Semiannual compounding 

income Tax-Estate Tax--Gift Tax--Exemption of certain amateur athletic organizations from tax 

income Tax-Rules clarifying the regulations with respect to the computation of “gross income” of an electric 


income Tax--Disallowance of certain items as deductions for estate and.income tax purposes 
Income tax--Treatment of credit for tax withheld on interest, dividends and patronage dividends received by an estate 
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internal Revenue Service—Current and Projected Rulemakings—Continued 


Income Tax--To conform the income tax regulations relating to guaranteed payments to partners to sec. 213(b)(3) of 
TRA 1976 and to the Miller & Carey decisions .......... ssaeniheighiip hcieeloiteiitiad 


Income Tax--Amendment of Sec 1.731-1(c) to clay the tax retment ofa distribution of property by a partnership to 


os eeeeceeeccccceccssces: eecceccnseccceccsssescccccesccesssssoocoss 


Enda eee 

income Tax--Source of income of undefWwriting INCOME ...........0..-.cceeseecssneeeeeeee 

Source of interest and dividends... a 

Amendment of the Income Tax Regulations under Sec. 1.861-8 to provide for the allocation and apportionment of 
I SI acai ities haig ee iting aainriapiiittciecnadiig atest charac tase staintibenihitine asiniagnasianghditaidaiticinigebiaantiounns cael 

*income Tax--Computation of taxable income from sources within and without the United States... 

Income Tax--income from certain leased aircraft, vessels, and spacecraft treated as income from sources within the 
United States 

income Tax--To prevent a foreign bank with branch office in United States from avoiding United States taxation by 
SRI Oe NGI Te Te hina essentials peectteectersigtensctesephiniennettibisianghanstecnntgiliniantonemenateeepnanincariainlpsitipeeneitciipiiatisoniving al 


Income Tax--Rules for determining whether loans or net leases are commercial a aiieniinstintincertnticnn 
Income Tax--Temporary corporate 


income Tax--Certain payments for oil or gas not to be considered as taxes 
Income Tax--To provide rules setting forth requirements for creditable foreign taxes 
DT ne ee ee ee 


taxes... Anne neneeeeneseessseeeeeeeeseeesseeeseeeeeeeseeseneeeeeseseeseseeeeeeeseasenesseeeseesseeseseseneneessessseseseseces, Qreecececcececccccecscccecetcceccccsscsscccsecccssessscecscssesssceseeesess 


Income Tax--Recapture of Overall Foreign Losses . - 

Income Tax-Procedure & Administration—-Taxpayer’s obligation to file a notice of redetermination of foreign tax and 

Income Tax--Temporary Regulations--Taxpayer’s obligation to file a notice of redetermination of foreign tax and civil 
Penalties 


income Tax--Limitation dealing with foreign tax credit for taxes paid in connection with foreign oil & gas income 
Amendment of regulations under section 907 of the Internal Revenue Code of 1954 to conform them to section 211 


income Tax--Limitation on Foreign Tax Credit for Foreign Oil and Gas Taxes : 
Income Tax--income of U.S. citizens & residents working abroad, exclusions and deduction from gross income 


tax credit 
Current taxation of foreign oil related income of controlled corporations 
Aanondinect of sotmauhann Otten enuhan tulcaname oaabdememmaaettaeaan uit coneck quia tmeadaate 
in foreign base shipping company operations 
Te Te ee ee eee 
Income Tax--Basis of certain appreciated property transferred to decedent, ETC 
tguanen Fouelaad Samaden de etaadarel aeieammmasinedraaaeis 
Income Tax--Transfers of securities under certain agreements. 


Sestuiaihan union aundians taeda caaaaaatntadnemamamammmmamaate 
Income Tax--Time for determining relatedness under section 1239-Relating to transfer of depreciable property 
between related persons 


SERB 88 833s 
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Internal Revenue Service—Current and Projected Rulemakings—Continued 


Amendment of income Tax Regisations under Code secions 1962 and 1369 relating to the election, revocation, and 
termination of an S 


income Tax-Rules relating to adjustment to basis of stock of shareholders of S corporation and to determination of 
basis of property distribution by corporation 

income Tax—Certain rules relating to shareholders of subchapter S corporations.... 

income Tax—Application of subchapter C rules to S corporations 

income Tax-—-Treatment of S corporation as a partnership for certain purposes of the internal Revenue Code of 1954.... 

Amendment of income Tax Regulations under sections 1374 and 1375 relating to the imposition of tax on capital 


Sieat easel aeeaeiaiaresteteaiemeh abeneia ot andeniaibie on daabandnald ta eanvdidegd ahans 
26 CFR Part |-Amendment of the income Tax Regulations under section 1502 of the Code to reflect section 224 of 


Se- 
286 
287 
288 
289 
290 
291 
292 
293 
294 
295 
296 
297 
238 
299 
290 
301 
302 
303 
304 
305 
306 
307 
308 
309 


holding company. 
income Tax--Credit & deductions etc., for consolidated returns... -..ececeecenesneeserneeesesecnrenenseses 
income Tax-Filing of separate returns for period not included in a consolidated return 
income Tax-To reflect amendments of consolidated return regulations to reflect Merchant Marine Act of 1970 


concerming 
income Tax-To provide consolidated return rules relating to affiliated groups that include only life insurance 


income Tax-To reflect the U.S. Supreme Court in U.S. v. Vogel Fertilizer Co., holding that each member of 
Stockgroup must own stock in each brother-sister corp 

Estate & Gift Taxes—Unified rate schedule for estate & taxes & unified credit in lieu of exemptions 

Income ae Tax-—Tax on certain generation-skipping transfers--Miscellaneous provisions 


generation-skipping transfers--imposition & amount of, and liability for, tax 
Estate and Gift Tax-Tax on certain generation-skipping transfers--Definitions 
Estate & Gift Tax 


SSSSRSSRSS SESSRE BR 8B 


tips 
Employment Tax--To require withholding of social security and railroad retirement tax from certain payments of sick 
Sc tcnsiieihcpeaninetcenenebtstecatenspecnditicppascntiataacicacositocieolipetactsengdeaionnsnistiaisensshisstvassbcicsnctleteincsasatttanilsinincteiesmtnenanchessesensstllcgdsccontties 
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Internal Revenue Service—Current and Projected Rulemakings—Continued 


Esuplayenant Toss Capncckdag ties Roacdatiac MOOG, coed tall ened aie 

Treatment of real estate agents and direct sellers as nonemployees for employment tax purposes—reporting 
requirements with respect to direct sellers 

Excise Tax--Applicable to articles sold on and after 1964... 


pursuant to warranty 


recapped tires 
Excise Tax--Applicable to gasoline & lubricating oil sold on or after 07/01/65 
Manufacturers and Retailers Excise Taxes--Tax on Fuels, Tires and Gasoline 
Tax on Highway Use of Heavy Duty Trucks 
Excise Tax--Environmental taxes--imposition of taxes on petroleum and certain chemicals ... 
Excise Tax-Environmental taxes—imposition of tax on hazardous wastes 


Excise Tax--Tax on issuer of registration-required obligation not in registered form. 

Excise Tax--To clarify the interim rule for determining base prices for tier 2 & tier 3 oil .. 

Income Tax--Lobbying by public 

Foundation Excise Tax--Private foundation set-asides 

Foundation Excise Tax--Taxes on excess business holdings of private foundations-Effect of reorganizations and 
distributions 


“Excise Tax--To provide rules relating to base prices of tier 2 & tier 3 oil removed after 09/30/80.. 
Excise Tax--Definition of newly discovered oil 
Excise Tax--With respect to the definition of taxable crude oil 


Sadie Ye Shealidion of poupary unr Gia Cladecne waean taal Wee ak TO 
Excise Tax--Amendment of Sec 51.4996-1(b) with respect to the treatment of net profits interests for windfall profits 


tax purposes. 

nines Tenens wate ae ain aoe weetile of CaS Saat: = Mere ee 
required to be maintained in the United States - 

Returns required on magnetic 

Form of individual Tax Return 

To provide regulations relating to new exception ta estimated tax penalty where individual has no tax liability for 


income tax--Amendments to 
canoue: Fans -Peaththee & hdeaniomaten then eenecentaae aula 
Income Tax-to amend regulations under Internal Revenue Code sections 6035 and 6679 relating to returns of foreign 


option reports 
Return of Information as to Payments of $600 or more 
Amendment of Treasury Regulation Section 1.6043-1, Eliminating Paragraph (b) (2)... 
income Tax--Regulations relating to returns as to interests in foreign partnerships 





ssaaacee & avecaneeess [ff 
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internal Revenue Service—Current and Projected Rulemakings—Continued 


income Tax-—Rieguilations relating to returns as to interests in foreign partnerships 
Reporting of State and local income tax refunds....... 
Reporting of State and local income tax refunds 
by certain large food or beverage establishments with respect to tips... 


i 
income Tax-Tentative refund of tax under claim of right adjustment 
Excise Tax-Sporting goods and firearms & administration provisions of special application to Manufacturers & 


ee ee ee eee, section 8 (a) relating to period of 


corporations 
To provide regulations relating to accelerated payment of estimated taxes by corporations 
Procedure & Administration—-Penalties for overstatement of deposits, and Income Tax--Time for filing information 
returns with respect to certain foreign corporations 
Procedure & Administration—-Addition to tax in the case of valuation overstatements, & increase in the negligence 


Ruste ip eamanendtiniiamaaeemaniiamenan' ch hen anntiie 

Income Tax--Presumption of jeopardy in the case of illegal activity cash 

Recovery of court costs and certain fees in a civil tax 

Procedure and Adminisaion-Amendment of regulations relating othe tmoly malig of returns, taxes and deposi. 
Procedure & Administration-Administrative 


Indian tribal governments treated as States for certain purposes 
Temporary Excise Tax Regulations Under the Highway Revenue Act of 1982-Part 145 Floorstocks Tax on Tires... 
Income Tax--Maritime Capital Construction Fund 


1545-AD17 
1545-AD19 
1545-AD20 
1545-AE16 
1545-AF 14 
1545-AD23 


1545-AE49 


1545-AE51 
1545-AE53 
1545-AF09 
1545-AE96 
1545-AD25, 
1545-AE82 
1545-AF20 
1545-AD30 


1545-AD12 
1545-AD32 
1545-AF10 
1545-AE31 
1545-AD35 
1545-AD22 
1545-AE37 


1545-AD38 





Federal Register / Vol. 48, No. 201 / Monday, October 17, 1983 / Unified Agenda 47739 


income Tax--Temporary Regulations—Credit for increasing research activities 
income Dctueaiaee alas caanaan Guaas eae eegue me aaemny tn antinuntnae outamabaratiae 


Temporary income Tax Regulations to Allow Basis Adjustment for Certain Transitional Safe Harbor Lease Property 
income Tax--Temporary Regulations-Amortization of certain reforestation expenditures 
Income Tax-Travel expenses of Members of Congress as amended by Sec 116 of the Black Lung Benefits Revenue 


os teatl 
Income Tax--Reserves for losses on loans of mutual savings banks, ETC............-.cececnccecesecesnesnsnenesnsnsnssnsnsnsnssnsnennenen 
Income Tax-Percentage depletion deduction-To clarify rules relating to determination of gross income from the 


Income Tax--Percentage 


depletion rates 
Income Tax--Ciarification of treatment of 
income Tax 


Employment Tax and Collection of Income Tax at Source-Withholding of income tax from payments of interest, | 


dividends, and patronage dividends 
Foundation Excise Tax--Definition of “distributable amount” and “qualifying distribution 
Excise Tax-Changes in the application of Department of Energy regulations for purposes of the Windfall Profit Tax. 


regulations - 
incon Tier Sodanator of Sens tor tng veterna iii ctecesenedetaamnafeis tse ge A sg Ici eh ‘a 


partnership i 
Pecpeheten Maatetatien te, eatiniab cludanat cia aivaiuaiai is ia 


Procedure & Administration--To provide regulations relating to offset of past-due support against overpayments 
NE en ene ee ee ee ee eee 


adjusted annually 
Income Tax--To amend regulations under Internal Revenue Code sections 6651 and 6702 relating to penalties for 
goochepeuating) Ceiipere: Wak Chee. caine Tear GRAN NIN isa snes cnescnkanctnscecvnscinsituctcacned assis Tenas saeantancasstquienubesassssalpsabaagasacni cad 
ee eee ee mee cae ein il ciel mec ptntectsieaiabeeee- 
Procedure & Administration--Classification of entities organized under Uniform Limited Partnership Act as revised in| 
Ossi teas sigcin cia glech enainetaatansnenscsagaasainigeanncnasaoes alpatlgiieasings Si tila tnsss et acoastiaels aeictge alan ote iaiaioco apart ate ‘s 
Procedure & Administration—To modify the application of the classification rules to limited liability companies................. 
Statement of Procedural Rules--To provide for consolidated appeals hearings with respect to certain adjustments to 
aI ae Mn NN nein nveccirasspinaccnneinacsacnossensnstlapibstaliastataseh demstiretibeninasdesassiies atcestsscsscaidastlipalbapemoonasaton saad 
Statement of Procedural Rules--Periodic Revisions for 1980 parts.1 & 2 
ny AS ee SET eee oe eS 
certain 
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Internal Revenue Service—Completed Actions—Continued 


Extension of payment due date for certain fuel taxes 
Temporary excise tax regulations under the Highway Revenue Act of 1982 Part 145 Floor Stocks tax on gasoline held 
ans nckceinntmap horse ontstamnitapnesiahaesensnncnsepacnsnesnnsbanesdanasibtaiagensaisliiticaianianiintie 


Legal Authority: 
Revenue Code of 1954; 26 USC 1398 internal 
Revenue Code of 1954; 26 USC 1399 Internal 


Drafting attorney: Carolyn Swift (202) 
566-3458. 


Reviewing attorney: Paul A. Francis 
(202) 566-3920. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: 
Cunningham, Levinson. 

In Office of Chief Counsel (Legislation 
and Regulations Division) for 
preparation of notice. 


2. INCOME TAX--TO REVISE THE 
DEFINITION OF “ON BEHALF OF” 


Legal : 26 USC 7805 Internal 
Revenue Code of 1954; 26 USC 103 Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: The regulations would 
provide detailed rules to determine 
whether an entity is constituted in such 
a manner that it may issue 
governmental obligations on behalf of a 
governmental unit, even though the 
entity itself is not such a unit. 
Generally, such an entity would be 
required to be created by or for a 
governmental unit and controlled by the 
unit. 

Timetable: 

Date FR Cite 


02/02/76 41 FR 04829 
Comment 02/02/76 41 FR 04829 
Period Begin 
NPRM Comment 
Period End 
Hearing 04/26/76 
Final Action 11/00/83 


Small Entity: Not Applicable 
Additional information: LR-8-73. 
Drafting attorney: John P. MacMaster 
(202) 566-3294. 

Reviewing attorney: John M. Coulter, Jr. 
(202) 566-4473. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: 
Woodward. 

Draft pending in Legislation and 
Regulations Division. 

Agency Contact: John MacMaster, 


Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 


Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-3294 


RIN: 1545-AA48 


Action 
NPRM 
NPRM 


03/18/76 


Current and Projected Rulemakings 


3. EMPLOYMENT TAX-PENALTIES 
FOR FALSE INFORMATION WITH 
RESPECT TO WITHHOLDING 


Legal Authority: 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 6682 Internal 
Revenue Code of 1954; 26 USC 7205 Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 31 


Abstract: The regulations will relate to 
the civil penalty for false information 
with respect to withholding of income 
tax at source or interest, dividends, 
patronage dividends, and wages. The 
regulations will provide that the penalty 
will be imposed if an individual makes 
a false statement which results in 
reduced withholding and for which 
there was no reasonable basis. 


Timetable: 
Action Date FR Cite 


NPRM 09/01/82 47 FR 38552 
NPRM Comment 09/01/82 47 FR 38552 
Period Begin 
NPRM Comment 10/31/82 
Period End 
Final Action 
Final Action 
Effective 


Smail Entity: Not Applicable 

Additional information: LR-194-81. 
Drafting attorney: Mitchell H. Rapaport 
Reviewing attorney: John M. Coulter, Jr. 
Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: 
McCarty, Levinson. 


Notice of proposed rulemaking 
published September 1, 1982 in 
Legislation and Regulations Division for 
preparation of new notice of proposed 
rulemaking. 


11/00/83 
11/00/83 
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TREAS—IRS 


Agency Contact: Mitchell H. Rapaport, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave N.W., Washington 
D.C. 20224, 202 566-3459 


RIN: 1545-AD40 


4. INCOME TAX--CREDIT FOR 
INCREASING RESEARCH ACTIVITIES 


Legal Authority: 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 44F Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 
Abstract: The regulations will provide 
the extent to which taxpayers will be 


entitled to an income tax credit for 
increases in certain research activity. 


Timetable: 
Action Date 


NPRM 01/21/83 

NPRM Comment 01/21/83 
Period i 

NPRM Comment 03/19/83 
Period End 

Hearing held 04/19/83 

Final Action 12/00/83 


Small Entity: Not Applicable 
Additional information: LR-236-81 
Drafting attorney: John Harman (202) 
566-3238. 

Reviewing attorney: Paul A. Francis 
(202) 566-3930). 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: Pike. 
Notice published in Federal Register 
1/21/83. 


Agency Contact: John R. Harman, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave N.W., Washington 
D.C.. 20224, 202 566-3238 


RIN: 1545-AA07 - 


FR Cite 


5. INCOME TAX--EMPLOYEE STOCK 
OWNERSHIP PLAN CREDIT 


Legal Authority: 26 USC 7805 intemal 
Revenue Code of 1954; 26 USC 44G Internal 
Revenue Code of 1954; 26 USC 404(i) Inter- 
nal Revenue Code of 1954; 26 USC 409A 
Internal Revenue Code of 1954; 26 USC 
46(a)(2) internal Revenue Code of 1954 


CFR Citation: 26 CFR 1 

Abstract: The regulations provide 
guidance for electing the employee 
stock ownership credit based on 
contributions to a tax credit employee 
stock ownership plan. The maximum 
credit is determined as a percentage of 


aggregate compensation of employees 
under the plan which cannot exceed 0.5 
for 1983 and 1984, and .75 for 1985 
through 1987. 

Timetable: 

Action Date 
NPRM 07/00/84 
Small Entity: Not Applicable 
Additional information: EE-151-81. 
Drafting attorney: John C. Khil (202) 
566-6212. 

Reviewing attorney: Michael A. 
Thrasher (202) 566-3961. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: 
Conaway. 

In Office of Chief Counsel (Employee 
Plans and Exempt Organizations 
Division) for preparation of notice. 
Agency Contact: John C. Khil, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 


Constitution Ave, N.W., Washington, 
D.C. 20224, 202 566-6212 


RIN: 1545-AD56 


FR Cite 


6. INCOME TAX-—INCREASE IN CHILD 
CARE CREDIT 


Lega! : 26 USC 7805 Internal 
Revenue Code of 1954; 26 USC 44A internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: The regulation conforms the 
income tax regulations to the statutory 
increase in the credit allowed for 
expenses for household and dependent 
care services necessary for gainful 
employment, conforms the income: tax 
regulations to the statutory increase in 
the amount of income deemed to be 
earned by the taxpayer’s spouse, and 
defines dependent care centers. 
Timetable: 

Action Date 
NPRM 10/00/83 
Small Entity: Not Applicable 
Additional Information: LR-214-81. 
Drafting attorney: Nerman Dobynes 
Hubbard (202) 566-3297. 


Reviewing attorney: Walter H. Woo 
(202) 566-3297. 


In Office of Chief Counsel (Legislation 
and Regulations Division). 


FR Cite 


47741 


Current and Projected Rulemakings 


Agency Contact: Nerman Dobynes 
Hubbard, Attorney, Department of the 
Treasury, Internal Revenue Service, 
1111 Constitution Avenue N.W., 
Washington, D.C. 20224, 202 566-3297 


RIN: 1545-AA02 


CONFORM TO SECS 201(A) & 202 OF 
THE ETC 
: 26 USC 7805 Internal 


Legal 
Revenue Code of 1954; 26 USC 44C internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: The regulations would 
provide the public with guidance to 
comply with changes made to section 
44C by the Energy Tax Act of 1978 and 
the Windfall Profit Tax Act of 1980 
relating to defining passive and active 
solar system, subsidized energy 
financing and other terms pertaining to 
the residential energy credit. 


Timetable: 
Action Date 
NPRM 00/00/00 
Small Entity: Not Applicable 


_ Additional information: LR-73-80. 


Drafting attorney: Annie R. Alexander 
(202) 566-3297. 


Reviewing attorney: John B. Bromell 
(202) 566-3326. 


In Office of Chief Counsel (Legislation 
and Regulations Division) for 
preparation of notice. 

Agency Contact: Annie R. Alexander, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue N.W., Washington, 
D.C. 20224, 202 566-3297 


RIN: 1545-AA03 
ee SEER SAREE PA IRIE YO 


8. @CREDIT FOR CLINICAL TESTING 
EXPENSES FOR CERTAIN DRUGS 
FOR RARE DISEASES OR 
CONDITIONS 


Legal Authority: 26 USC 7805; 26 USC 
44H(d)(5); 26 USC 280C(c)(3) 

CFR Citation: 26 CFR 44H; 26 CFR 
280C(c) 

Abstract: Proposal would amend the 
Income Tax Regulations in order to 
conform the regulations to sections 44H 
and 280C{c) of the Internal Revenue 
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Additional information: LR-55-83. 


Drafting Attorney: Nerman 
Hubbard (220) 566-3297. 


Reviewing Attorney: John Bromell (202) 
566-3326. 


Office of Tax Legislative Counsel 
Reviewing Attorney: Susan Jewitt. 

In Legislation and Regulations Division 
for preparation of Notice of Proposed 


Agency Contact: Nerman Dobynes 

ard, Attorney, Department of the 
Treasury, Internal Revenue Service, 
1111 Constitution Avenue, N.W., 


(Treasury) reviewing attorney: Pike. 


tion and 


(Legisla tions 
Division) for revision 10/13/81. 


Agency Contact: Duane H. Pellervo, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave. N.W., Washington, 
D.C. 20224, 202 566-3458 

RIN: 1545-AA09 ‘ 

| SRE CRA th te RAI Bee AM RL ANI a 
10. INCOME TAX-INVESTMENT 
CREDIT IN THE CASE OF CERTAIN 
SHIPS 


Legal Authority: 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 46(g) internal 
Revenue Code of 1954 

CFR Citation: 26 CFR 1 


Abstract: The regulations would 
provide rules for determining 
investment credit for ships purchased 
using a capital construction fund. 


Timetabie: 
Action Date 
NPRM 00/00/00 


Small Entity: Not Applicable 

Additional information: LR-248-76. 
Drafting attorney: Carolyn Swift (202) 
566-3458. 

Reviewing attorney: Marcus B. Blumkin 
(202) 566-3463. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: Yecies. 
In Office of Chief Counsel (Legislation 
and Regulations Division) for 
preparation of notice. 

Agency Contact: Carolyn Swift, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave N.W., Washington 
D.C. 20224, 202 566-3458 


RIN: 1545-AA17 


. 


01/30/79 44 FR 05910 
Comment 01/30/79 44 FR 05910 


Current and Projected Rulemakings 


04/01/79 


Action 
NPRM Comment 
Period End 


Hearing 06/27/79 
Final Action 02/00/84 


Smail Entity: Not Applicable 
Additional information: LR-73-75. 


' Drafting attorney: Michel A. Daze (202) 
566-3458. 


Reviewing attorney: Marcus B. Blumkin 
(202) 566-3463. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: Yecies. 
Draft of T.D. returned to Office of Chief 
Counsel (Legislation and Ri tions 
Division) for revision 01/19/82. 
Agency Contact: Michel A. Daze, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave N.W., Washington 
D.C. 20224, 202 566-3458 


RIN: 1545-AA13 


12. INCOME TAX-INVESTMENT 
FOR 


Abstract: Proposal would interpret the 
rules contained in sections 46 and 47 of 
the Internal Revenue Code of 1954 
dealing with the investment tax credit 
for certain commuter highway vehicles, 
thereby providing needed guidance to 
the public on how the Internal Revenue 
Service intends to interpret those 
sections of the Code. 


Timetable: 

Action Date 
NPRM 09/01/83 
Small Entity: Not Applicable 
Additional information: LR-169-79. 
Drafting attorney: Michel A. Daze (202) 
566-3458. : 


FR Cite 


Reviewing attorney: Charles M. 
Whedbee (202) 566-3487. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: 
Schuldinger. 

Draft of notice of proposed rulemaking 
forwarded for signature on 07/26/83. 





Agency Contact: Michel A. Daze, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave N.W., Washington 
D.C. 20224, 202 566-3458 


RIN: 1545-AA08 


13. INCOME TAX--AT RISK 


USC 47(d) Internal Revenue Code of 1954 
CFR Citation: 26 CFR 1 

Abstract: The regulations will explain 
and illustrate the application of the 
investment tax credit at risk rules under 
which (with certain exceptions) a 
taxpayer's basis in section 38 property 
for purposes of calculating the amount 
of investment tax credit (for certain 
taxpayers engaged in certain activities) 
cannot exceed the amount the taxpayer 
is at risk in the property. 


Small Entity: Not Applicable 

Additional information: LR-240-81. 
Drafting attorney: Keith E. Stanley (202) 
566-3458. 

Reviewing attorney: Marcus B. Blumkin 
(202) 566-3463. 

Office of Tax Legislative Counsel 
reviewing attorney: McCarty. 

In Office of Chief Counsel (Legislation 
and Regulations Division) for 
preparation of notice. 

Agency Contact: Keith E. Stanley, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave, N.W., Washington, 
D.C. 20224, 566-3458 


RIN: 1545-AA15 


14. INCOME TAX--CHANGES MADE BY 
SECS 222(A) AND 223(B) OF THE 
CRUDE OIL WINDFALL PROFIT TAX 
ACT OF 1980 


Legal = 26 USC 7805 Internal 
Revenue Code of 1954; 26 USC 46(a) Internal 
Revenue Code of 1954; 26 USC 48(I) 


CFR Citation: 26 CFR 1 


Abstract: The proposed regulations will 
reflect the repeal of the refundable 
feature of the solar and wind energy 


credits and the extension of the energy 
credit through 1990 for certain long-term 
energy projects. 
Timetable: 
Action Date 
NPRM 00/00/00 
Smail Entity: Not Applicable 
Additional information: LR-150-80. 
Drafting Attorney: Michel A. Daze (202) 
566-3458. 
Reviewing Attorney: Marcus B. Blumkin 
(202) 566-3463. 
Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: 
Schuldinger. 
In Office of Chief Counsel (Legislative 
and Regulations Division) for 
preparation of notice. 

Contact: Michel A. Daze, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 


Constitution Ave N.W., Washington 
D.C. 20224, 202 566-3458 


RIN: 1545-AA14 


48 AND 196 RELATING TO BASIS 


Revenue Code of 1954; 26 USC 47 Internal 
Revenue Code of 1954; 26 USC 48 Internal 
Revenue Code of 1954; 26 USC 196 Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 
Abstract: The proposed regulations 
would provide rules concerning a basis 


adjustment in the case of the 
investment tax credit. 


Timetable: 

Date 
NPRM 00/00/00 
Small Entity: Not Applicable 
Additional information: LR-183-82. 
Drafting attorney: Gail H. Morse (202) 
566-3297. 


Reviewing attorney: Walter H. Woo 
(202) 566-3297. 

Notice of proposed rulemaking in Office 
of Chief Counsel (Legislation and 
Regulations Division) for preparation. 


00/00/00 
Small Entity: Not Applicable 
Additional information: LR-92-73. 


Drafting attorney: Yerachmiel 
Weinstein (202) 566-3458. 


Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: Yecies. 
Notice to Treasury for formal approval 
11/15/79. 

Agency Contact: Yerachmiel E. 
Weinstein, Attorney, Department of the 
Treasury, Internal Revenue Service, 
1111 Constitution Ave. N.W., 
Washington, D.C. 20224, 202 566-3458 
RIN: 1545-AA10 i 

ine i MME De SST VR SERN PS AR 


17. INCOME TAX-AMENDMENT OF 


Abstract: The investment tax credit 
recapture regulations will be updated to 
explain the recapture treatment for 
recovery property. 

Timetable: 

Action 


NPRM 





Additional information: LR-315-81. 
Drafting attorney: Keith E. Stanley (202) 
566-3458. 


Reviewing attorney: Marcus B. Blumkin 
(202) 566-3463. 


Reviewing Attorney: Walter H. Woo 
(202) 566-3297. 

Office of Tax Legislative Counsel 
(Treasury) Reviewing Attorneys: Jewett, 
Levinson. 


ing, qualified rehabilitated 
expenditure, and major portion. 


03/31/81 
NPRM 09/30/83 


Smali Entity: Not Applicable 
Additional information: LR-191-78 
Drafting Attorney: John Schmalz (202) 
566-3297. 


FR Cite 


Timetable: 
Action 
Hearing 


Reviewing attorney: Walter H. Woo 
(202) 566-3297. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: Jewett, 
Levinson. 

Revised draft of T.D. to Office of Tax 


Internal Revenue Service, 1111 
Constitution Ave., N.W., Washington, 
D.C. 20224, 202 566-3297 


RIN: 1545-AA21 


20. INCOME TAX-—SPECIAL RULES 
ADDED BY SEC 223(C) OF CRUDE OIL 
WINDFALL PROFIT TAX ACT 1980, 


Revenue Code of 1954; PL 96-223, Sec 
223(c) 

CFR Citation: 26 CFR 1 

Abstract: The regulations will provide 
that subsidized energy financing and 
proceeds of exempt industrial 
development bonds used to finance a 
facility reduce the qualified investment 
in the energy property contained in that 
facility for purposes of determining the 
amount of the energy tax credit. 
Timetabie: 

Action Date FR Cite 


NPRM 01/26/82 47 FR 03559 
NPRM Comment 01/26/82 47 FR 03559 
Period Begin 
NPRM Comment 03/20/82 
Period End 
Hearing 
Final Action 


06/03/82 
10/00/83 
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Current and Projected Rulemakings 


Smail Entity: Not Applicable 

Additional information: LR-176-80. 
Drafting Attorney: Charles W. Culmer 
(202) 566-3458. 

Reviewing attorney: Marcus B. Blumkin 
(202) 566-3463. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: 
Schuldinger. 

8/1/83 Circulating in Internal Revenue 
Service. 

Agency Contact: Charles W. Culmer, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-3458 


RIN: 1545-AA26 


21. INCOME TAX—DEFINITION OF 
ENERGY PROPERTY, TO REFLECT 
ADDITION BY SEC 222(H) OF THE 
CRUDE OIL WINDFALL PROFIT TAX 
ACT OF 1980 OF QUALIFIED 
INTERCITY BUSES AS ETC 

Legal = 26 USC 7805 intemal 
Revenue Code of 1954; 26 USC 48()) Internal 
Revenue Code of 1954; 26 USC 46(a) 


CFR Citation: 26 CFR 1 


Abstract: The proposed regulations 
establish rules for claiming the energy 
investment credit for qualified intercity 
buses. 


Timetable: 
Action Date FR Cite 


NPRM 09/03/82 47 FR 38918 
NPRM Comment 09/03/82 47 FR 38918 
Period Begin 
NPRM Comment 11/02/82 
Period End 
Final Action 02/00/84 
Small Entity: Not Applicable 
Additional information: LR-79-80. 
Drafting attorney: Michel A. Daze (202) 
566-3458. 
Reviewing attorney: Marcus B. Blumkin 
(202) 566-3463. 
Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: 
Schuldinger. 
Notice published in the Federal Register 
In Office of Chief Counsel (Legislation 
and Regulations Division) for draft of 
Treasury Decision. 





Federal Register / Vol. 48, No. 201 / Monday, October 17, 1983 / Unified Agenda 


TREAS—IRS 


Agency Contact: Michel A. Daze, 


Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave N.W., Washington 


Legal 
Revenue Code of 1954; SP USC 40) interned 
Revenue Code of 1954 


CFR Citation: 26. CFR 1 
Abstract: The proposed regulations 
more specifically define what movie 


and television films and videotapes 
qualify for the investment credit. 


Date FR Cite 


NPRM 06/03/82 47 FR 24142 
NPRM Comment 06/03/82 47 FR 24142 
Period Begin 
NPRM Comment 08/02/82 
Period End 
Final Action 01/00/84 
Small Entity: Not Applicable 
Additional information: LR-143-80. 
Drafting Atorney: David Haglund (202) 
566-3297. 


Reviewing Attorney: John Bromell (202) 
566-3326. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: Yecies, 
Levinson. 

Presently under consideration in Office 
of Chief Counsel (Legislation and 
Regulations Division). 

Agency Contact: David R. Haglund, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave N.W., Washington 
D.C. 20224, 566-3297 


RIN: 1545-AA22 


Revenue Code of 1954; 26 USC 48(k) Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: Proposal would change the 
definition of use of property by a tax 


exempt organization or a governmental 
unit, for purpose of applying rules 
relating to the investment tax credit. 


Timetable: 

Action Date 
NPRM 00/00/00 
Smail Entity: Not Applicable 
Additional information: LR-223-78. 
Drafting attorney: Yerachmiel 
Weinstein (202) 566-3458. 

Reviewing attorney: Marcus B. Blumkin 
(202) 566-3463. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: McCarty. 
In Office of Chief Counsel (Legislation 
and Regulations Division) for 
preparation of notice. 

Agency Contact: Yerachmiel E. 
Weinstein, Attorney, Department of the 
Treasury, Internal Revenue Service, 
1111 Constitution Ave N.W., 
Washington D.C. 20224, 202 566-3458 


RIN: 1545-AA23 


24. INCOME TAX-—RELATING TO WIN 
CREDIT 


Legal Authority: 26 USC 7805 Internal 
Revenue Code of 1954; 26 USC 50A Internal 
Revenue Code of 1954; 26 USC 50B internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 
Abstract: The regulations would 


provide rules and definitions relating to 
a credit for expenses of a Work 


- Incentive Program. 


Timetable: 
Action Date FR Cite 


NPRM 04/30/80 45 FR 28758 
NPRM Comment 04/30/80 45 FR 28758 
Period Begin 
NPRM Comment 06/30/80 
Period End 
Notice to be 
withdrawn 
Final Action 00/00/00 
Small Entity: Not Applicable 
Additional information: 
LR-200-78 


Drafting attorney: John Schmalz (202) 
566-3297. 

Reviewing attorney: John B. Bromell 
(202) 566-3326. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: 
Levinson. 


03/31/83 


47745 


Current and Projected Rulemakings 


Withdrawal notice in Legislation and 
Regulations Division being prepared. 
Agency Contact: John Schmalz, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, N.W., 
Washington, D.C.-20224, 202 566-3297 


RIN: 1545-AA29 


25. INCOME TAX-AMOUNT OF JOBS 
CREDIT 


Legal Authority: 


Abstract: The regulations would 
provide rules and definitions relating to 
the targeted jobs credit. 

Timetable: 

Action Date FR Cite 


NPRM 12/28/79 44 FR 76817 
NPRM Comment 12/28/79 47 FR 76817 
Period Begin 
NPRM Comment 02/28/80 
Period End 
Hearing 04/24/80 
Final Action 00/00/00 


Smail Entity: Not Applicabie 

Additional information: 

LR-199-78. 

Drafting attorney: John Schmalz (202) 
566-3297. 

Reviewing attorney: Walter H. Woo 
(202) 566-3297. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: 
Reinhold, Levinson. 

Preliminary draft of Treasury Decision 
at Treasury for review and comment. 
Agency Contact: John Schmalz, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave., N.W., Washington, 
D.C. 20224, 202 566-3297 


RIN: 1545-AA30 


26. INCOME TAX~ADJUSTMENTS TO 
NEW JOBS CREDIT 
Legal = 26 USC 7805 intemal 
Revenue Code of 1954; 26 USC 51 internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 

Abstract: The regulations would 
provide rules and definitions relating to 
the targeted job as amended by the 
Economic Recovery Tax Act of 1981. 
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Reviewing attorney: Walter H. Woo 
(202) 566-3297. 


Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: 
Reinhold, Levinson. 


Preliminary draft of Notice of proposed 
rulemaking at Treasury for review and 
comment. 


Agency Contact: John Schmalz, 


tps 
ita 
ule 


regula i 
provide rules for the computation of the 
alternative minimum tax and of the 
credits that may be used to reduce that 


tax. 
Timetabie: 
Action 


Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: 
Hevener, Levinson. 

Draft of notice to Office of Tax 
Legislative Counsel (Treasury) & 
Individual Tax Division 04/29/81. 


Comments from Individual Tax Division 
11/06/81. 


Agency Contact: Neil Zyskind, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave N.W., Washington, 
D.C. 20224, 202 566-4336 


RIN: 1545-AA32 


26. INCOME TAX-ALTERNATIVE 
MINIMUM TAX 


Legal = 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 55 internal 
Revenue Code of 1954; 26 USC 57 internal 
Revenue Code of 1954; 26 USC 58 internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 

Abstract: The Regulations will provide 
rules for the computation of the ; 
alternative minimum tax and the 
computation of the credits that may be 
used to reduce that tax, as well as rules 
for determining the amount of tax 
preference for excluded dividends and 
interest, mining exploration and 
development costs, and circulation, 
research and experimental 
expenditures. The Regulations will also 
provide rules relating to the optional 10 
year write off of certain tax 
preferences. 

Timetable: 

Action Date 
NPRM 12/00/83 
Small Entity: Not Applicable 
Additional information: LR-235-82. 
Drafting attorney: Neil Zyskind (202) 
566-4336. 


FR Cite 


Reviewing attorney: Larry Smith {202) 
566-3287. 


In Legislation and Regulations for 
preparation of notice. 

Agency Contact: Neil Zyskind, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave N.W., Washington, 
DC 20224, 202 566-4336 


RIN: 1545-AE80 


29. INCOME TAX-—-MINIMUM TAX 


Legal Authority: 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 56 internal 


Current and Projected Rulemakings 


Revenue Code of 1954; 26 USC 57 Internal 


Abstract: The regulations will explain 
how to compute items of tax preference 
for purposes of the minimum tax. 
Timetable: 

Date 
NPRM 12/00/83 
Small Entity: Not Applicable 
Additional information: LR-151-76. 
Drafting attorney: Robert B. Coplan 
(202) 566-3287. 
Reviewing attorney: Larry E. Smith 
(202) 566-3287. 
Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: Hevener. 


Revised draft of notice to Office of Tax 
Legislative Counsel (Treasury) & 
Associate Chief Counsel (Technical) 
Agency Contact: Robert B. Coplan, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave N.W., Washington, 
D.C. 20224, 202 566-3287 


RIN: 1545-AA33 


FR Cite 


30. INCOME TAX—MINIMUM TAX 


Legal Authority: 26 USC 7805 Internal 
Revenue Code of 1954; 26 USC 57 Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: These regulations will explain 
the application and determination of 
the tax preference item for intangible 
drilling costs which was added by the 
Tax Reform Act of 1976. The 
regulations will provide rules for 
determining a taxpayer's net income 
from oil and gas properties, rules for 
determining if a well is nonproductive 
and rules for determining the proper 
preference tax if a well proves to be 
nonproductive after the close of a 
taxable year for which a tax return has 
already been filed. 


Timetable: 
Action Date 
NPRM 02/00/84 
Small Entity: Not Applicable 
Additional Information: LR-209-78. 


Drafting attorney: Robert B. Coplan 
(202) 566-3287. 


FR Cite 
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Reviewing attorney: Larry E. Smith 
(202) 566-3287. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: Hevener. 
In Office of Chief Counsel (Legislative 
and Regulations Division) for 
preparation of notice. 

Agency Contact: Robert B. Coplan, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave N.W., Washington, 
D.C. 20224, 202 566-3287 


RIN: 1545-AA34 


31. INCOME TAX—-NONQUALIFIED 
SALARY REDUCTION AGREEMENTS 


Legal Authority: 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 61 Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: This regulation would provide 
guidance regarding the tax treatment of 
nonqualified deferred compensation 
arrangements established by tax 
exempt charitable organizations such as 
non-profit hospitals for their employees. 


Date FR Cite 


02/03/78 43 FR 4638 
02/03/78 43 FR 4638 


03/06/78 
04/04/78 


05/14/78 
06/11/79 


11/27/79 

00/00/00 
Small Entity: Not Applicable 
Additional information: LR-194-77. 


Drafting attorney: John A. Tolleris (202) 
566-3294. 


Reviewing attorney: John M. Coulter, Jr. 
(202) 566-4473. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: 
Hevener, Levinson. 

Draft of T.D. to Office of Chief Counsel 
(Individual Tax Division) & Office of 
Tax Legislative Counsel (Treasury) 
03/11/82. 


Agency Contact: John A. Tolleris, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue N.W., Washington, 
D.C. 20224, 202 566-3294 


RIN: 1545-AA35 


32. INCOME TAX--TREATMENT OF 
INCOME OF CERTAIN INNOCENT 
SPOUSES IN COMMUNITY PROPERTY 
STATES 

Legal Authority: 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 66 Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 

Abstract: The regulations would 
provide rules for determining 
acceptable amounts of community 
earned income transferred between 
spouses living apart in community 
property states, which will not preclude 
the disregard of community property 
laws for federal tax purposes. 


Timetable: 

Date 
NPRM 00/00/00 
Smaii Entity: Not Applicable 
Additional information: LR-41-81. 
Drafting Attorney: Ewan Purkis (202) 
566-3238. 
Reviewing Attorney: John Parcell (202) 
566-3336. 


FR Cite 


In Office of Chief Counsel (Legislative _ 


and Regulations Division) for 
preparation of notice. 

Agency Contact: Ewan Purkiss, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, NW, Washington 
DC 20224, 202 566-3238 


RIN: 1545-AA37 


33. INCOME TAX--UNISEX ANNUITY 
TABLES 
Legal Authority: 26 USC 7805 Internal 


Revenue Code of 1954; 26 USC 72 Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: The regulations would 
provide unisex tables to be used in 
reporting payments received on annuity 
contracts. The unisex tables would . 
replace the tables currently prescribed 
in the regulations. The current tables 
are different for men and women. 


47747 


Current and Projected Rulemakings 


Timetabie: 

Action Date 
NPRM 00/00/00 
Small Entity: Not Applicable 
Additional information: LR-19-80. 
Drafting attorney: Phoebe A. Mix (202) 
566-3288. 

Reviewing attorney: John H. Parcell 
(202) 566-3288. 

In Office of Chief Counsel (Legislation 
and Regulations Division) for 
preparation of notice. 

Agency Contact: Phoebe A. Mix, 


Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-3288 


RIN: 1545-AA38 


34. INCOME TAX-CLARIFICATION OF 
THE INCOME TAX REGULATIONS 


Abstract: Proposal would simplify 
income tax treatment of amounts 
distributed from qualified employee 
plans that provide life insurance. 
Timetabie: 

Date 
NPRM 00/00/00 
Smail Entity: Not Applicable 
Additional information: EE-44-80. 
Drafting attorney: Charles M. Watkins 
(202) 566-3430. 
Reviewing attorney: Richard J. 
Wickersham (202) 566-3250. 
Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: 
Conaway. 
Preliminary draft of notice to Office of 
Tax Legislative Counsel, 09/08/82. 


Agency Contact: Charles M. Watkins, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-3430 


RIN: 1545-AD60 
SALE, RARER PR NERA EE 


FR Cite 
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income tax treatment of distributions of 
qualified voluntary employee 
contributions from qualified employee 


rules are provided in new section 72({p) 
of the Internal Revenue Code of 1954. 


- 


Reviewing attorney: ae A. 
Thrasher, (202) 566-3961 

Office of Tax Legislative Counsel 
reviewing attorney: Andrew E. Furer. 


In Office of Tax Legislative Counsel for 
review of proposed draft of Notice of 


Proposed Rulemaking. 
Agency Contact: Calder L. Robertson, 
Jr.. Attorney, Department of the 

. Internal Revenue Service, 
1111 Constitution Ave N.W., 
Washington, D.C. 20224, 566-3422 


RIN: 1545-AE41 


37. INCOME TAX—EARLY 
WITHDRAWALS FROM DEFERRED 
ANNUITIES 


Legal = 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 72 internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: Proposal will provide rules 
for reporting amounts withdrawn from 
deferred annuities. 


Timetable: 

Action Date 
NPRM 00/00/00 
Small Entity: Not Applicable 
Additional information: LR-279-82. 
Drafting Attorney: Phoebe A. Mix (202) 
566-3288. 


FR Cite 


Reviewing Attorney: John H. Parcell 
(202) 566-3336. 

Office of Legislative Counsel Reviewing 
Attorney: Andrew Pike. 


In Legislation and Regulations Division 
for preparation of notice of proposed 
rulemaking. 

Agency Contact: Phoebe A. Mix, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, NW, Washington 
DC 20224, 202 566-3288 


RIN: 1545-AF08 
38. INCOME TAX—GROUP TERM LIFE 
INSURANCE-EVIDENCE OF 


Legal Authority: 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 79 Internal 
Revenue Code of 1954 

CFR Citation: 26 CFR 1 


Abstract: Regulations will provide 
guidance in determining whether term 
life-insurance is group-term life 
insurance within the meaning of section 


Current and Projected Rulemakings 


79 of the Internal Revenue Code of 
1954. 


Timetabie: 
Action Date 


NPRM 10/07/82 

NPRM Comment 10/07/82 
Period Begin 

NPRM Comment 12/06/62 
Period End 


01/19/83 47 FR 53745 


Hearing 

Final Action 00/00/00 

Small Entity: Not Applicable 

Additional information: LR-42-78. 
Drafting attorney: Phoebe A. Mix (202) 
566-3288. 


Reviewing attorney: John H. Parcell 
(202) 566-3288. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: Pike, 
Levinson. 

Draft of Treasury decision being 
prepared in Legislation and Regulations 
Division. 

Agency Contact: Phoebe A. Mix, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-3288 


RIN: 1545-AA39 


Abstract: Proposal would amend the 
uniform premium table used to compute 
the cost of group-term life insurance 
provided for an employee for 
determining the amount to be included 
by the employee in gross income. 
Timetable: 

Action Date 
NPRM 10/00/83 
Smail Entity: Not Applicable 
Additional information: LR-258-82. 
Drafting Attorney: Phoebe A. Mix (202) 
566-3288. 

Reviewing Attorney: John H. Parcell 
(202) 566-3288. 


Office of Tax Legislative Counsel 
reviewing attorney: Andrew Pike. 


FR Cite 
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TREAS—iIRS 
In Legislation and Regulations Division 
for preparation of notice of proposed 
rulemaking. 


Agency Contact: Phoebe A. Mix, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-3288 


RIN: 1545-AE83 
RERUN 


40. NONDISCRIMINATION 
REQUIREMENTS FOR EMPLOYER- 


PROVIDED GROUP-TERM LIFE 
INSURANCE 


Legal Authority: 26 USC 7805; 26 USC 
79(d) 

CFR Citation: 26 CFR 1 

Abstract: The regulations would 
provide guidance relating to the 
nondiscrimination requirements for 
group-term life insurance purchased for 
employees. 

Timetable: 

Action Date 
NPRM 11/00/83 
Small Entity: Not Applicable 
Additional information: EE-110-82. 
Drafiing attorney: Eric Alan Raps (202) 
566-3544. 

Reviewing attorney: James L. Brokaw 
(202) 566-4173. 


Office of Tax Legislative Counsel 
reviewing attorneys: Conaway, Furer; 
6/27/83. 

Comments from Individual Tax Division 
on draft of notice. 

Agency Contact: Eric Alan Raps, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-3544 


RIN: 1545-AE89 


FR Cite 


41. INCOME TAX-TO MAKE CERTAIN 
AMENDATORY CHANGES TO RULES 


Legal 

Revenue Code of 1954; 26 USC 83 internal 
Revenue Code of 1954; Section 252 Econom- 
ic Recovery Tax Act of 1981 


CFR Citation: 26 CFR 1 
Abstract: The regulations would 
provide guidance to taxpayers who 


transfer and receive property in 
connection with the performance of 


services. The amendments relate to the 
definition of property, the effect of 
section 16 (b) of the Securities 
Exchange Act of 1934 on transferred 
stock, when an employer may receive a 
deduction for compensation paid, and 
the consequences to a shareholder who 
transfers stock to an employee of the 
subject corporation. 
Timetable: 

Action Date 
NPRM 10/00/83 
Small Entity: Not Applicable 
Additional information: LR-16-80. 
Drafting attorney: Philip R. Bosco (202) 
566-3288. 

Reviewing attorney: John H. Parcell 
(202) 566-3288. 

Office of Tax Legislative Counsel 
reviewing attorney: Hevener 1/7/83. 
Notice to Treasury for formal approval. 
Agency Contact: Philip R. Bosco, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-3288 


RIN: 1545-AA41 


42. INCOME TAX—FEXIBLE PREMIUM 
CONTRACTS 


Legal : 26 USC 7805 intemal 
Revenue Code of 1954; 26 USC 101(f) Inter- 
nal Revenue Code of 1954 


CFR Citation: 26 CFR 1 

Abstract: Proposal will provide rules 
for determining what portion (if any) of 
a flexible premium life insurance 
contract is life insurance for purposes 
of section 101 of the Internal Revenue 
Code. 


Timetable: 

Action Date 
NPRM 09/01/83 
Small Entity: Not Applicable 
Additional information: LR-308-82. 
Drafting Attorney: Phoebe A. Mix (202) 
566-3288. 

Reviewing Attorney: John H. Parcell 
(202) 566-3288. 

Office of Tax Legislative Counsel 
Reviewing Attorney: Andy Pike. 

In Legislation and Regulations Division 
for preparation of notice of proposed 
rulemaking. 


47749 


Current and Projected Rulemakings 


Agency Contact: Phoebe A. Mix, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, NW, Washington, 
DC 20224, 202 566-3288 


RIN: 1545-AF28 


43. INCOME TAX—INDUSTRIAL 
DEVELOPMENT BONDS FOR 
VEHICLES USED FOR MASS 
COMMUTING 


Legal Authority: 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 103(b) Inter- 
nal Revenue Code of 1954; Economic Recov- 
ery Tax Act of 1981, section 811 


CFR Citation: 26 CFR 1 


Abstract: The regulations would define 
a qualified mass commuting vehicle for 
purposes of issuance of tax-exempt 
bonds. A qualified mass commuting 
vehicle is a bus, subway car or similar 
equipment that is leased to a mass 
transit system wholly owned by one or 
more governmental units and that is 
used by the mass transit system in 
providing mass commuting services. 
Timetable: 

Action Date 


NPRM 12/31/81 

NPRM Comment 12/31/81 
Period Begin 

NPRM Comment 03/03/82 
Period End 

Final Action 09/30/83 

Smaii Entity: Not Applicable 

Additional information: LR-192-81. 


Drafting attorney: Susan K. Thompson 
(202) 566-3294. 
Reviewing attorney: John M. Coulter, Jr. 
(202) 566-4473. 
Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: McCarty. 
Presently under consideration in Office 
of Chief Counsel (Legislation and 
Regulations Division). 

Contact: Susan K. 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave. N.W., Washington, 
D.C. 20224, 202 566-3294 


RIN: 1545-AA43 
SPRL: REE RRR CL ARERR NONE 


46 FR 63326 
46 FR 63326 
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03/29/83 48 FR 13051 
03/29/83 48 FR 13051 


NPRM Comment 
Period End 


05/31/83 


Reviewing attorney: John P. MacMaster 
(202) 566-3294. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: Pike. 
Notice to Treasury for formal approval 
06/17/82. 


Flanagan, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave., N.W., Washington, 
D.C. 20224, 202 566-3294 


RIN: 1545-AA44 


45. INCOME TAX-TO AMEND THE 
REGULATIONS RELATING TO THE 
TREATMENT OF REPLACEMENT 


Legal Authority: 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 103 Internal 


12/13/82 Preliminary draft to Office of 
Tax Legislative Counsel for review. 


Agency Contact: Pamela F. Olson, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave. N.W., Washington, 
D.C. 20224, 202 566-3829 > 


RIN: 1545-AA46 


46. INCOME TAX-TO PROVIDE FOR 


Abstract: The regulations would 
provide that advance refunding issues 
defined as those refunding issues issued 
more than 180 days before the 
redemption of the issue to be refunded 
may be exempt issues if issued to 
refund qualified public facilities. A 
definition of qualified public facilities is 
provided. Special rules for multipurpose 
issues are also provided. 

Timetable: 
Action 


Previous Notice 


12/06/77 42 FR 61613 
Hearing 03/15/78 

Previous Notice 02/06/79 44 FR 7177 
NPRM 03/00/84 

Small Entity: Not Applicable 

Additional information: LR-70-77. 
Drafting attorney: Susan K. Thompson 
(202) 566-3294. 


Current and Projected Rulemakings 


Reviewing attorney: John M. Coulter, Jr. 
(202) 566-4473. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: 
Woodward. 


Revised notice forwarded to Treasury 
09/08/82; pending Treasury review. 


Thompson, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-3294 


RIN: 1545-AA47 


Abstract: This regulation would provide 
guidance to determine the rules under 
which facilities for furnishing water to 
members of the general public can be 
financed with tax-exempt industrial 
development bonds under section 103 
(b) (4) of the Internal Revenue Code of 
1954. 


Timetable: 
Action 


NPRM 01/31/84 

Final Action 05/30/84 

Small Entity: Not Applicable 

Additional Information: LR-190-78. 
Drafting attorney: John A. Tolleris (202) 
566-3294. 

Reviewing attorney: John M. Coulter, Jr. 
(202) 566-4473. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: 
Reinhold. 

Notice pending Treasury review. 
Presently under consideration in Office 


of Chief Counsel (Legislation and 
Regulations Division). 


Date FR Cite 


"Agency Contact: john A. Tolleris, 


Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-3294 


RIN: 1545-AA49 
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48. INCOME TAX-TO CLARIFY THE 
“SUBSTANTIALLY ALL” TEST 

Legal Authority: 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 103(b) inter- 
nal Revenue Code of 1954 


CFR Citation: 26 CFR 1 


of an issue of industrial 
development bonds. Generally such 
bonds are exempt only if substantially 
all of the issue proceeds are used for a 
purpose designated in 26 USC 103 (b). 


Date 
04/30/68 


FR Cite 


12/00/83 


Drafting attorney: John P. MacMaster 
(202) 566-3294. 

Reviewing attorney: John M. Coulter, Jr. 
(202) 566-4473. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: 
Mundstock. 

Draft of notice returned to Legislation 
and Regulations Division for revision. 
Agency Contact: John MacMaster, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, N.W., 


49. INCOME TAX-TO CLARIFY THE 
“PUBLIC USE” AND “FUNCTIONALLY 
RELATED” REQUIREMENTS 


Legal Authority: 26 USC 7805 Internal 
Revenue Code of 1954; 26 USC 103 Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: The amendments to the 
regulations would provide additional 
rules to determine under what 
circumstances property is treated as 
functionally related and subordinate to 
an exempt facility, such as a dock or 
wharf, and, therefore financeable with 
tax-exempt industrial development 
bonds. Furthermore, the regulations 
would examine the public use 
requirement which generally restricts 
tax-exempt financing to exempt 
facilities used by the general public. 


mat 


Timetable: 

Action Date 
NPRM 00/00/00 
Small Entity: Not Applicable 
Additional information: 
LR-51-79 


Drafting attorney: Mitchell H. Rapaport 
(202) 566-3459. 

Reviewing attorney: John M. Coulter, Jr. 
(202) 566-4473. 

Office of Tax Legislative Counsel 
reviewing attorney: Reinhold. 

Notice pending Treasury review. 
Agency Contact: Mitchell Rapaport, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-3459 


RIN: 1545-AA51 


50. INCOME TAX--TO PROVIDE 
“TIMING” REQUIREMENTS.FOR 
EXEMPT SMALL ISSUES 

Legal : 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 103 Internal 
Revenue Code of 1954 

CFR Citation: 26 CFR 1 

Abstract: The rules will provide 
“timing” requirements for exempt small 
issues of industrial development bonds. 
They will address the nature of the 
governmental action necessary to 
approve such an issue and the 
relationship in time between that action 
and various expenditures to be funded 
by the issue. 


Timetable: 
Action 


NPRM 00/00/00 
Final Action 00/00/00 


Smail Entity: Not Applicable 
Additional Information: LR-245-79. 


Drafting attorney: Diane Kroupa (202) 


566-3459. 

Reviewing attorney: John M. Coulter, Jr. 

(202) 566-4473. 

Office of Tax Legislative Counsel 

reviewing attorney: Woodward. 

Notice pending Treasury review. 
Contact: Diane 


Agency Kroupa, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 


47751 


Current and Projected Rulemakings 


Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-3459 


RIN: 1545-AA52 


51. INCOME TAX—TO CLARIFY THE 


bonds relating to whether multiple lots 
of obligations will be treated as part of 
the same issue under section 103 (b). 
Timetable: 

Date FR Cite 


10/08/81 46 FR 50014 
Comment 10/08/81 46 FR 50014 
Begin 


11/12/81 


Drafting attorney: Pamela F. Olson (202) 
566-3829. 


Reviewing attorney: John P. MacMaster 
(202) 566-3294. 


A revised notice of proposed 


(Legislation and Regulations Division). 
Agency Contact: Pamela F. Olson, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave., N.W., Washington, 
D.C. 20224, 202 566-3829 


RIN: 1545-AA54 
| eR SA cS RERSIE AEY BEE 


52. INCOME TAX-TO DEFINE THE 
TERM “PRINCIPAL USER OF A 
FACILITY” 

Legal Authority: 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 103(b) inter- 
nal Revenue Code of 1954 

CFR Citation: 26 CFR 1 


Abstract: This regulation would define 
the meaning of the term “principal user 
of a facility” for purposes of applying 
the limitation set by the Internal 
Revenue Code upon the permissible 
size of a small issue of tax-exempt 
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Drafting attorney: John A. Tolleris (202) 


Reviewing attorney: John M. Coulter, Jr. 
(202) 566-4473. 


Office of Tax Legislative Counsel 
reviewing attorney: Furer. 
Revised draft submitted for Treasury 


Constitution Ave., N.W., Washington, 
D.C. 20224, 202 566-3294 


respect to a small issue of tax-exempt 
i bonds issued to finance such 


10/01/79 

11/00/83 

00/00/00 
Smaii Entity: Not Applicable 
Additional information: LR-117-79. 


Drafting attorney: John A. Tolleris (202) 
566-3294. 


Reviewing attorney: John M. Coulter, Jr. 
(202) 566-4473. 

Office of Tax Legislative Counsel 
reviewing attorney: Furer. 

Notice pending Treasury review. 
Agency Contact: John A. Tolleris, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave., N.W., Washington, 
D.C. 20224, 566-3294 


RIN: 1545-AA57 


54. INCOME TAX-—TO CLARIFY THE 


the term “air or water pollution control 
facilities”. The regulations will further 
determine the portion of the cost of 


08/20/75 40 FR 36371 
08/20/75 40 FR 36371 


iil 
i 


11/21/75 
11/28/75 


i 


12/00/83 
12/00/83 


ube 
HE 


| 
f 


Drafting attorney: John P. MacMaster 


Reviewing attorney: John M. Coulter, Jr. 


Internal Revenue Service, 1111 
Constitution Ave., N.W., Washington, 
D.C. 20224, 202 566-3294 


RIN: 1545-AA58 


Current and Projected Rulemakings 


55. INCOME TAX-—MANNER OF 
ELECTING $10 MILLION LIMITATION 
ON EXEMPT SMALL-ISSUES 


Legal : 26 USC 7805 intemal 
Revenue Code of 1954; 26 USC 103(b)(6) in- 
ternal Revenue Code of 1954 

CFR Citation: 26 CFR 1 

Abstract: This regulation would 
establish revised procedures whereby 
the issuer of a small issue of tax- 
exempt industrial development bonds 
can elect to have a $10 million 
limitation rather than a $1 million 
limitation apply in determining the 
maximum allowable size of such issue. 
This regulation would centralize the 
filing of documents relating to this 
election to make its requirements more 
administerable. 


Timetable: 
Date FR Cite 


06/22/82 47 FR 26854 
Comment 06/22/82 47 FR 26854 


Action 
NPRM 
NPRM 


Period Begin 

NPRM Comment 08/23/82 
Period End 
Final Action 
Final Action 
Effective 
Small Entity: Not Applicable 
Additional information: LR-50-80. 


Drafting attorney: John A. Tolleris (202) 
566-3294. 


11/30/83 
01/01/84 


Reviewing attorney: John M. Coulter, Jr. 
(202) 566-4473. 


Office of Tax Legislative Counsel 
reviewing attorney: Woodward. 


Presently under consideration in Office 
of Chief Counsel (Legislation and 
Regulations Division). 

Agency Contact: John A. Tolleris, 
Attorney. Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue N.W., Washington, 
D.C. 20224, 202 566-3294 


RIN: 1545-AA59 


56. INCOME TAX-TO DEFINE THE 
TERM “FACILITY” 


Abstract: The regulations would clarify 
meaning of term “FACILITY” for 
purposes of exempt small issues of 
industrial development bonds. This will 
affect whether something could qualify 
for the small issue exemption from the 
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definition of industrial development 
bonds. 


Drafting attorney: Barry L. Wold (202) 
566-3288. 


Reviewing attorney: John M. Coulter, Jr. 
(202) 566-4473. 

In Office of Chief Counsel (Legislation 
and Regulations Division) for 
preparation of notice. 

Agency Contact: Barry L. Wold, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave N.W., Washington 
D.C. 20224, 202 566-3288 


“RIN: 1545-AA60 


Legal ; 
Revenue Code of 1954; 26 USC 103{c) inter- 
nal Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: The regulations would 
provide miscellaneous changes to the 
arbitrage regulations. The changes 
would provide guidance to issuers, 
purchasers and users of tax-exempt 
obligations. The regulations woud relate 
to the calculations of yield for purposes 
of determining whether obligations are 
tax-exempt. If the yield on obligations. 
acquired with the proceeds of a 
governmental obligation are materially 
higher than the yield on the 
governmental obligation then the 
interest paid on the governmental 
obligation is not tax-exempt. 


Drafting attorney: Harold Flanagan 
(202) 566-3294. 


Reviewing attorney: John M. Fischer 
(202) 566-3394. 


Office of Tax Legislative Counsel 

reviewing attorney: Pike. 

In Office of Chief Counsel (Legislation 

and Regulations Division) for 

preparation of notice. 

Agency Contact: Harold Flanagan, 
ttorney, Department of the Treasury, 

Internal Revenue Service, 1111 

Constitution Ave N.W., Washington 

D.C. 20224, 202 566-3294 


RIN: 1545-AA61 


58. INCOME TAX-MORTGAGE 
SUBSIDY BONDS 


Legal : 26 USC 7805 Internal 
Revenue Code of 1954; 26 USC 103A Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: The regulations would 
provide rules which interpret the 
provisions of section 103a, relating to 
Mortgage Subsidy Bonds. Mortgage 
Subsidy Bonds are any obligations a 
significant portion of the proceeds of 
which are used to provide financing for 
owner-occupied residences. 


Timetable: 

Action Date 

Previous Notice of 07/01/81 
Proposed 


Rulemaking 
Hearing ° 11/05/81 
NPRM 11/10/81 
NPRM Comment 11/10/81 

Period Begin 
NPRM Comment 01/09/82 

“ Period End 

Final Action 00/00/00 
Smail Entity: Not Applicable 
Additional Information: LR-20-81 
Drafting attorney: Harold Flanagan 
(202) 566-3294. 
Reviewing attorney: John M. Coulter, Jr. 
(202) 566-4473. 
Office of Tax Legislative Counsel 
reviewing attorney: McCarty. 
Presently under consideration in Office 
of Chief Counsel (Legislation and 
Regulations Division). 

Contact: Harold Flanagan, - 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave N.W., Washington 
D.C. 20224, 202 566-3294 


RIN: 1545-AA63 


47753 


Current and Projected Rulemakings 


facility or a facility for the local 
furnishing of electric energy or gas. 
Qualifying property may be financed 
with tax exempt industrial development 
bonds. 


NPRM 


Small Entity: Not Applicable 
Additional Information: LR-100-75. 


Drafting attorney: John P. MacMaster 
(202) 566-3294. 


Reviewing attorney: John M. Coulter, Jr. 
(202) 566-4473. 

Office of Tax Legislative Counsel 
reviewing attorney: Mundstock. 

Draft of notice pending in Legislation 
and Regulations Division. 

Agency Contact: John MacMaster, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave N.W., Washington 
D.C. 20224, 202 566-3294 


RIN: 1545-AA64 
ee 


60. TO PROVIDE REGULATIONS 
REQUIRING CERTAIN DEBT 
OBLIGATIONS TO BE ISSUED IN 
REGISTERED FORM 


Revenue Code of 1954 
CFR Citation: 26 CFR 1 


Abstract: The rules will provide that 
certain debt obligations issued after 
December 31, 1982, must be in 
registered form. The rules will provide 
examples of certain obligations that are 
not subject to the registration 
requirements. The sanctions for not 
issuing an obligation in registered form 
are the denial of an interest deduction 
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11/15/82 47 FR 51414 
11/15/82 47 FR 51414 


12/31/82 


01/25/83 47 FR 51413 
00/00/00 


Additional information: LR-255-82. 
Drafting Attorney: Diane Kroupa (202) 
566-3459. 


Reviewing attorney: John MacMaster 
(202) 566-3294. 

In Legislation and Regulations Division 
for preparation of notice. 

Agency Contact: Harold Flanagan, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave N.W., Washington, 
D.C. 20224, 202 566-3294 


RIN: 1545-AE22 


62. TO PROVIDE REGULATIONS 
UNDER SECTION 103(K) AND (L)- 
RELATING TO PUBLIC APPROVAL 


REQUIREMENTS FOR PRIVATE 
ACTIVITY BONDS 

Legal Authority: 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 103 internal 
Revenue Code of 1954 

CFR Citation: 26 CFR 1 


exemption for the interest on these 
bonds. Issuers of student loan bonds, 
charitable use bonds and industrial 


in the loss of tax exemption for the 
bond's interest. 
Timetabie: 

Date FR Cite 


05/11/83 48 FR 21166 
A Comment 05/11/83 48 FR 21166 


Drafting Attorney: George T. Magnatta 
(202) 566-3459. 

Reviewing attorney: John P. MacMaster 
(202)566-3294. 

Office of Tax Legislative Counsel 
Reviewing Attorney: Andrew Furer. 
Draft of regulation sent to Tax 
Legislative Counsel for comments. 


Comments from Tax Legislative 
Counsel, 01/14/83. 


Current and Projected Rulemakings 


Agency Contact: George T. Magaatta, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-3459 


RIN: 1545-AE24 


63. TO PROVIDE REGULATIONS 
UNDER SECTION 103 (B) (14)- 
RELATING TO LIMITATION ON 
MATURITY OF INDUSTRIAL 
DEVELOPMENT BONDS 


Abstract: Rules will provide guidance 
with respect to computation of average 
weighted economic life and average 
weighted maturity. Rules limit the 
average length of the maturity of all 
industrial development bonds. 


Timetable: 
Action 


Final Action 
Effective 

NPRM 04/15/83 

Final Action 03/15/84 

Smaii Entity: Not Applicable 

Additional information: LR-220-82 

Drafting Attorney: George T. Magnatta 

(202) 566-3459. 

Reviewing Attorney: John P. MacMaster 

(202) 566-3294. 


Date 
01/01/83 


- Office of Tax Legislative Counsel 


Reviewing Attorney: Andrew Furer. 

In Legislation and Regulations Division 
for preparation of notice. 

Agency Contact: George T. Magnatta, 
Attorney, Department of the Treasury, 


internal Revenue Service, 1111 
Constitution Avenue, N.W., 


Legal Authority: 
Revenue Code; 26 USC 103 Internal Revenue 
Code 


CFR Citation: 26 CFR 1 


Abstract: The regulations would 
provide guidance to issuers, purchasers 
and users of tax-exempt obligations the 
proceeds of which are used to acquire 
acquired purpose obligations which are 
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guaranteed by Federal Depository 
Insurance. Thus, the regulations would 
determine whether the yield produced 
by certificates of deposit are materially 
higher than the yield on the tax-exempt 
obligations. If the yield on acquired 
purpose obligations is materially higher 
than the yield on such obligations then 
the interest paid thereon is not tax- 
exempt. 


Timetable: 

Action 

NPRM 07/01/83 
Final Action 00/00/00 
Smaii Entity: No 


Drafting attorney: Harold Flanagan 
(202) 566-3294. 

Reviewing attorney: John M. Fischer 
Office of Tax Legislative Counsel 
Reviewing Attorney: Andrew Pike (202) 
566-8277. 


In Office of Tax Legiclative Counsel for 
review of notice. 

Agency Contact: Harold 

Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave N.W., Washington, 
DC 20224, 202 566-3294 


Code; 26 USC 103A Internal Revenue Code 
CFR Citation: 26 CFR 5f 

Abstract: The temporary regulations 
will interpret = rules contained in 
section 103A, relating to mortgage 
subsidy bonds, as those rules relate to 
cooperative housing corporations. A 
mortgage subsidy bond is an obligation 
a significant portion of the proceeds of 
which are used to provide financing for 
single-family, owner-occupied 
residences. The proposed regulations 
also would provide rules for the 
treatment of certain leasing 
cooperatives under section 103(b)(4){A), 
relating to industrial development 
bonds for residential rental projects. 


Timetable: 

Action Date 

interim Final Rule 11/00/83 

Small Entity: Not Applicable 

Additional information: LR-15-83. 
Drafting attorney: Mitchell H. Rapaport 
(202) 566-3459. 

Reviewing attorney: John M. Coulter, Jr. 
Office of Tax Legislative Counsel 
reviewing attorney: Phil McCarty (202) 
566-2175. 

In Legislation and Regulations Division 
for preparation. 

Agency Contact: Mitchell H. 

Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave N.W., Washington, 
D.C. 20224, 202 566-3459 


RIN: 1545-AF35 


66. TO PROVIDE REGULATIONS 
UNDER SECTION 103A RELATING TO 
MORTGAGE SUBSIDY BONDS FOR 
COOPERATIVE HOUSING 
CORPORATIONS 

Legal Authority: 26 USC 7805 Internal 
Revenue Code; 26 USC 103A internal Reve- 
nue Code 

CFR Citation: 26 CFR 1 

Abstract: The regulations will interpret 
the rules under section 103A, relating to 
mortgage subsidy bonds, as those rules 
relate to cooperatives. A mortgage 
subsidy bond is an obligation a 
significant portion of the proceeds of 
which are used to provide financing for 
single-family, owner-occupied 
residences. The proposed regulations 
also would provide rules for the 
treatment of certain leasing 
cooperatives under section 103 (b) (4) 
(A), relating to industrial development 
bonds for residential rental projects. 
Timetable: 
Action 


NPRM 07/01/83 
Final Action 12/31/83 


Small Entity: Not Applicable 
Additional information: LR-16-83. 


Drafting attorney: Mitchell H. Rapaport 
(202) 566-3459. 


Reviewing attorney: John M. Coulter, jr 
(202) 566-4473. 


Current and Projected Rulemakings 


Office of Tax Legislative Counsel 
reviewing attorney: Phil McCarty (202) 
566-2175. 

In Legislation and Regulations Division 
for preparation of notice. 

Agency Contact: Mitchell H. 

Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave N.W., Washington, 
D.C. 20224, 202 566-3459 


RIN: 1545-AF36 


THAN UNDER THE INTERNAL 
REVENUE CODE 


Legal Authority: 26 USC 7805 interest 
Revenue Code of 1954; 26 USC 103 (m) in- 
terest Revenue Code of 1954 
CFR Citation: 26 CFR 1 
Abstract: The proposal would describe 
the application of new Code section 103 
(m) to interest earned on obligations 
which are exempt from taxation under 
Federal laws outside the Internal 
Revenue Code. Section 103 {m) 
broadens the types of obligations 
described in section 103 (a) to include 
obligations on which the interest is tax- 
exempt under provisions of Federal law 
outside of the Code. Section 103 {m) 
provides that interest on obligations 
described in section 103 (m) is 
considered to be interest described in 
section 103 (a) for all purposes of the 
Code. 


Timetable: 

Action 

NPRM 

Small Entity: No 

Additional information: LR-34-83. 

Drafting Attorney: Mitchell H. Rapaport 

(202) 566-3459. 

Reviewing Attorney: John M. Coulter 

(202) 56R-4473. 

Office of Tax Legislative Counsel 

reviewing attorney: 

In Legislation and Regulations Division 

for preparation of Notice of proposed 
emaking. 


Date 
01/02/84 


Internal Revenue Service, 1111 
Constitution Ave, N.W., Washington, 
DC 20224, 202 566-3459 


RIN: 1545-AF49 
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@TO PROVIDE REGULATIONS 
UNDER SECTION 103 (8) (6) (0) 
RELATING TO RESTRICTIONS ON 
FINANCING CERTAIN FACILITIES 
WITH EXEMPT SMALL ISSUE 
Legai = 26 USC 103 Internal 
Revenue Code of 1954; 26 USC 7805 internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: Proposed regulations would 
define the types of projects which may 
not be financed with the proceeds of 


103 (b) (6) —— section 214 (e), Tax 
Fiscal Responsibility Act of 


01/01/84 
NPRM Comment 00/00/00 


00/00/00 


Additional information: LR-84-83. 
Drafting Attorney: Harold T. Flanagan 
(202) 566-3294. 

Reviewing Attorney: John M. Coulter 
(202) 566-4473. 

Office of Tax Legislative Counsel 
reviewing attorney: Andy Furer (202) 
566-2927. 


In Legislation and Regulations Division 
for preparation of Notice of proposed 
rulemaking. 


Agency Contact: Harold T. Flanagan, 
ae ne ate, riled gag met 

Revenue Service, 1111 
Goatees Sen: Weer Washington, 
DC 20224, 202 566-3694 


RIN: 1545-AF53 


69. INCOME TAX—CHANGES IN 


injuries or sickness, amount received 
under accident or health plans, and 
contributions by employees to accident 
and health plans. Exclusions from 
income would be clarified. 

Timetable: 

Action Date FR Cite 


NPRM 07/09/80 45 FR 46082 
NPRM Comment 07/09/80 45 FR 46082 
Period Begin 
NPRM Comment 09/08/80 
Period End 
Final Action 00/00/00 
Small Entity: Not Applicable 
Additional information: LR-159-76. 
Drafting attorney: Gregory Roth (202) 
566-3238. 
Reviewing attorney: John H. Parcell 
(202) 566-3288. 
Treasury decision pending Treasury 
review. 
Agency Contact: Gregory Roth, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, NW, Washington 


rules relating to certain income from the 


discharge of indebtedness, including 
rules relating to the election to reduce 
the basis of assets in lieu of recognizing 


Date 
10/00/83 


Drafting Attorney: Duane Pellervo (202) 
566-3458. 

Reviewing attorney: Charles M. 
Whedbee (202) 566-3458. 

Office of Tax Legislation Counsel 
—, attorneys: McCarty, 


In anne of Chief Counsel (Legislation 
and Regulations Division) for 
preparation of notice. 


Current and Projected Rulemakings 


Agency Contact: Charles M. Whedbee, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave. N.W., Washington, 
D.C. 20224, 202 566-3474 


RIN: 1545-AA67 


Legal Authority: 
Revenue Code of 1954; 26 USC 116 Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 
Abstract: Proposal would provide rules 


relating to the partial exclusion of 
dividends and interest for 1981. 


Timetable: 
Action Date 


NPRM 02/09/81 

NPRM Comment 02/09/81 
Period Begin 

NPRM Comment 04/12/81 
Period End 

Hearing 06/22/82 

Final Action 00/00/00 


Small Entity: Not Applicable 

Additional information: LR-83-80. 
Drafting Attorney: Phoebe A. Mix (202) 
566-3288. 

Reviewing attorney: Paul A. Francis 
(202) 566-3930. 

Office of Tax Legislative Counsel 
reviewing attorneys: not assigned. 


Agency Contact: Phoebe A. Mix, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-3288 


RIN: 1545-AA69 


FR Cite 


47 FR 5902 
47 FR 5902 


47 FR 20802 


72. INCOME TAX-RELATING TO 
FEDERAL GRANT NOT INCLUDABLE 
IN GROSS INCOME IN CERTAIN 
CASES 


Legal : 26 USC 7805 intemal 
Revenue Code of 1954; 26 USC 117(c) Inter- 
nal Revenue Code of 1954 

CFR Citation: 26 CFR 1 

Abstract: The regulations will revise 
existing regulations to allow an 
exclusion for a grant received under a 
Federal program which would have 
been excluded from gross income as a 
scholarship or fellowship grant if it 
were not for the fact that the employee 
was required to perform future services. 





12/00/83 
00/00/00 


Small Entity: Not Applicable 
Additional information: LR-72-81. 
Drafting attorney: Ada S. Rousso. 


and Regulations Division) for 
preparation of notice. 


Agency Contact: Ada S. Rousso, 

Attorney, Department of the Treasury, 

para Revenue Service, 1111 

Constitution Ave N.W., Washington, 
566-4336 


Abstract: Notice would define and 
interpret when a utility has received a 
contribution in aid of construction. 
Changes to the applicable law were 
made by section 2120 of the Tax 
Reform Act of 1976 and section 364 of 
the Tax Reform Act of 1978. 


Previous NPRM 09/27/78 

NPRM 11/00/84 

Small Entity: Not Applicable 

Additional information: LR-136-76. 
Drafting attorney: Mary Frances 
Pearson (202) 566-3289. 

Reviewing attorney: Marcus B. Blumkin 
(202) 566-3463. 

Revised notice returned to Department 
of Treasury for further review 3/29/83. 
Agency Contact: Mary Frances 
Pearson, Attorney, Department of the 
Treasury, Internal Revenue Service, 


1111 Constitution Ave. N.W., 
Washington, D.C. 20224, 202 566-3489 


RIN: 1545-AA71 


74. INCOME TAX—PREPAID LEGAL 


26 USC 7805 internal 


Employer contributions to, and benefits 
under, a qualified plan are 
excluded from an employee's gross 
income. 
Timetable: 
Action © 
NPRM 


04/29/80 

NPRM Comment 04/29/80 
Period Begin ; 

NPRM Comment 06/30/80 
Period End 

Hearing 09/04/80 07/25/80 

Final Action 04/00/84 


Additional information: EE-5-78. 
Drafting attorney: Charles K. Kerby, II 
(202) 566-3422. 

Reviewing attorney: Jonathan P. Marget 
(202) 566-3651. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: Hevener. 
Preliminary draft of Treasury Decision 
to Office of Tax Legislative Counsel, 
12/13/82. 

Agency Contact: Monice Rosenbaum, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave, N.W., Washington, 
D.C. 20224, 202 566-3422 


RIN: 1545-AD62 


45 FR 49596 


75. INCOME TAX-EXCLUSION FROM 
GROSS INCOME OF VALUE OF 
QUALIFIED TRANSPORTATION 
PROVIDED BY EMPLOYER 


Legal : 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 124 Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: The regulations would 
provide guidance for determining if 
transportation provided by an employer 
for employees in a commuter highway 
vehicle to and from home and work 
discriminates in favor of officers, 
shareholders and highly compensated 
employees. If the transportation plan 
does not so discriminate, then it is a 


00/00/00 
Small Entity: Not Applicable 
Additional information: LR-193-78. 
Drafting Attorney: Ewan Purkiss (202) 
566-3288. 


Reviewing Attorney: John Parcell (202) 
566-3336. 


Office of Tax Legislative Counsel 
Reviewing Attorney: Mark Yecies. 
Notice in the Legislation and 
Regulations Division for revisions. 
Agency Contact: Ewan Purkiss, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue NW, Washington 
DC 20224, 202 566-3288 


RIN: 1545-AA72 


76. INCOME TAX-TAX TREATMENT 
PLANS 


Abstract: The regulations establish 
rules for the tax treatment of cafeteria 
plans meeting certain nondiscrimination 
standards. A cafeteria plan permits 
een employees to select the 
particular fringe benefits desired from a 
package of employer-provided benefits, 
some of which are taxable and some of 
which are nontaxable. 


Timetable: 

Action Date 
NPRM 00/00/00 
Small Entity: Not Applicable 
Additional information: EE-16-79. 
Drafting attorney: Harry Beker (202) 
566-6212. 


Reviewing attorney: Michael A. 
Thrasher (202) 566-3961. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: 
Conaway, Hevener. 

Revised preliminary draft of notice to 
Office of Tax 

Legislative Counsel (Treasury) & 
Actuarial Division, 6/17/83. 
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rules on the exclusion from income of 
certain cost sharing payments and on 

amount recaptured when the 
property improved with government 
payments is sold within a certain 
specified period of time. 


05/21/81 
NPRM Comment 05/21/81 
Period Begin 
NPRM Comment 07/20/81 
Period End 


46 FR 27723 
46 FR 27723 


12/01/81 
02/01/84 


Small Entity: Not Applicable 
Additional information: LR-222-78. 


Drafting attorney: Paul H. Weisman 
(202) 566-3238. 


Reviewing attorney: Phoebe A. Mix 


46 FR 50808 


Legal Authority: 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 128 internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Se caats niauaes ananiee ter polar 


returns) of interest that will be effective 
for tax years beginning in 1985. 


Timetabie: 
Action 
NPRM 


00/00/00 


Small Entity: Not Applicable 

Additional information: LR-234-81 
Drafting attorney: Cynthia L. Clark (202) 
566-4336. 


Reviewing attorney: Larry E. Smith 
Office of Tax Legislative Counsel 
reviewing attorneys: Woodward, 
Levinson. 


In Office of Chief Counsel (Legislation 
and Regulations Division) for 
preparation of notice. 


Agency Contact: Ada Rousso, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave N.W., Washington 
D.C. 20224, 202 566-4336 


RIN: 1545-AA75 


79. INCOME TAX-DEPENDENT CARE 
ASSISTANCE PROGRAMS 

Legal Authority: 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 129 internal 
Revenue Code of 1954; 26 USC 3121(a)(18) 
internal Revenue Code of 1954; 26 USC 
3306(b)(13) Internal Revenue Code of 1954; 
26 USC 3401(a)(18) Internal Revenue Code of 
1954 


CFR Citation: 26 CFR 1; 26 CFR 31 


Abstract: Internal Revenue Code 
section 129 excludes from an 
employee's gross income amounts paid 
or expenses incurred by an employer 
for dependent care assistance provided 
to an employee pursuant to a qualified 
program. Payments or benefits excluded 
under this section are not wages and 
consequently are not subject to tax 
under the Federal Insurance 
Contributions Act and the Federal 
Unemployment Act and are not subject 
to withholding. The regulation sets forth 
plan requirements and related rules. 


Timetable: 

Action Date 
NPRM 00/00/00 
Small Entity: Not Applicable 
Additional Information: EE-147-81. 


Drafting attorney: Monice L. 
Rosenbaum (202) 566-3422. 


Reviewing attorney: James L. Brokaw 
(202) 566-4173. 


FR Cite 


Current and Projected Rulemakings 


Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: 
Hevener. 

Notice returned from Office of Tax 
Legislative Counsel (Treasury) for 
revision 05/17/83. 

Agency Contact: Monice Rosenbaum, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave, N.W., Washington, 
D.C. 20224, 202 566-3422 


RIN: 1545-AD65 


80. GINCOME TAX-PART 1 
PERSONAL INJURY LIABILITY 
ASSIGNMENTS 


Legal =: 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 130 Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 

Abstract: This regulation project will 
provide rules on the exclusion from 
gross income for amounts received for 
agreeing to the assignment of a liability 
to make periodic payments as damages 
on account of personal injury or 
sickness. 


Timetable: 


Date FR Cite 


NPRM 00/00/00 


Smali Entity: No 
Additional information: LR-82-83. 


Docket Attorney: Cynthia Clark 566- 
3288. 


Reviewing Attorney: John Parcell 566- 
3336. 

Tax Legislative Counsel Attorney: 
Agency Contact: Cynthia Clark, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-3288 


RIN: 1545-AF39 


81. @INCOME TAX-PART | 
EXCLUSION FROM GROSS INCOME 
FOR CERTAIN FOSTER CARE 
PAYMENTS 


Legal : 26 USC 7805 Internal 
Revenue Code of 1954 

CFR Citation: 26 CFR 1 

Abstract: This regulation project will 
explain what foster child care payments 
may be excluded from the gross income 
of a foster parent. 
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Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 


Constitution Ave, NW, Washington, DC 
20224, 202 566-3288 


RIN: 1545-AF52 


82. INCOME TAX—EMPL. TAX— 


provide guidelines for determining 
_when a taxpayer may deduct some 


reviewing attorneys: Furer, Levinson. 


Draft of notice to Tax Legislative 
Counsel (Treasury) 4/30/82. 


Agency Contact: Beverly A. 
Baughman, Attorney, Department of the 
Treasury, Internal Revenue Service, 
1111 Constitution Avenue N.W.; 
Washington, D.C. 20224, 202 566-3297 


RIN: 1545-AA76 


83. INCOME TAX-TO ADD 
PROVISIONS RELATING TO STATE 
LEGISLATORS TRAVEL EXPENSES 
Legal Authority: 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 162 Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: The regulations would 
provide guidance to state legislators 
who elect to deduct a set per diem in 
lieu of having to substantiate their 
actual travel expenses arising from 
their trade or business as a state 
legislator. 


Timetable: 


Action Date FR Cite 


NPRM 08/09/83 48 FR 36137 
Final Action 12/00/83 


Small Entity: Not Applicable 

Additional information: LR-5-82. 
Drafting attorney: Linda Kroening (202) 
566-3297. 

Reviewing attorney: Paul A. Francis 
(202) 566-3930. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: 
McCarty, Woodward. 

11/8/82 Revised draft of notice to Tax 
Legislative Counsel. 


Agency Contact: Linda M. 

Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-3297 


RIN: 1545-AA7S 


84. INCOME TAX--TO PROVIDE 


11/25/80 45 FR 78167 
Cenneps 11/25/80 
Begin 
Comment 01/26/81 
End 
10/00/83 
00/00/00 


Current and Projected Rulemakings 


Small Entity: Not Applicable 

Additional information: LR-190-77. 
Drafting attorney: David Haglund (202) 
566-3297. 


Reviewing attorney: Paul A. Francis 
(202) 566-3930. 

Office of Tax Legislative Counsel 
reviewing attorneys: Keyser, Levinson. 
Presently under consideration in Office 
of Chief Counsel (Legislation and 
Regulations Division). 

Agency Contact: David R. Haglund, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave., N.W., Washington, 
D.C. 20224, 202 566-3297 


RIN: 1545-AA79 


85. INCOME TAX--LIMITATION ON 
INTEREST DEDUCTION 


Legal Authority: 26 USC 7805 intemal 
Revenue Code of 1954; 26 USC 163(d) inter- 


Abstract: The regulations would relate 
to investment interest and other items 
of income and expense of an electing 
small business corporation would be 
treated as items of the shareholders of 
the corporation. 
Timetabie: 
Action 


NPRM 


Date 
00/00/00 


Additional information: LR-1639. 
Drafting attorney: Gregory A. Roth (202) 
566-3238. 


Reviewing attorney: John H. Parcell 
(202) 566-3288. 


Office of Tax Legislative Counsel 
reviewing attorneys: Pike, Levinson. 
11/28/77 Notice returned to Office of 
Chief Counsel (Legislation and 
Regulations Division) for revision. 
Agency Contact: Gregory Roth, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, NW, Washington 
DC 20224, 202 566-3238 


RIN: 1545-AA80 
URS EOC EDEN ARREARS 





47760 
TREAS—IRS 


86. @SANCTIONS ON ISSURERS AND 
HOLDERS OF REGISTRATION- 
REQUIRED OBLIGATIONS NOT IN 
REGISTERED FORM 


Legal = 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 165 internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 


may claim an interest deduction for 
interest paid on an obligation in bearer 
form, which is otherwise a registration- 
required obligation, because the issuer 
satisfies the conditions set forth in 
section 163 (f} (2) (B). In addition, the 
regulations provide 
rules which define the circumstances 
under which a United States person 
may hold a registration-required 
obligation in bearer form. 


Date 
09/00/83 
Small Entity: No 
Additional information: LR-151-83. 
Drafting Attorney: Carol Doran (202) 
566-3289. 


Reviewing Attorney: Charles Saverude 
(202) 566-3323 


Agency Contact: Carol T. Doran, 
Attorney, Office of Chief Counsel, 
Department of the Treasury, Internal 
Revenue Service, 1111 Constitution 
Avenue, N.W., Washington, D.C. 20224, 
202 566-3289 


RIN: 1545-AF63 


87. INCOME TAX—DEDUCTIONS FOR 
ADDITION TO A RESERVE FOR 
CERTAIN GUARANTEED DEBT 
OBLIGATIONS 

Legal Authority: 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 166(f) Inter- 
nal Revenue Code of 1954 

CFR Citation: 26 CFR 1 


Abstract: Proposal will provide rules 
for establishing a suspense account for 
certained guaranteed debt obligations. 


07/11/80 45 FR 46815 
NPRM Comment 07/11/80 45 FR 46815 
Period Begin 
NPRM Comment 09/09/80 
Period End 
Final Action 01/00/84 


Small Entity: Not Applicable 


Additional information: LR-1173. 
Drafting attorney: Phoebe A. Mix (202) 
566-3288. 

Reviewing attorney: John H. Parcell 
(202) 566-3288. 

Final draft to Tax Legislative Counsel 
for comment 05/28/82. 

Agency Contact: Phoebe A. Mix, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, NW, Washington 
DC 20224, 202 566-3288 


RIN: 1545-AA81 


88. @AMENDMENT OF INCOME TAX 
REGULATIONS UNDER SECTION 166 
TO CLARIFY THE TAX TREATMENT 
OF DEBTS ARISING OUT OF THE 
RECEIVABLES OF A TAXPAYER 


Legal Authority: 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 166 internal 


Revenue Code of 1954 

CFR Citation: 26 CFR 1 

Abstract: Amendment of Income Tax 
Regulations under section 166 to 
provide that a debt arising out of 
receivables of a taxpayer will be 
considered to be an enforceable to the 
extent that it has been included in the 
taxpayer’s income. 


Timetabie: 
Action 

Final Action 
Smaii Entity: No 
Additional information: LR-91-83. 
Drafting Attorney: David R. Haglund 
(202) 566-3459. 

Reviewing Attorney: Walter Woo (202) 
566-3297. 

Office of Tax Legislative Counsel 
reviewing attorney: Mary Hutton. 

In Legislation and Regulations Division 
for preparation of Treasury decision. 


Agency Contact: David R. 


Haglund, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 


Date 
01/00/84 


FR Cite 
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Current and Projected Rulemakings 


nal Revenue Code 1954; Economic Recovery 
Tax Act of 1981, Section 209 


CFR Citation: 26 CFR 5c 


Abstract: Section 168 (e) (3) requires a 
public utility to use a normalization 
method of accounting for the tax 
benefits of ACRS in determining utility 
rates. If a public utility does not 
normalize the tax benefits of ACRS in 
setting rates, the utility must use 
straight-line depreciation for tax 
purposes. The rules will provide 
guidance to taxpayers required to 
comply with section 168 (e) (3), 
including the treatment of salvage 
proceeds, gains and losses on 
dispositions, and computing deferred 
taxes when federal income tax rates 
change. 

Timetable: 

Action Date 
Interim Final Rule 01/00/84 
Small Entity: Not Applicable 
Additional information: LR-342-81. 


Drafting attorney: Joseph Rosenthal 
(202) 566-3288. 

Reviewing attorney: John H. Parcell 
(202) 566-3288. 

In Office of Chief Counsel (Legislation 
and Regulations Division) for 
preparation of Treasury decision. 
Agency Contact: Joseph Rosenthal, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, N.W.., 
Washington, D.C. 20224, 202 566-3288 


RIN: 1545-AA16 


FR Cite 


90. INCOME TAX-AMORTIZATION OF 
LOW-INCOME HOUSING 


Legal : 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 167(k) Inter- 
nal Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: The regulations would 
provide rules relating to the maximum 
amount of rehabilitation expenditures 
which are properly amortizable over 60 
months. The regulations would interpret 
the provisions of section 264 of the 
Economic Recovery Tax Act of 1981. 


Timetable: 
Action 
Final Action 
Effective 
NPRM 07/15/82 47 FR 30796 


NPRM Comment 07/15/82 47 FR 30796 
Period Begin 


Date FR Cite 


01/01/81 
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Action Date 
NPRM Comment 09/13/62 
End 


12/00/83 


Reviewing attorney: John P. MacMaster 
(202) 566-3294. 

Office of Tax Legislative Counsel 
reviewing attorney: Jewett. 

Treasury decision to Commissioner for 
signature 01/03/83. 

Agency Contact: Harold Flanagan, 
Attorney, Department of the Treasury, 


Internal Revenue Service, 1111 
Constitution Ave N.W., Washington 


Legal : 26 USC 7805 Internal 
Revenue Code of 1954; 26 USC 167()) Inter- 
nal Revenue Code of 1954 


CFR Citation: 26 CFR 1 

Abstract: The regulations would 
provide guidance on accounting for 
deferred taxes after a change in federal 
income tax rates. 


12/15/83 
Small Entity: Not Applicable 
Additional information: LR-172-79. 
Drafting attorney: Joseph Rosenthal 
(202) 566-3288. 
Reviewing attorney: John H. Parcell 
(202) 566-3288. 
Office of Tax Legislative Counsel 
reviewing attorneys: Pike. 
In Office of Chief Counsel (Legislation 
and Regulations Division) for 
preparation of notice. 
Agency Contact: joseph Rosenthal, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue; N.W., 
Washington, D.C. 20224, 202 566-3288 


_ RIN: 1545-AA85 


ante 


gece 
Baas 


ooo 
EEE 


Rw 


service after December 31, 1980. 
Generally, section 168 applies to 
“recovery property” which is defined as 
tangible property of a character subject 
to the allowance for depreciation which 
is used in a trade or business, or held 
for the production of income. 
Timetable: 
Action Date 
01/01/81 


FR Cite 


Final Action 
Effective 
NPRM 10/01/83 
Final Action 00/00/00 


Small Entity: Not Applicable 
Additional information: LR-185-81. 
Drafting attorneys: George Magnatta 
(202) 566-3459, Harold Flanagan (202) 
566-3259, John Tolleris (202) 566-3294. 
Reviewing attorney: John M. Coulter, 
Junior. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: Yecies. 
Draft of notice to Tax Legislative 
Counsel (Treasury) & Office of Chief 
Counsel (Corporation Tax Division), 
6/14/82. 

Comments from Office of Chief Counsel 
(Corporation Tax Division), 7/27/82. 


Agency Contact: George T. Magnatta, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave., N.W., Washington, 
D.C. 20224, 202 566-3459 


RIN: 1545-AA87 


utilities ae to the transitional rules 
for the public utility normalization 

its of ACRS under section 
168 (e) (3). Prior to ACRS some public 
utilities did hot have to normalize in 
order to use accelerated depreciation. 
Under the transitional rule these 
utilities are given until January 1, 1983 
to meet the normalization requirements 
of section 168 (e) (3). 


Timetable: 

Action Date 
NPRM 12/15/83 
Small Entity: Not Applicable 
Additional information: LR-244-81 
Drafting attorney: Joseph Rosenthal 
(202) 566-3288. 

Reviewing attorney: John H. Parcell 
(202) 566-3288. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: Pike. 
In Office of Chief Counsel (Legislation 
and Regulations Division) for 
preparation of notice. 

Agency Contact: Joseph Rosenthal, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 


Constitution Avenue, N.W., 
Washington, D.C. 20224, 566-3288 


RIN: 1545-AA88 


Abstract: Proposal would provide rules 
for determining whether certain motor 
vehicle agreements which contain 
terminal rental adjustment clauses are 
conditional-sales agreements or lease 
agreements. 
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Additional information: LR-187-82. 
ing attorney: Phoebe A. Mix (202) 


Reviewing attorney: John M. Fischer 
(202) 566-3394. 

Office of Tax Legislative Counsel 
reviewing attorney: Phil McCarty. 
In comment period. 

Agency Contact: Phoebe A. Mix, 


NPRM Comment 11/07/83 
Period End 


Final Action 12/12/83 


Drafting Attorney: John A. Tolleris (202) 
566-3294. 


ing Attorney: John M. Coulter Jr. 
(202) 566-3740. 


Office of Tax Legislative Counsel 
reviewing attorney: Bob Woodward. 

In Legislation and Regulations Division 
for preparation of Notice of Proposed 
Rulemaking. 

Agency Contact: John A. Tolleris, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave., N.W., Washington, 
DC 20224, 202 566-3294 


RIN: 1545-AF54 


96. INCOME TAX-AMORTIZATION OF 
CERTAIN POLLUTION CONTROL 
FACILITIES 

Legal : 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 169 Internal 
Revenue Code of 1954; Tax Reform Act of 
1976 sec 2112 

CFR Citation: 26 CFR 1 


Abstract: The regulations would 
provide a definition of “Pollution 
Control Facility” for purposes of 
amortization. An eligible taxpayer 
would be permitted to amortize the 
basis of the pollution control facility 
over a period of five years. 


Timetabie: 

Action Date 
NPRM 00/00/00 
Small Entity: Not Applicable 
Additional information: LR-193-76. 
Drafting attorney: Barry L. Wold (202) 
566-3288. 


FR Cite 


Reviewing attorney: John M. Coulter, Jr. 
(202) 566-4473. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: 
Levinson. 

In Office of Chief Counsel 
(Interpretative Division) for preparation 
of notice. 


Agency Contact: Barry L. Wold, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave. N.W., Washington, 
D.C. 20224, 202 566-3288 


RIN: 1545-AA89 


97. INCOME TAX-—-CHARITABLE 
CONTRIBUTIONS OF SCIENTIFIC 
PROPERTY USED FOR RESEARCH 


Legal : 26 USC 7805. internal 
Revenue Code of 1954; 26 USC 170 Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Current and Projected Rulemakings 


Abstract: The regulations would 
provide guidance to corporations 
making a qualified research 
contribution of scientific equipment or 
apparatus to an institution of higher 
education. 

Timetabie: 

Action Date 
NPRM 00/00/00 
Small Entity: Not Applicable 
Additional information: 
LR-219-81. 


Drafting attorney: David Haglund (202) 
566-3297. 


Reviewing attorney: Walter Woo (202) 
566-3297. 


In Office of Chief Counsel (Legislation 
and Regulations Division) for 
preparation of notice. 


Agency Contact: David R. Haglund, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-3297 


RIN: 1545-AA90 
eset AD SEIT IE RN REET NR 


98. INCOME TAX--ESTATE & GIFT 
TAXES-—-TRANSFERS OF PARTIAL 
INTERESTS IN PROPERTY FOR 
CONSERVATION PURPOSES-TO 
EXTEND CERTAIN TEMPORARY TAX 
PROVISIONS 


Legal Authority: 26 USC 7805 Internal 
Revenue Code of 1954; 26 USC 170(f)(3) In- 


2055(e)(2) internal Revenue Code of 1954; 26 
USC 2522(c)(2) internal Revenue Code of 
1954 

CFR Citation: 26 CFR 1; 26 CFR 20; 26 
CFR 25 

Abstract: These regulations will 
provide to what extent a taxpayer can 
obtain a charitable deduction for a 
charitable contribution of a partial 
interest in real property. 

Timetable: 

Action Date FR Cite 


NPRM 05/23/83 48 FR 22940 

NPRM Comment 05/23/83 48 FR 22940 
Period Begin 

NPRM Comment 07/22/83 
Period End 

Final Action 04/00/84 

Small Entity: Not Applicable 

Additional information: LR-200-76. 


Drafting attorney: John R. Harman (202) 
566-3238. 
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TREAS—IRS 


Reviewing attorney: Larry E. Smith 
(202) 566-3287. 


Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: Hutton, 
Levinson. 


Notice to Office of Commissioner for 
formal approval, 04/14/82. 

Agency Contact: John R. Harman, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave N.W., Washington 
D.C. 20224, 202 566-3238 


RIN: 1545-AA91 

99. INCOME TAX--CHARITABLE 
CONTRIBUTIONS DEDUCTION FOR 
NONITEMIZERS 

Legal : 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 170f{i) Inter- 


nal Revenue Code of 1954; 26 USC 63(b) 
internal Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: The regulations would 
provide revised substantiation 
requirements for charitable contribution 
deductions. Due to the anticipated wide 
use of the charitable contribution 
deduction for nonitemizers, Congress 
intended that the Internal Revenue 
Service prescribe rules and procedures, 
in addition to the currently applicable 
requirements to assure substantiation 
and verification of charitable 
contributions. 


Date 


NPRM 04/25/83 

NPRM Comment 04/25/83 
Period ? 

NPRM Comment 06/24/83 
Period End 

Final Action 10/00/83 

Small Entity: Not Applicable 

Additional information: LR-255-81 


Drafting attorney: Annie R. Alexander 
(202) 566-3297. 

Reviewing attorney: John B. Bromell 
Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: Keyser, 
Levinson. 


1/18/83 Notice to Office of 
Commissioner for formal approval. 


FR Cite 
48 FR 17616 
48 FR 17616 


Agency Contact: Annie R. Alexander, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-3297 


RIN: 1545-AA92 


100. INCOME TAX-NET OPERATING 
LOSSES ATTRIBUTABLE TO 
PRODUCT LIABILITY LOSSES 


Legal Authority: 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 172 Internal 
Revenue Code of 1954; 26 USC 537(b) inter- 
nal Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: The regulations will provide 
the necessary guidance with respect to 
product liability losses and 
accumulations for the payment of 
reasonably anticipated product liability 
losses. Product liability losses may be 
carried back ten years instead of three 
years. 
Timetable: 
Action 
Final Action 
Effective 
NPRM 03/25/83 48 FR 12557 
NPRM Comment 03/25/83 48 FR 12557 
Period Begin 
NPRM Comment 05/24/83 
Period End 
Final Action 02/15/84 
Smail Entity: Not Applicable 
Additional information: LR-218-78. 
Drafting attorney: George Magnatta 
(202) 566-3459. 
Reviewing attorney: John M. Coulter, Jr. 
Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: Furer. 
Notice to Commissioner for formal 
approval, 11/10/82. 
Agency Contact: George T. Magnatta, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 


Constitution Ave. N.W., Washington, 
D.C. 20224, 202 566-3459 


RIN: 1545-AA93 





Date 
09/30/79 


FR Cite 





101. INCOME TAX—-NET OPERATING 
LOSSES FOR CERTAIN REAL ESTATE 
INVESTMENT TRUSTS 


Legal Authority: 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 172(b)(1)(E) 
internal Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Current and Projected Rulemakings 


Abstract: To provide guidance to Real 
Estate Investment Trusts with net 
operating loss carryovers. A net 
operating loss for a year in which the 
taxpayer was a REIT shall not be a net 
operating loss carryback to any taxable 
year preceding the taxable year of such 
loss, and shall be a net operating loss 
carryover to each of the 15 taxable 
years following the taxable year of such 
loss. In the case of any net operating 
loss for a taxable year which is not a 
REIT year, such loss shall not be 
carried back to any taxable year which 
is a REIT year. 


Timetable: 
Action 


NPRM 
Final Action 


12/30/83 
00/00/00 





Drafting attorney: Mitchell H. Rapaport 
Reviewing attorney: John M. Coulter, jr. 
In Office of Chief Counsel (Legislation 
and Regulations Division) for 
preparation of notice. 

Agency Contact: Mitchell H. 

Attorney, Department of the Treasury, 


Abstract: The regulation will provide 
rules relating to the election to expense 
certain depreciable business assets. The 
regulations determine the type of 
property to which section 179 applies. 
In addition, the regulations set forth the 
maximum amount of section 179 
expense allowed and the procedures 
that must be followed in claiming the 
expense. : 


08/00/83 
00/00/00 





Smail Entity: Not Applicable 
Additional information: LR-233-81. 


Drafting attorney: Neil Zyskind (202) 
566-4336. 


Reviewing attorney: Robert H. Waltuch 
(202) 566-3287. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: Yecies. 
In Legislation and Regulation Division 
for preparation of notice. 

Agency Contact: Neil Zyskind. 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave N.W., Washington 
D.C. 20224, 202 566-4336 


Revenue Code of 1954; 26 USC 183(e) Inter- 
nal Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: The regulations would relate 
to the election to postpone determining 








Small Entity: Not Applicable 
Additional information: LR-61-74. 
Drafting attorney: Gregory Roth (202) 
566-3238. 


Reviewing attorney: John H. Parcell 
(202) 566-3288. 


Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: 
Baneman, Levinson. 


Final draft of notice to Office of Tax 
Legislative Counsel (Treasury) & 
Individual Tax Division, 03/06/82. 


Agency Contact: Gregory Roth, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, NW, Washington, 
DC 20224, 202 566-3238 


RIN: 1545-AA96 


Legal 
Revenue Code of 1954; 26 USC 189 Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: The regulation would provide 
that only a portion of the real property 
construction period interest and taxes 
are deductible for the taxable year they 
are paid or accrued. The remaining 
amounts are amortized over varying 
periods of time depending on the 
category of real property to which such 
amounts are attributable and the 
taxable year the interest and taxes are 
paid or accrued. 


Timetable: 
Action Date 
NPRM 12/31/83 


Small Entity: Not Applicable 
Additional information: LR-145-76. 
Drafting attorney: Howard A. Balikov 
(202) 566-3288. 

Reviewing Attorney: Phoebe A. Mix 
(202)566-3288. 


Office of Tax Legislative Counsel 
(Treasury) Reviewing Attorney: 
Kuller/McKee. 


In Legislation and Regulations Division 
for revision of the notice of proposed 
rulemaking to take into account recent 
statutory amendments. 


Agency Contact: Howard A. Balikov, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, NW, Washington 
DC 20224, 202 566-3288 


RIN: 1545-AA97 
ARERR FA NRE RTROE ES NG ARE 


105. INCOME TAX-TO ADD 
PROVISIONS RELATING TO 
TERTIARY INJECTANTS TO 
CONFORM TO SEC 251, CRUDE OIL 
WINDFALL PROFIT TAX ACT 1980 


- ~26 USC 7805 internal 


Legal 
Revenue Code of 1954; 26 USC 193 Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 

Abstract: The regulations would 
provide guidance to taxpayers using 
tertiary recovery methods for the 
enhanced recovery of oil. 
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NPRM 01/14/83 48 FR 1761 
NPRM Comment 01/14/83 48 FR 1761 
Period , 
NPRM Comment 03/15/83 
Period End 
Final Action 00/00/00 
Small Entity: Not Applicable 
Additional information: 
LR-77-80. 


Drafting attorney: David Haglund (202) 
566-3297. 


Reviewing attorney: Paul A. Francis 
(202) 566-3930. 


Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: 
Schuldinger, Levinson. ~ 


1-14-83 Notice of proposed rulemaking 
published. 


Hearing held 5-17-83. 


Contact: David R. Haglund, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave., N.W., Washington, 
D.C. 20224, 202 566-3297 


RIN: 1545-AA99 
Se RRNA AE EL TEE 


106. INCOME TAX--AMORTIZATION 
OF CERTAIN REFORESTATION 
EXPENDITURES 


Legal 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 194 internal 
Revenue Code of 1954; 26 USC 48 internal 
Revenue Code of 1954; 26 USC 62 Internal 
Revenue Code of 1954; 26 USC 1245 Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 

Abstract: These regulations will 
provide rules relating to an election that 
permits taxpayers to amortize up to 
$10,000 of qualified reforestation 
expenditures over a seven-year period. 


Timetable: 

Action 

NPRM 

NPRM Comment 
Period Begin 

NPRM Comment 
Period End 

Final Action 09/00/83 

Small Entity: Not Applicable 

Additional information: LR-189-80. 

Drafting attorney: Robert B. Coplan 

(202) 566-3287. 

Reviewing attorney: Larry E. Smith 

(202) 566-3287. 





Date 


03/15/83 
03/15/83 


FR Cite 


48 FR 10860 
48 FR 10860 





05/15/83 
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Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: 
Oppenheimer. 

In Legislation and Regulations Division 
for preparation of Treasury decision. 
Agency Contact: Robert B. 

Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave N.W., Washington 
D.C. 20224, 202 566-3287 


RIN: 1545-AB01 


107. INCOME TAX--TO ADD 


Authority: 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 195 internal 
Revenue Code of 1954 
CFR Citation: 26 CFR 1 
Abstract: The regulations would 
provide guidance to taxpayers electing 
to amortize start-up expenditures 
relating to the creation or acquisition of 
an active trade or business. 


Drafting attorney: David Haglund (202) 
566-3297. 

Reviewing attorney: Paul A. Francis 
(202) 566-3930. 

In Office of Chief Counsel (Legislation 
and Regulations Division) for 
preparation of notice. 

Agency Contact: David R. Haglund, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-3297 


RIN: 1545-AB02 


108. INCOME TAX--ESTATE TAX--GIFT 


Revenue Code of 1954; 26 USC 6652 Interna! 
Revenue Code of 1954 

CFR Citation: 26 CFR 1; 26 CFR 20; 26 
CFR 25; 26 CFR 301 


Abstract: These regulations set forth 
rules for individual retirement plans, 
simplified employee pensions, and 
qualified voluntary employee 
contributions after amendment of the 
Internal Revenue Code of 1954 by the 
Economic Recovery Tax Act of 1981. 
Timetable: 

Date 


09/00/83 


FR Cite 
NPRM 

Small Entity: No 
Additional information: EE-148-81. 
Drafting attorney: William D. Gibbs 
(202) 566-3430. 

Reviewing attorney: Richard J. 
Wickersham (202) 566-3250. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: 
Conaway. 

4/4/83 Notice of proposed rulemaking 
forwarded to Treasury for formal 
approval. 


Agency Contact: William D. Gibbs, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave., N.W., Washington, 
D.C. 20224, 202 566-3430 


RIN: 1545-AD66 


CFR 31; 26 CFR 54; 26 CFR 301 


Abstract: The regulations set forth rules 
for sponsors of and participants in 


47765 


Current and Projected Rulemakings 


individual retirement plans, spousal 
individual retirement plans, and 
simplified employee pensions. 
Timetable: 
Action Date FR Cite 
NPRM 07/14/81 46 FR 36198 
NPRM Comment 07/14/81 46 FR 36198 
Period Begin 
NPRM Comment 09/14/81 
Period End 
Final Action 12/00/83 
Smail Entity: Not Applicable 
Additional information: EE-7-78. 
Drafting attorney: William D. Gibbs 
(202) 566-3430. 
Reviewing attorney: Richard J. 
Wickersham (202) 566-3250. 
Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: 
Conaway. 
10/25/82 - Preliminary Draft of 
Treasury Decision to Office of 
Assistant Commissioner (Employee 
Plans and Exempt Organizations). 
Agency Contact: William D. Gibbs, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave., N.W., Washington, 
D.C. 20224, 202 566-3430 
RIN: 1545-AD59 


110. INCOME TAX-PREPUBLICATION 
EXPENDITURES 


Abstract: The regulations would 
provide guidance to taxpayers relating 
to.the capitalization of pre-publication 
expenses of publishers and authors. 


Timetable: 

Action Date 
NPRM 04/00/84 
Small Entity: Not Applicable 


Additional information: LR-253-76. 
Drafting Attorney: Philip R. Bosco (202) 
566-3288. 


Reviewing attorney: John H. Parcell 
(202) 566-3288. 

Presently under revision in the Office of 
Chief Counsel (Legislation and 
Regulations Division). 
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112. INCOME TAX-TO CLARIFY 
TREATMENT OF TAXES MEASURED 
BY COMPENSATION PAID 
EMPLOYEES 


= 26 USC 7805 Internal - 


Legal 
Revenue Code of 1954; 26 USC 266 Internal 


under subtitle A of the Code. However, 
where payroll taxes are attributable to 
salaries paid or incurred for repairing 
real or personal property, such costs 


may be capitalized if the section 208 
election is made. 
Timetable: 

Action Date 
NPRM 12/31/83 


Small Entity: Not Applicable 

Additional information: LR-22-82. 
Drafting attorney: Howard A. Balikov 
(202) 566-3288. 

Reviewing attorney: John H. Parcell 
(202) 566-3288. 

In Office of Chief Counsel (Legislation 
and Regulations Division) for 
preparation of notice. 

Agency Contact: Howard Balikov, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue N.W., Washington, 
D.C. 20224, 566-3288 


RIN: 1545-ABO3 


FR Cite 


113. PERSONAL SERVICE 
CORPORATIONS 


Legal Authority: 26 USC 7805; 26 USC 
269A 


CFR Citation: 26 CFR 1 

Abstract: This regulation will provide 
rules for the allocation of income and 
other tax benefits between a personal 
service corporation and its employee- 
owners if the corporation were formed 
or availed of with the principal purpose 
of evading or avoiding Federal income 
taxes. s 
Timetable: 

Action Date 
NPRM 02/00/84 
Smaii Entity: Not Applicable 
Additional information: LR-163-82. 
Drafting attorney:. 

Reviewing attorney:. 

Tax Legislative Counsel reviewing 
attorney:. 

In Legislation and Regulations Division 
for preparation of notice of proposed 
rulemaking. 

Agency Contact: Phoebe A. Mix, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-3288 


RIN: 1545-AF02 


Current and Projected Rulemakings 


114. INCOME TAX--PERSONAL 
SERVICE CORPORATIONS 
26 USC 7805 internal 


Legal 
Revenue Code of 1954; 26 USC 269A internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 5f 


Abstract: Proposal will provide rules 
for determining when the Internal 
Revenue Service may reallocate income 
or tax benefits between a personal 
service corporation and its employee- 
owners. 


Timetable: 
Action 


NPRM 

NPRM Comment 
Period Begin 

NPRM Comment 
Period End 

Hearing held 07/19/83 

Interim Final Rule 00/00/00 


Smail Entity: Not Applicable 

Additional Information: LR-188-82. 
Drafting Attorneys: Phoebe A. Mix and 
Philip R. Bosco (202) 566-3288. 
Reviewing Attorney: John M. Fischer 
(202) 566-3394. 

Office of Tax Legislative Counsel 
reviewing Attorney: Andy Furer. 


In Legislation and Regulations Division 
for preparation of.temporary 
regulations. 

Contact: Phoebe A. Mix, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-3288 


RIN: 1545-AF11 


Date FR Cite 


03/31/83 48 FR 13438 
03/31/83 48 FR 13438 


05/31/83 


115. INCOME TAX--TO ADD 


- PROVISIONS RELATING TO FOREIGN 


CONVENTIONS (AS AMENDED BY 
SECTION 4 OF PUBLIC LAW 96-608) 


Legal Authority: 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 274(h) Inter- 
nal Revenue Code of 1954; PL 96-608, Sec 4 


CFR Citation: 26 CFR 1 


Abstract: The regulations would 
provide rules to assist taxpayers in 
determining whether it is as reasonable 
to hold a convention, seminar, or 
similar meeting outside North America 
as within it, and thus whether expenses 
relating to attendance at the convention 
are deductible. 
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Draft of notice to Treasury for review 
11/08/82. 


Agency Contact: Susan K. Thompson, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave. N.W., Washington, 


SECTION 361, REVENUE ACT OF 1978 
Legal : 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 274(a) inter- 
nal Revenue Code of 1954 
CER Citation: 26 CFR 1 


Abstract: The regulations would 
conform section 274 (a) (1) (B) to 
changes made by section 361 of the 
Revenue Act of 1978. The regulations 
disallow expenditures paid or incurred 
with respect to a facility used in 
connection with entertainment. 


Drafting attorney: Donald W. Stevenson 
(202) 566-3297. 

Reviewing attorney: Scott. 

Office of Tax Legislative Counsel 
reviewing attorneys: Reinhold, 
Levinson. 

Draft of notice in Legislation and 
Regulations Division for revision, 
01/19/81. 

Contact: Donald W. Stevenson, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave., N.W., en 
D.C. 20224, 202 566-3297 


RIN: 1545-AB05 


117. INCOME TAX-DEDUCTIBILITY 
OF GIFTS BY EMPLOYERS 


Legal © 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 274(b) Inter- 
nal Revenue Code of 1954 
CFR Citation: 26 CFR 1 


Abstract: The regulations would reflect 
the modification by the Economic 
Recovery Tax Act of 1981 of the third 
exception to the term “gift” {i.e., the 
exception within certain dollar 
limitations for awards of tangible 
personal property). The regulations 
would define the term “qualified plan 
award.” The regulations ‘would clarify 
the existing regulations under section 
274 (b) of the Internal Revenue Code of 
1954 by excluding from the term 
“tangible personal property” any award 
of cash, or of a gift certificate, or of a 
right to choose among 5 or more 
different items. 


Timetable: 
Action Date FR Cite 


NPRM 12/16/82 47 FR 56367 
NPRM Comment 12/16/82 47 FR 56367 
Period Begin 
NPRM Comment 02/14/83 
Period End 
Final Action 00/00/00 
Small Entity: Not Applicable 
Additional information: LR-252-81. 
Drafting attorney: Robert Ginsburgh 
(202) 566-3297. 
Reviewing attorney: John B. Bromell 
(202) 566-3326. 


Notice published, 11/05/82 
Hearing held, 06/02/83 


Agency Contact: Robert H. Ginsburgh, 


Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 


Constitution Ave., N.W., Washington, 
D.C. 20224, 202 566-3297 


RIN: 1545-AB06 


118. AMENDMENT OF INCOME TAX 
REGULATIONS TO PROVIDE THE 


Abstract: Section 274 (d) requires a 
taxpayer to substantiate certain 
entertainment and travel expenses. The 
last sentence of section 274 (d) gives 
the Secretary authority to waive, by 


NPRM Comment 02/28/83 48 FR 8292 
Period Begin 

NPRM Comment 04/25/83 

Period End 

Final Action 00/00/00 


Small Entity: Not Applicable 

Additional information: LR-257-82. 
Drafting attorney: David Haglund (202) 
566-3297. 


Reviewing attorney: John Bromell (202) 
566-3326. 


Office of Tax Legislative Counsel 
reviewing attorney: George Mundstock. 
Signature package in the 
Commissioner's Office for formal 
approval. 

Agency Contact: David R. Haglund, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave., N.W., Washington, 
D.C. 20224, 202 566-3297 


RIN: 1545-AF34 


119. INCOME TAX--TAXATION OF 
NONEXEMPT MEMBERSHIP 


ORGANIZATIONS 
Legal 26 USC 7805 internal 
Revenue Code of "164 26 USC 277 internal 
Revenue Code of 1954 

CFR Citation: 26 CFR 1 

Abstract: The regulations would relate 
to the taxation of nonexempt 
membership organizations. The 
regulations would clarify the 
deductibility to the organization for 
furnishing services, facilities, et cetera, 
to its members. 
Timetable: 
Action 


NPRM 
Hearing 
Final Action 
Effecti 
Smali Entity: Not Applicable 
Additional information: LR-1721. 


05/06/72 
08/08/72 
00/00/00 





Drafting Attorney: Gregory A. Roth 
(202) 566-3238. 


Reviewing Attorney: Phoebe A. Mix 
(202) 566-3288. 


Office of Tax Legislative Counsel 
reviewing attorneys: Hevener, Levinson. 


Abstract: The regulations would 
provide guidance to taxpayers relating 


Additional information: LR-220-76. 
Drafting Attorney: Philip R. Bosco (202) 
566-3288. 


Reviewing attorney: John H. Parcell 
(202) 566-3288. 


under revision in the Office of 


Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-3288 


RIN: 1545-AB0s 


121. INCOME TAX--DEDUCTIONS FOR 
EXPENSES ATTRIBUTABLE TO 
BUSINESS USE OF HOMES, RENTAL 
OF VACATION HOMES 


Legal Authority: 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 280A internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: The regulations would 
provide rules for determining the 
deductibility of expenses incurred in 
connection with the business use, or 
rental to others, of a dwelling unit. The 
regulations provide rules for 
determining when the taxpayer uses a 
dwelling unit for personal use or when 
use by another person of the unit is 
treated as personal use of the unit by 
the taxpayer. 


Timetabie: 
Action Date FR Cite 


NPRM 07/21/83 48 FR 33326 
NPRM Comment 07/21/83 
Period Begin 
NPRM Comment 09/21/83 
Period End 
Final Action 00/00/00 
Smaii Entity: Not Applicable 
Additional information: LR-261-76. 


Drafting attorney: Donald W. Stevenson 
Reviewing attorney: Paul A. Francis 
(202) 566-3930. 

Office of Tax Legislative Counsel 
reviewing attorneys: Keyser, McKee. 


Notice published 07/21/83. 


Agency Contact: Donald W. Stevenson, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue N.W., Washington, 
D.C. 20224, 202 566-3297 


RIN: 1545-ABO9 


122. INCOME TAX--SPECIAL RULES 
RELATING TO CORPORATE 
PREFERENCE ITEMS 


Legal : 26 USC 7805 Internal 
Revenue Code of 1954; 26 USC 291 internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 
Abstract: These Regulations will 
provide rules relating to the 
determination of the 15 percent 
reduction for certain corporate 
preference items. 
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Timetable: 

Action Date 
NPRM 12/00/83 
Small Entity: Not Applicable 
Additional information: LR-234-82. 


Drafting attorney: Robert B. Coplan 
(202) 566-3287. 

Reviewing attorney: Larry Smith (202) 
566-3287. 

In Legislation and Regulations for 
preparation of notice. 

Agency Contact: Robert B. Coplan, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave N.W., Washington, 
DC 20224, 202 566-3287 


RIN: 1545-AE78 


FR Cite 


123. WAIVER OF FAMILY 
ATTRIBUTION BY ENTITIES 
Legal Authority: 26 USC 7805 internal 


Revenue Code of 1954; 26 USC 302(c)(2) In- 
ternal Revenue Code of 1954 


CFR Citation: 26 CFR 1 

Abstract: Proposal would interpret the 
definitions and special rule for waiver 
of family attribution by entities 
contained in section 302 (c) (2) of the 
Internal Revenue Code of 1954, which 
relates to the tax treatment of certain 
redemptions of corporate stock. 


Timetable: 

Date 
NPRM 11/00/83 
Small Entity: Not Applicable 
Additional information: LR-189-82. 
Drafting Attorney: Michel A. Daze’ (202) 
566-3458. 


Reviewing Attorney: Charles M. 
Whedee (202) 566-3487. 


Office of Tax Legislative Counsel 
reviewing attorney: Mark Yecies (202) 
566-8278. 

In Legislation and Regulations Division 
for preparation of Notice of Proposed 
Rulemaking 

Agency Contact: Michel A. Daze’, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave. N.W., Washington, 
D.C. 20224, 202 566-3458 


RIN: 1545-AF13 


FR Cite 
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Abstract: The regulations will provide 
rules for treating distributions in 
redemption of stock to pay death taxes 
to be treated as a distribution in full 
payment in exchange for the stock. The 
regulations provide rules with respect 
to stock that is redeemed from a 
shareholder whose interest in the estate 
is reduced by any payment of the death 
taxes or funeral and administrative 


11/00/83 
00/00/00 


Small Entity: Not Applicable 

Additional information: LR-124-76. 
Drafting attorney: Neil W. Zyskind (202) 
566-4336. 


Reviewing attorney: Robert H. Waltuch. 
In Legislation and Regulations Division 
for preparation of notice. 

Agency Contact: Neil Zyskind, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave N.W., Washington 
D.C. 20224, 202 566-4336 


CORPORATION FORMED OR AVAILED 
OF TO AVOID THESE PROVISIONS 


Revenue Code of 1954; 26 USC 351 Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 

Abstract: The regulations will provide 
rules relating to the extension of the 
section 304 anti-bailout provisions to 
corporations formed or availed of to 
avoid these provisions by using section 
351 to accomplish a tax-free 
incorporation. Thus the regulations 
provide rules for transactions involving 
the sections 304/351 overlap. 


Date 
09/00/83 
Additional information: LR-190-82. 
Drafting Attorney: Carolyn Swift (202) 
566-3458. 


Attorney: Mark Blumkin 


Reviewing 


In Legislation and Regulations Division 
for preparation of notice of proposed 
rulemaking. 


Agency Contact: Carolyn Swift, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave. N.W., Washington, 
D.C. 20224, 202 566-3458 


RIN: 1545-AF27 


Revenue Code of 1954; 26 USC 305 Internal 
Revenue Code of 1954 

CFR Citation: 26 CFR 5c 

Abstract: Regulations would define and 
interpret when a qualified public utility 
may set up a qualified dividend 
reinvestment plan so that its 
shareholders may elect to receive 
qualified common stock and exclude a 
certain portion from income. Changes to 
the applicable law were made by 
section 321 of the Economic Tax 
Recovery Act of 1981. 


Timetable: 

Action Date FR Cite 
Interim Final Rule 06/30/83 48 FR 30102 
Final Action 02/00/84 

Smail Entity: Not Applicable 

Additional Information: LR-277-81. 
Drafting attorney: Mary Frances 
Pearson (202) 566-3458. 

Reviewing attorney: Marcus B. Blumkin 
(202) 566-3463. 

Office of Tax Legislative Counsei 
(Treasury) reviewing attorney: Keyser. 


Temporary regulations sent to Treasury 
for signature 5/9/83. 


Current and Projected Rulemakings 


Agency Contact: Michel A. Daze’, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave. N.W., Washington, 
D.C. 20224, 202 566-3458 


RIN: 1545-AB16 


Abstract: The regulations would 
provide rules to determine when the 
difference between redemption price 
and issue price of preferred stock will 
be treated as a stock distribution. 
Timetable: 

Action Date 
NPRM 00/00/00 
Small Entity: Not Applicable 
Additional information: LR-91-74. 


Drafting attorney: Carolyn Swift (202) 
566-3458. 


Reviewing attorney: Marcus B. Blumkin 
(202) 566-3463. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: Yecies, 
Levinson. 

Notice pending Department of Treasury 
review. 

Agency Contact: Carolyn Swift, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave. N.W., Washington, 
D.C. 20224, 202 566-3458 


RIN: 1545-AB15 


128. INCOME TAX—DIVIDEND 
REINVESTMENT IN STOCK OF 
PUBLIC UTILITIES 


Legal Authority: 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 305 internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: Notice would define and 
interpret when a qualified public utility 
may set up a qualified dividend 
reinvestment plan so that its 
shareholders may elect to receive 
qualified common stock and exclude a 
certain portion from income. Changes to 
the applicable law were made by the 
Economic Tax Recovery Act of 1981. 





of Tax Legislative Counsel 
(Treasury) reviewing attorneys: Keyser, 
Levinson. 


Notice sent to Department of the 


amendments made by the Bankruptcy 
Tax Act of 1980. 


Drafting attorney: Duane H. Pellervo 
(202) 566-3458. 

Reviewing attorney: Charles M. 
Whedbee (202) 566-3458. 

In Office of Chief Counsel (Legislation 
and Regulations Division) for 
preparation of notice. 

Agency Contact: Duane H. Pellervo, 
Attorney, Department of the Treasury, 


Internal Revenue Service, 1111 
Constitution Ave. N.W., Washington, 
D.C. 20224, 202 566-3458 


RIN: 1545-AB12 


130. INCOME TAX--SIMULTANEOUS 
LIQUIDATION OF A PARENT AND 
SUBSIDIARY 

Legal Authority: 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 337 internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 

Abstract: The regulations would 
provide rules relating to the 
nonrecognition treatment following the 
sale of assets of a subsidiary 
corporation provided that the 
subsidiary and certain other 
corporations in its affiliated group 
liquidate within a 12-month period. 
Timetable: 

Action Date 
NPRM 10/00/83 
Smail Entity: Not Applicable 
Additional information: LR-130-76. 
Drafting attorney: Carolyn Swift (202) 
566-3458. 

Reviewing attorney: Charles M. 
Whedbee (202) 566-3458. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: Yecies, 
Rollyson. 

Signature package of proposed 
rulemaking at Treasury for approval. 
Agency Contact: Carolyn Swift, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave. N.W., Washington, 
D.C. 20224, 202 566-3458 


RIN: 1545-AB18 


FR Cite 


131. INCOME TAX-ELECTIONS UNDER 
SECTION 338, AS ADDED BY 
SECTION 224 OF THE TAX EQUITY 


Legal : 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 338 Internal 
Revenue Code of 1954; PL 97-248, Sec 224; 
PL 97-448, Sec 306 

CFR Citation: 26 CFR 1 


Abstract: This regulation will provide 
rules for making elections under section 
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338, which permits certain stock 


purchases to be treated as asset 
acquisitions. 
Timetable: 
Action 
NPRM 08/31/83 

Final Action 01/31/84 

Small Entity: Not Applicable 

Additional information: LR-26-83. 
Drafting attorney: Duane H. Pellervo 
(202) 566-3458. 

Reviewing attorney: Mark Blumkin (202) 
566-3463. 


Office of Tax Legislative Counsel 
reviewing attorney: Yecies. 

At Treasury for comment 7-27-83. 
Agency Contact: Duane H. Pellervo, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 - 
Constitution Ave. N.W., Washington, 
D.C. 20224, 202 566-3458 


RIN: 1545-AF38 


Date FR Cite 


132. ANTI-AVOIDANCE RULES UNDER 
SECTIONS 338 AND 346 OF THE 
INTERNAL REVENUE CODE OF 1954 


Abstract: Proposal would interpret the 
deemed election and consistency 
requirements of section 338 and the 
anti-avoidance rules under sections 338 
and 346 of the Internal Revenue Code 
of 1954, which apply with respect to 
certain acquisitions of control of one 
corporation by another corporation. 
Timetable: 

Action Date 
NPRM 09/15/83 
Small Entity: Not Applicable 
Additional information: LR-192-82. 
Drafting Attorney: Yerachmiel E. 
Weinstein (202) 566-3458. 

Reviewing Attorney: Marcus B. Blumkin 
(202) 566-3463. 

Office of Tax Legislative Counsel 
reviewing attorney: Mark Yecies. 

In Legislation and Regulations Division 
for preparation of Notice of Proposed 
Rulemaking. 


FR Cite 
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Abstract: Proposal will prescribe rules 
for computing the basis of stock 
purchased in certain stock acquisitions 
and for allocating this basis among the 
assets of the corporation whose stock 
was thus acquired. 


Date 
09/00/83 
Small Entity: Not Applicabie 
Additional information: LR-191-82. 


Drafting Attorney: Bennett C. 
Steinhauer (202) 566-4336. 


Reviewing Attorney: Charles Whedbee 
(202) 566-3487. 


Office of Tax Legislative Counsel 
Reviewing Attorney: Mark Yecies. 


In Legislation and Regulations Division 
for preparation of Notice of Proposed 
Rulemaking. 


Agency Contact: Bennett C. 
Steinhauer, Attorney, Department of the 
Treasury, Internal Revenue Service, 
1111 Constitution Ave. N.W., 
Washington, D.C. 20224, 202 566-4336 


RIN: 1545-AF29 
“ie ot Sen RE RR tN 


134. INCOME TAX--ELECTIONS AND 
MISCELLANEOUS MATTERS UNDER 
SECTION 224 OF THE TAX EQUITY 
AND FISCAL RESPONSIBILITY ACT 
OF 1982, AMENDED BY THE 
TECHNICAL CORRECTIONS ACT OF 


FR Cite 


26 USC 7805 internal 
Revenue Code of 1954; 26 USC 338 Internal 
Revenue Code of 1954; PL 97-448, Sec 306; 
PL 97-248, Sec 224 


CFR Citation: 26 CFR 5f 


Abstract: This regulation would provide 
rules for making elections under section 
338 (which permits certain stock 
purchases to be treated as asset 
acquisitions) as added by the Tax 
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Equity and Fiscal Responsibility Act of 
1982, as amended by the Technical 
Corrections Act of 1982. Miscellaneous 
rules under section 224 of the Tax 
Equity and Fiscal — Act of 
1982 are also provided. 
Timetable: 

Action Date 
Final Action 08/31/83 
Small Entity: Not Applicable 
Additional information: LR-18-83. 
Drafting Attorney: Duane H. Pellervo 
(202) 566-3458. 

Reviewing Attorney: Mark Blumkin 
(202) 566-3463. 

Office of Tax Legislative Counsel 
Reviewing Attorney: Yecies. 

At Treasury for comment 4-27-83. 
Agency Contact: Duane H. Pellervo, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave. N.W., Washington, 
D.C. 20224, 202 566-3458 

RIN: 1545-AF22 

SUERTE RRR aE ISR oR ER REESE Ee PI 
135. INCOME TAX--REGULATIONS 
UNDER SECTION 338 (A) 

Legal Authority: 26 USC 7805 Internal 
Revenue Code of 1954; 26 USC 338 internal 


Revenue Code of 1954; PL 97-248, Sec 224; 
PL 97-448, Sec 306 


CFR Citation: 26 CFR 1 

Abstract: This regulation would 
establish general rules relating to the 
effect of an election under section 338 
(g), which permits certain stock 
purchases to be treated as asset 
acquisitions. 


Timetable: 
Action 


NPRM 02/29/84 

Final Action 07/31/84 

Smail Entity: Not Applicable 
Additional information: LR-212-82. 


Drafting Attorney: Duane H. Pellervo 
(202) 566-3458. 


Reviewing Attorney: Charles M. 
Whedbee (202) 566-3458. 


Office of Tax Legislative Counsel 
Reviewing Attorney: Yecies. 


In Legislation and Regulations Division 
for preparation of notice of proposed 
rulemaking. 


FR Cite 


Date FR Cite 


Agency Contact: Duane H. Pellervo, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave. N.W., Washington, 
D.C. 20224, 202 566-3458 


RIN: 1545-AE60 


136. INCOME TAX-CORPORATE 
DISTRIBUTIONS 


USC 311(d) internal Revenue Code 
26 USC 311(e) Internal Revenue 
1954 


CFR Citation: 26 CFR 1 


Abstract: Proposal would interpret and 
prevent the circumvention of the repeal 
of the special tax treatment for partial 
corporate liquidations as effected by 
section 222 of the Tax Equity and Fiscal 
Responsibility Act of 1982. Proposal 
would also interpret the definitions and 
special rules relating to appreciated 
property used to redeem stock 
contained in section 311 of the Internal 
Revenue Code of 1954. 


Timetable: 

Action Date 
NPRM 02/00/84 
Small Entity: Not Applicable 
Additional information: LR-218-82. 


Drafting Attorney: Charles W. Culmer 
(202) 566-3458. 


Reviewing Attorney: Marcus B. Blumkin 
(202) 566-3463. 

Office of Tax Legislative Counsel 
reviewing attorney: Mark Yecies (202) 
566-8278. 

In Legislation and Regulations Division 
for preparation of Notice of Proposed 
Rulemaking. 

Agency Contact: Charles W. Culmer, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave. N.W., Washington, 
D.C. 20224, 202 566-3458 


RIN: 1545-AF16 


FR Cite 
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ongoing business that uses a cash basis 
method of accounting to a corporation 
using an accrual method of accounting. 


Date 
. 00/00/00 
Small Entity: Not Applicable 
Additional information: LR-754. 
es attorney: Carolyn Swift (202) 


vars attorney: Charles M. 
Whedbee (202) 566-3458. 

Office of Tax Legislative Counsel 
—— reviewing attorneys: Yecies, 


Revised draft of notice to Office of Tax 


Division), 03/31/81. 
Comments from Office of Chief Counsel 
(Corporation Tax Division}, 04/00/81. 


Agency Contact: Carolyn Swift, 


Abstract: The proposal relates to the 
income tax treatment of the distribution 
of stock and securities of a controlled 
corporation. 


NPRM 01/21/77 42 FR 3666 
NPRM Comment 01/21/77 42 FR 3866 
Period Begin 
NPRM Comment 03/22/77 
Period End 
Final Action 00/00/00 
Additional information: LR-936. 
Drafting attorney: Carolyn Swift (202) 
566-3458. 
Reviewing attorney: Marcus B. Blumkin 
(202) 566-3463. 
Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: Yecies, 
McKee. 
Notice published, 01/13/77. 
Notice republished, 01/21/77. 


T.D. pending Department of the 
Treasury review. 

Agency Contact: Carolyn Swift, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave. N.W., Washington, 
D.C. 20224, 202 566-3458 


RIN: 1545-AB20 


139. INCOME TAX-BASIS IN STOCK 


provide rules relating to basis of stock 
of a corporation acquiring property in 
exchange for stock of a corporation in 
control of the acquiring corporation. 

Timetabie: 
Action Date FR Cite 
NPRM 01/02/81 46 FR 112 
NPRM Comment 01/02/81 46 FR 112 


Drafting attorney: Carolyn Swift (202) 
566-3458. 


Current and Projected Rulemakings 


Reviewing attorney: Marcus B. Blumkin 
(202) 566-3463. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: Yecies, 
McKee. 

Presently under consideration in Office 
of Chief Counsel (Legislation and 
Regulations Division). 

Agency Contact: Swift, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave. N.W., Washington, 
D.C. 20224, 202 566-3458 


RIN: 1545-AB21 


140. INCOME TAX--TEMPORARY 
REGULATIONS—TO DEAL WITH 
ASSISTANCE PAYMENTS MADE IN 
CONNECTION WITH A 
REORGANIZATION UNDER SEC 
368(AX( 3D) OF THE CODE 

Legal = 26 USC 7805 Internal 
Revenue Code of 1954; 26 USC 362(c) Inter- 
nal Revenue Code of 1954 

CFR Citation: 26 CFR 5c 


Abstract: Proposal would provide 
temporary regulations with respect to 
certain financial assistance payments to 
financially troubled thrift institutions 
which require a reduction in the basis 
of the assets of the recipient institutions 
thereby giving the public needed 
guidance on how the Internal Revenue 
Service intends to interpret that basis 
reduction requirement. 


Timetable: 

Action Date 

Final Action 00/00/00 

Small Entity: Not Applicable 

Additional Information: LR-97-82. 
Drafting attorney: Yerachmiel 
Weinstein (202) 566-3458. 

Reviewing attorney: Marcus B. Blumkin 
(202) 566-3463. 

In Office of Chief Counsel (Legislation 
and Regulations Division) for 
preparation of T.D. 

Agency Contact: Yerachmiel E. 
Weinstein, Attorney, Department of the 
Treasury, Internal Revenue Service, 
1111 Constitution Ave N.W., 
Washington D.C. 20224, 202 566-3458 


RIN: 1545-AB23 
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141. INCOME TAX--TO DEAL WITH 
ASSISTANCE PAYMENTS MADE IN 
CONNECTION WITH A 
REORGANIZATION UNDER SEC 
368(A\3)KD\I) OF THE CODE 

Legal Authority: 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 362(c) Inter- 
nal Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: Proposal would provide 
notice of proposed rulemaking with 
respect to certain financial assistance 
payments to financially troubled thrift 
institutions which require a reduction in 
the basis of the assets of the recipient 
institution, thereby giving the public 
needed guidance on how the Internal 
Revenue Service intends to interpret 
that basis reduction requirement. 


Drafting attorney: Yerachmiel 
Weinstein (202) 566-3458. 

Reviewing attorney: Marcus B. Blumkin 
(202) 566-3463. 

In Office of Chief Counsel (Legislation 
and Regulations Division) for 
preparation of notice. 

Agency Contact: Yerachmiel E. 
Weinstein, Attorney, Department of the 
Treasury, Internal Revenue Service, 
1111 Constitution Ave N.W., 
Washington D.C. 20224, 202 566-3458 
RIN: 1545-AB22 


142. INCOME TAX--EXCEPTION FOR 
TRANSFERS OF PROPERTY FROM 
THE U.S. DESIGNATED BY THE 
SECRETARY 


: 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 367(a)(2) In- 
ternal Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: The regulations would except 
certain property from the section 367 
ruling requirement for transfers of 
property from the United States. 


Date 
NPRM 08/00/83 
Smail Entity: Not Applicable 
Additional information: LR-231-76. 


FR Cite 


Drafting attorney: Mary E. Dean (202) 
566-3289. 


Reviewing attorney: Charles C. 
Saverude (202) 566-3323. 


Office of International Tax Counsel 
(Treasury) reviewing attorneys: Wold, 
Granwell. 

Discussion draft to Associate Chief 
Counsel (Technical) 05/02/83. 


Comments from Office of Chief Counsel 
(Corporate Tax Division), 05/13/83. 


Agency Contact: Mary E. Dean, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-3289 


RIN: 1545-AB25 


143. INCOME TAX--RELATING TO 
RULING REQUESTS WITH RESPECT 
TO TRANSFERS BY UNITED STATES 


Legal : 26 USC 7805 Internal 
Revenue Code of 1954; 26 USC 367(a)(1) In- 
ternal Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: The regulations would 
provide guidance with respect to when 
a ruling is required for a foreign 
corporation to be treated as a 
corporation for purposes of determining 
the amount of gain to be recognized on 
a transfer by a United States person to 
a foreign corporation, and would 
provide rules for filing a request for a 
Timetable: 


Action Date 


12/30/77 


FR Cite 


10/05/79 
10/05/79 


02/27/80 
12/27/82 
12/27/82 


02/25/83 


10/00/83 


Additional Information: LR-24-81. 
Drafting attorney: Martha E. Kadue 
(202) 566-3289. 


Reviewing attorney: Charles C: 
Saverude (202) 566-3323. 
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Office of International Tax Counsel 
(Treasury) reviewing attorneys: Wold, 
Granwell. 
In Office of Chief Counsel (Legislation 
and Regulations Division) for 
preparation of Treasury decision. 
Contact: Martha E. Kadue, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave, N.W., Washington, 
D.C. 20224, 202 566-3289 


RIN: 1545-AB24 


144. INCOME TAX-TREATMENT OF 
EXCHANGES DESCRIBED IN SECTION 
367 (B) 

Legai : 26 USC 7805 intemal 
Revenue Code of 1954; 26 USC 367(b) inter- 
nal Revenue Code of 1954 

CFR Citation: 26 CFR 1 


Abstract: The regulations would 
provide the conditions necessary to 
prevent the avoidance of Federal 
income taxes on transfers described in 
section 367 (b). 


12/30/77 
12/30/77 


FR Cite 


42 FR 65152 
42 FR 65152 


03/01/78 


10/02/79 
12/27/82 
02/00/84 


Smaii Entity: Not Applicable 
Additional information: LR-2-78 


Drafting attorney: Yerachmiel E. 
Weinstein (202) 566-3289. 


Reviewing attorney: Charles C. 
Saverude (202) 566-3323. 


Office of International Tax Counsel 
(Treasury) reviewing attorneys: Wold, 
Granwell. 

In Office of Chief Counsel (Legislation 
and Regulations Division) for 
preparation of Treasury decision. 
Agency Contact: Yerachmiel E. 
Weinstein, Attorney, Department of the 
Treasury, Internal Revenue Service, 
1111 Constitution Ave, N.W., 
Washington, D.C. 20224, 202 566-3289 


RIN: 1545-AB26 


44 FR 57390 
47 FR 57502 
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Current and Projected Rulemakings 


Agency Contact: Yerachmiel E. 
Weinstein, Attorney, Department of the 
Treasury, Internal Revenue Service, 
1111 Constitution Ave. N.W., 
Washington, D.C. 20224, 202 566-3458 


1545-AB29 


Final Action 00/00/00 

Smail Entity: Not Applicable 

Additional information: LR-230-81. 
Drafting attorney: Yerachmiel 
Weinstein (202) 566-3458. 

Reviewing attorney: Marcus B. Blumkin 
(202) 566-3463. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: Yecies, 
Brown. 


Draft of Treasury Decision returned 
with comments to Legislation and 
Regulations Division. 12/29/82. 
erachmiel E. 
Weinstein, Attorney, Department of the 
Treasury, Internal Revenue Service, 
1111 Constitution Ave N.W., 
Washington D.C. 20224, 202 566-3458 


RIN: 1545-AB28 


Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: Yecies, 
Levinson. 


Partial revised draft of notice of 
rulemaking returned with 

comments to Legislation and 

Regulations Division. 12/29/82. - 


Legal : 
Revenue Code of 1954; 26 USC 385 Internal 
Revenue Code of 1954 
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CFR Citation: 26 CFR 1 


Abstract: The regulation would provide 
rules for determining when interests in 
corporations issued in international 
transactions will be treated as stock or 


Office of International Tax Counsel 
(Treasury) reviewing attorney: Shay. 
Draft of notice to Office of International 
Tax Counsel (Treasury), Office of Chief 
Counsel (Corporation Tax Division), 
etc., 05/11/82. 

Comments from Office of Chief Counsel 
(Corporation Tax Division), 06/04/82. 


Agency Contact: Carolyn Swift, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave. N.W., Washington, 
D.C. 20224, 202 566-3458 


RIN: 1545-AB34 . 


150. INCOME TAX--REFUND OF 
MISTAKEN CONTRIBUTIONS 


Legal : 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 401(a}(2) In- 
ternal Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: The regulations describe 
those circumstances under which an 
employer contribution or withdrawal 
liability payment to a multiemployer 
pension plan may be refunded due to a 
mistake of law or fact. 


Date FR Cite 

NPRM 03/11/83 48 FR 10374 
NPRM Comment 03/11/83 48 FR 10374 

Period Beai 
NPRM Comment 05/10/83 

Period End 
Final Action 02/00/84 
Small Entity: Not Applicable 
Additional information: EE-133-80. 


Drafting attorney: Janet S. Painter (202) 
566-3544. 


Reviewing attorney: Michael A. 
Thrasher (202) 566-3961. 


Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: 
Conaway. 


3/11/83 Notice of Proposed Rulemaking 
published. 


Internal Revenue Service, 1111 
Constitution Ave., N.W., Washington, 
D.C. 20224, 202 566-3544 


RIN: 1545-AD68 


151. INCOME TAX-COMPARASBILITY 
OF PLANS FOR VESTING 

Legal Authority: 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 401(a){5) In- 
ternal Revenue Code of 1954 


CFR Citation: 26 CFR 1 

Abstract: The tions would 
provide guidance relating to the 
comparability of contributions and 
benefits provided under two or more 
pension, profit-sharing, or stock bonus 
plans of an employer that are 
considered as a single plan for purposes 
of satisfying the nondiscrimination 
requirements of the Internal Revenue 
Code of 1954. 

Timetable: 

Action Date 
NPRM 00/00/00 
Small Entity: Not Applicable 
Additional information: EE-8-78. 
Drafting attorney: Eric Alan Raps (202) 
566-3544. 


FR Cite 


Reviewing attorney: Richard J. 
Wickersham (202) 566-3250. 


Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: 
Conaway. 

Revised preliminary draft of notice to 
Actuarial Division, 02/07/80. 


Agency Contact: Eric Alan Raps, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-3544 


RIN: 1545-AD69 
ES 


152. INCOME TAX--REQUIRED 
DISTRIBUTIONS FROM QUALIFIED 
PLANS AND INDIVIDUAL 
RETIREMENT ACCOUNTS AND 
PARTIAL ROLLOVERS OF 
INDIVIDUAL RETIREMENT ACCOUNTS 


Legal Authority: 26 USC 401(a)(9) Inter- 
nal Revenue Code of 1954; 26 USC 408(a)(7) 
Internal Revenue Code of 1954; 26 USC 


Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: 
Conaway, McCarty. 

Pending with Regulation Review Staff 
at Internal Revenue Service 

Agency Contact: Marjorie Hoffman, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-3430 


RIN: 1545-AE95 
2 A CT RT 


153. INCOME TAX—-AMENDMENT OF 
QUALIFIED JOINT AND SURVIVOR 
ANNUITY REGULATIONS 


Priority: Task Force 

Legal Authority: 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 401(a}(11) 
Internal Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: These new regulations 
conform the present regulations to BBS 
Associates, Inc. v. Commissioner of 
Internal Revenue, 74 T.C. 1118 (1980), 
affirmed 661 F. 2d 913 (1981). 


Timetable: 
Action Date FR Cite 
NPRM 10/27/82 47 FR 47600 
NPRM Comment 10/27/82 47 FR 47600 
Period Begin 
NPRM Comment 12/27/82 
Period End 
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Preliminary 
circulated to Office of Assistant 
Commissioner (Employee Plans and 
Exempt Organizations) 5/4/83. 
Agency Contact: William D. Gibbs, 


Constitution Ave., N.W., Washington, 
D.C. 20224, 202 566-3430 


RIN: 1545-AD70 


154. VARIOUS PENSION PARITY, ETC. 
PROVISIONS UNDER THE TAX 
EQUITY AND FISCAL 
RESPONSIBILITY ACT OF 1982 AND 
THE ECONOMIC RECOVERY TAX ACT 
OF 1981 
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Abstract: Regulations will interpret 
changes in sections 72, 101, 401, 404, 
408, 457, 1379, 2039, and 4972 of the 
Internal Revenue Code relating to the 
elimination of distinctions between 
corporate pension plans and plans 
covering self-employed individuals. 


it 


Reviewing attorney: Richard J. 
Wickersham (202) 566-3250. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: 
Conaway. 

In Office of Chief Counsel (Employee 
Plans and Exempt Organizations 
Division) for preparation of notice. 
Agency Contact: Charles M. Watkins, 


Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-3430 


RIN: 1545-AE84 


155. INCOME TAX-TO CONFORM THE 


Legai - 

Revenue Code of 1954; 26 USC 411(d}(2) In- 
ternal Revenue Code of 1954; 26 USC 
401(a)(4) Internal Revenue Code of 1954; 26 
USC 411(d)(3) Internal Revenue Code of 1954 
CFR Citation: 26 CFR 1 

Abstract: This project will provide final 
regulations relating to the limitation on 
the amount of employer contributions 
which may be used for the benefit of 
each of the 25 highest paid employees 
in the event of the early termination of 
certain tax qualified retirement plans 
providing defined benefits for 
employees. 

Timetable: 

Action Date FR Cite 


NPRM 01/26/82 47 FR 3562 

NPRM Comment 01/26/82 47 FR 3562 
Period Begin 

NPRM Comment 03/29/82 
Period End 

Final Action 09/00/83 

Smaii Entity: Not Applicable 

Additional information: EE-11-78. 


Drafting attorney: Marjorie Hoffman 
(202) 566-3430. 

Reviewing attorney: Richard J. 
Wickersham (202) 566-3250. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: 
Conaway. 

Final Draft of the Treasury Decision to 
Treasury for signature, 6/21/83. 


Current and Projected Rulemakings 


Agency Contact: Marjorie Hoffman, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave., N.W., Washington, 
D.C. 20224, 202 566-3430 


RIN: 1545-AD71 


156. INCOME TAX--CERTAIN CASH 
OR DEFERRED ARRANGEMENTS 


Revenue Act of 1978 

CFR Citation: 26 CFR 1 

Abstract: Regulation will provide 
definitions and interpretations 
governing qualified cash or deferred 
arrangements described in section 
401(k) of the Internal Revenue Code of 
1954. 


Timetable: 
Action Date FR Cite 


NPRM 11/10/81 46 FR 55544 
NPRM Comment 11/10/81 47 FR 00988 
Period Begin 
NPRM Comment 02/15/82 
Period End 
Notice of Hearing 02/24/82 47 FR 08028 
Hearing 04/20/82 
Final Action 12/31/83 


Smail Entity: Not Applicabie 


Additional information: EE-169-78. 


Drafting attorney: Charles M. Watkins 
(202) 566-3430. 

Reviewing attorney: Richard J. 
Wickersham (202) 566-3250. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: 
Hevener, Conaway. 


Draft Treasury decision under review in 
Office of Tax Legislation Counsel. 


Agency Contact: Charles M. Watkins, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave., N.W, Washington, 
D.C. 20224, 202 566-3430 


RIN: 1545-AD72 


157. NONDISCRIMINATORY 
COORDINATION OF DEFINED 
CONTRIBUTION PLANS WITH OLD 
AGE, SURVIVORS, AND DISABILITY 
INSURANCE 

Legal : 26 USC 7805 Internal 
Revenue Code of 1954; 26 USC 401(I) Inter- 
nal Revenue Code of 1954; PL 97-248, Sec 
249 


CFR Citation: 26 CFR 1 
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poy eee — define and 
iterpret governing the integration 
of qualified defined contribution 
pension, profit sharing, and stock bonus 
plans with benefits paid under Social 
Security. 


12/00/83 
Small Entity: Not Applicable 
Additional Information: EE-112-82. 


Drafting attorney: Charles M. Watkins 
(202) 566-3430. 

Reviewing attorney: Richard J. 
Wickersham (202) 566-3250. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: 
Conaway. 

In Office of Chief Counsel (Employee 
Plans and Exempt Organizations 
Division) for preparation of notice. 
Agency Contact: Charles M. Watkins, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-3430 
RIN: 1545-AE93 


158. INCOME TAX--TREATMENT OF 
CERTAIN LUMP SUM DISTRIBUTIONS 


Legal Authority: 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 402(a)(2) In- 
ternal Revenue Code of 1954; 26 USC 402(e) 
Internal Revenue Code of 1954; 26 USC 
403(a)(2){A)(iii) Internal Revenue Code of 

; 26 USC 411(d)(1) Internal Revenue 


455, Sec 1512 Tax Reform Act of 1976 
CFR Citation: 26 CFR 1 

Abstract: Regulations will provide 
definitions and other guidance relating 
to income tax treatment of certain 
distributions from qualified employee 
plans. 


Date 


NPRM 04/30/75 
NPRM Comment 04/30/75 


FR Cite 


40 FR 18798 
40 FR 18798 


40 FR 22548 


NPRM Comment 06/16/75 
Period End 

Notice of Hearing 07/03/75 

Hearing 08/12/75 


40 FR 28102 


Additional Notice 05/31/79 44 FR 31228 
of Proposed 
Rule 

Comment Period 07/30/79 44 FR 31228 
until 


Final Action 00/00/00 
Small Entity: Not Applicable 
Additional information: EE-14-78. 


Drafting attorney: Charles M. Watkins 
(202) 566-3430. 

Reviewing attorney: Richard J. 
Wickersham (202) 566-3250. 


Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: 
Conaway. 

Treasury decision to Assistant 
Secretary (Tax Policy) for signature, 
09/16/82. 


Contact: Charles M. Watkins, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-3430 


RIN: 1545-AD73 


159. INCOME TAX--TAX-FREE 
ROLLOVERS OF LUMP SUM 
DISTRIBUTIONS AND PLAN 
TERMINATION PAYMENTS. LUMP 
SUM DISTRIBUTIONS MADE WITH 
RESPECT TO A DECEDENT 


Legal : 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 402(a)(5) In- 
ternal Revenue Code of 1954; 26 USC 
402(a)(6) Internal Revenue Code of 1954; 26 
USC 402(a)(7) Internal Revenue Code of 
1954; 26 USC 401(a)(20) Internal Revenue 


- Code of 1954; 26 USC 403(a)(4) Internal Rev- 


enue Code of 1954; 26 USC 403(a)(5) Internal 
Revenue Code of 1954; 26 USC 403(b)(1) In- 
ternal Revenue Code of 1954; 26 USC 
403(b)(8) Internal Revenue Code of 1954; 26 
USC 404(a)(2) Internal Revenue Code of 
1954; 26 USC 691(c)(5) Internal Revenue 
Code of 1954; PL 94-267; PL 95-438, Sec 4; 
PL 95-600, Sec 156 Revenue Act of 1978; PL 
96-222, Sec 101(a)(8)(A); ... 

CFR Citation: 26 CFR 1 

Abstract: This regulation provides rules 
governing the tax-free rollover of lump 
sum distributions and plan termination 
payments under a qualified employee 
plan. 


Timetable: 

Action Date 
NPRM 00/00/00 
Small Entity: Not Applicable 
Additional information: EE-15-78. 


FR Cite 


Current and Projected Rulemakings 


Drafting attorney: Charles M. Watkins 
(202) 560-3490. 

attorney: Richard J. 
Wide (202) 566-3250. 
Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: 
Conaway. 
Revised preliminary draft of notice to 
Office of Tax Legislative Counsel 
(Treasury) & Office of Assistant 
Commissioner (Employee Plans and 
Exempt Organizations), 04/01/82. 
Agency Contact: Charles M. Watkins, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-3430 


RIN: 1545-AD74 


160. RETIRFMENT ARRANGEMENTS 
OF CHURCHES 


Legal Authority: 26 USC 7805; 26 USC 
403; 26 USC 415 


CFR Citation: 26 CFR 1 

Abstract: The regulations will provide 
guidance on the application of 
amendments to sections 403 and 415 of 
the Internal Revenue Code of 1954. The 
amendments revise the present law 
rules relating to tax-sheltered annuity 
programs maintained by churches for 
their employees. The new rules 
generally increase the ability of 
churches to provide retirement income 
for their employees and clarify the 
status of such programs. 


Timetable: 

Date 
NPRM 08/00/84 
Small Entity: Not Applicable 
Additional information: EE-114-82. 
Drafting attorney: Calder L. Robertson, 
Jr., (202) 566-3422. 
Reviewing attorney: James L. Brokaw 
(202) 566-4173. 
In Employee Plans and Exempt 
Organizations Division for preparation 
of Notice. 
Agency Contact: Calder L. Robertson, 
Jr., Attorney, Department of the 
Treasury, Internal Revenue Service, 
1111 Constitution Ave., N.W., 
Washington, D.C. 20224, 202 566-3422 


RIN: 1545-AE25 
TNE EL, 2 RRS OTS LER IORI GR 


FR Cite 





internal Revenue Code of 1954; 26 USC 
413(c)(6) internal Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: The regulations provide rules 
for taking into account the fair market 
value of certain insurance products in 
the valuation of assets for pension 
plans. In addition, the regulations 
amend the regulations to reflect 
changes made by the Employee 
Retirement Income Security Act of 1974 
to sections 404 and 413 of the Internal 
Revenue Code. 


Timetable: 

Action Date 
NPRM 00/00/00 
Smail Entity: Not Applicable 
Additional information: EE-141-79. 
Drafting attorney: Harry Beker (202) 
566-6212. 


FR Cite 


Reviewing attorney: Jonathan P. Marget 
(202) 566-3651. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: 
Hevener, Levinson. 


In Office of Chief Counsel (Employee 
Plans and Exempt Organizations 
Division) for preparation of notice. 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave, N.W., Washington, 
D.C. 20224, 202 566-6212 


RIN: 1545-AD76 


163. INCOME TAX--EMPLOYEE STOCK 
OWNERSHIP PLAN LOAN PAYMENTS 


Legal Authority: 26 USC 7805 internal 
Revenue’ Code of 1954; 26 USC 404(a)(10) 
internal Revenue Code of 1954; 26 USC 
415(c)(6) internal Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: The regulations would 
provide guidance relating to the 
deduction limitations when employer 
contributions to an employee stock 
ownership plan are used to repay the 
principal and interest of an exempt loan 
that was made to the employee stock 
ownership plan. 
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Drafting attorney: Eric Alan Raps (202) 
566-3544. 


Reviewing attorney: Michael A. 
Thrasher (202) 566-3961. 


Revised preliminary draft of notice to 
Office of Assistant Commissioner 
(Employee Plans and Exempt 
Organizations), 06/30/83. 

Agency Contact: Eric Alan Raps, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-3544 


RIN: 1545-AD77 


164. INCOME TAX—DEDUCTIBILITY 
OF PAYMENTS OF DEFERRED 
COMPENSATION TO INDEPENDENT 
CONTRACTORS 


Abstract: The regulations provide rules 
for taking a deduction under section 
404(d) of the Internal Revenue Code for 
deferred compensation paid to 
independent contractors. A deduction is 
permitted only when there is a 
corresponding income inclusion by the 
plan participant. In addition, the 
regulations provide guidance with 
regard to the amendment of section 
404(b) of the Internal Revenue Code by 
section 133 of the Revenue Act of 1978, 
which clarified that a method of 
compensation or contributions having 
the effect of a plan deferring the receipt 


. of compensation does not have to be 


similar to a stock bonus, pension, 
profit-sharing, or annuity plan to be 
subject to 404({a) of the Internal 
Revenue Code. The regulations describe 
methods of compensation or 
contributions subject to the section 
404{(a) rules. 

Timetable: 

Action Date 
NPRM 00/00/00 
Small Entity: Not Applicable 
Additional information: EE-44-79. 


Drafting attorney: John C. Khil (202) 
566-6212. 


Reviewing attorney: Michael A. 
Thrasher (202) 566-3961. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: 
Hevener, Levinson. ? 
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liminary draft of notice to Office 
of Tax Legislative Counsel (Treasury) & 
Office of Assistant Commissioner 
(Employee Plans and Exempt 
Organizations), 10/19/81. 
Agency Contact: John C. Khil, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave, N.W., Washington, 


guidance to employers on when they 
may deduct employer liability payments 
paid under section 4062, 4063, or 4064, 
or part 1 of subtitle E of title IV of the 
Employee Retirement Income Security 
Act of 1974. 


12/00/83 
Small Entity: Not Applicable 
Additional information: EE-130-80. 
Drafting attorney: Marjorie Hoffman 
(202) 566-3430. 
Reviewing attorney: Richard J. 
Wickersham (202) 566-3250. 
Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: 
Hevener, McCarty. 
Comments received from Office of Tax 
Legislative Counsel (Treasury), 
Agency Contact: Marjorie Hoffman, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave., N.W., Washington, 
D.C. 20224, 202 566-3430 


RIN: 1545-AD80 


166. INCOME TAX--DEDUCTION FOR 
CERTAIN FOREIGN DEFERRED 
COMPENSATION PLANS 


Legal 26 USC 7805 Internal 
Revenue Code of 1954; 26 USC 404A internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: The regulations would 


provide guidance relating to the 
limitations on deductions and 


adjustments to earnings and profits (or 
accumulated profits) with respect to 
certain foreign deferred compensation 
plans. 

Timetable: 

Action Date 
NPRM 12/00/83 
Small Entity: Not Applicable 
Additional information: EE-14-81. 


Drafting attorney: Eric Alan Raps (202) 
566-3544. 

Reviewing attorney: Michael A. 
Thrasher (202) 566-3961. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: Hevener. 


Revised Preliminary draft of notice to 
Office of Assistant Commissioner 
(Employee Plans and Exempt 
Organizations), 2/24/83. 

Contact: Eric Alan Raps, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-3544 


RIN: 1545-AD81 


167. INCOME TAX-REQUIREMENTS 


Authority: 
Revenue Code of 1954; 26 USC 409A Internal 
Revenue Code of 1954; 26 USC 48 internal 
Revenue Code of 1954; 26 USC 401 internal 
Revenue Code of 1954; 26 USC 6699 Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: The regulations provide rules 
for electing the employee plan credit 
under section 48{n) of the Internal 
Revenue Code, establishing a tax credit 
employee stock ownership plan under 
section 409A of the Internal Revenue 
Code, and providing voting rights to 
participants of certain defined 
contribution plans under section 
401(a)(22) of the Internal Revenue Code. 
Further, the regulations provide 
guidance for determining the 
applicability of and calculating the 
assessable penalties relating to tax 


credit employee stock ownership plans - 


under section 6699 of the Internal 
Revenue Code. The regulations 
reorganize and modify the current 


tions which are based on section 
301(d), (e), and (f) of the Tax Reduction 
Act of 1975, and provide a single set of 
rules that would apply to tax credit 
employee stock ownership plans 
established under the provisions of the 
Tax Reduction Act of 1975 and the 1978 
Revenue Act. 


Timetabie: 
Action 
NPRM 


Date 
05/00/84 


Small Entity: Not Applicable 
Additional information: EE-49-80. 
Drafting attorney: John C. Khil (202) 
566-6212. 


Reviewing attorney: Michael A. 

Thrasher (202) 566-3961. 

Office of Tax Legislative Counsel 

(Treasury) reviewing attorney: 

Conaway. 

Revised Preliminary draft of notice to 

Employee Plans Division, 07/20/83. 
Contact: John C. Khil, 


Agency 
. Attorney, Department of the Treasury, 


Internal Revenue Service, 1111 
Constitution Ave, N.W., Washington, 
D.C. 20224, 202 566-6212 


RIN: 1545-AD82 


168. INCOME TAX-—COORDINATION 
OF VESTING AND 
NONDISCRIMINATION 
REQUIREMENTS FOR QUALIFIED 
PLANS 

Legal * 26 USC 7805 interna! 
Revenue Code of 1954; 26 USC 411(d)(1) in- 
ternal Revenue Code of 1954 

CFR Citation: 26 CFR 1 


Abstract: This project was developed 
to prescribe rules for determining if the 
vesting schedule of a qualified plan 
discriminates in favor of employees 
who are officers, shareholders, or highly 
compensated. 


Timetabie: 

Action 

NPRM 

Partial Revised 
Notice 


04/09/80 
06/12/80 


FR Cite 
45 FR 24201 
45 FR 39869 
Hearing 07/10/80 
Final Action 00/00/00 
Small Entity: Not Applicable 
Additional information: EE-164-78. 
Drafting attorney: Marjorie Hoffman 
(202) 566-3430. 
Reviewing attorney: Richard J. 
Wickersham (202) 566-3250. 


45 FR 29308 
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169. RULES CLARIFYING THE 


INCOME TAX REGULATIONS, PART 1, 


Marjorie Hoffman, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-3430 


RIN: 1545-AE39 


excise taxes for failure to meet the 
minimum funding standards. 
Timetabie: 
Action 


NPRM ‘ 
NPRM Comment 
Period Begin 
NPRM Comment 01/31/83 
Period End 
Final Action 


12/01/82 47 FR 54093 
12/01/82 47 FR 54093 


00/00/00 


Drafting attorney: Eric Alan Raps (202) 
566-3544. 

Reviewing attorney: Jonathan P. Marget 
(202) 566-3651. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: 
Conaway. 

12/01/82 Notice published. 

Agency Contact: Eric Alan Raps, 


Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 


provide guidance relating to the 
minimum funding requirements for 
multiemployer pension plans. 


Current and Projected Rulemakings 


Date 
01/00/84 
Smail Entity: Not Applicable 
Additional information: EE-129-80. 
Drafting attorney: Eric Alan Raps (202) 
566-3544. 


Reviewing attorney: Jonathan P. Marget 
(202) 566-3651. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: Hevener. 
5/1/83 Comments from Assistant 
Commissioner (Employee Plans and 
Exempt Organizations) on draft of 
notice. 

Agency Contact: Eric Alan Raps, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-3544 


RIN: 1545-AD85 


172. INCOME TAX-TERM, ETC. 


Legal : 26 USC 7805 internal 
Revenue Code of 1954; 26. USC 412(c)(3) In- 
ternal Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: The regulations would 
provide guidance relating to the cost 
range within which an ancillary cost 
must fall in order to utilize 1-year term 
funding. 

Timetable: 

Action Date 
NPRM _ 00/00/00 
Small Entity: Not Applicable 
Additional information: EE-151-80. 
Drafting attorney: Eric Alan Raps (202) 
566-3544. 

Reviewing attorney: Jonathan P. Marget 
(202) 566-3651. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: 
Conaway. 

In Office of Chief Counsel (Employee 
Plans and Exempt Organizations 
Division) for preparation of notice. 
Agency Contact: Eric Alan Raps, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, N.W.., 
Washington, D.C. 20224, 202 566-3544 


RIN: 1545-AD86 


FR Cite 
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Legal : 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 414(b) inter- 
nal Revenue Code of 1954; 26 USC 414(c) 
Internal Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: The regulations relate to the 
definition of controlled groups of 
corporations and businesses under 
common control for purposes of certain 
provisions of the Employee Retirement 
Income Security Act of 1974 and 
pension related provisions of the 
Internal Revenue Code. 


Date _—‘FR Cite 


NPRM 11/05/75 40 FR 51467 


NPRM Comment 11/05/75 40 FR 51467 


Period Begin 
NPRM Comment 01/04/76 
Period End 
Final Action 00/00/00 
Small Entity: Not Applicable | 
Additional information: LR-209-74. 


Drafting attorney: Michel A. Daze (202) 
566-3458. 


Reviewing attorney: Charles M. 
Whedbee (202) 566-3458. 


Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: 
Oppenheimer, Levinson. 

Draft of Treasury Decision to Office of 
Chief Counsel (Corporation Tax 
Division and Employee Plans Division), 
and to Office of Tax Legislative 
Counsel, 09/23/80. 


Contact: Michel A. Daze, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave N.W., Washington, 
D.C. 20224, 202 566-3458 


RIN: 1545-AB35 


174. INCOME TAX--DEFINITIONS AND 
SPECIAL RULES; SERVICE FOR 
PREDECESSOR 


Legal : 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 414(a) Inter- 
nal Revenue Code of 1954 
CFR Citation: 26 CFR 1 


Abstract: Regulation will provide 
guidance to employers maintaining 
plans on when service with a 
predecessor employer must or may be 
treated as service under their plan. 


Timetable: 

Action Date 
NPRM 05/00/84 
Small Entity: Not Applicable 
Additional information: EE-22-78. 
Drafting attorney: Marjorie Hoffman 
Reviewing attorney: Richard J. 
Wickersham (202) 566-3250. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: 
Conaway, McCarty. 

In Office of Chief Counsel (Employee 
Plans and Exempt Organizations 
Division) for preparation of the notice 
of proposed rulemaking. 

Agency Contact: Marjorie Hoffman, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 


Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-3430 


RIN: 1545-AD87 


175. INCOME TAX--CHURCH PLANS 


Legal : 26 USC 7805 Internal 
Revenue Code of 1954; 26 USC 414(e) inter- 
nal Revenue Code of 1954; PL 96-364, Sec 
407 

CFR Citation: 26 CFR 1 

Abstract: This regulation project relates 
to the determination of whether a 
retirement plan is a church plan. 
Changes to the applicable tax law were 
made by the Multiemployer Pension 
Plan Amendments Act of 1980. The 
regulations would provide persons 
responsible for the administration of 
retirement plans with the guidance 
needed to determine whether their plan 
is entitled to the special benefits 
afforded church plans. 


Timetable: 

Action Date 
NPRM 01/00/84 
Small Entity: Not Applicable 
Additional Information: EE-123-80. 


Drafting attorney: Janet S. Painter (202) 
566-3544. 

Reviewing attorney: Jonathan P. Marget 
(202) 566-3651. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: 
Hevener, Levinson. 

In Office of Chief Counsel (Employee 


47761 


Current and Projected Rulemakings 


Plans and Exempt Organizations 
Division) for preparation of notice. 


Agency Contact: Janet Painter, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave., N.W., Washington, 
D.C. 20224, 202 566-3544 


RIN: 1545-AD88 


176. INCOME TAX-—DEFINITION OF 
MULTIEMPLOYER PLAN 

Legal : 26 USC 7805 Internal 
Revenue Code of 1954; 26 USC 414(f) Inter- 
nal Revenue Code of 1954 


CFR Citation: 26 CFR 1 

Abstract: The regulations would 
provide guidance relating to the 
definition of a “multiemployer plan” 
which was changed by Public Law 96- 
364. 


Timetable: 


Action Date 
NPRM 00/00/00 
Small Entity: Not Applicable 
Additional information: EE-131-80. 
Drafting Attorney: Eric Alan Raps (202) 
566-3544. 

Reviewing attorney: Michael A. 
Thrasher (202) 566-3961. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: 
Hevener, Levinson. 

Preliminary draft of notice to Actuarial 
Division, 02/18/82. 


Comments from Actuarial Division, 


Agency Contact: Eric Alan Raps, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-3544 


RIN: 1545-AD89 


177. INCOME TAX—EMPLOYEES OF 
AN AFFILIATED SERVICE GROUP 
Legal Authority: 26 USC 7805 internal 


Revenue Code of 1954; 26 USC 414(m) inter- 
nal Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: The regulations would 
provide rules with regard to the 
aggregation of employees of certain 
organizations for purposes of certain 
pension requirements. 





ih 
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Legal Authority: 26 USC 7805; 26 USC 
415; 26 USC 404(a)(3)(B); 26 USC 404() 


CFR Citation: 26 CFR 1 


Authority: 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 416 internal 
Revenue Code of 1954; 26 USC 401 internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 


03/15/83 48 FR 10868 

NPRM Comment 03/15/63 

Period Begin 
NPRM Comment 05/16/83 

Period End 
Final Action 12/00/83 
Small Entity: Not Applicable 
Additional information: EE-140-82. 
Drafting Attorney: William D. Gibbs 
(202) 566-3430. 
Reviewing saan Jonathan P. Marget 
(202) 566-365 
Office of aa Legislative Counsel 
reviewing attorney: Harry Conaway. 
8/5/83 Public Hearing 


Agency Contact: William D. Gibbs, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave., N.W., Washington, 
D.C. 20224, 202 566-3430 


RIN: 1545-AF18 


181. INCOME TAX-TOP-HEAVY 
PLANS 


Abstract: These regulations will 
provide guidance to sponsors of and 
participants in ae cee 
and stock bonus plans. The regulations 
set forth rules for determining whether 
such plans are top-heavy and what_- 
provisions must be included in the plan 
if the plan is top-heavy. 
Timetable: 

Action Date 
NPRM 00/00/00 
Smaii Entity: Not Applicable 
Additional information: EE-109-82. 
Drafting Attorney: William D. Gibbs 
(202) 566-3430. 

Reviewing Attorney: Jonathan P. Marget 
(202) 566-3651. 

Office of Tax Legislative Counsel 
reviewing attorney: Harry Conaway. 
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In Office of Chief Counsel (Employee 
Plans and Exempt Organizations 


ttorney, Department of the Treasury, 
tntoonal Revenue Service, 1111 


Constitution Ave., N.W., Washington, 
D.C. 20224, 566-3430 


RIN: 1545-AE87 


182. INCOME TAX-REORGANIZATION 
STATUS 

Legal Authority: 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 418 Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 

Abstract: The regulations would 
provide rules for the determination of 
whether a multiemployer pension plan 
is in reorganization as described in 
section 418 of the Internal Revenue 
Code of 1954. 


Date FR Cite 


01/00/84 


Draft attorney: Paul G. Accettura (202) 
566-3544. 

Reviewing attorney: Richard 
Wickersham (202) 566-3250. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: 
Hevener, Levinson. 

06/28/83 Final draft of Notice of 
Proposed Rulemaking sent to Employee 
Plans Division of the Internal Revenue 
Service for comment. 


Contact: Paul Accettura, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave., N.W., Washington, 
D.C. 20224, 202 566-3544 
RIN: 1545-AD91 
183. INCOME TAX--MINIMUM 
CONTRIBUTION REQUIREMENT, IN 
GENERAL 
Legal : 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 418B internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: The regulation project will 
focus on a special rule to compute the 
minimum contribution that employers 
must make to a multiemployer plan 


when the plan is in reorganization in 
order for the special i 

requirements for multiemployer plans in 
reorganization to be met. 
Timetable: 

Action Date 
NPRM 00/00/00 
Small Entity: Not Applicable 
Additional Information: EE-125-80. 
Drafting attorney: Marjorie Hoffman 
Reviewing attorney: Richard J. 
Wickersham (202) 566-3250. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: 
Hevener, Levinson. 

In Office of Chief Counsel (Employee 
Plans and Exempt Organizations 
Division) for preparation of the notice 
of proposed rulemaking. 

Agency Contact: Marjorie Hoffman, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave., N.W., Washington, 
D.C. 20224, 202 566-3430 


RIN: 1545-AD92 


184. INCOME TAX-OVERBURDEN 


Legal : 
Revenue Code of 1954; 26 USC 418C Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: The regulations provide that 
a multiemployer plan that is in 
reorganization and is overburdened 
with retirees is eligible for a special 
overburden credit which will reduce the 
otherwise required minimum 
contribution requirement. 


Timetable: 

Date 
NPRM 00/00/00 
Small Entity: Not Applicable 
Additional information: EE-127-80. 
Drafting attorney: Harry Beker (202) 
566-6212. 


FR Cite 


Reviewing attorney: Michael A. 
Thrasher (202) 566-3961. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: Hevener. 


Comments from Actuarial Division on 
preliminary draft of Notice, 1/13/83. 
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Current and Projected Rulemakings 


—_ Contact: Harry Beker, 

ttorney, Department anee the Treasury, 
pare ¢ Revenue Service, 1111 
Constitution Ave, N.W., Washington, 
D.C. 20224, 202 566-6212 


RIN: 1545-AD94 


Abstract: The regulation would provide 
rules under 26 USC 418D and 418E 
concerning adjustment of accrued 
benefits by a multiemployer plan in 
reorganization and suspension of 
benefit payments by an insolvent 
multiemployer plan. Conforming 
changes will be made to regulations 
under section 411 concerning permitted 
forfeitures and concerning the 
computation of the period of service in 
determining an employee’s 
nonforfeitable percentage. 
Timetable: 

Action Date 
NPRM 00/00/00 
Small Entity: Not Applicable 
Additional information: EE-128-80. 
Drafting attorney: George B. Baker (202) 
566-3422. 

Reviewing attorney: Jonathan P. Marget 
(202) 566-3651. 

In Office of Chief Counsel (Employee 
Plans and Exempt Organizations 
Division) for preparation of notice. 
Agency Contact: George Baker, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave, N.W., Washington, 
D.C. 20224, 202 566-3422 


RIN: 1545-AD95 


FR Cite 


186. INCOME TAX-CREATION & 
TREATMENT OF INCENTIVE STOCK 


26 USC 7805 Internal 
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Drafting attorney: Philip R. Bosco (202) 
566-3288. 


Reviewing attorney: John H. Parcell 
(202) 566-3288. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: Hevener. 
In Office of Chief Counsel (Legislation 
and Regulations Division) for 
preparation of notice. 

Agency Contact: Philip R. Bosco, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, NW, Washington, 
D.C. 20224, 202 566-3288 

RIN: 1545-AB36 


187. INCOME TAX—REQUESTS FOR 


_ Smali Entity: Not Applicable 
Additional information: LR-188-79. 


Drafting attorney: Alice Bennett (202) 
566-3288. 


Reviewing attorney: John H. Parcell 
(202) 566-3288. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: Hutton. 
Notice returned to Office of Chief 
Counsel (Legislation and tions 
Division) for revision, 03/31/82. 
Agency Contact: Alice Bennett, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, NW, Washington, 
D.C. 20224, 202 566-3288 


RIN: 1545-AB37 


188. INCOME TAX-CLARIFICATION 
OF RELATIONSHIP BETWEEN 
SECTIONS 446(E) AND 481 

Legal : 26 USC 7805 intemal 
Revenue Code of 1954; 26 USC 446(e) Inter- 
nal Revenue Code of 1954; 26 USC 481 inter- 
nal Revenue Code of 1954 

CFR Citation: 26 CFR 1 

Abstract: The regulations would clarify 
that in order to secure the 
Commissioner’s permission to adopt a 
new accounting method the taxpayer 
must take any adjustment required by 
section 481 into income over the period 
prescribed by the Commissioner. 
Timetabie: 

Action Date 
NPRM 00/00/00 
Small Entity: Not Applicable 
Additional information: LR-47-80. 
Drafting attorney: Joseph Rosenthal 
(202) 566-3288. 

Reviewing attorney: John H. Parcell 
(202) 566-3288. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: Hutton. 
Notice pending Department of the 
Treasury review. 

Agency Contact: Joseph Rosenthal, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-3288 


RIN: 1545-AB38 


FR Cite 


189. INCOME TAX-METHOD OF 
ACCOUNTING FOR CORPORATIONS 
ENGAGED IN FARMING 


Legal : 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 447 internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Current and Projected Rulemakings 


Abstract: The tions would 
provide rules and definitions needed to 
determine which corporations and 
partnerships with a corporate partner 
are subject to the requirement that 
income from farming be reported on the 
accrual method of accounting with the 
capitalization of preproductive 
expenses. 

Timetable: 

Action Date 
NPRM 10/31/83 
Smaii Entity: Not Applicable 
Additional information: LR-143-76. 
Drafting Attorney: Ewan Purkiss (202) 
566-3238. 

Reviewing Attorney: Cynthia Clark 
(202) 566-3238. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: Mary 
Hutton. 


FR Cite 


Notice pending Treasury review. 
Agency Contact: Ewan Purkiss, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, NW, Washington, 
D.C. 20224, 202 566-3238 


RIN: 1545-AB39 


190. INCOME TAX-TO CLARIFY 
TREATMENT OF CERTAIN COSTS 


Responsibility Act of 1982, Section 229 
CFR Citation: 26 CFR 1 


Abstract: The regulations would clarify 
when contracts are completed and 
when contracts are to be severed or 
aggregated. The regulations would also 
provide rules for determining the costs 
properly allocable to extended period 
long-term contracts. 


Timetable: 
Action Date FR Cite 


NPRM 03/14/83 48 FR 10702 
NPRM Comment 03/14/83 48 FR 10702 
Period Begin 
NPRM Comment 05/13/83 
Period End 
Hearing held 06/29/83 
Final Action 00/00/00 


Small Entity: Not Applicable 
Additional information: LR-274-81. 
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Drafting attorney: Joseph Rosenthal 
(202) 566-3288. 

Reviewing attorney: John M. Fischer 
(202) 566-3394. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: Hutton. 
Final Draft of Notice to Office of Chief 
Counsel 12/15/82. 

Agency Contact: Joseph Rosenthal, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, N. W., 
Washington, D.C. 20224, 202 566-3288 


RIN: 1545-AB40 


191. INCOME TAX—GENERAL RULES 
RELATING TO INSTALLMENT SALES 


Legal = 26 USC 7805 Internal 
Revenue Code of 1954; 26 USC 453 internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: Treasury decision will 
provide general rules and rules for 
reporting contingent installment 
obligations. 


Date 
02/04/81 


FR Cite 


46 FR 10749 
46 FR 10749 


NPRM 


NPRM Comment 04/06/81 
Period End 
Hearing 10/01/81 


12/00/83 


Drafting attorney: Phoebe A. Mix (202) 
566-3288. 


Reviewing attorney: John H. Parcell 
(202) 566-3288. - 


Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: 
McCarty, Levinson. 

Draft of Treasury decision to Office of 


Tax Legislative Counsel (Treasury) for 
comment 11/23/82. 


Contact: Phoebe A. Mix, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, N.W., 


192. @INCOME TAX REGULATIONS— 
PART |. INSTALLMENT SALES BY 
NONTAXABLE ENTITIES 

Legal : 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 453 Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 

Abstract: This project will provide rules 
relating to installment sales by 
nontaxable entities and the election 
provision by foreign personal holding 
companies. 
Timetable: 
Action 

NPRM 

Small Entity: No 
Additional information: LR-143-83. 
Drafting Attorney: Phoebe Mix (202) 
566-3238. 

Reviewing Attorney: John Parcell (202) 
566-3288. 


Agency Contact: Phoebe Mix, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave., N.W.,; Washington, 
D.C. 20224, 202 566-3238 


RIN: 1545-AF73 


Date 
00/00/00 


FR Cite 


193. INCOME TAX-INSTALLMENT 
OBLIGATIONS RECEIVED FROM A 
LIQUIDATING CORPORATION 

Legal Authority: 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 453 Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 
Abstract: Proposal would provide rules 
for reporting gain in respect of 
installment obligations received as 
liquidating distributions from 
corporations under a plan of complete 
liquidation. 
Timetable: 

Date 
NPRM 10/00/83 
Smail Entity: Not Applicable 
Additional information: LR-184-80. 
Drafting attorney: Phoebe A. Mix (202) 
566-3288. 
Reviewing attorney: John H. Parcell 
(202) 566-3288. 
Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: 
McCarty, Levinson. 
Draft of notice to Tax Legislative 
Counsel (Treasury) 11/23/82. 


FR Cite 


Current and Projected Rulemakings 


Agency Contact: Phoebe A. Mix, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, NW, Washington, 
D.C. 20224, 566-3288 


RIN: 1545-AB43 


Revenue Code of 1954 
CFR Citation: 26 CFR 1 


Abstract: Proposal would provide rules 
for reporting installment obligations 
that are received as boot in certain 
exchanges in which gain is not 
generally i 
Timetable: 
Action 


NPRM 


Date FR Cite 


12/00/83 


Small Entity: Not Applicable 

Additional Information: LR-186-80. 
Drafting Attorney: Phoebe A. Mix (202) 
566-3288. 


Reviewing attorney: John H. Parcell 
(202) 566-3288. 

Offiee of Tax Legislative Counsel 
(Treasury) reviewing attorneys: 
McCarty, Levinson. 

Draft of notice to Tax Legislative 
Counsel (Treasury), 11/23/82. 

Agency Contact: Phoebe A. Mix, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, NW, Washington, 
D.C. 20224, 202 566-3288 

RIN: 1545-AB44 

SRNR i NEEM 1 NETS SR IRC APTOS oe 
195. INCOME TAX-—-INSTALLMENT 
SALES BETWEEN RELATED PARTIES 
Legal s 26 USC 7805 Internal 
Revenue Code of 1954; 26 USC 453 internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: Proposal would provide rules 
for reporting installment sales between 
related parties. 
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TREAS—IRS 

Drafting attorney: Phoebe A. Mix (202) 
566-3288. 

Reviewing attorney: John H. Parcell 


Draft of notice to Office of Tax 
Legislative Counsel (Treasury) 07/19/82. 


Abstract: Proposal would provide rules 
for installment method reporting by 
i property. 


Small Entity: Not Applicable 
Additional information: LR-146-81. 
Drafting attorney: Phoebe A. Mix (202) 
566-3288. 


Reviewing attorney: John H. Parcell 
(202) 566-3288. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: McCarty. 
Draft of notice to Tax Legislative 
Counsel for comment 07/19/82. 
Agency Contact: Phoebe A. Mix, 
Attorney, Department of the Treasury, 
Internal Revenve Service, 1111 
Constitution Avenue, NW, Washington, 
D.C. 20224, 202 566-3288 

RIN: 1545-AB47 


Authority: 
Revenue Code of 1954; 26 USC 4538 Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 
Abstract: Proposal would provide rules 


for reporting gain or loss upon the 
disposition of an installment obligation. 


Timetabie: 

Action Date 
NPRM 00/00/00 
Small Entity: Not Applicable 
Additional information: LR-103-81. 
Drafting attorney: Gregory A. Roth (202) 
566-3238. 


Reviewing attorney: Phoebe A. Mix 
(202) 566-3288. 
Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: 

, Levinson. 
In Legislation and Regulations Division 
for preparation of notice. 
Agency Contact: Gregory A. Roth, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, NW, Washington, 
D.C. 20224, 202 566-3238 


RIN: 1545-AB41 


198. INCOME TAX-INSTALLMENT 
SALES REVISION ACT OF 1980, 
REGULATIONS RELATING TO WRAP- 
AROUND MORTGAGES 

Legal : 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 453 Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: Proposal would provide 


regulations for reporting sales of 
property under a wrap-around mortgage 


arrangement. 

Timetabie: 

Action Date 
NPRM 03/00/84 
Small Entity: Not Applicable 
Additional information: LR-147-82. 
Drafting attorney: Phoebe A. Mix (202) 
566-3288. 

Reviewing attorney: John H. Parcell 
(202) 566-3288. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: McCarty. 
In Office of Tax Legislative Counsel 
(Treasury) for comment 7/19/82. 


Contact: Phoebe A. Mix, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-3288 
RIN: 1545-AB46 


FR Cite 


Current and Projected Rulemakings 


199. CINCOME TAX REGULATIONS— 


Revenue Code of 1954 

CFR Citation: 26 CFR 1 

Abstract: This project will provide rules 
relating to sales by dealers of personal 
property on the installment plan. 


Timetabie: 
Action 

NPRM 

Smaii Entity: No 
Additional information: LR-141-83. 


Drafting Attorney: Phoebe Mix (202) 
566-3238. 

Reviewing Attorney: John Parcell (202) 
566-3288. 

Agency Contact: Phoebe Mix, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, N.W., 
Washington, DC 20224, 202 566-3238 


RIN: 1545-AF71 


Date 
00/00/00 


200. INCOME TAX-EXCLUSION FROM 

INCOME WITH RESPECT TO 
MAGAZINES, PAPERBACKS, AND 
RECORD RETURNS AFTER CLOSE OF 
TAXABLE YEAR 


Legal Authority: 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 458 Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: The regulation will provide 
rules on the exclusion from gross 
income of income attributable to the 
sale of magazines, paperbacks, or 
records that are returned. 


Timetable: 

Action Date 
NPRM 09/00/83 
Small Entity: Not Applicable 
Additional information: LR-195-78. 


Drafting attorney: Paul H. Weisman 
(202) 566-3238. 


Reviewing attorney: John H. Parcell 
(202) 566-3288. 


Office of Tax Legislative Counsel 


FR Cite 


. (Treasury) reviewing attorneys: Hutton, 


Levinson. 


Notice to Department of the Treasury 
for formal approval, 10/06/81. 
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Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, N.W., 


Revenue Code of 1954 

CFR Citation: 26 CFR 1 
Abstract: The regulations would 
provide guidance to cash basis 


taxpayers regarding the deductibility of 
interest allocable to periods beyond the 
close of the taxable year. 


Date 

00/00/00 
Small Entity: Not Applicable 
Additional information: LR-190-76. 
Drafting attorney: Alice Bennett (202) 
566-3288. 
Reviewing attorney: John H. Parcell 
(202) 566-3288. 
Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: Hutton. 
Notice pending Department of the 
Treasury review. 


Contact: Alice Bennett, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, NW, Washington, 
D.C. 20224, 202 566-3288 


RIN: 1545-AB49 


FR Cite 


202. INCOME TAX--ACCRUAL OF 
VACATION PAY 


Legal Authority: 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 463 internal 
Revenue Code of 1954; 26 USC 81 internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: The regulation will provide 
rules which require a taxpayer to 
include in its gross income for the 
taxable year the amount of the 
increase, if any, in the suspense 
account created under section 463. The 
regulation will also provide rules under 
section 463 which allow a taxpayer 
who computes income on the accrual 
method of accounting to elect to deduct 
its accrued contingent liabilities for 
vacation pay in the year the vacation 
pay is earned by the employee as long 


as such pay is payable in the tax year 
or twelve month period following the 
close of the tax year. 


Timetable: 

Action Date 
NPRM 01/01/84 
Small Entity: Not Applicable 
Additional information: LR-6-75. 


Drafting attorney: Paul H. Weisman 
(202) 566-3238. 

Reviewing attorney: Cynthia L. Clark 
(202) 566-3288. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: Hutton. 
In Legislation and Regulations for 
preparation of notice of proposed 
rulemaking. 


Agency Contact: Paul H. Weisman, 


Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 


Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-3238 


RIN: 1545-AB50 


203. INCOME TAX-LIMITATION ON 


Revenue Code of 1954; 26 USC 464 internal 
Revenue Code of 1954; 26 USC 278(b) Inter- 
nal Revenue Code of 1954 

CFR Citation: 26 CFR 1 

Abstract: The regulations would 
provide that enterprises which qualify 
as farming syndicates must deduct 
expenses for feed, seed fertilizer, 
etcetera, only when used or consumed 
and to capitalize certain cost of poultry. 
Furthermore, farming syndicates are to 
capitalize certain expenses of groves, 
orchards and vineyard to the extent 
such expenses are incurred before the 
grove, orchard or vineyard becomes 
productive. 


Timetable: 

Action Date 
NPRM 12/31/83 
Small Entity: Not Applicable 
Additional information: LR-144-76. 


Drafting attorney: Howard A. Balikov 
(202) 566-3288. 

Reviewing attorney: Cynthia C. Clark 
(202) 566-3288. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: Hutton. 


FR Cite 


Current and Projected Rulemakings 


Final draft of notice to Office of Tax 
tive Counsel (Treasury), 
02/05/82. 
Agency Contact: Howard Balikov, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-3288 


RIN: 1545-AB51 


204. INCOME TAX-—DETERMINATION 


provide guidance to taxpayers for 
purposes of determining the amount the 
taxpayer is at risk in certain activities. 
This guidance is necessary because a 
taxpayer's deductions are limited to the 
amount the taxpayer is at risk in the 
activity. This at risk limit applies to 
most activities.except the holding of 
real property and certain equipment 
leasing by closely-held corporations. 
Timetable: 
Action Date 
NPRM 06/05/79 
NPRM Comment 06/05/79 
Period Begin 
NPRM Comment 08/06/79 
Period End 


44 FR 32235 
44 FR 32235 


09/27/79 44 FR 49701 


Hearing 

Final Action 09/00/83 
Smail.Entity: Not Applicable 

Additional information: LR-168-76. 
Drafting attorney: Alice Bennett (202) 
566-3288. 

Reviewing attorney: John H. Parcell 
(202) 566-3288. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: 
McCarty, Levinson. 

Revised draft of Treasury decision 
distributed within the Office of Chief 
Counsel for comment, 09/22/82. 
Agency Contact: Alice Bennett, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, NW, Washington, 
D.C. 20224, 202 566-3288. 


RIN: 1545-AB52 
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of qualified discount 
returned after the close of the taxable 


Date 
11/00/83 
Smaii Entity: Not Applicable 
Additional information: LR-217-78. 
Drafting attorney: Alice Bennett (202) 
566-3288. 


FR Cite 


year. 
Timetabie: 
Action 
NPRM 


Reviewing attorney: John H. Parcell 
(202) 566-3288. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: Hutton. 
Final draft of notice in the Office of 


Internal Revenue Service, 1111 
Constitution Avenue, NW, Washington, 


Authority: 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 471 internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: The regulations would revise 
and clarify the computation of ending 
inventory at cost or market whichever 
is lower. 


Date 
00/00/00 

Small Entity: Not Applicable 

Additional information: LR-2158. 


Drafting attorney: Joseph Rosenthal 
(202) 566-3288. 


Reviewing attorney: John H. Parcell 
(202) 566-3288. 


Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: Hutton. 
In Office of Chief Counsel (Legislation 
and Regulations Division) for 
preparation of notice. 

Agency Contact: Joseph Rosenthal, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-3288 


RIN: 1545-AB54 


OF ONE INVENTORY POOL BY SMALL 
BUSINESSES ELECTING LIFO 
METHOD 


Legal : 26 USC 7805 Internal 
Revenue Code of 1954; 26 USC 472(d) Inter- 
nai Revenue Code of 1954; 26 USC 474 Inter- 
nal Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: The regulations would 
provide for three-year averaging for 
increases in inventory value when 
electing the LIFO method of accounting. 
The regulations would also provide for 
the use of one inventory pool by small 
businesses electing the LIFO method of 
accounting. 


Timetable: 

Action Date FR Cite 
NPRM 09/00/83 48 FR 6134 
Small Entity: Not Applicable 

Additional information: LR-254-81. 
Drafting attorney: Gregory Roth (202) 
566-3238. 

Reviewing attorney: John H. ree: 
(202) 566-3288. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: Hutton. 
Notice to Office of Commissioner for 
formal approval, 07/22/82. 

Agency Contact: Gregory Roth, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue NW, Washington 
DC 20224, 202 566-3238 


RIN: 1545-AB55 





208. GINVENTORY COMPUTED BY 
USE OF CONSUMER OR PRODUCER 
PRICE INDEXES 


Legal Authority: 26 USC 472 internal 
Revenue Code of 1954 


Current and Projected Rulemakings. 


CFR Citation: 26 CFR 1 


Abstract: The proposed regualtions 
would provide examples and further 
clarification of the existing regulations. 


Timetable: 
Action 

NPRM 

Small Entity: No 
Additional information: LR-57-83. 
Drafting Attorney: Howard A. Balikov 
(202) 566-3288. 


Reviewing Attorney: Philip R. Bosco 
(202) 566-3238. 

In Legislation and Regulations Division 
for preparation of notice. 

Agency Contact: Howard A. Balikov, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-3288 


RIN: 1545-AF65 


Date 
01/30/84 


FR Cite 


209. INCOME TAX--QUALIFIED 
LIQUIDATIONS OF LIFO INVENTORIES 


Legal Authority: 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 473 Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: The regulations would 
provide interpretative and procedural 
rules relating to qualified liquidations of 
last-in-first-out inventory. 


Timetable: 

Date FR 
NPRM 11/30/83 
Small Entity: Not Applicable 
Additional Information: LR-82-80. 


Drafting attorney: Joseph Rosenthal 
(202) 566-3288. 

Reviewing attorney: John H. Parcell 
(202) 566-3288. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: Hutton. 
Notice pending Department of Treasury 
review. 

Agency Contact: Joseph M. Rosenthal, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave., N.W., Washington, 
D.C. 20224, 202 566-3288 


RIN: 1545-AB56 
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Abstract: The regulations would amend 
the current Income Tax Regulations 
under Internal Revenue Code section 
482, relating to allocations made by the 
Internal Revenue Service between 
persons that are owned or controlled by 
the same interests. The amendments 
would adjust the deemed arm’s length 
rental charge for the use of tangible 
property to reflect current market rates. 


Date 
12/01/83 


Drafting Attorney: Robert E. Culbertson 
Jr. (202) 566-3289. 

Reviewing attorney: Herman B. Bouma 
(202) 566-3289. 


Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: 
Reinhold, Levinson. 

Office of International Tax Counsel 
(Treasury) reviewing attorneys: Silver, 
Lainoff. 


Revised draft of notice to Office of 
International Tax Counsel (Treasury), 
09/08/82. 


Agency Contact: Robert E. Culbertson 
Jr.. Attorney, Department of the 
Treasury, Internal Revenue Service, 
1111 Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-3289 


RIN: 1545-AB57 


211. INCOME TAX-MAXIMUM RATE 
OF IMPUTED INTEREST FOR SALE OF 
LAND BETWEEN RELATED PERSONS 


Legai Authority: 26 USC 7805 Internal 
Revenue Code of 1954; 26 USC 483(g) Inter- 
nal Revenue Code of 1954 
CFR Citation: 26 CFR 1 


Abstract: The regulations would 
provide guidance for determining if 
sales of land between related persons 
qualify for a lower imputed rate of 
interest. More specifically, the 
regulations would provide for a 


definition of land and for rules to 
compute the maximum dollar limitation 
on which the lower imputed rate of 
interest is to apply. 


Timetable: 

Action Date 
NPRM 00/00/00 
Small Entity: Not Applicable 
Additional information: LR-246-81. 
Drafting Attorney: Ewan Purkiss (202) 
566-3238. 


Reviewing Attorney: Phoebe Mix (202) 
566-3238. 


In Office of Chief Counsel (Legislation 
and Regulations Division) for 
preparation of notice. 


Agency Contact: Ewan Purkiss, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, NW, Washington 
DC 20224, 202 566-3238 


RIN: 1545-AB58 


212. CINCOME TAX - SEMIANNUAL 
COMPOUNDING OF THE TEST RATE 
UNDER SECTION 483 


Legal Authority: 26 USC 7805 intemal 
Revenue Code of 1954; 26 USC 483 Internal 
Revenue Code of 1954 

CFR Citation: 26 CFR 1 


Abstract: The regulations would 
provide for the semiannual 
compounding of the test rate of interest 
used to determine if a deferred 
payments contract contains unstated 
interest. Thus, in the case of a contract 
for the sale of property that provides 
for no interest or an unreasonably low 
rate of interest that does not satisfy the 
test rate of interest compounded 
semiannually, interest will be imputed 
under the contract. 
Timetable: 

Date 


12/31/83 


FR Cite 
NPRM 

Small Entity: No 
Additional Information: LR-12-83. 
Drafting attorney: Ewan Purkiss (202) 
566-3238. 

Reviewing attorney: John Parcell (202) 
566-3336. 

In Legislation and Regulations Division 
for preparation of notice. 


Current and Projected Rulemakings 


Agency Contact: Ewan Purkiss, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-3238 


RIN: 1545-AF59 


213. INCOME TAX--ESTATE TAX-—GIFT 
TAX—EXEMPTION OF CERTAIN 
AMATEUR ATHLETIC 
ORGANIZATIONS FROM TAX 


Legal Authority: 26 USC 7805 intemal 
Revenue Act of 1954; 26 USC 501(c)(3) Inter- 


1954; PL 97-248, Sec 286 
CFR Citation: 26 CFR 1; 26 CFR 20; 26 


they qualify for the exemption. 


44 FR 27446 
44 FR 27446 


05/10/79 
05/10/79 


10/09/79 45 FR 49275 


01/00/84 
Smail Entity: Not Applicable 
Additional information: EE-53-79. 
Drafting Attorney: Janet Painter (202) 
566-3544. 


Reviewing attorney: Michael A. 
Thrasher (202) 566-3961. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: Yecies, 
McKee. 

Notice published under LR-172-76, 
05/10/79. 

In Office of Chief Counsel (Employee 
Plans and Exempt Organizations 
Division) for preparation of Treasury 
Decision. 
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Legal Authority: 
Revenue Code of 1954; 26 USC 501(c)(12) 
internal Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: The regulations would 
provide that electric cooperatives 
would take into account costs of goods 
sold when determining income under 
the 85 percent member-income test. In 
addition, the regulations would solicit 
comments from the public 


Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: Jewett, 
McCarty. 


Preliminary draft of Notice sent to 
Treasury for review on 01/07/83. 


Abstract: The regulations provide the 
rules for tax exemption for cooperative 
hospital service organizations. These 
organizations provide specified services 


to exempt hospitals on a centralized 
basis. 


Timetable: 

Action Date 
NPRM 12/00/83 
Smaii Entity: Not Applicable 
Additional information: EE-44-78. 
Drafting attorney: Harry Beker (202) 
566-6212. 


Reviewing attorney: Michael A. 
Thrasher (202) 566-3961. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: 
Hevener, Levinson. 


Comments from Office of Tax 
Legislative Counsel } on 

imi draft 1/14/83. 

Agency Contact: Harry Beker, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave, N.W., Washington, 
D.C. 20224, 202 566-6212 


RIN: 1545-AE01 


Legal - 

Revenue Code of 1954; 26 USC 501(c)(7) In- 
ternal Revenue Code of 1954; 26 USC 501(i) 
Internal Revenue Code of 1954 

CFR Citation: 26 CFR 1 

Abstract: The regulations describe the 
requirements that a club must meet to 
qualify for tax exemption, explain the 
social character required of an exempt 
club, and prescribe the circumstances in 
which nonmember support is taken into 
account in determining whether 
substantially all of the club's activities 
are for its exempt purposes. Exemption 
is denied to clubs which by written 
policy discriminate on the basis of race, 
color, or religion. 
Timetable: 

Action Date 
NPRM 00/00/00 
Smail Entity: Not Applicable 
Additional Information: EE-43-78. 


Drafting attorney: Janet Painter (202) 
566-3544. 


FR Cite 


Reviewing attorney: Michael A. 
Thrasher (202) 566-3961. 


Current and Projected Rulemakings 


Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: 
Hevener, Levinson. 


Notice returned from Office of 
Commissioner to Office of Chief 
Counsel (Employee Plans and Exempt 
Organizations Division) for 
rescheduling, 06/03/82. 

Agency Contact: Janet Painter, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave, N.W., Washington, 
D.C. 20224, 202 566-3544 


RIN: 1545-AD98 


217. INCOME TAX--SOCIAL CLUBS 
UNRELATED INCOME 


Abstract: Proposal will provide rules 
for determining the unrelated business 
taxable income of certain organizations 
exempt from taxation under sections 
501 (c) (7) and (c) (9) of the Internal 
Revenue Code of 1954. 
Timetabie: 

Date 


05/13/71 36 

Comment 05/13/71 36 
Period Begin 

NPRM Comment 06/14/71 
Period End 

Hearing 08/31/71 

Final Action 00/00/00 


Small Entity: Not Applicable 

Additional information: LR-1744. 
Drafting Attorney: Phoebe ‘A. Mix (202) 
566-3288. 

Reviewing attorney: John H. Parcell 
(202) 566-3288. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: 
Hevener, Levinson. 

Draft of Treasury decision in 
Legislation and Regulations Division 
pending guidance from Tax Legislative 
Counsel's office. 

Agency Contact: Phoebe A. Mix, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, NW, Washington 
DC 20224, 202 566-3288 


RIN: 1545-AB59 
ST ETE IS TE 


FR Cite 
FR 8808 
FR 8808 


Action 
NPRM 
NPRM 


36 FR 13034 
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218. INCOME TAX—ACTIVITIES OF 
TRADE SHOWS AND STATE FAIRS 


certain exempt organizations. Changes 
to the applicable tax law were made by 


recent amendment to the Statement of 
Procedural Rules. 


12/09/80 
NPRM Comment 12/09/80 
Period Begin 


04/22/81 
12/00/83 


Drafting attorney: Janet S. Painter (202) 
566-3544. 


Reviewing attorney: Michael A. 
Thrasher (202) 566-3961. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: 
Hevener, Levinson. 

Treasury Decision to Treasury for 
formal approval, 6/11/82. 

Agericy Contact: Janet Painter, 
Attorney, Department of the Tteasury, 
Internal Revenue Service, 1111 
Constitution Ave, N.W., Washington, 
D.C. 20224, 202 566-3544 


RIN: 1545-AE04 


219. INCOME TAX-—-HOSPITAL 


Revenue Code of 1954; 26 USC 513(e) inter- 
nal Revenue Code of 1954 


CFR Citation: 26 CFR 1 


will not be treated as an unrela 
trade or business. 


Timetable: 
Action 
NPRM 


12/13/82 47 FR 55696 
NPRM Comment 12/13/82 47 FR 55696 
Period Begin 
NPRM Comment 02/08/83 
Period End 
Final Action 09/00/84 


Smail Entity: Not Applicable 
Additional information: EE-46-78. 


Reviewing attorney: James L. Brokaw 
(202) 566-4173 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: 
Hevener, 


Notice of Pro Rulemaking 
published 12/13/82. 

Contact: Calder L. Robertson, 
jr., Attorney, Department of the 
Treasury, Internal Revenue Service, 
1111 Constitution Ave, N.W., 
Washington, D.C. 20224, 202 566-3422 


RIN: 1545-AE05 


220. INCOME TAX—-UNRELATED 
TRADE OR BUSINESS INCOME 


Legal Authority: 26 USC 7805 Internal 
Revenue Code of 1954; 26 USC 514(c) Inter- 
nal Revenue Code of 1954 

CFR Citation: 26 CFR 1 

Abstract: The regulation will address 
the issue of what constitutes real 
property acquired by a qualified trust. 
The guidance provided on this issue 
will determine the scope of the 
exception under 26 USC 514{c)(9) for 
such acquisitions from the term 
acquisition indebtedness. Under 26 USC 
514, the existence of such indebtedness 
on income producing property gives rise 
to unrelated debt-financed taxable 
income. 

Timetable: 

Action 

NPRM 


, Internal Revenue Service, 
1111 Constitution Ave, N.W., 
Washington, D.C. 20224, 202 566-3422 


RIN: 1545-AE00 


221. INCOME TAX—RATES OF TAX 


section 11 (b) of the Code. 
Timetable: 
Action Date FR Cite 


NPRM 04/20/83 48 FR 16911 
NPRM Comment 04/20/83 48 FR 16911 
Period Begin 
NPRM Comment 06/20/83 
Period End 
Final Action 10/00/83 
Small Entity: Not Applicable 


Additional information: LR-243-81. 


Drafting attorney: Susan Thompson 
Baker (202) 566-3459. 


Reviewing attorney: John M. Coulter, Jr. 
(202) 566-4473. . 
Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: 
Reinhold, Levinson. 

Notice to Office of Chief Counsel 
(Legislation and Regulations Division) 
for formal approval, 01/16/82. 
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provide guidance on the interaction of 
section 527 of the Internal Revenue 
Code of 1954 with the Federal Election 


04/20/83 48 FR 16911 
NPRM Comment 04/20/83 48 FR 16911 
Period Begin 
NPRM Comment 06/20/83 
Period End 
Final Action 10/00/83 
Small Entity: Not Applicable 
Additional information: EE-6-81. 


Drafting attorney: Paul G. Accettura 
(202) 566-3544. 


attorney: James L. Brokaw 
(202) 566-4173. 


In Office of Chief Counsel (Employee 
Plans and Exempt Organizations 
Division) for preparation of notice. 
Agency Contact: Susan Thompson 
Baker, Attorney, Department of the 
Treasury, Internal Revenue Service, 
1111 Constitution Ave., N.W., 
Washington, D.C. 20224, 202 566-3459 


RIN: 1545-AE06 
223. INCOME TAX—VARIOUS 


SECTIONS OF THE CODE AFFECTING 
HOLDING COMPANIES 


Legal Authority: ere 


fl 
i 
i 
i 


HET 


RESP SRE: 
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BBB BBB 
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Abstract: The regulations would 
conform the personal holding company 
regulations to various legislative 
changes, including the Revenue Act of 
1964, the Foreign Investors Tax Act of 
1966, the Act of November 13, 1966, the 
Tax Reform Act of 1969 and the Tax 
Reform Act of 1976. 


Timetable: 
Action Date FR Cite 


Previous NPRM 09/05/68 33 FR 12653 
NPRM 00/00/00 

Final Action 00/00/00 

Small Entity: Not Applicable 

Additional information: LR-680. 
Drafting attorney: Susan K. Thompson 
Reviewing attorney: Charles C. 
Saverude (202) 566-3323. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: 
Levinson. 

Notice withdrawing proposed 
regulations pending Treasury review. 
Agency Contact: Susan Thompson 
Baker, Attorney, Department of the 
Treasury, Internal Revenue Service, 


1111 Constitution Ave., N.W, 
Washington, D.C. 20224, 202 566-3459 


RIN: 1545-AB63 


224. INCOME TAX-ACCUMULATED 
EARNINGS TAX 


Legal : 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 565 internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: The regulations project would 
consider whether to restrict the use of 
the consent dividend provisions to 
entities entitled to claim a dividends 
paid deduction under section 561. 
Timetable: 


Action Date 
NPRM 00/00/00 
Small Entity: Not Applicable 
Additional information: LR-29-80. 


Drafting attorney: Susan K. Thompson 
(202) 566-3294. 


Reviewing attorney: John M. Coulter, Jr. 
(202) 566-4473. 


Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: Keyser 
and Silver. 


FR Cite 


Current and Projected Rulemakings 


(Office of International Tax Counsel) 
Action on final draft of notice 
suspended until further notice. 
Agency Contact: Susan K. Thompson, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave., N.W., Washington, 
D.C. 20224, 202 566-3294 


RIN: 1545-AB64 
REIS AE Re Se OES EE 


225. INCOME TAX--TAX TREATMENT 
OF COMMON TRUST FUNDS 


| Authority: 26 USC 7805: Internal 


Lega 
* Revenue Code of 1954; 26 USC 584(a)(1) In- 


ternal Revenue Code of 1954; 26 USC 
584(c)(1)(A) Internal Revenue Code of 1954; 
26 USC 584(c)(1)(B) Internal Revenue Code 
of 1954; 26 USC 584(c)(2) Internal Revenue 
Code of 1954; 26 USC 584(e) Internal Reve- 
nue Code of 1954; 26 USC 6032 Interna! Rev- 
enue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: The regulations relate to 
common trust funds under section 584 
of the Internal Revenue Code. With 
respect to treatment of amounts in the 
hands of participants, each participant 
is treated as if it made the investment 
made by the common trust fund. The 
regulations also will provide that when 
banks become members of the same 
affiliated group they are to be treated 
as one bank under section 584, and one 
bank may contribute to the common 
trust fund of another affiliated bank. 


Timetable: 
Action Date FR Cite 


NPRM 09/22/80 45 FR 62848 
NPRM Comment 09/22/80 45 FR 62848 
Period Begin 
NPRM Comment 
Period End 

Hearing 02/19/81 

Final Action 11/00/83 

Smail Entity: Not Applicable 

Additional information: LR-133-76. 
Drafting attorney: Mitchell H. Rapaport 
(202) 566-3459. 

Reviewing attorney: John M. Coulter, Jr. 
(202) 566-4473. 

Office of Tax Legislative Counsel 
(Treasury) Reviewing Attorneys: Jewett, 
Levinson. 

Draft of T.D. to Office of Tax 
Legislative Counsel (Treasury). 
04/30/82. 

Draft of T.D. to Office of Chief Counsel 
(Corporation Tax Division), Office of 
Chief Counsel (Interpretative Division), 
05/04/82. 


11/21/80 
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Comments from Office of Chief Counsel 
(Tax Litigation Division), 05/28/82. 
Comments from Office of Tax 

tive Counsel (Treasury), 
07/22/82. 
Final draft sent to Chief Counsel for 
approval. 
Final draft sent to Treasury for 
approval. 
Agency Contact: Mitchell H. Rapaport, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue N.W., Washington, 
D.C. 20224, 202 566-3459 


RIN: 1545-AB65 


226. INCOME TAX—LIMITATION ON 


Revenue Code of 1954; PL 97-34, Sec 273 
CFR Citation: 26 CFR 1 

Abstract: The regulations would impose 
a requirement of a minimum addition to 
bad debt reserves of mutual savings 
banks in order to conform the treatment 
of these institutions to financial 
institutions described in section 585. 


Date 
00/00/00 


FR Cite 


Drafting attorney: Susan K. Thompson 
(202) 566-3294. 

Reviewing attorney: John M. Coulter, Jr. 
(202) 566-4473. 

Notice to Regulations Review Staff 
5/11/83. 

Agency Contact: Susan Thompson 
Baker, Attorney, Department of the 
Treasury, Internal Revenue Service, 
1111 Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-3459 


RIN: 1545-AB66 


227. TREATMENT OF FORECLOSED 
PROPERTY BY CERTAIN CREDITORS 


Legal Authority: 26 USC 7805 intemal 
Revenue Code of 1954; 26 USC 595 Internal 
Revenue Code of 1954 

CFR Citation: 26 CFR 1 

Abstract: Proposed regulation would 
amend the existing regulations relating 
to the treatment of amounts realized 


and expended with respect to property 
securing loans which have been 
foreclosed on by certain banks. 
Timetable: 
Action 


NPRM 
Final Action 
Effective 


Smail Entity: Not Applicable 

Additional information: LR-83-82. 
Drafting attorney: Mitchell H. Rapaport 
(202) 566-3829. 

Reviewing attorney: John M. Coulter, Jr. 
(202) 566-4473. 

Tax Legislative Counsel Review 
Attorney:Andrew E. Furer (202) 566- 
2927. 

Preliminary draft of notice of proposed 
rulemaking sent to Treasury- 5/19/83. 


Contact: Mitchell H. 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave N.W., Washington, 
D.C. 20224, 566-3459 


RIN: 1545-AF00 


07/00/83 
00/00/00 


AND ADVANCED ROYALTIES IN 
CERTAIN CASES 


Legal : 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 612 internal 
Revenue Code of 1954; 26 USC 613 internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: The regulations would 
provide rules relating to the restoration 
of depletion deductions on bonuses and 
advanced royalties and the deferment 
of the exclusion of advanced royalties 


_ from gross income from the property. 


Timetable: 

Action Date 
NPRM 00/00/00 
Smail Entity: Not Applicable 
Additional information: LR-1148. 


Drafting attorney: Walter H. Woo (202) 
566-3297. 


Reviewing attorney: John B. Bromell 
(202) 566-3326. 


Office of Tax Legislative Counsel 


(Treasury) reviewing attorneys: 
Schuldinger, Levinson. 


Notice pending Treasury review. 


FR Cite 


Current and Projected Rulemakings 


Agency Contact: Walter H. Woo, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue N.W., Washington, 
D.C. 20224, 202 566-3297 


RIN: 1545-AB69 


229. INCOME TAX-SUPPLEMENTARY 
RULES ON LIMITATIONS ON 
PERCENTAGE DEPLETION FOR OIL & 
GAS 


Legal = 26 USC 7805 intemal 


Authority: 
Revenue Code of 1954; 26 USC 613(A) iInter- 


percentage depletion will be available 
in the case of oil and gas wells. 
Timetable: 

Date 


05/13/77 

Hearing 08/31/78 

Final Action 00/00/00 

Small Entity: Not Applicable 

Additional information: LR-105-75. 
Drafting attorney: Walter H. Woo (202) — 
566-3297. 

Reviewing attorney: John B. Bromell 
(202) 566-3326. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: 
Schuldinger, Levinson. 

Treasury Decision pending at Treasury 
for review. : 
Agency Contact: Walter H. Woo, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue N.W., Washington, 
D.C. 20224, 566-3297 


RIN: 1545-AB73 


230. INCOME TAX—TO CONFORM TO 
SEC 3 OF THE ACT OF 12/28/80 


Legal Authority: 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 613A(c}{10) 
internal Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: The regulation would provide 
guidance to taxpayers using the section 
613A(c)(10) exception to the transfer 
rules under section 613A{c){9). In 
general section 613A(c){9) disallows 
percentage depletion to the transferee 
of proven oil or gas property. Section 
613A(c)(10) relates to the transfer of 
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iewin attorney: Walter H. Woo 
(202) 566-3297. 
Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: 
Schuldinger, Levinson. 


02/08/83 48 FR 5762 
NPRM Comment 02/08/83 48 FR 5762 
Period Begin 
NPRM Comment 04/11/83 
Period End 
Final Action 12/00/83 


Small Entity: Not Applicable 
Additional information: LR-183-76. 
Drafting attorney: Neil Zyskind (202) 


Reviewing attorney: Robert H. Waltuch 
(202) 566-3287. 


In Legislation and Regulations Division 
for preparation of Treasury decision. 
Agency Contact: Neil Zyskind, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave. N.W., Washington 
D.C. 20224, 202 566-4336 


RIN: 1545-AB75 


232. INCOME TAX-TREATMENT OF 
CREDIT FOR TAX WITHHELD ON 
INTEREST, DIVIDENDS AND 
PATRONAGE DIVIDENDS RECEIVED 
BY AN ESTATE OR TRUST 


Abstract: This Regulation will explain 
how to allocate the credit for tax 
withheld on interest and dividends 
earned by an estate or trust between 
the estate or trust and its beneficiaries. 


04/14/83 
04/14/83 


FR Cite 


48 FR 16071 
48 FR 16071 


06/13/83 


10/00/83 


Drafting attorney: Cynthia L. Clark (202) 
566-4336. 


Legislative Counsel Reviewing attorney: 
Reinhold. 


Hearing held 6-21-83. 


Agency Contact: Cynthia L. Clark, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave N.W., Washington. 
D.C. 20224, 202 566-3288 


RIN: 1545-AF04 


233. INCOME TAX-SPECIAL RULE 
FOR PROPERTY TRANSFERRED AT 
LESS THAN FAIR MARKET VALUE 


Legal : 26 USC 7805 Internal 
Revenue Code of 1954; 26 USC 644 internal 
Revenue Code of 1954; 26 USC 641 (c) inter- 
nal Revenue Code of 1954 


CFR Citation: 26 CFR 1 
Abstract: The regulations will explain 
how to compute the tax imposed by 


section 644 on the includible gain 
recognized on the sale or exchange 


Current and Projected Rulemakings 


within two years after transfer to a 
trust of certain property. 


Timetable: 

Action Date 
NPRM 04/00/84 
Smaii Entity: Not Applicable 
Additional information: LR-188-76. 
Drafting attorney: Cynthia L. Clark (202) 
566-4336. 

Reviewing attorney: Larry E. Smith 
(202) 566-3287. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: 
Woodward, Levinson. 

Draft of notice to Office of Chief 
Counsel (Interpretative Division), Office 
of Chief Counsel (Individual Tax 
Division), Associate Chief Counsel 
(Technical), 06/28/82. 

Agency Contact: Neil Zyskind, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave. N.W., Washington 
D.C. 20224, 202 566-4336 


RIN: 1545-AB76 


234. INCOME TAX--PROCEDURE & 
ADMINISTRATION—ACCUMULATION 
TRUSTS 

Legal : 26 USC 7805 Internal 
Revenue Code of 1954; 

Revenue Code of 1954; 

nal Revenue Code of 1954; 

internal Revenue Code of 

665(e) to 665(g) Internal Revenue Code of 
1954; 26 USC 669 Internal Revenue Code of 
1954; 26 USC 1302(a)(2)(B) Internal Revenue 
Code of 1954; 26 USC 1302(b)(2)(B) Internal 
Revenue Code of 1954; 26 USC 6401(b) In- 
ternal Revenue Code of 1954 


CFR Citation: 26 CFR 1; 26 CFR 301 


Abstract: These regulations will clarify 
the amount of tax imposed on a 
beneficiary for distributions from a 
trust of income accumulated by the 
trust in prior tax years. 


Timetable: 
Action 

Final Action 06/00/83 

NPRM 12/00/83 

Smaii Entity: Not Applicable 
Additional Information: LR-184-76. 


Drafting attorney: John Harman (202) 
566-3238. 


Reviewing attorney: Larry E. Smith 
(202) 566-3287. 


Date FR Cite 
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Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: 
Woodward, Levinson. 

Office of International Tax Counsel 
eee reviewing attorneys: Silver, 
Lainoff. 


9/24/82 Draft of notice in Legislation 
and Regulations Division for revision. 


provide to what extent a grantor of a 
foreign trust with United States 
beneficiaries will be treated as an 
owner of that trust, and thus taxed 
currently on the trust’s income. 


Date 


NPRM 10/00/83 

Final Action 04/00/84 

Small Entity: Not Applicable 

Additional information: LR-187-76. 
Drafting attorney: John R. Harman (202) 
566-3238. 

Reviewing attorney: Larry E. Smith 
(202) 566-3287. 


Office of International Tax Counsel 
(Treasury) reviewing attorneys: Silver, 
Lainoff. 


FR Cite 


Draft of notice to International Tax 
Counsel (Treasury), 06/08/82. 

Agency Contact: John R. Harman, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave N.W., Washington 
D.C. 20224, 202 566-3238 


RIN: 1545-AB79 


+ 


236. INCOME TAX—DETERMINATION 
OF PARTNER'S DISTRIBUTIVE SHARE 


Legal Authority: 26 USC 7805 Internal 
Revenue Code of 1954; 26 USC 704(b) Inter- 
nal Revenue Code of 1954 


CFR Citation: 26 CFR 1 

Abstract: The regulations provide rules 
and examples relating to the substantial 
economic effect test and the 
determination of a partner’s interest in 
the partnership. 

Timetabie: 

Action Date FR Cite 


NPRM 03/09/83 48 FR 9871 
NPRM Comment 03/09/83 48 FR 9871 
Period i 
NPRM Comment 04/27/83 
Period End 
Final Action 08/31/83 
Small Entity: Not Applicable 
Additional information: LR-262-76. 
Drafting attorney: John Schmalz (202) 
566-3297. 
Reviewing attorney: John B. Bromell 
(202) 566-3326. 
Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: Kuller, 
McKee. 
Notice of ——— rulemaking 
published. 


Draft Tiina decision circulating for 
formal approval. 

Hearing held 5-4-83. 

Agency Contact: John Schmalz, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave., N.W., Washington, 
D.C. 20224, 202 566-3297 


RIN: 1545-AB80 


237. INCOME TAX—ITEMS 
ALLOCATED TO PORTION OF YEAR 
PARTNER HELD INTEREST 


Legal Authority: 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 706(c)(2)(B) 


- Abstract: The regulations would 


provide the methods to be used for 
allocating partnership items to partners 
whenever a partner's interest varies 
during the partnership taxable year. 
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Current and Projected Rulemakings 


Timetabie: 

Action Date 

NPRM 00/00/00 

Smaii Entity: Not Applicable 

Additional information: LR-265-76. 

Drafting attorney: Robert Ginsburgh 

(202) 566-3297. 

Reviewing attorney: Paul A. Francis 

(202) 566-3930. 

Office of Tax Legislative Counsel 

(Treasury) reviewing attorney: Kuller, 
ee. 

Revised draft of notice to Office of Tax 

Legislative Counsel, 08/09/82. 

Agency Contact: Robert H. Ginsburgh, 

Attorney, Department of the Treasury, 

Internal Revenue Service, 1111 

Constitution Avenue N.W., Washington, 

D.C. 20224, 202 566-3297 


RIN: 1545-AB81 


238. INCOME TAX-TO CONFORM THE 
INCOME TAX REGULATIONS 
RELATING TO GUARANTEED 
PAYMENTS TO PARTNERS TO SEC. 
213(B)3) OF TRA 1976 AND TO THE 
MILLER & CAREY DECISIONS 

Legal Authority: 26 USC 7805 internal 


Revenue Code of 1954; 26 USC 707(c) Inter- 
nai Revenue Code of 1954 

CFR Citation: 26 CFR 1 

Abstract: These regulations relate to 
transactions between a partnership and 
one of its partners. The regulations are 
designed to clarify the income tax 
effects of guaranteed payments, i.e., 
payments made by a partnership to a 
partner for services or the use of 
capital, to the extent the amount of 
such payments is determined without 
regard to the income of the partnership. 
Timetable: 

Action Date 
NPRM 00/00/00 
Smaii Entity: Not Applicable 
Additional information: LR-2127. 
Drafting attorney: Douglas W. Charnas 
(202) 566-3297. 

Reviewing attorney: Paul A. Francis 
(202) 566-3930. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: 
Levinson. 


Draft of notice returned to Office of 
Chief Counsel (Legislation and 
Regulations Division) for revision. 
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Legal 
Revenue Code of 1954; 26 USC 731 Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 
Abstract: The regulations provide that 
if property is contributed to a 
partnership and within a short period 
other property is distributed to the 


contribution/distribution transactions 
that will be treated as a taxable sale or 
exchange. 


Drafting attorney: Donald W. Stevenson 
(202) 566-3297. 

Reviewing attorney: John B. Bromell 
202) 566-3326. 

In Office of Chief Counsel (Legislation 
and Regulations Division) for 
preparation of notice. 

Agency Contact: Donald W. Stevenson, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue N.W., Washington, 
D.C. 20224, 202 566-3297 


RIN: 1545-AB84 


240. INCOME TAX—CERTAIN 

PROBLEMS WHERE 
ELECTIONS OUT OF SUBCHAPTER K 
ARE MADE 


Legal Authority: 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 761 Internal 
Revenue Code of 1954; 26 USC 6031 Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: The regulations would 
provide rules concerning an election not 
to follow Subchapter K of the Internal 
Revenue Code of 1954. 
Timetabie: 

Action Date 
NPRM 00/00/00 
Small Entity: Not Applicable 
Additional information: LR-36-80. 
Drafting attorney: John Schmalz (202) 
566-3297. 

Reviewing attorney: Paul A. Francis 
(202) 566-3930. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: 
Levinson. 

Draft of notice returned to Office of 
Chief Counsel (Legislation and 
Regulations Division) for revision, 
06/17/81. 

Agency Contact: John Schmalz, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue N.W., Washington, 
D.C. 20224, 202 566-3297 


RIN: 1545-AB85 


241. TREATMENT OF GRADED 
PREMIUM POLICIES UNDER THE 
APPROXIMATE REVALUATION 
METHOD OF RECOMPUTING 
RESERVES 


Legal : 26 USC 7805 Internal 
Revenue Code of 1954; 26 USC 818(c) Inter- 
nal Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: The regulations would 
provide rules relating to the treatment 
by life insurance companies of graded 
premium policies for purposes of 
recomputing life insurance reserves 
under the approximate revaluation 
method. 

Timetabie: 

Action Date 
NPRM 09/15/83 
Small Entity: Not Applicable 
Additional information: LR-276-82. 


FR Cite 


' Drafting Attorney: Alice Bennett (202) 


566-3288. 


Reviewing Attorney: Donald Duffy (202) 
566-4336. 


Office of Tax Legislative Counsel 
Reviewing Attorney: Pike. 


Current and Projected Rulemakings 


In the Legislation and Regulations 
Division for preparation of a draft. 


Agency Contact: Alice Bennett, 
Attorney. Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, NW, Washington 
DC 20224, 202 566-3288 


RIN: 1545-AF03 


242. INCOME TAX-TO CLARIFY THE 


Abstract: The rules will clarify the 
treatment of certain amounts refunded 
in reinsurance transaction, and provide 
rules with respect to the allocation of 
certain items in modified coinsurance 
contracts for purposes of an election 
under section 820. These regulations 
would affect life insurance companies 
that enter into coinsurance and 
modified coinsurance transactions. 


Timetable: 
Action Date FR Cite 


NPRM 03/19/82 47 FR 11882 
NPRM Comment 03/19/82 47 FR 11882 
Period Begin 
NPRM Comment 05/18/82 
Period End 
Final Action 00/00/00 
Small Entity: Not Applicable 
Additional information: LR-276-81. 
Drafting Attorney: Alice Bennett 
(202)566-3288. 
Reviewing attorney: John H. Parcell 
(202) 566-3288. 
Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: Pike. 
Agency Contact: Alice Bennett, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, NW, Washington 
DC 20224, 202 566-3288 


RIN: 1545-AB86 


243. INCOME TAX--REAL ESTATE 
INVESTMENT TRUSTS & REGULATED 
INVESTMENT COMPANIES 
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CFR Citation: 26 CFR 1 


Abstract: The regulations would 
provide rules relating to deficiency 
dividends of regulated investment 
companies and real estate investment 
trusts. 


Date FR Cite 
NPRM 03/31/80 45 FR 20925 
NPRM Comment 03/31/80 45 FR 20925 
Period Beai é 
NPRM Comment 05/27/80 
Period End 
Final Action 00/00/00 


Small Entity: Not Applicable 
Additional information: LR-183-78. 


Drafting attorney: Duane H. Pellervo 
(202) 566-3458. 


Reviewing attorney: Charles M. 
Whedbee (202) 566-3458. 


Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: 
Baneman, Levinson. 


T.D. to Treasury for formal approval, 
05/26/82. 


Agency Contact: Duane H. Pellervo, 
Attorney, Department of the Treasury, 


Internal Revenue Service, 1111 
Constitution Ave. N.W., Washington, 
D.C. 20224, 202 566-3458 


RIN: 1545-AB87 


244. INCOME TAX--SOURCE OF 
INCOME OF UNDERWRITING INCOME 


: 26 USC 7805 Internal 
Revenue Code of 1954; 26 USC 861(a)(7) In- 
ternal Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: The regulation will provide 
rules for determining whether the 
source of underwriting income is 
income from sources within the United 
States to be included in gross income 
and for clarifying the meaning of United 
States risks upon which such income 
determination is made. 


Timetable: 
Action 





Date _—‘FR Cite 
NPRM 06/00/84 t—itsé 
Small Entity: Not Applicable 

Additional information: LR-71-77. 


Drafting Attorney: Paul H. Weisman 
(202) 566-3238. 


Reviewing Attorney: John H. Parcell 
(202) 566-3288. 


Office of International Tax Counsel 
(Treasury) reviewing attorneys: Shay, 
Lainoff. 

In Office of Chief Counsel (Legislation 
and Regulations Division) for 
preparation of notice. 

Agency Contact: Paul H. Weisman, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-3238 


RIN: 1545-AB89 
245. SOURCE OF INTEREST AND 
DIVIDENDS 


Legal : 26 USC 7805 intemal 
Revenue Code of 1954; 26 USC 861 Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: Proposal would treat interest 
and dividends paid by a domestic 
corporation having substantial gross 
income from certain possessions of the 
United States as income from sources 
within the United States. 


FR Cite 


12/29/82 47 FR 57972 
NPRM Comment 12/29/82 47 FR 57972 
Period Begin 
NPRM Comment 02/28/83 
Period End 
Hearing 05/24/83- 48 FR 11465 
Final Action 08/00/83 


Smail Entity: Not Applicable 
Additional information: LR-296-82. 
Drafting attorney: Martha E. Kadue 
(202) 566-3238. 

Reviewing attorney: Charles C. 
Saverude (202) 566-3323. 


Office of International Tax Counsel 
reviewing attorney: Steve Shay. 


Notice of Proposed rulemaking 
published. Hearing held. 


In Legislation and Regulations Division 
for preparation of Treasury decision. 


Contact: Martha E. Kadue, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave. N.W., Washington, 
D.C. 20224, 202 566-3289 


RIN: 1545-AF15 


Authority: 
Revenue of Code 1954; 26 USC 861 internal 
Revenue of Code 1954; 26 USC 882 internal 
Revenue of Code 1954 


CFR Citation: 26 CFR 1 

Abstract: The regulations will indicate 
whether partnership expenses are to be 
allocated and apportioned under Sec. 


1.861-8 of the partnership level or at the 
partner level. 


Timetable: 


Action 


NPRM 00/00/00 


Small Entity: No 
Additional information: LR-101-83. 


Drafting Attorney: Herman B. Bouma 
(202) 566-3287. 

Reviewing Attorney: Charles C. 
Saverude (202) 566-3323. 

In Legislation and Regulations Division 
for preparation of Notice of Proposed 
Rulemaking. 

Agency Contact: Herman Bouma, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave., N.W., Washington, 
DC 20224, 202 566-3287 


RIN: 1545-AF57 


Revenue Code of 1954; 26 USC 861 
Revenue Code of 1954; 26 USC 882 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 

Abstract: The amendment would allow 

taxpayers to apply the regulations in 

1.861-8 and 1.882-5 to open taxable 

years beginning before 01/01/77. 

Timetable: 

Action 

NPRM 

NPRM Comment 
Period Begin 

NPRM Comment 
Period End 

Final Action 00/00/00 

Small Entity: Not Applicable 


Date FR Cite 


08/30/82 47 FR 38149 
08/30/82 47 FR 38149 


10/29/82 
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Legal 
Revenue Code of 1954; 26 USC 861(e) Inter- 
nal Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: The regulation would provide 
guidance on the source of income from 
crafts leased to United States persons. 


05/05/83 48 FR 20244 


Drafting attorney: Mary Frances 
Pearson (202) 566-3289. 


Reviewing attorney: Herman B. Bouma 
(202) 566-3289. 


Notice was published in the Federal 
Register May-5, 1983 (48 FR 20244). 


Agency Contact: Mary Frances 
Pearson, Attorney, Department of the 
Treasury, Internal Revenue Service, 
1111 Constitution Ave, N.W., 


Washington, D.C. 20224, 202 566-3238 
RIN: 1545-AB90 


249. INCOME TAX--TO PREVENT A 


TAXATION BY BOOKING A LOAN IN A 
FOREIGN OFFICE 


= 26 USC 7805 internal 


Legal 
Revenue Code of 1954; 26 USC 864 Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: The regulation would provide 
guidance for determining whether 
interest income from sources within the 
United States is effectively connected 
with the conduct of a banking, 
financing, or similar business in the 
United States by a foreign corporation. 


Timetable: 
Action 


Date FR Cite 


NPRM 11/04/82 47 FR 49981 

NPRM Comment 11/04/82 47 FR 49981 
Period Begin 

NPRM Comment 01/03/83 


08/00/83 


Drafting attorney: Martha E. Kadue 
(202) 566-3289. 


Reviewing attorney: Charles C. 
Saverude (202) 566-3323. 


Office of International Tax Counsel 
(Treasury) reviewing attorneys: Silver, 
Lainoff. 


Circulating for signature. 7-23-83. 


Agency Contact: Martha E. Kadue, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave, N.W., Washington, 


250. INCOME TAX--ORIGINAL ISSUE 
DISCOUNT 


ae Po USC 7805 Internal 
Revenue Code ws __ 871 Internal 


Revenue Code of 1050 26 USC 3401 internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1; 26 CFR 31 


Abstract: The regulations would 
provide rules with respect to the 
taxation of original issue discount on 
bonds and obligations held by 
nonresident alien individuals and 
foreign corporations. The regulations 
would also provide guidance to 


Current and Projected Rulemakings 


withholding agents for withholding tax 
on original issue discount on such 
bonds and obligations. The regulations 
would provide that wages paid to a 
nonresident alien individual in a 
taxable year after the taxable year in 
which the wages were earned are 
subject to withholding under section 
1441 and not under section 3401. 


FR Cite 
07/12/76 41 FR 28517 
07/12/76 41 FR 28517 


NPRM Comment 09/09/76 
Period End 
i 11/18/76 


Drafting attorney: Unassigned 
Reviewing attorney: Charles C. 
Saverude (202) 566-3323. 


Office of International Tax Counsel 
(Treasury) reviewing attorneys: Shay, 
Lainoff. 


In Legislation and Regulations Division 
for preparation of Treasury decision. 


Contact: Charles C. Saverude, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave, N.W., Washington, 
D.C. 20224, 202 566-3323 


RIN: 1545-AB93 
AE SI A ROR OCS 


251. INCOME TAX-RULES FOR 
DETERMINING WHETHER LOANS OR 
NET LEASES ARE COMMERCIAL — 
ACTIVITIES 


Legal : 26 USC 7805 Internal 
Revenue Code of 1954; 26 USC 892 internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: The regulations would 
establish the activities with respect to 
loans or the ownership of real property 
that will be considered investment 
activities of foreign sovereigns. Income 
from such investments by foreign 
sovereigns would be exempt from U.S. 
tax. 





07/22/80 
07/22/80 


09/22/80 


12/01/83 
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Reviewing attorney: Martha E. Kadue 
(202) 566-3289. 

Office of International Tax Counsel 
(Treasury) reviewing attorneys: Silver, 
Lainoff. 4/27/83 

Draft to Office of International Tax 


Abstract: The regulations would 
provide rules for determining the tax 


corporations of certain distributions 
including: dividend distributions, 
redemptions, distributions in 
reorganizations, and liquidating 
distributions. They would also provide 
rules for determining the extent to 
which nonrecognition will apply to 
corporations, their shareholders, and 
other taxpayers and rules for certain 
transfers of property in reorganization 
under the Foreign Investment in Real 
Property Tax Act. 
Timetable: 
Action Date 
Final Action 11/00/83 
Small Entity: Not Applicable 
Additional information: LR-130-81. 


Drafting attorney: Robert E. Culbertson, 
Jr., (202) 566-3289 

Reviewing attorney: Charles C. 
Saverude (202) 566-3223. 

Office of International Tax Counsel 
(Treasury) reviewing attorneys: Wold, 
Schreyer. 


12/15/82 Draft of Temporary 
Regulations to International Tax 


1111 Constitution Ave N.W., 
Washington D.C. 20224, 202 566-3289 


Drafting attorney: Jacob Feldman (202) 
566-3289. 


Reviewing attorney: Charles C. 
Saverude (202) 566-3323. 

Office of International Tax Counsel 
(Treasury) reviewing attorneys: Wold, 
Schreyer. 


In Office of International Tax Counsel 
for comment, May 27, 1983. 

Agency Contact: Jacob Feldman, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave., N.W., Washington, 
D.C. 20224, 202 566-3289 


RIN: 1545-AB98 


254. INCOME TAX-—TAXATION OF 
INVESTMENT IN U.S. REAL 

PROPERTY AND INFORMATION 
CONCERNING FOREIGN 

OWNERSHIP OF U.S. REAL 


Agency Contact: Robert E. Culbertson, 
Jr. Attorney, Department of the 
Treasury, Internal Revenue Service, 
1111 Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-3289 


dividends, 
redemptions, distributions pursuant to 
tions, and liquidations on 
corporations and their shareholders 
under the Foreign Investment in Real 
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interests and the extent to which 
certain reorganizations will be treated 
ee ee ne 


Date 
11/00/83 
Smaii Entity: Not Applicable 
-~Additional information: LR-297-82. 


Drafting attorney: Robert E. Culbertson 
Jr.. (202) 566-3289. 


FR Cite 


Jr.. Attorney, Department of the 
Treasury, Internal Revenue Service, 
1111 Constitution Ave. N.W., 
Washington, D.C. 20224, 202 566-3289 


RIN: 1545-AF17 


Final Action 

Small Entity: Not Applicable 

Additional information: LR-36-82. 
Drafting attorney: Jacob Feldman (202) 
566-3289. 

Reviewing attorney: Charles C. 
Saverude (202) 566-3323. 


Office of International Tax Counsel 
(Treasury) reviewing attorneys: Wold, 
Schreyer. 


In Office of International Tax Counsel 
for comment, May 27, 1983. 


Agency Contact: Jacob Feldman, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-3289 


RIN: 1545-AB97 


257. INCOME TAX--CERTAIN 
PAYMENTS FOR OIL OR GAS NOT TO 
BE CONSIDERED AS TAXES 


Legal Authority: 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 901(f) inter- 
nal Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: Section 901 (f} denies, under 
certain conditions, a foreign tax credit 
for any payment made to a foreign 
country in connection with the purchase 
or sale of oil and gas extracted in that 
country. The section does not apply if 
either the taxpayer has an economic 
interest in the oil and gas or the 
taxpayer purchased and sold the oil or 
gas at fair market value. The 
regulations will define the terms 
“economic interest in oil or gas” and 
“fair market value of oil or gas.” The 
regulations will provide rules for 
determining the amount of foreign taxes 
paid or accrued in connection with the 
purchase or sale of oil or gas. 


Timetable: 


Action Date FR Cite 


NPRM 11/17/80 45 FR 75692 
NPRM Comment 11/17/80 45 FR 75692 
Period Begin 
NPRM Comment 01/16/81 
Period End 





Hearing 05/29/81 

Final Action 00/00/00 

Small Entity: Not Applicable 

Additional information: LR-65-75 
Drafting attorney: Carol T. Doran (202) 
566-3289 Reviewing attorney: Charles C. 
Saverude (202) 566-3323 Office of 
International Tax Counsel (Treasury) 
reviewing attorneys: Schreyer, Granwell 
In Office of Chief Counsel (Legislation 
and Regulations Division) for - 
preparation of Treasury decision. 


Contact: Carol T. Doran, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave N.W., Washington 
D.C. 20224, 202 566-3289 


RIN: 1545-ACOO 
RRS SEE EE EE ONE 


Current and Projected Rulemakings 


258. INCOME TAX--TO PROVIDE 
RULES SETTING FORTH 
REQUIREMENTS FOR CREDITABLE 
FOREIGN TAXES 


Legal Authority: 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 901 Internal 
Revenue Code of 1954; 26 USC 903 Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: The regulations would set 
forth the requirements that must be met 
in order for a foreign levy to qualify as 
an income tax and thus be creditable. 
Timetable: 
Action Date 
ANPRM 08/28/78 
ANPRM Comment 08/28/78 
Period Begin 
ANPRM Comment 10/27/78 
Period End 
Previous NPRM 
Hearing 
Temporary 
Regulation, 
NPRM 
Hearing 
NPRM 
NPRM Comment 
Period Begin 
NPRM Comment 
Period End 
Hearing 06/23/83 
Final Action 00/00/00 


Small Entity: Not Applicable 

Additional information: LR-100-78 
Drafting attorney: Herman Bouma (202) 
566-3289. 


Reviewing attorney: Charles C. 
Saverude (202) 566-3323. 


Office of International Tax Counsel 
(Treasury) reviewing attorneys: Lainoff, 
Schreyer. 

Notice published 04/05/83. 

Hearing held 06/23/83. 

In Office of Chief Counsel (Legislation 
and Regulations Division) for 
preparation of Treasury decision. 
Agency Contact: Herman B. Bouma, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave. N.W., Washington, 
D.C. 20224, 202 566-3289 


RIN: 1545-ACO1 


FR Cite 


43 FR 38429 
43 FR 38429 


06/20/79 44 FR 36071 
10/11/79 


11/17/80 45 FR 75647 


05/28/81 
04/05/83 
04/05/83 


06/06/83 


¢ 
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Current and Projected Rulemakings 


one consistent method for determining 
the earnings and profits of a foreign 
corporation for all purposes. “The 
regulation will also” provide new rules 
concerning the determination of an 
entity’s functional currency and the 
recognition of currency gain or loss on 
transactions that are denominated in a 
foreign currency. 
Timetable: 
Action Date 

NPRM 00/00/00 

Small Entity: Not Applicable 

Additional information: LR-196-75 
Drafting attorney: unassigned 
Reviewing attorney: Charles C. 
Saverude (202) 566-3323 Office of 
International Tax Counsel (Treasury) 
reviewing attorneys: Shay, Lainoff Draft 
of notice to Office of International Tax 
Counsel (Treasury), 07/09/82. 


Agency Contact: Charles C. Saverude, 
Chief, Branch 5, Department of the 
Treasury, Internal Revenue Service, 
1111 Constitution Ave. N.W., Room 
4109, Washington, D.C. 20224, 202 566- 
3323 


RIN: 1545-AC02 


260. INCOME TAX--RECAPTURE OF 
OVERALL FOREIGN LOSSES 


nal Revenue Code of 1954; PL 97-248, Sec 
211 Tax Equity & Fiscat Responsi Act of 1982 


CFR Citation: 26 CFR 1 


Abstract: The regulations would 
provide rules for determining the 
amount of and recapturing overall 
foreign losses. An overall foreign loss 
under any one of the separate 
limitations on the foreign tax credit 
may offset the taxpayer’s United States 
tax on United States source income in 
the year of the loss. The recapture rules 
provide that a portion of the taxpayer's 
foreign taxable income under the same 
limitation in subsequent years is to be 
recharacterized as United States source 
income, thereby reducing the taxpayer's 


foreign tax credit and preventing a 
double tax benefit from the loss. 


Timetable: 

Action Date 
NPRM 12/00/83 
Small Entity: Not Applicable 
Additional information: LR-3-77. 
Drafting Attorney: David J. Dean (202) 
566-3289. 

Reviewing attorney: Diane L. Renfroe 
(202) 566-3289. . 
Office of International Tax Counse 
(Treasury) reviewing attorneys: Silver, 
Lainoff. 


In Office of Chief Counsel (Legislation 
and Regulation Division) for 
preparation of notice. 12/12/82. 
Agency Contact: David J. Dean, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-3289 


RIN: 1545-ACO5 . 


261. INCOME TAX-LIMITATION ON, 
AND TREATMENT OF, CAPITAL 
GAINS FOR PURPOSES OF FOREIGN 
TAX CREDIT 

Legal Authority: 26 USC 7805 intemal 
Revenue Code of 1954; 26 USC 904(b)(2) In- 
ternal Revenue Code of 1954; 26 USC 
904(b)(3) Internal Revenue Code of 1954 


CFR Citation: 26 CFR 1 

Abstract: This regulation provides rules 
for treating capital gains and losses for 
purposes of computing the foreign tax 
credit limitation fraction. 

Timetable: 

Action Date FR Cite 


NPRM 01/06/83 48 FR 668 
NPRM Comment 01/06/83 48 FR 668 
Period Begin 
NPRM Comment 03/07/83 
Period End 
Final Action 00/00/00 
Smail Entity: Not Applicable 
Additional information: LR-228-76. 


Drafting attorney: Jacob Feldman (202) 
566-3289. 

Reviewing attorney: Charles C. 
Saverude (202) 566-3323. 

Office of International Tax Counsel 
(Treasury) reviewing attorneys: Lainoff, 
Schreyer. 

Treasury decision in Commissioner's 
Office for Signature, July 24, 1983. 


47801 


Agency Contact: Jacob Feldman, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave. N.W., Washington, 
D.C. 20224, 202 566-3289 


CFR Citation: 26 CFR 1; 26 CFR 301 
Abstract: The regulations will establish 
procedures for taxpayers by which they 
must notify the Service of a change in 
foreign tax liability for a taxable year 
for which they claimed the foreign tax 
credit. The regulations provide special 
rules for redetermining the taxpayer’s 
United States tax liability when the 
dollar value of the foreign currency 
fluctuates between the time for which 
the foreign tax credit is originally 
claimed and the time for which the 
foreign tax credit is redetermined. In 
addition, the regulations set forth 
deadlines for compliance with the 
notification requirements. 
Timetable: 

Action Date 
NPRM 12/31/83 
Small Entity: Not Applicable 
Additional information: LR-34-81. 
Drafting attorney: Carol Doran (202) 
566-3289. 


Reviewing attorney: Jacob Feldman 


FR Cite 


- (202) 566-3289. 


Office of International Tax Counsel 

(Treasury) reviewing attorneys: Shay, 
er. 

Draft of the notice to International Tax 

Counsel of October 19, 1982. 


Agency Contact: Carol T. Doran, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave. N.W., Room 4109, 
Washington, D.C. 20224, 202 566-3289 


RIN: 1545-AC06 
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addition, the regulations set forth 
deadlines for compliance with the 
notification requirements. 


interim Final Rule 12/31/83 
Final Action 00/00/00 


Smail Entity: Not Applicabie 
Additional information: LR-118-82. 
Drafting attorney: Caro] Doran (202) 
566-3289. 


Reviewing attorney: Jacob Feldman 
(202) 566-3289. 


Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave, N.W., Room 4109, 
Washington, D.C. 20224, 202 566-3289 


Authority: 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 907 Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: The regulations provide rules 
associated with limitations on the 
foreign tax credit for taxes paid on 
foreign oil and gas income. 

Timetable: 

Action Date FR Cite 


NPRM 11/17/80 45 FR 75695 
NPRM Comment 11/17/80 -45 FR 75695 
Period Begin 
NPRM Comment 02/17/81 
Period End 
Hearing 05/29/81 
Final Action 01/00/84 


Small Entity: Not Applicable 
Additional information: LR-70-75. 
Drafting attorney: Donald K. Duffy (202) 
566-4336. 
Reviewing attorney: Marcus B. Blumkin 
(202) 566-3463. 
Office of International Tax Counsel 
(Treasury) reviewing attorneys: 

er, Granwell. 
In office of Chief Counsel (Legislation 
and Regulations Division) for 
preparation of T.D. 
Agency Contact: Donald K. Duffy. 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave N.W., Washington 
D.C. 20224, 202 566-4336 


RIN: 1545-ACO7 


265. AMENDMENT OF REGULATIONS 
UNDER SECTION 907 OF THE 
INTERNAL REVENUE CODE OF 1954 
TO CONFORM THEM TO SECTION 211 
OF THE TAX EQUITY AND FISCAL 
RESPONSIBILITY ACT OF 1982 
Legal = 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 907 Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: Proposal would amend the 
regulations under section 907 of the 
Internal Revenue Code of 1954, relating 
to the foreign tax credit for taxes on oil 
and gas income, to conform them to 
section 211 of the Tax Equity and Fiscal 
Responsibility Act of 1982. 


Timetabie: 

Action Date 
NPRM 01/31/84 
Small Entity: Not Applicable 
Additional information: LR-193-82. 


Drafting Attorney: Mary Frances 
Pearson (202) 566-3289. 


FR Cite 


Current and Projected Rulemakings 


Reviewing Attorney: Herman B. Bouma 
(202) 566-3289. 

Office of International Tax Counsel 
(Treasury) reviewing attorneys: Lainoff, 
Granwell. 

In Legislation and Regulations Division 
for preparation of notice of proposed 
rulemaking. 

Agency Contact: Mary Frances 
Pearson, Attorney, Department of the 
Treasury, Internal Revenue Service, 
1111 Constitution Ave., N.W., 
Washington, D.C. 20224, 202 566-3287 


RIN: 1545-AE34 


266. @INCOME TAX-—LIMITATION ON 

FOREIGN TAX CREDIT FOR FOREIGN 
OIL AND GAS TAXES 

Legal : 26 USC 7805 Internal 
Revenue Code of 1954; 26 USC 907 internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: Notice would define and 
interpret certain rules that would apply 
in defining a taxpayer's extraction and 
oil-related income. Changes to the 
Applicable law were made by section 
601 (a) of the Tax Reduction Act of 
1975 (89 Stat. 54). 


Timetable: 
Action Date 

NPRM 09/00/83 

Smaili Entity: Not Applicable 

Additional Information: LR-149-83. 
Drafting Attorney: Mary Frances 
Pearson (202) 566-3289. 

Reviewing Attorney: Herman B. Bouma 
(202) 566-3289. 


Office of International Tax Counsel 
(Treasury) Reviewing Attorneys: 
Lainoff, Granwell. 

In Legislation and Regulations Division 
for preparation of Notice of Proposed 
Rulemaking. 

Agency Contact: Mary Frances 
Pearson, Attorney, Department of the 
Treasury, Internal Revenue Service, 
1111 Constitution Avenue, N.W.., 
Washington, D.C. 20224, 202 566-3289 


RIN: 1545-AF60 


FR Cite 


267. INCOME TAX--INCOME OF U.S. 
CITIZENS & RESIDENTS WORKING 
ABROAD, EXCLUSIONS AND 
DEDUCTION FROM GROSS INCOME 


Legal Authority: 26 USC 7805 Internal 
Revenue Code of 1954; 26 USC 911 Internal 
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foreign earned income up to a ceiling 
(which starts at $75,000 a year in 1982 
and increases by $5,000 a year until it 
reaches $95,000 in 1986) and for the 
housing cost amount of a qualified 
individual to the extent it is attributable 
to employer provided amounts. The 
deduction is for the portion of the 
housing cost amount that is not 
attributable to employer provided 
amounts. The total of the exclusions 
and deduction may not exceed foreign 
earned income for the taxable year. 
These regulations will provide rules 
relating to the section 911 exclusions 
and deduction. 


Date FR Cite 


NPRM 07/20/83 48 FR 33007 
NPRM Comment 07/20/83 48 FR 33007 
Period Begin 
NPRM Comment 
Period End 


09/19/83 


Drafting attorney: Carol Doran (202) 
566-3289. 

Reviewing attorney: Charles Saverude 
(202) 566-3323. 

Office of International Tax Counsel 
(Treasury) reviewing attorneys: Silver, 
Lainoff. 

Notice published 7-20-83 (48 FR 33007). 
Agency Contact: Carol T. Doran, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave. N.W., Room 4109, 
Washington, D.C. 20224, 202 566-3289 


RIN: 1545-ACos 


268. POSSESSION TAX CREDIT AND 
INCOME TAX LIABILITY INCURRED 
TO THE VIRGIN ISLANDS: 
COMPUTATION OF TAXABLE INCOME 
Legal : 26 USC 7805 Internal 
Revenue Code of 1954; 26 USC 936 Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 


47803 


Current and Projected Rulemakings 


Abstract: The regulations would 
provide guidance for the computation of 
taxable income under a method elected 


for purposes of electing out of the 
treatment of intangible property income 
under section 936. 


Timetable: 

Action Date 
NPRM 01/01/84 
Smali Entity: Not Applicable 
Additional information: LR-196-82. 


Drafting Attorney: Mary E. Dean (202) 
566-3289. 


FR Cite 


Reviewing Attorney: Charles S. 
Saverude (202) 566-3323. 

Office of International Tax Counsel 
reviewing attorneys: Lainoff, Granwell. 
In Legislation and Regulations Division 
for preparation of Notice. 

Agency Contact: Mary E. Dean, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave, N.W., Washington, 
D.C. 20224, 202 566-3289 


RIN: 1545-AE35 


Legal Authority: 26 USC 7805 Internal 
Revenue Code of 1954; 26 USC 936 Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: The proposed regulations will 
provide tests for determining whether 
an electing corporation meets the 
significant business presence test. The 
regulations will define the terms 
“product” “type of service,” “direct 
material costs,” and “direct labor 
costs.” The regulations will also 
provide an appropriate transitional 
period for commencement in a 
possession of operations with respect to 
products or types of service after 
August 18, 1982. 
Timetabie: 

Action Date 
NPRM 01/01/84 
Smaii Entity: Not Applicable 
Additional information: LR-195-82. 


Drafting Attorney: Carol T. Doran (202) 
566-3289. 


FR Cite 


Reviewing Attorney: Charles C. 
Saverude (202) 566-3323. 

International Tax Counsel reviewing 
attorneys: Lainoff, Granwell. 

In Legislation and Regulations Division 
for preparation of notice of proposed 
rulemaking. 


Agency Contact: Carol T. Doran, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 


Revenue Code of 1954 to conform to 
changes made by section 213 of the Tax 
Equity and Responsibility Act of 1982. 
These changes relate to the Puerto Rico 
and possession tax credit and the 
income tax liability incurred to the 
Virgin Island general rules. 

Date FR Cite 
ANPRM 11/29/82 47 FR 53746 
ANPRM Comment 11/29/82 47 FR 53746 

Period Begin 
ANPRM Comment 12/29/82 
iod End 


Period 
01/00/84 


Small Entity: Not Applicable 


Additional information: LR-194-82. 
Drafting Attorney: Jacob Feldman (202) 
566-3289. 

Reviewing Attorney: Charles C. 
Saverude (202) 566-3323. 

Office of International Tax Counsel 
reviewing attorney: Steven Lainoff. 
Advanced notice of proposed 
rulemaking issued November 29, 1982, 
47 FR 53746. 
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Agency Contact: Jacob Feldman, 


Constitution Avenue N.W., Washington, 


rules with respect to what constitutes 
qualified possession source investment 
income for purposes of the Puerto Rico 
and possession tax credit. 


Small Entity: Not Applicable 
Additional information: LR-106-77. 


Drafting attorney: Jacob Feldman (202) 
566-3289. 


to the applicable law were made by 
section 212 of the Tax Equity and Fiscal 
Responsibility Act of 1982. 


NPRM 06/23/83 
Final Action 00/00/00 


Small Entity: Not Applicable 

Additional information: LR-197-82. 
Drafting Attorney: Mary Frances 
Pearson (202) 566-3238. , 
Reviewing Attorney: Charles C. 
Saverude (202) 566-3323. 

Office of Internationa! Tax Counsel 
Reviewing attorney: Steve Lainoff. 

In Legislation and Regulations Division 
for preparation of a Notice of Proposed 
Rulemaking. 

Agency Contact: Mary Frances 
Pearson, Attorney, Department of the 
Treasury, Internal Revenue Service, 
1111 Constitution Ave., N.W., 
Washington, D.C. 20224, 202 566-3238 


RIN: 1545-AE38 


273. @AMENDMENT OF 
REGULATIONS UNDER SECTION 955 


basis will apply to all future years once 
the election is made and may not be 
revoked without the consent of the 


05/19/83 48 FR 22584 
05/19/83 48 FR 22584 


07/18/83 


10/00/83 


Additional information: LR-58-83 
Drafting Attorney: Jacob Feldman (202) 
566-3289. 


Reviewing Attorney: Charles C. 
Saverude (202) 566-3323. 


FR Cite 


Current and Projected Rulemakings 


a 


Office of International Tax Counsel 

reviewing attorney: Lainoff. 

Agency Contact: Jacob Feldman, 
ttorney, Department of the Treasury, 

Season Revenue Service, 1111 

Constitution Avenue, N.W., 

Washington, D.C. 20224, 202 566-3289 


RIN: 1545-AF74 


274. INCOME TAX-AMENDMENTS 
AFFECTING DISC PERTAINING TO 


rules with respect to computing the 
incremental distribution and 
distributions with respect to military 
sales for purpose of the domestic 
international sales provisions. 
Timetable: 

Action Date 
NPRM 11/00/83 


Smaii Entity: Not Applicable 

Additional information: LR-246-76. 
Drafting attorney: Jacob Feldman (202) 
566-3289. 

Reviewing attorney: Charles C. 
Saverude (202) 566-3323. 

Office of International Tax Counsel 
(Treasury) reviewing attorneys: Shay, 
Lainoff. 

Draft of Notice in Office of 
International Tax Counsel for 
comments, July 25, 1983. 

Agency Contact: Jacob Feldman, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave, N.W., Washington, 
D.C. 20224, 202 566-3289 


RIN: 1545-AC17 


FR Cite 


275. INCOME TAX--BASIS OF 
CERTAIN APPRECIATED PROPERTY 
TRANSFERRED TO DECEDENT, ETC 
Legal : 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 1014(e) In- 
ternal Revenue Code of 1954 


CFR Citation: 26 CFR 1 

Abstract: The regulation will explain 
the denial of a stepped-up basis for 
appreciated property acquired by 
decedent through gift within one year of 
death if such property passes, directly 
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or indirectly, from donee-decedent to 
original donor or the donor’s spouse. 


Drafting attorney: Ada S. Rousso (202) 
566-4336. 


Reviewing attorney: Larry E. Smith 
(202) 566-3287. 

In Office of Chief Counsel (Legislation 
and Regulations Division) for 
preparation of notice. 


Agency Contact: Ada S. Rousso, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave N.W., Washington, 
D.C. 20224, 202 566-4336 


RIN: 1545-AC18 


276. INCOME TAX—BASIS LIMITATION 
& RECAPTURE OF DEPRECIATION ON 


Revenue Code of 1954; 26 USC 1245 Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 


The regulations would 
provide rules for determining the basis 
of player contracts acquired by a 
purchaser upon the sale or exchange of 
a sports franchise. Generally, the 
purchaser's basis with respect to player 
contracts is to be determined by 
reference to the seller's adjusted basis 
and the gain the seller recognizes from 
the transfer of the player contracts. 
Exceptions are provided in the cases of 
certain corporate one-year liquidations, 
certain like-kind exchanges and for 
certain transfers relating to decedents. 
Furthermore, a presumation is provided 
that in the sale or exchange of a sports 
franchise, not more than 50-percent of 
the consideration will be allocable to 
player contracts unless the taxpayer 
can satisfy the Secretary it is proper to 
allocate an amount in excess of 50- 
percent. 


Date 
12/31/83 
Small Entity: Not Applicable 
Additional information: LR-222-76. 


FR Cite 


Drafting ‘attorney: Howard Balikov (202) 
566-3288. 


Reviewing attorney: John H. Parcell 
(202) 566-3288. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: 
Mundstock/Levinson. 

Draft of notice is in Office of Chief 
Counsel (Legislation and tions 
Division) for revision, 01/03/83. 
Agency Contact: Howard Balikov, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue N.W., Washington, 
D.C. 20224, 202 566-3288 


RIN: 1545-AC19 


277. INCOME TAX--TRANSFERS OF 
SECURITIES UNDER CERTAIN 
AGREEMENTS 

Legal : 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 1058 internal 
Revenue code of 1954 


CFR Citation: 26 CFR 1 


Abstract: The regulations would 
provide that so long as the provisions 
of section 1058 and these regulations 
are met, the lender will neither 
recognize gain or loss on the transfer of 
securities nor upon the return of 
identical securities. 

Timetable: 

Action Date FR Cite 


NPRM Comment 01/26/83 48 FR 33912 
Period Begin 
NPRM 07/26/83 48 FR 33912 
NPRM Comment 09/26/83 
Period End 
Small Entity: Not Applicable 
Additional information: LR-182-78. 


Drafting attorney: Howard A. Balikov 
(202) 566-3288. 


Reviewing attorney: Cynthia L. Clark 
(202) 566-3288. 


Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: Kuller, 
Levinson. 


Final draft of notice to Commissioner 
for formal approval 09/07/82. 


Agency Contact: Howard Balikov, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-3288 


RIN: 1545-AC20 


RRRESSO 
Pex Besge 


provide the rules under Title 5 of the 
Economic Recovery Tax Act of 1981 for 
tax straddles. These regulations will 
affect the tax treatment of regulated 
futures contracts, forward contracts, 
and positions in commodities. 


Date 
03/01/84 


Drafting attorney: Barry L. Wold (202) 
566-3288. 

Reviewing attorney: John M. Fischer 
(202) 566-3394. 

In Office of Chief Counsel (Legislation 
and Regulations Division) for 
preparation of notice. 

Agency Contact: Barry L. Wold, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-3288 


RIN: 1545-AC21 


279. INCOME TAX-TEMPORARY 


USC 1232 Internal Revenue Code of i 
CFR Citation: 26 CFR 5c 


Abstract: These regulations will 
provide the rules under Title 5 of the 
Economic Recovery Tax Act of 1981 for 
tax straddles. These regulations will 
affect the tax treatment of regulated 
futures contracts, forward contracts, 
and positions in commodities. 
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guidance as to computation of amount 


of certain bonds issued after July 1, 
1982. With respect to these bonds, 
original issue discount is computed on 


12328 RELATING TO THE TAX 


Legal Authority: 26 USC 12328 intemal 
Revenue Code 


CFR Citation: 26 CFR 1 


Abstract: Regulations would provide 
guidance as to treatment of proceeds of 
sale of stripped coupons and stripped 
bonds issued after July 14, 1962. If a 
stripped bond or stripped coupon is 
disposed of after July 1, 1982, the 
purchaser must include in income an 
amount computed under section 
1232A{a). The stripper must allocate his 
basis in the bond components (stripped 
bond and stripped coupons) on the 
basis of their fair market value. 


Timetable: 
Action 
NPRM 06/01/83 

Final Action 09/01/83 

Smail Entity: Not Applicable 

Additional information: LR-223-82. 
Drafting attorney: Susan K. Thompson 
(202) 566-3294. 

Reviewing attorney: John P. MacMaster 
(202) 566-3294. 

Office of Tax Legislative Counsel 
Reviewing ‘Attorney: Richard Reinhold. 
In Legislation and Regulations Division 
for preparation of notice. 

Agency Contact: Susan K. Thompson, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 


Constitution Ave N.W., Washington, 
DC 20224, 202 566-3294 


RIN: 1545-AE21 


Authority: 
Revenue Code of 1954; 26 USC 1239 internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: The rule will provide that 80 
percent relatedness determination 


Current and Projected Rulemakings 


under section 1239 is determined 
immediately before or after the sale or 
of depreciable assets. A 
determination of relatedness under , 
section 1238 converts what would 
otherwise be capital gain into ordinary 


Reviewing attorney: Paul A. Francis 
(202) 566-3930. 


Notice of Proposed Rulemaking 
Published 01/05/83. 

Agency Contact: George T. Magnatta, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave., N.W., Washington, 
D.C. 20224, 202 566-3459 


Revenue Code of 1954 
CFR Citation: 26 CFR 1 


Abstract: The regulations would amend 
existing regulations with respect to the 
section 1248 amount attributable to 
stock of lower tier subsidiaries and 
stock in less developed country 
corporations. The regulations would 
also provide rules for determining the 
section 1248 amount due to certain 
dispositions on which gain is not 
recognized. The regulations would also 
expand the foreign tax credit available 
with respect to the section 1248 amount 
attributable to third-tier subsidiaries. 


Timetable: 

Action Date 
NPRM 11/00/83 
Small Entity: Not Applicable 
Additional information: LR-232-76. 


Drafting attorney: Martha E. Kadue 





Federal Register / Vol. 48, No. 201 / Monday, October 17, 1983 / Unified Agenda 47807 


Reviewing attorney: Charles C. 
Saverude (202) 566-3323. 

Office of International Tax Counsel 
(Treasury) reviewing attorney: Lainoff. 
In Legislation and Regulations Division 
for revision of notice of proposed 
rulemaking. 

Agency Contact: Martha E. Kadue, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave., N.W., Washington, 
D.C. 20224, 202 566-3289 


RIN: 1545-AC31 


264. INCOME TAX-TRANSFER OF 
FRANCHISES; TRADEMARKS & 
TRADE NAMES 

: 26 USC 7805 Internal 


Legal 
Revenue Code of 1954; 26 USC 1253 Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: This regulation would clarify 
the income tax treatment of transfers of 
franchises, trademarks, or trade names. 
it would provide guidance to determine 
to what extent the proceeds of such 
transfer are treated as gains from the 
sale of a capital asset rather than 
ordinary income. 


01/01/70 


07/15/71 
00/00/00 


Drafting attorney: John A. Tolleris (202) 
566-3294. 


Reviewing attorney: John M. Coulter, Jr. 
(202) 566-4473. 


Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: 
Levinson. 

Revised notice returned to Office of 
Chief Counsel (Legislation and 
Regulations Division) for further review. 


Agency Contact: John A. Tolleris, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave., N.W., Washington 
D.C. 20224, 202 566-3294 


RIN: 1545-AC33 


285. INCOME TAX-TO CLARIFY 
TREATMENT OF BASIS IN 


TRANSFERS OF FRANCHISES, 
TRADEMARKS, & TRADE NAMES 
Legal Authority: 26 USC 7805 Internal 


Revenue Code of 1954; 26 USC 1253 Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 

Abstract: This regulation would clarify 
the tax treatment of the basis of a 
franchise, trademark, or trade name 
transferred under section 1253 of the 
Internal Revenue Code of 1954. It would 
provide guidance regarding how to 
allocate the basis among the portions of 
the sale proceeds which are treated as 
arising from the sale of a capital asset 
and other portions which are ordinary 
income. 

Timetable: 


Action Date 


00/00/00 
00/00/00 
00/00/00 


Final Action 
Final Action 
Effective 


Smail Entity: Not Applicable 
Additional Information: LR-183-81. 


Drafting attorney: John A. Tolleris (202) 
566-3294. - 


Reviewing attorney: John M. Coulter, Jr. 
(202) 566-4473. 


In Office of Chief Counsel (Legislation 
and Regulations Division) for 
preparation of notice. 


Agency Contact: John A. Tolleris, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave., N.W., Washington 
D.C. 20224, 202 566-3294 


RIN: 1545-AC34 


266. INCOME TAX-GAIN FROM 
DISPOSITION OF INTEREST IN OIL OR 
GAS PROPERTY 


Legal Authority: 
Revenue Code of 1954; 26 USC 1254 Internal 
Revenue Code of 1954; 26 USC 751 internal 
Revenue Code of 1954; Tax Reform Act of 
1976, Section 705; Tax Reform Act of 1976, 
Section 1901; Energy Tax Act of 1978, Sec- 
tion 402 

CFR Citation: 26 CFR 1 


Abstract: The regulations will 
determine the tax treatment of gain 
from the disposition of certain oil, gas, 
or geothermal property to determine 
how much of the gain from the 
disposition is subject to recapture under 
section 1254 and accorded ordinary 


26 USC 7805 Internal 


Current and Projected Rulemakings 


income treatment. The regulations also 
will define intangible drilling and 
development costs, disposition, and oil, 
gas and geothermal property for 
purposes of section 1254. 
Timetabie: 
Action 
Final Action 
Effective 
NPRM 06/11/80 45 FR 39512 
NPRM Comment 06/11/80 45 FR 39512 
Period Begin 
NPRM Comment 08/11/80 
Period End 
Hearing 09/08/80 
Final Action 00/00/00 


Small Entity: Not Applicable 
Additional information: LR-276-76. 
Drafting attorney: Diane Kroupa (202) 
566-3459. 


Date 
12/31/75 


Reviewing attorney: Pete Scott (202} 
566-6655. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: 
Schuldinger. 

07/20/82 Treasury Decision to Treasury 
for briefing and comment. 


Agency Contact: Diane Kroupa, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-3459 
RIN: 1545-AC35 

AE REE SEES SOAR TIRES RN EPPO MAE NEIL ETS 
287. INCOME TAX-TEMPORARY 
REGULATIONS—TAX STRADDLE 
IDENTIFICATION RULES 


Legal Authority: 26 USC 7805 intemal 
Revenue Code of 1954; 26 USC 1092(a) Inter- 


' Abstract: These regulations will 


provide the identification rules for 
identified straddles, mixed straddles, 
and hedging transactions. Proper 
identification is required by the statute 
if the taxpayer wants to utilize the 
special rules for identified straddles, 
mixed straddles, and hedging 
transactions. 


Timetable: 

Action Date 
Final Action 09/01/83 
Small Entity: Not Applicable 
Additional Information: LR-281-81. 
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Drafting attorney: Barry L. Wold (202) 
566-3288. 


describe what contracts are foreign 
currency contracts and are therefore 


Drafting Attorney: Barry Wold (202) 
566-3294. 

Reviewing Attorney: John Fischer (202) 
566-3394. 


Legal Authority: 
Revenue Code of 1954; 26 USC 1361 Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: The regulations would 
provide guidance to shareholders and 
debt instrument holders who must 
comply with the law relating to 
subchapter S corporations. The 
regulations will provide rules relating to 
whether or not a subchapter S 
corporation has more than one class of 
stock. 


Timetable: 

Action Date 
NPRM 00/00/00 
Small Entity: Not Applicable 
Additional information: LR-4-73. 
Drafting attorney: Annie R. Alexander 
(202) 566-3297. 

Reviewing attorney: Walter H. Woo 
(202) 566-3297. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: Kuller, 
McKee. 

In Office of Chief Counsel (Legislation 
and Regulations Division) for 
preparation of notice. 

Agency Contact: Annie Alexander, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave., N.W., Washington, 
D.C. 20224, 202 566-3297 


RIN: 1545-AC37 


290. INCOME TAX--DEFINITION OF S 
CORPORATION 
26 USC 7805 internal 


Legal : 
Revenue Code of 1954; 26 USC 1361 Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: The regulations would 
address the following matters: (1) the 
number of permitted shareholders of a 
small business corporation (2) the types 
of trusts that are permitted to be 
shareholders of a small business 
corporation, (3) whether shares are 
permitted to be owned as a split 
interest and (4) the rules relating to 
corporations that are ineligible to be an 
S corporation. : 
Timetable: 

Action Date 
NPRM 00/00/00 
Small Entity: Not Applicable 
Additional information: LR-262-82 
Drafting Attorney: Robert H. Ginsburgh 
(202) 566-3297. 


Current and Projected Rulemakings 


Reviewing Attorney: Walter H. Woo 
(202) 566-3297. 


In Legislation and Regulations Division 


- for preparation of notice. 


Agency Contact: Robert H. Ginsburgh, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue N.W., Washington, 
D.C. 20224, 202 566-3297 


RIN: 1545-AE86 


Legal B 

1362; 26 USC 1363 

CFR Citation: 26 CFR 1 

Abstract: The regulations would 
provide guidelines for electing, revoking 
and terminating S corporation status. 
Timetable: 

Action Date 
NPRM 00/00/00 
Smail Entity: Not Applicable 
Additional information: LR-260-82 
Drafting attorney: Gail H. Morse (202) 
566-3297. 

Reviewing attorney: Walter H. Woo ~ 
(202) 566-3297. 

Office of Tax Legislative Counsel 
reviewing attorney: 

In Legislation and Regulations Division 
for preparation of Notice of Proposed 
Rulemaking. 

Agency Contact: Gail H. Morse, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-3297 


RIN: 1545-AE26 


FR Cite 


292. INCOME TAX--PASS-THRU OF S 
CORPORATION ITEMS TO 
SHAREHOLDERS 


26 USC 7805 internal 


Legal - 
Revenue Code of 1954; 26 USC 1366 Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 
Abstract: The regulations would 
provide rules relating to the tax 


treatment of income and loss items 
passed through to the shareholders. 
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Drafting Attorney: Robert H. Ginsburgh 
(202) 566-3297. 

Reviewing Attorney: Walter H. Woo 
(202) 566-3297. 

In Legislation and Regulations Division 
for preparation of notice. 


Internal Revenue Service, 1111 
Constitution Ave N.W., Washington, 
D.C. 20224, 202 566-3297 


RIN: 1545-AE85 


293. INCOME TAX-RULES RELATING 


Revenue Code of 1954; 26 USC 1368 Internal 
Revenue Code of 1954 


CFR Citation: 26°CFR 1 


Abstract: The proposed regulations 
would provide rules for adjusting the 
basis of stock of a shareholder in an S 
corporation and rules for determining 
the basis of property distributed by an 
S corporation. 


294. INCOME TAX—CERTAIN RULES 
RELATING TO OF 


Legal Authority: 26 USC 7805 internal 
Revenue code of 1954; 26 USC 1371 internal 
Revenue Code of 1954; 26 USC 1372 Internal 
Revenue Code of 1954 3 


CFR Citation: 26 CFR 1 


Abstract: The regulations would 
address the following issues: (1) The 
number of permitted shareholders of a 
small business corporation, (2) The 
rules stock held by a husband 
and wife, (3) The types of trusts that 
are permitted to be shareholders of a 
small business corporation, (4) Whether 
shares are permitted to be owned as a 
split interest, (5) The rules relating to 
the time period for making an election 
of status as a small business 
corporation and the manner for making 
such election, and (6) Rules relating to 
how a new shareholder may terminate 
a subchapter S election. 
Timetable: 
Action Date FR Cite 
NPRM 04/17/80 45 FR 26092 
NPRM Comment 04/17/80 45 FR 26092 
Period Begin 
NPRM Comment 06/13/80 
Period End 
Hearing 10/08/80 
Final Action 00/00/00 


Small Entity: Not Applicable 
Additional information: LR-277-76. 


Drafting attorney: Robert Ginsburgh 
(202) 566-3297. 


Reviewing attorney: Charles C. 
Saverude (202) 566-3323. 


Office of Tax Legislative Counsel 


(Treasury) reviewing attorneys: Kuller, 


McKee. 


Draft of Treasury Decision to Office of 
Tax Legislative Counsel, 10/26/82. 


Agency Contact: Robert H. Ginsburgh, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave., N.W., Washington, 
D.C. 20224, 202 566-3297 . 


RIN: 1545-AC38 


295. INCOME TAX-APPLICATION OF 
SUBCHAPTER C RULES TO S 
CORPORATIONS 


Legal Authority: 26 USC 7805 internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: The proposal would amend 
the regulations under section 1371 to 


Current and Projected Rulemakings 


changes made by the subchapter S 
Revision Act of 1982 relating to the 
application of subchapter C rules to S 
corporations and other technical 
amendments under sections 2, 5, and 6 
of the Act. The regulation would 
provide the public with guidance to 
comply with the Act. 
Timetable: 

Action Date 
NPRM 0/00/00 


Smaii Entity: Not Applicable 

Additional information: LR-265-82. 
Drafting Attorney: Annie R. Alexander 
Reviewing Attorney: John B. Bromell 
(202) 566-3326. 

In Legislation and Regulations Division 
for preparation of notice. 

Agency Contact: Annie R. Alexander, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave. N.W., Washington, 
D.C. 20224, 202 566-3297 


RIN: 1545-AE90 


296. INCOME TAX—-TREATMENT OF S 
CORPORATION AS A PARTNERSHIP 
FOR CERTAIN PURPOSES OF THE 

INTERNAL REVENUE CODE OF 1954 


Legal = 26 USC 7805; 26 USC 
1372; 26 USC 1373; 26 USC 613A; 26 USC 
4996; 26 USC 48 

CFR Citation: 26 CFR 1 
Abstract: The regulation will provide 
guidance to taxpayers relating to the 
treatment of Semmeniee a 
partnership for purposes of certain 
provisions of the Internal Revenue Cod 
of 1954. : 


Timetable: 

Action Date 
NPRM 01/00/84 
Small Entity: Not Applicable 
Additional information: LR-266-83. 
Drafting attorney: David Haglund (202) 
566-3297. 


Reviewing attorney: Walter H. Woo 
(202) 566-3297. 

Office of Tax Legislative Counsel 
Reviewing Attorney: Mark Kuller. 

In Legislation and Regulations Division 
for preparation of notice of proposed 
rulemaking. 
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Drafting attorney: John Schmalz (202) 
566-3297. 


Reviewing attorney: Walter H. Woo 
Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: Kuller. 
Notice of proposed rulemaking in Office 
of Chief Counsel Legislation and 
Regulations Division for preparation. 


Constitution Ave N.W., Washington, 
D.C., 202 566-3297 


RIN: 1545-AE92 


Service intends to interpret those 
sections of the Code. 


Timetabie: 

Action Date 
NPRM 00/00/00 
Smail Entity: Not Applicable 
Additional information: LR-268-82. 
Drafting Attorney: Nerman Dobynes 
Hubbard (202) 566-3297. 


Reviewing Attorney: Walter H. Woo 
(202) 566-3297. 

In Office of Chief Counsel (Legislation 
and Regulations Division) for 
preparation of notice. 

Agency Contact: Nerman Dobynes 
Hubbard, Attorney, Department of the 
Treasury, Internal Revenue Service, 

1111 Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-3297 ¢ 


RIN: 1545-AE94 


299. INCOME TAX-CERTAIN 
ELECTIONS UNDER THE 
SUBCHAPTER S REVISION ACT OF 


' NPRM 


Revenue Code of 1954; 26 USC 1379 Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 

Abstract: The regulations relate to the 
time and manner of making certain 
elections, consents, and refusals under 
the Subchapter S Revision Act of 1982 
and to the taxable year which a 
corporation may select in order to make 
the election to be an S corporation. 
Timetable: 
Action Date FR Cite 
NPRM 


01/26/83 48 FR 03637 
NPRM Comment 01/26/83 48 FR 03637 
Period Begin 


00/00/00 


Smail Entity: Not Applicable 
Additional information: LR-1-83. 


Drafting attorney: Robert H. Ginsburgh 
(202) 566-3297. 


Reviewing attorney: Walter Woo (202) 
566-3297. 

Office of Tax Legislative Counsel 
Reviewing Attorneys: Kuller, McKee. 


Notice published, 01/26/83. 


Agency Contact: Robert H. Ginsburgh, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue N.W., Washington 
D.C. 20224, 202 566-3297 


RIN: 1545-AF30 


Revenue Code of 1954; PL 91-172, Sec 531; 
PL 93-406; PL 97-248, Sec 238(c) 

CFR Citation: 26 CFR 1; 26 CFR 20; 26 
CFR 25 

Abstract: The regulation will provide 
guidance to qualified defined 
contribution pension, profit-sharing, and 
stock bonus plans of electing small 
business corporations, and their 
shareholder-employees to enable them 
to comply with changes made by PL 91- 
172, Sec 531, and PL 93-406. 


Timetable: 


Action Date FR Cite 


37 FR 9295 

NPRM Comment 05/06/72 37 FR 9295 
Period Begin 

NPRM Comment 06/07/72 
Period End 

Final Action 08/00/84 

Small Entity: Not Applicable 

Additional information: EE-35-78. 


Drafting attorney: Calder L. Robertson, 
Jr. (202) 566-3422. 

Reviewing attorney: James L. Brokaw 
(202) 566-4173. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: 
Conaway, Rollyson. 

Conference held, 07/24/72. 


2nd revised preliminary draft of T.D. to 
Office of Tax Legislative Counsel 
(Treasury) & Office of Assistant 
Commissioner (Employee Plans and 
Exempt Organizations), 08/13/80. 
Agency Contact: Calder L. Robertson, 
Jr., Attorney, Department of the 
Treasury, Internal Revenue Service, 
1111 Constitution Ave. N.W., 
Washington, D.C. 20224, 202 566-3422 


RIN: 1545-AE07 
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Abstract: These regulations would 
provide guidance to cooperatives with 
regard to inventory pools that remain 
open at the end of the taxable year. 


Date 
09/01/83 


FR Cite 


Drafting attorney: Patricia K. Keesler 
(202) 566-3430. 

Reviewing attorney: John H. Parcell 
(202) 566-3288. 

Office of Tax Legislative Counsel 
reviewing attorney: Andy Pike. 

Draft of notice to Office of Tax 
Legislative Counsel (Treasury) 07/09/82. 
Agency Contact: Patricia K. Keesler, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, N.W., 


302. INCOME TAX-—-RELATING TO TAX 
TREATMENT OF PER UNIT RETAIN 


Legal Authority: 

Revenue Code of 1954; 26 USC 1385 Internal 
Revenue Code of 1954; 26 USC 1388 Internal 
Revenue Code of 1954 

CFR Citation: 26 CFR 1 

Abstract: This project would provide 
proposed rules relating to the tax 
treatment of a cooperatives income that 
is not distributed to the members of the 
cooperative. 


Smail Entity: Not Applicable 
Additional information: LR-1175. 


Reviewing attorney: John H. Parcell 
(202) 566-3288. 


Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: Pike. 


Notice pending Treasury review. 


Agency Contact: Paul Weisman, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, NW, Washington, 
D.C. 20224, 202 566-3238 


RIN: 1545-AC40 


303. INCOME TAX--DISTRIBUTIONS 
QUALIFYING AS PATRONAGE 
DIVIDENDS 


Legal :. 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 1382 Internal 
Revenue Code of 1954; 26 USC 1388 Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 

Abstract: The regulations would 
provide rules for netting the income and 
losses of allocation units within the 
cooperative. In addition the regulations 
clarify the meaning of preexisting legal 
obligation. 

Timetable: 

Action Date 
NPRM 09/01/83 
Small Entity: Not Applicable 
Additional information: LR-268-79. 
Drafting attorney: Patricia K. Keesler 
(202) 566-3430. 

Reviewing attorney: John H. Parcell 
(202) 566-3288. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: Pike. 
Notice pending Treasury review. 
Agency Contact: Patricia K. Keesler, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 


Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-3430 


provide for exemptions from witholding 


of tax from independent personal 
service income of nonresident alien 


individuals, clarify the obligations of 


47811 


Current and Projected Rulemakings 


withholding agents, and update the 
rules with respect to Forms 1042 and 
1042S. 


Timetable: 

Action Date 
NPRM 09/00/83 
Smaii Entity: Not Applicable 
Additional information: LR-165-78. 


Drafting attorney: Martha E. Kadue 
(202) 566-3289. 

Reviewing attorney: Charles C. 
Saverude (202) 566-3323. 

Office of International Tax Counsel 
(Treasury) reviewing attorneys: Silver, 
Lainoff. 

To Treasury for comment 7/26/83. 


Agency Contact: Martha E. Kadue, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave., N.W., Washington, 
D.C. 20224, 202 566-3289 


RIN: 1545-AC43 


FR Cite 


Revenue Code of 1954 

CFR Citation: 26 CFR 1 

Abstract: The regulations will relate to 
withholding on items of income subject 
to a reduced rate of or exemption from 
United States tax under an income tax 
treaty to which the United States is a 
party. These regulations would amend 
the existing regulations to provide more 
stringent requirements for obtaining 
reduced rates of or exemptions from 
United States tax. 


Timetable: 
Action 
NPRM 00/00/00 

Final Action 00/00/00 

Small Entity: Not Applicable 
Additional information: LR-40-79. 
Drafting attorney: Carol Doran (202) 
566-3289. 


Reviewing attorney: Charles C. 
Saverude (202) 566-3323. 

Office of International Tax Counsel 
(Treasury) reviewing attorney: 
Granwell. 

Draft of notice to Office of International 
Tax Counsel (Treasury), 04/30/82. 


Date FR Cite 
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rules for applying the personal holding 
company tax to corporations filing 
consolidated returns. 


i ihe diem inbiaguacl 
Action Date _—*FR Cite 


Office of Tax Legislative Counsel 
reviewing attorney: Andrew Pike. 
In Legislation and Regulations Division “?R™ * _ 00/00/00 
for preparation of Treasury decision. Smail Entity: No 
Agency Contact: Keith E. Stanley, Additional information: LR-1086. 
eae Department of the Treasury, Drafting attorney: Carolyn Swift (202) 
Revenue Service, 1111 566-3487 
Comeitatien Ave., NW, Washington, ’ . 
DC 20224, 202 566-3458 Reviewing attorney: Marcus B. Blumkin 
(202) 566-3463. 
Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: McCarty. 
Notice returned to Office of Chief 
Counsel (Legislation and ations 
Division) for revision, 07/05/79. 
Agency Contact: Carolyn Swift, 
Attorney, Department of the Treasury, . 
Internal Revenue Service, 1111 
Constitution Ave., N.W., Washington, 


ould deal with D.C. 20224, 202 566-3458 
issues relating to life-life consolidations RIN: 1545-AC45 
which were reserved by Treasury 
Decision 7877 for further study. 310. INCOME TAX--CONSOLIDATED 
Timetable: RETURN REGULATIONS—-REVISION 
—_._________________ OF REGULATIONS RE. 
Action Date FR Cite ACCUMULATED EARNINGS TAX 


NPRM 00/00/00 
Small Entity: No 
Additional information: LR-66-83. 


Drafting Attorney: Yerachmiel E. 


Weinstein (202) 566-3458. Abstract: The proposal would provide 


7 rules for applying the accumulated 
Reviewing Attorney: Mark Blumkin earnings tax to a group of corporations 
(202) 566-3463. filing a consolidated income tax return. 
Office of Tax Legislative Counsel 
umeeseemiieieiets = et 
islation ations Divison 

for preparation of notice of proposed : 07/00/68 33 FR 9630 
rulemaking. Hearing 09/12/68 

i 08/25/71 36 FR 1661 
Agency Contact: Yerachmiel E. 
Weinstein, Attorney, Department of the 05/14/79 44 FR 28001 
Treasury, Internal Revenue Service, 07/13/79 44 FR 28001 
1111 Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-3458 10/03/79 


RIN: 1545-AF67 , Cees 
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Additional information: LR-1386. 
Drafting attorney: Charles M. Whedbee 
(202) 566-3458. 

Reviewing attorney: Marcus B. Blumkin 
(202) 566-3463. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: McCarty. 
Pending in Chief Counsel (Legislation 
and Regulations Division). 

Agency Contact: Charles M. Whedbee, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave. N.W., Washington, 
D.C. 20224, 202 566-3458 

RIN: 1545-AC50 


311. INCOME TAX-CONSOLIDATED 


Legal Authority: 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 1502 Internal 
Revenue Code of 1954 

CFR Citation: 26 CFR 1 


Abstract: The proposal would provide 
rules relating to the application of the 
accumulated earnings tax to a group of 
corporations filing a consolidated 
income tax return when one or more 
members of the group is a personal 
holding company. 


Drafting attorney: Charles M. Whedbee 
(202) 566-3458. 


Reviewing attorney: Marcus B. Blumkin 
(202) 566-3463. 
Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: McCarty. 
Pending in Chief Counsel (Legislation 
and Regulations Division). 

Contact: Charles M. Whedbee, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 


Constitution Ave. N.W., Washington, 
D.C. 20224, 202 566-3458 


RIN: 1545-AC51 
ERROR A RRM Se IN RE 


312. INCOME TAX-—CREDIT & 
DEDUCTIONS ETC., FOR 
CONSOLIDATED RETURNS 

Legal Authority: 26 USC 7805 Internal 


Revenue Code of 1954; 26 USC 1502 internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: Provision would amend the 
consolidated returns regulations to 
clarify, among other things, the rules 
relating to net operating loss 
carrybacks of a member of an affiliated 
group filing consolidated returns to a 
year in which the member was not in 
existence, thereby giving the public 
needed guidance on-what the rule is in 
that situation. 


Timetable: 


; 


NPRM 00/00/00 


Smail Entity: No 
Additional information: LR-97-79. 


Drafting attorney: Benedetta Kissel 
(202) 566-3238. 

Reviewing attorney: Marcus B. Blumkin 
(202) 566-3463. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: Pike. 
Final draft of notice of proposed 
rulemaking sent to Office of Tax 
Legislative Counsel, 8/9/82. 


Contact: Yerachmiel E. 


‘Weinstein, Attorney, Department of the 


Treasury, Internal Revenue Service, 
1111 Constitution Ave. N.W., . 
Washington, D.C., 202 566-3458 


RIN: 1545-AC48 


313. INCOME TAX-—-FILING OF 
SEPARATE RETURNS FOR PERIOD 
NOT INCLUDED IN A CONSOLIDATED 
RETURN 


Legal : 26 USC 7805 Internal 
Revenue Code of 1954; 26 USC 1502 Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: The regulations would clarify 
the consolidated return regulations 
relating to annual accounting periods 
and to separate return years. 


Timetable: 
Action 

NPRM 

Small Entity: No 
Additional Information: LR-216-79. 


Date FR Cite 


00/00/00 


478613 


Drafting attorney: Duane H. Pellervo 
(202) 566-3458. 

Reviewing attorney: Marcus B. Blumkin 
(202) 566-3463. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: McCarty. 
Returned from Treasury 09-30-82 


Agency Contact: Duane H. Peilervo, 


Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 


Constitution Ave. N.W., Washington, 
D.C. 20224, 202 566-3458 


RIN: 1545-AC57 


314. INCOME TAX-TO REFLECT 
AMENDMENTS OF CONSOLIDATED 
RETURN REGULATIONS TO REFLECT 
MERCHANT MARINE ACT OF 1970 
CONCERNING MERCHANT MARINE & 
FISHERIES CAPITAL ETC 

Legal Authority: 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 1502 Internal 
Revenue Code of 1954; 11 USC 1177 Mer- 
chant Marine Act of 1936 

CFR Citation: 26 CFR 3 

Abstract: The proposal would provide 
rules for the income tax treatment, by 
corporations filing consolidated returns, 
with respect to capital construction 
funds for certain vessels. 

Timetable: 
Action 


NPRM 
Smaii Entity: No 
Additional Information: LR-29-76. 
Drafting attorney: Carolyn Swift (202) 
566-3458. 
Reviewing attorney: Marcus B. Blumkin 
(202) 566-3463. 
Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: Pike. 
Notice pending Treasury review. 
Contact: Carolyn Swift, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave. N.W., Washington, 
D.C. 20224, 202 566-3458 


RIN: 1545-AC52 


Date 
03/00/84 


315. INCOME TAX--TO PROVIDE 
CONSOLIDATED RETURN RULES 
RELATING TO AFFILIATED GROUPS 
THAT INCLUDE ONLY LIFE 
INSURANCE COMPANIES 

Legal : 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 1502 Internal 
Revenue Code of 1954 
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INVESTMENT ADJUSTMENTS 

Legal Authority: 26 USC 7805 internal 
Revenue Code of -1954; 26 USC 1502 internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: Provision would amend the 

consolidated returns investment 
among other 

things, the proper treatment of various 


1111 Constitution Ave N.W., 
Washington D.C. 20224, 202 586-3458 


RIN: 1545-AC53 


317. INCOME TAX-ACCELERATED 
DEPRECIATION IN INVESTMENT 
ADJUSTMENTS 

Legal : 26 USC 7805 intemal 
Revenue Code of 1954; 26 USC 1502 internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: Provision would amend the 
consolidated returns investment 
adjustment rules to reflect the proper 
treatment of accelerated depreciation 
thereby giving the public needed 
guidance on what that proper treatment 
is. 
Timetable: 
Action 
NPRM 
Smaii Entity: No 
Additional information: LR-222-81 
Drafting attorney: Yerachmiel 
Weinstein (202) 566-3458. 

attorney: Marcus B. Blumkin 
(202) 566-3463. 
Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: 
McCarty, Levinson. 


00/00/00 


. 


Draft of notice to Office of Chief 
Counsel (Corporation Tax Division) & 
Office of Tax Legislative Counsel 
(Treasury), 03/23/82. 

Agency Contact: Yerachmiel E. 
Weinstein, Attorney, Department of the 
Treasury, Internal Revenue Service, 
1111 Constitution Ave N.W., 
Washington, D.C. 20224, 202 566-3458 


RIN: 1545-AC47 


treatment of those areas are. 
Timetabie: 

Date 
00/00/00 


Smaii Entity: No 

Additional information: LR-140-73. 
Drafting attorney: Yerachmiel 
Weinstein (202) 566-3458. 

Reviewing attorney: Charles M. 
Whedbee (202) 566-3458. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: Pike. 
Notice returned to Office of Chief 
Counsel (Legislation and Regulations 
Division) for revision, 03/21/78. 
Agency Contact: Yerachmiel E. 
Weinstein, Attorney, Department of the 
Treasury, Internal Revenue Service, 
1111 Constitution Ave N.W.., 
Washington, D.C. 20224, 202 566-3458 


RIN: 1545-AC46 


319. INCOME TAX--AT RISK 
LIMITATIONS OF SECTION 465 
Legal 26 USC 7805 
Revenue Code of 1954; 26 USC 1502 
Revenue Code of 1954; 26 USC 465 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: Provision would amend the 
consolidated returns regulations to 
provide rules applying the at-risk 
limitations of section 465 of the Internal 
Revenue Code of 1954 to affiliated 
groups filing consolidated returns, 
thereby giving the public needed 
guidance as to how these rules apply to 
such groups. 
Timetable: 
Action 


NPRM 

Small Entity: No 
Additional information: LR-75-79. 
Drafting attorney: Yerachmiel 
Weinstein (202) 566-3458. 
Reviewing attorney: Marcus B. Blumkin . 
(202) 566-3463. 


Date * 
00/00/00 


FR Cite 
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Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: 
McCarty, Levinson. 

Revised draft of notice to Office of Tax 


lative Counsel , 
ee unsel (Treasury) 


1111 Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-3458 


Legal 
Revenue Code of 1954; 26 USC 1504 internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 

Abstract: The regulations would 
provide rules relating to an election to 
treat a foreign subsidiary of a United 
States corporation as a domestic 
corporation if the subsidiary is formed 
in a contiguous country to comply with 
foreign law. 


00/00/00 
Small Entity: Not Applicable 
Additional information: LR-189-77. 
Drafting attorney: Carolyn Swift (202) 
566-3458. 
Reviewing attorney: Charles M. 
Whedbee (202) 566-3458. 


Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: Shay, 
Lainoff. 


Notice pending Treasury review. 


Contact: Carolyn Swift, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave N.W., Washington 
D.C. 20224, 202 566-3458 


RIN: 1545-AC58 


321. INCOME TAX--TO REFLECT THE 


Authority: 
Revenue Code of 1954; 26 USC 1563(a)(2) 
Internal Revenue Code of 1954; 26 USC 50B 
Internal Revenue Code of 1954; 26 USC 52 


Internal Revenue Code of 1954; 26 USC 
414(c) internal Revenue Code of 1954 

CFR Citation: 26 CFR 1 

Abstract: The regulations relating to the 
definition of a brother-sister controlled 
group of corporations are to be 
amended to conform to the Supreme 
Court decision in U.S. v. Vogel 
Fertilizer Company, which held that a 
person’s stock ownership is not taken 
into account for purposes of the 80% 
ownership test unless that person owns 
stock in each brothér-sister corporation. 


Timetable: 

Action Date 
NPRM 02/00/84 
Small Entity: Not Applicable 
Additional information: LR-35-82. 
Drafting attorney: Michel A. Daze (202) 
566-3458. 


Reviewing attorney: Charles M. 
Whedbee (202) 566-3458. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: Pike. 
Revised draft of notice circulated on 
11 / 24] 82. 

Contact: Michel A. Daze, 
Attorney; Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave N.W., Washington 
D.C. 20224, 202 566-3458 


RIN: 1545-AC59 


FR Cite 


322. ESTATE & GIFT TAXES—UNIFIED 
RATE SCHEDULE FOR ESTATE & 
TAXES & UNIFIED CREDIT IN LIEU OF 
EXEMPTIONS 


26 USC 7805 Internal 
; 26 USC 2001 Internal 
USC 2010 Internal 

USC 2011 Internal 

USC 2012(a) inter- 

954; 26 USC 2012(e) 


Legal 

Revenue Code of 
Revenue Code of 
Revenue Code of 


estate and gift taxes and unified credit 
in lieu of exemptions will be 
implemented by the regulation. 


Current and Projected Rulemakings 


Timetable: 

Action Date 
NPRM 00/00/00 
Smaii Entity: Not Applicable 
Additional information: LR-212-76. 
Drafting attorney: Fredric E. 
Grundeman (202) 566-3287. 

Reviewing attorney: Larry E. Smith 
(202) 566-3287. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: 
Woodward, Levinson. 

Draft of notice returned to Office of 
Chief Counsel (Legislation Regulations 
Division) for revision, 10/07/81. 
Agency Contact: Fredric E. 
Grundeman, Attorney, Department of 
the Treasury, Internal Revenue Service, 


1111 Constitution Ave N.W., 
Washington D.C. 20224, 202 566-3287 


RIN: 1545-AC60 


323. INCOME TAX--ESTATE TAX-—TAX 
ON CERTAIN GENERATION-SKIPPING 
TRANSFERS—MISCELLANEOUS 


PROVISIONS RELATING TO 
GENERATION-SKIPPING TRANSFERS 


303(d) internal Revenue Code of 1954 
CFR Citation: 26 CFR 1; 26 CFR 20; 26 
CFR 26 


Abstract: Miscellaneous changes to the 
estate, gift and income tax law 
necessitated by the generation-skipping 
transfer tax provision under sections 
2013, 691 and 303 of the Internal 
Revenue Code. 

Timetable: 

Action Date 
NPRM 00/00/00 
Smaii Entity: Not Applicable 
Additional information: LR-202-76. 
Drafting attorney: Robert H. Waltuch 
(202) 566-3287. 

Reviewing attorney: Larry E. Smith 
(202) 566-3287. 

Office of Tax Legislative Counsel 
(Treasury) reviewing aftorneys: 
Woodward, Levinson. 

In Office of Chief Counsel (Legislation 
and Regulations Division) for 
preparation of notice. 
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annuities, life estates, terms for years, 


Reviewing attorney: Robert H. Waltuch 
(202) 566-3287. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: Garlock, 
Woodward. 


certain farm and closely held business 
real property is available to qualifying 
estates. The regulation will contain 


definitions and rules relating to the 
various requirements which an estate 
must satisfy and will provide rules 
governing the imposition and payment 
of the “additional estate tax” should a 
qualified heir fail to meet the post- 
death requirements. 
Timetable: 

Action Date 


NPRM 05/00/83 
interim Final Rule 03/00/84 


Small Entity: Not Applicable 
Additional information: LR-209-81. 
Drafting attorney: Fredric E. 
Grundeman (202) 566-3287. 
Reviewing attorney: Larry E. Smith 
In Office of Chief Counsel (Legislation 
and Regulations Division) for 
preparation of notice. 

Office of the Tax Legislative Counsel 
(Treasury) reviewing attorneys: 
Garlock, Levinson. 


Agency Contact: Fredric E. 
Grundeman, Attorney, Department of 
the Treasury, Internal Revenue Service, 
1111 Constitution Ave. N.W., 


Washington, D.C. 20224, 566-3287 
RIN: 1545-AC62 


326. ESTATE & GIFT TAXES 
INCLUSION OF STOCK INESTATE ~- 
WHERE DECEDENT RETAINED 
VOTING RIGHTS 

Legal : 26 USC 7805 Internal 
Revenue Code of 1954; 26 USC 2036(a) Inter- 
nal Revenue Code of 1954 

CFR Citation: 26 CFR 20 

Abstract: These regulations will 
provide the extent to which the 
retention of voting rights by a transferor 
of stock will require that the value of 
that stock be included in the 
transferor’s gross estate. 


Timetable: 
Action 


NPRM 09/00/83 
Final Action 12/00/83 


Small Entity: Not Applicable 

Additional information: LR-181-76. 
Drafting attorney: John R. Harman (202) 
566-3238. 


Date FR Cite 


Reviewing attorney: Larry E. Smith 
(202) 566-3287. 


Current and Projected Rulemakings 


Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: 
Woodward, Levinson. 

6/13/80 draft of notice to Treasury for 
review. 

Agency Contact: John R. Harman, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave., N.W., Washington 
D.C. 20224, 202 566-3238 


RIN: 1545-AC63 


327. INCOME TAX--REGULATIONS TO 
CHANGE ELECTION PROCEDURES OF 
INCOME TAX TREATMENT 

Legal : 26 USC 7805 Internal 
Revenue Code of 1954; 26 USC 2039 internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: The regulations would 
provide that the section 2039(c) election 
must actually be made by a beneficiary 
with regard to a distribution before the 
estate may exclude the value of that 
distribution. 

Timetabie: 

Action Date 
NPRM 09/00/83 
Small Entity: Not Applicable 
Additional information: EE-86-82. 
Drafting attorney: Patricia K. Keesler 
(202) 566-3430. 

Reviewing attorney: Richard J. 
Wickersham (202) 566-3250. 

Office of Tax Legislative Counsel 
reviewing attorney: Garlock. 

Final draft signed by Commissioner. 
Agency Contact: Patricia K. Keesler, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave., N.W., Washington, 
D.C. 20224, 202 566-3430 


RIN: 1545-AE08 


FR Cite 


326. ESTATE TAX--PROPERTY HELD 
JOINTLY BY HUSBAND & WIFE 


USC 2515 Internal Revenue Code of 1954 
CFR Citation: 26 CFR 20; 26 CFR 25 
Abstract: The regulations will provide 
rules for the Federal estate tax 
treatment of property held by husband 
and wife as a qualified joint interest. 
The regulations also provide rules 
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under which the estate of certain 
decedents may elect to reduce the 
estate tax value of a farm or other 
trade or business to the extent of the 
material participation by the surviving 


00/00/00 
Final Action 00/00/00 


Small Entity: Not Applicable 
Additional information: LR-180-76. 
Drafting attorney: Neil Zyskind (202) 
566-4336. 


Reviewing attorney: Robert H. Waltuch 
(202) 566-3287. 


Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: 
Woodward, Levinson. 

In Legislation and Regulations Division 
for preparation of notice. 


Agency Contact: Neil Zyskind, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave., N.W., Washington 
D.C. 20224, 202 566-3289, 202 566-4336 


RIN: 1545-AC64 


329. ESTATE & GIFT TAXES— 


12/19/75 40 FR 58860 
NPRM Comment 12/19/75 40 FR 58860 
Period Begin 
NPRM Comment 01/23/76 
Period End 
03/30/76 
Final Action 03/00/84 


Small Entity: Not Applicable 
Additional information: LR-259-74. 


Drafting attorney: Fredric E. 
Grundeman (202) 566-3287. 
Reviewing attorney: Larry E. Smith 
(202) 566-3287. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: 
Baneman, Levinson. 


ow Decision pending Treasury 


ttorney 
the Treasury, Internal Revenue Service, 
1111 Constitution Ave. N.W., 
Washington, D.C. 20224, 202 566-3287 


RIN: 1545-AC65 


330. ESTATE TAX-TREATMENT OF 
CERTAIN CONTRIBUTIONS OF 
WORKS OF ART, ETC 

Legal Authority: 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 2522 Internal 
Revenue Code of 1954; 26 USC 2055 internal 
Revenue Code of 1954 

CFR Citation: 26 CFR 25 

Abstract: These regulations will explain 
the treatment of works of art and their 
copyrights as separate properties for 
the purpose of computing the charitable 
deduction allowable in determining the 
value of the taxable estate and the 
value of transfers made by a donor. 


Timetable: 

Action Date 
NPRM 10/00/83 
Smail Entity: Not Applicable 
Additional Information: LR-210-81. 


Drafting attorney: Robert B. Coplan 
(202) 566-3287. 

Reviewing attorney: Larry E. Smith 
(202) 566-3287. 

In Office of Chief Counsel (Legislation 
and Regulations Division) for 
preparation of notice. 


Agency Contact: Robert B. Coplan, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave., N.W., Washington 
D.C. 20224, 202 566-3287 


RIN: 1545-AC66 


FR Cite 


331. ESTATE AND GIFT TAXES— 
INCREASE IN LIMITATIONS ON 
MARITAL DEDUCTIONS 


26 USC 7805 internal 


47817 


Current and Projected Rulemakings 


Revenue Code of 1954; 26 USC 2207A inter- 


CFR Citation: 26 CFR 20; 26 CFR 25 
Abstract: These regulations will clarify 
the estate and gift tax treatment of 
transfers of property between spouses. 
They will provide how an executor may 
elect to treat certain property as 
qualified terminable interest property, 
in which case the imposition of transfer 
taxes will be delayed until the latter of 
(1) the surviving spouse's disposition of 
an interest in the property or (2) the 
surviving spouse’s death. 

Timetable: 
Action 


NPRM 09/00/83 
Final Action 01/00/84 


Smail Entity: Not Applicable 

Additional information: LR-211-76. 
Drafting attorney: John R. Harman (202) 
566-3238. 


Reviewing attorney: Robert H. Waltuch 
(202) 566-3287. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: 
Woodward, Levinson. 

10/1/82 draft of notice returned: to the 
Legislation and Regulations Division for 
revision. 

Agency Contact: John R. Harman, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave N.W., Washington 
D.C. 20224, 202 566-3238 


RIN: 1545-AC67 


Revenue Code of 1954; 26 USC 2503 internal 
Revenue Code of 1954 

CFR Citation: 26 CFR 25 

Abstract: This regulation will provide a 
transitional rule that the increased 
annual gift tax exclusion does not apply 
to powers of appointment granted 
under certain trusts created before 
September 12, 1981. In addition, 
unlimited exclusions will be permitted 


aed 
Semetaed lerisaeeeee cob tes 





USC 2056 Internal Revenue Code of 1954; 26 
USC 2504 Internal Revenue Code of 1954 


CFR Citation: 26 CFR 20; 26 CFR 25 
Abstract: This project will give 
guidance on the requirement under 
section 2518 on how to make a qualified 
disclaimer of a gift or inheritance. If it 
eo 


11/18/80 
07/22/82 45 FR 48922 
00/00/00 


Timetabie: 
Action 
Hearing 


NPRM 
Final Action 


Drafting attorney: Robert H. Waltuch 
(202) 566-3287. 


Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: Garlock. 
Preliminary draft of Treasury decision 
forwarded to Treasury for review, 
Agency Contact: Robert H. Waltuch, 


Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave N.W., Washington, 
D.C. 20224, 202 566-3287 


RIN: 1545-AC71 


335. TAX ON CERTAIN GENERATION- 
SKIPPING TRANSFERS—IMPOSITION 
ee eee ee 
‘AX 


Legal : 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 2601 to 2603 
Internal Revenue Code of 1954 


CFR Citation: 26 CFR 26 
Abstract: This regulation will provide 
guidance to the public how to compute 


the tax due when a generation-skipping 
transfer has occurred. 


Timetabie: 

Action Date 
NPRM 00/00/00 
Smaili Entity: Not Applicable 
Additional information: LR-178-76. 
Drafting attorney: Robert H. Waltuch 
(202) 566-3287. 


Reviewing attorney: Larry E. Smith 
(202) 566-3287. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: 
Woodward, Levinson. 
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In Office of Chief Counsel (Legislation 
and Regulations Division) for 
preparation of notice. 


Agency Contact: Robert H. Waltuch, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave N.W., Washington 
D.C. 20224, 202 566-3287 


RIN: 1545-AC72 


336. ESTATE AND GIFT TAX-TAX ON 
CERTAIN GENERATION-SKIPPING 
AND 


SPECIAL RULES 


Legal : 26 USC 7805 intemal 
Revenue Code’ of 1954; 26 USC 2611 to 2614 
Internal Revenue Code of 1954 : 


CFR Citation: 26 CFR 26 

Abstract: The regulations will provide 
guidance to the public on the meaning 
of all the terms used under the 
generation-skipping transfer tax 
provisions. These terms include the 
following: generation-skipping trust, 
generation-skipping transfer, younger 
generation beneficiary, etc. 


Timetable: 
Action 


Hearing 05/20/81 
NPRM 01/02/82 46 FR 00120 


NPRM Comment 01/02/82 46 FR 15893 
Period Begin 
NPRM Comment 03/03/82 
Period End 
Final Action 
Effective 
Small Entity: Not Applicabie 
Additional information: LR-205-76. 


Drafting attorney: Robert H. Waltuch 
(202) 566-3287. 

Reviewing attorney: Larry E. Smith 
(202) 566-3287. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: 
Woodward, Levinson. 

In Legislation and Regulations Division 
for preparation of final regulations. 
Agency Contact: Robert H. Waltuch, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave N.W., Washington 
D.C. 20224, 202 566-3287 


RIN: 1545-AC73 


Date FR Cite 


00/00/00 
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337. ESTATE & GIFT TAX— 
GENERATION-SKIPPING 


Abstract: This project will establish the 
forms to be used in reporting a 
generation-skipping transfer and also 
will establish the date on which the 
return must be filed and the tax paid. 


Date FR Cite 


08/05/80 ° 45 FR 51771 
Hearing 11/05/80 
Final Action 00/00/00 
Smail Entity: Not Applicable 
Additional information: LR-234-79. 


Drafting attorney: Robert H. Waltuch 
(202) 566-3287. 
Reviewing attorney: Larry E. Smith 
(202) 566-3287. 
Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: 
Woodward, Levinson. 
In Legislation and Regulations Division 
for preparation of final regulations. 
Contact: Robert H. Waltuch, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave N.W., Washington 
D.C. 20224, 202 566-3287 


RIN: 1545-AC74 


338. EMPL. TAX-SOCIAL SECURITY 
TAX ON EMPLOYERS OF 


Authority: 26 USC 7805 Internal 
Revenue Code of 1954; 26 USC 3121(t) Inter- 
nal Revenue Code of 1954 


CFR Citation: 26 CFR 31 


Abstract: The regulations would 
provide guidance for determining the 
amount of wages on which an employer 
of a tipped employee must pay social 
security tax if the employer pays the 
employee less than the minimum wage. 


FR Cite 


Drafting attorney: Beverly Baughman 
(202) 566-3297. 

Reviewing attorney: John B. Bromell 
(202) 566-3326. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: 
Hevener, Levinson. 

Notice pending Department of the 
Treasury review. 

Agency Contact: Beverly A. 


Baughman, Attorney, Department of the 


Treasury, Internal Revenue Service, 
1111 Constitution Ave N.W., 
Washington D.C. 20224, 202 566-3297 


RIN: 1545-AC76 


339. EMPLOYMENT TAX-TO REQUIRE 
WITHHOLDING OF SOCIAL SECURITY 
AND RAILROAD RETIREMENT TAX 
FROM CERTAIN PAYMENTS OF SICK 
PAY 


Legal Authority: 26 USC 7805 intemal 
Revenue Code of 1954; 26 USC 3121 Internal 
Revenue Code of 1954; 26 USC 3231 Internal 
Revenue Code of 1954; PL 97-123, Sec 3 


CFR Citation: 26 CFR 31 

Abstract: The regulations will provide 
guidance to third parties paying sick 
pay which is subject to social security 
or railroad retirement tax, employees 
receiving the sick pay, and employers 
of the employees. 

Timetable: 


Action 


Final Action 
Effective 
NPRM 07/06/82 
NPRM Comment 07/06/82 
Period Begin 

NPRM Comment 09/06/82 
Period End 

Final Action 12/00/83 


Small Entity: Not Applicable 


Additional information: LR-23-82. 


Drafting attorney: Pamela Olson (202) 
566-3459. 


Reviewing attorney: John M. Coulter, Jr. 
(202) 566-4473. 


Office of Tax Legislative Counsel 


01/01/82 


' (Treasury) reviewing attorneys: 


Hevener, Levinson. 


01/04/83 Final regulations sent to 
Office of Tax Legislative Counsel for 
review. 


Agency Contact: Pamela F. Olson, 
Attorney, Department of the Treasury, 


47619 


Cusvent and. Prejecind aleeniitelgs 


Internal Revenue Service, 1111 
Constitution Ave N.W., Washington 
D.C. 20224, 566-3459 


RIN: 1545-AC77 


Authority: 
Revenue Code of 1954; 26 USC 3202 Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 31 

Abstract: The regulations will provide 

that a tax equal to 15 percent of a 

payment is withheld and deducted if no 

taxpayer identification number is 

furnished or the taxpayer identification 

furnished is incorrect. 

Timetabie: 

Action 

Final Action 
Effective 

Final Action 00/00/00 

Smaii Entity: Not Applicable 

Additional information: LR-224-82. 

Drafting Attorney: Diane Kroupa (202) 

566-3590. 

Reviewing Attorney: John Coulter, jr. 

(202) 566-4473. 

Office of Tax Legislative Counsel 

reviewing attorney: Richard Reinhold. 

In Legislation and Regulations Division 

for preparation of notice of proposed 

rulemaking. 

Agency Contact: Diane Kroupa, 

Attorney, Department of the Treasury, 

Internal Revenue Service, 1111 

Constitution Avenue, N.W., 

Washington, D.C. 20224, 202 566-3459 

RIN: 1545-AE20 

RSNA TANNER ICN YSERA TNA LMI 

341. @AMENDMENT OF SECTIONS 

31.3302 (A)}-3 AND 31.3302 (B)-2 TO 

DELETE THE REQUIREMENT FOR 


Date 
01/01/84 


Revenue Code of 1954; 26 USC 3302 Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 31 


Abstract: Section 3302 (a) and (b) 
allows a credit against the Federal 





section 31.3302 (a)-3 and 31.3302 (b)-2 to 
certification requiremen 


Reviewing attorney: John M. Coulter, Jr. 
(202) 566-4473. 


Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: Lerman. 


Draft of Treasury Decision to Office of 
Tax tive Counsel (Treasury) and 
Office of Chief Counsel (Individual Tax 
Division) 03/16/82. 


Comments from Office of Chief Counsel 
(Individual Tax Division), 03/19/82. 
Agency Contact: Barry L. Wold, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave. N.W., Washington, 
D.C. 20224, 202 566-3288 


RIN: 1545-AC81 


343. EMPL. TAX—TO REQUIRE 


09/23/81 46 FR 46967 
09/23/81 46 FR 46967 


11/23/81 


01/20/82 


Reviewing attorney: John M. Coulter, Jr. 
(202) 566-4473. 
Office of Tax Legislative Counsel 
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Current and Projected Rulemakings 


Agency Contact: John MacMaster, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-3294 


RIN: 1545-AC82 


344. EMPLOYMENT TAX-— 


Legal 4 

3405; 26 USC 6047(e) 

CFR Citation: 26 CFR 35 

Abstract: Proposed regulations would 
clarify and amend the temporary 
regulations relating to withholding from 
pensions, annuities, and other deferred 
income. 


Timetable: 

Action Date 
NPRM 01/00/84 
Small Entity: Not Applicable 
Additional information: EE-115-82. 
Drafting attorney: Patricia K. Keesler 
(202) 566-3903. 

Reviewing attorney: Jonathan P. Marget 
(202) 566-3651. 

Office of Tax Legislative Counsel 
reviewing attorney: Conaway. 

In Employee Plans and Exempt 
Organizations Division for preparation 
of Notice. 

Agency Contact: Patricia K. Keesler, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 


Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-3430 


RIN: 1545-AE98 


345. TREATMENT OF REAL ESTATE 


real estate agents and direct sellers as 
independent contractors for 
employment tax purposes. The 
proposed rules would also provide 
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Drafting attorney: Donald W. Stevenson 
(202) 566-3297. 


Reviewing attorney: John Bromell (202) 
566-3297. 


Office of Legislative Counsel reviewing 
attorney: Chris Vaughn. 

In Legislation and Regulations Division 
for preparation of notice. 

Agency Contact: Donald W. Stevenson, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave., N.W., Washington, 
D.C. 20224, 202 566-3297 


RIN: 1545-AE62 


346. EXCISE TAX--APPLICABLE TO 
ARTICLES SOLD ON AND AFTER 1964 


Legal : 26 USC 7805 Internal 
Revenue Code of 1954; 26 USC 4041 Internal 
Revenue Code of 1954; 26 USC 4042 internal 
Revenue Code of 1954; 26 USC 4054 Internal 
Revenue Code of 1954; 26 USC 4058 internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 48 


Abstract: The regulations would revise 
and update the existing regulations 
regarding manufacturers and retailers 
excise taxes on special fuels to reflect 
statutory changes made to section 4041 
since 1964. The regulations would 
provide guidance to the public to 
comply with the laws. 


Date FR Cite 


NPRM 10/22/80 45 FR 69933 
NPRM Comment 10/22/80 45 FR 69933 
Period Begin 
NPRM Comment 12/22/80 
Period End 


Drafting attorney: Annie R. Alexander 
(202) 566-3287. 

Reviewing attorney: Charles C. 
Saverude (202) 566-3323. 

Office of Tax Legislative Counsel 


(Treasury) reviewing attorneys: 
Schuldinger, Levinson. 


- NPRM 


ttorney, 
Internal Revenue Service, 1111 
Constitution Ave N.W., Washington 
D.C. 20224, 202 566-3287 


RIN: 1545-AC85 


347. GEXCISE TAX-RETAILERS 
EXCISE TAXES ON MOTOR VEHICLES 
Legal : 26 USC 4051 intemal 
Revenue Code of 1954; 26 USC 4052 internal 
Revenue Code of 1954; 26 USC 4053 Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 48 

Abstract: The regulations will provide 
guidance as to what kinds of vehicles 
are taxable and how the tax is 
computed. 

Timetable: 


Action Date 


08/00/83 
00/00/00 


Final Action 
Smail Entity: No 
Additional information: LR-30-83 


Drafting Attorney: Neil Zyskind (202) 
566-3287. 


Reviewing Attorney: Larry Smith (202) 
566-3287. 

In Legislation and Regulations Division 
for preparation of notice. 

Agency Contact: Neil Zyskind, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave., N.W., Washington, 
DC 20224, 202 566-3287 


RIN: 1545-AF61 


348. EXCISE TAX—-MANUFACTURERS 
EXCISE TAXES ON MOTOR VEHICLES 


Legal : 26 USC 7805 Internal 
Revenue Code of 1954; 26 USC 4061 Internal 
Revenue Code of 1954; 26 USC 4063 Internal 
Revenue Code of 1954; 26 USC 4062 internal 
Revenue Code of 1954 


CFR Citation: 20 CFR 48; 20 CFR 142; 20 
CFR 146 


Abstract: The regulations will update 
and revise the existing regulations 
concerning Manufacturers and Retailers 
excise taxes on motor vehicles. The 
regulations substantially complete the 
task of updating the regulations under 
sections 4061 through 4063 of the 
Internal Revenue Code of 1954 to reflect 
statutory changes made to these 
sections since 1964. 


12/30/82 47 FR 58297 
NPRM Comment 12/30/82 47 FR 58297 
Period Begin 
NPRM Comment 02/28/83 
Period End 
Final Action 08/00/83 


Small Entity: Not Applicable 
Additional information: LR-2119. 
Drafting attorney: Neil Zyskind (202) 
566-4336. 


Reviewing attorney: Robert H. Waltuch 
In Legislation and Regulations Division 
for preperation of Treasury decision. 
Agency Contact: Neil W. Zyskind, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave N.W., Washington 
D.C. 20224, 202 566-4336 


RIN: 1545-AC86 


349. EXCISE TAX—GAS GUZZLER TAX 


Legal : 26 USC 7805 Internal 
Revenue Code of 1954; 26 USC 4064 Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 48 


Abstract: The regulations would define 
the terms sale, manufacturer, 
automobile, model year, model type, 
fuel economy and fuel. The regulations 
would outline the procedures to be 
followed by a small manufacturer 
seeking an alternate rate schedule. 


Timetable: 
Action 


NPRM 
NPRM Comment 02/08/80 
Period , 


02/08/80 45 FR 08669 
45 FR 08669 


Begin 

NPRM Comment 04/08/80 

Period End 
Hearing 06/19/80 
Final Action 09/00/83 
Small Entity: Not Applicable 
Additional information: LR-205-78. 
Drafting attorney: Robert Ginsburgh 
(202) 566-3297. 
Reviewing attorney: Walter H. Woo 
(202) 566-3297. 
Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: 
Schuldinger, Levinson. 


T.D. pending Department of the 
Treasury review. 





Federal Register / Vol. 48, No. 201 / Monday, October 17, 1983 / Unified Agenda 


Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: Pike, 
Levinson. 


In Office of Chief Counsel (Legislation 
and Regulations Division) for 


Legai 
Revenue Code of 1954; 26 USC 4071 Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 48 


possibly amend the regulations so as to 
eliminate the distinction between 
shoulder to shoulder retread tires and 
bead to bead retread tires. 


Timetabie: 

Action Date 
NPRM 00/00/00 
Smaili Entity: Not Applicable 
Additional information: LR-180-81. 
Drafting attorney: Jane Wilson (202) 
566-4069. 


Reviewing attorney: Neal E. Sheldon 
(202) 566-3936. 

In Office of Chief Counsel 
(Interpretative Division) for preparation 
of notice. 

Agency Contact: Jane Wilson, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave N.W., Washington 
D.C. 20224, 202 566-4069 


RIN: 1545-AC89 


352. EXCISE TAX-APPLICABLE TO 
GASOLINE & LUBRICATING OIL SOLD 
ON OR AFTER 07/01/65 


Abstract: The regulations will update 
and revise the existing regulations 
regarding manufacturers excise taxes 
on petroleum products. The main 
change in the regulations concerns 
pipeline common carriers. 

Timetable: 

Action Date FR Cite 


NPRM 01/05/83 48-FR 00437 
NPRM Comment 01/05/83 48 FR 00437 
Period Hl 
NPRM Comment 03/07/83 
Period End 
Final Action 12/00/83 
Small Entity: Not Applicable 
Additional information: LR-2117. 
Drafting attorney: Ada S. Rousso (202) 


Reviewing attorney: Robert H. Waltuch 
(202) 566-3287. 


Office of Tax Legislative Counsel 


(Treasury) reviewing attorney: McCarty. 


01/05/83 Notice published. 


Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave N.W., Washington 


guidance concerning the increase in tax 
on certain fuels and gasoline. In 
addition, the regulations will provide 
guidance concerning the tax on tires. 


Date 
12/00/83 


FR Cite 


Drafting Attorney: Neil Zyskind (202) 
566-4336. 

Reviewing Attorney: Robert Coplan 
(202) 566-3287. 


In Legislation and Regulations Division 
for preparation of notice. 

Agency Contact: Neil Zyskind, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave., N.W., Washington, 
DC 20224, 202 566-4336 


RIN: 1545-AF58 


354. OTAX ON HIGHWAY USE OF 
HEAVY DUTY TRUCKS 


Legal Authority: 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 4481 Internal 
Revenue Code of 1954; 26 USC 4482 Internal 
Revenue Code of 1954; 26 USC 4483 internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 48 


Abstract: These regulations will impose 
a graduated use tax on heavy vehicles 
which use public highways. Heavy 
vehicles which use public highways for 
less than 5,000 miles will be exempt. 
This tax will be effective July 1, 1984. 
There will be a one year delay for truck 
fleets of 5 or less. 
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Reviewing Attorney: Larry E. Smith 
(202) 566-3287. 


regulations will also define such terms 
as entry and taxable chemicals and will 
explain how to get an exemption from 
tax for certain chemicals used to make 
fertilizer. 


09/00/83 
Smail Entity: Not Applicable 
Additional information: LR-16-81. 
Drafting attorney: Cynthia L. Clark (202) 
566-4336. 


Reviewing attorney: Larry E. Smith 

(202) 566-3287. 

Office of Tax Legislative Counsel 

(Treasury) reviewing attorneys: Yecies, 

Levinson. 

Revised draft of notice to Office of Tax 
islative Counsel (Treasury), 

06/08/82. 


Constitution Ave N.W., Washington 
D.C. 20224, 202 566-3288 


RIN: 1545-AC91 


356. EXCISE TAX—-ENVIRONMENTAL 
TAXES-—-IMPOSITION OF TAX ON 
HAZARDOUS WASTES 

Legal : 26 USC Mod internal 
Revenue Code of 1954; 26 USC 4681 Internal 


Revenue Code of 1954; 26 USC 4682 internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 52 


Abstract: The regulations will explain 

the imposition of the hazardous waste 

tax on the receipt of hazardous waste 

St ee 
ty. 


Timetabie: 
Action 
NPRM 


Date 
11/00/83 


FR Cite 


Smail Entity: Not Applicable 

Additional information: LR-341-81. 
Drafting attorney: Ada S. Rousso (202) 
566-4336. 


Reviewing attorney: Cynthia L. Clark 
(202) 566-3288. 

Draft circulating for review within IRS. 
Agency Contact: Ada S. Rousso, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 


Constitution Ave N.W., Washington 
D.C. 20224, 202 566-4336 


RIN: 1545-AC92 


357. @IMPOSITION OF TAXES ON 
HAZARDOUS WASTE 


Legal Authority: 26 USC 7805 internal 
Revenue Code of 1954 

CFR Citation: 26 CFR 52 

Abstract: This regulation will explain 
wha: form to use to report the tax on 
hazardous wastes, when to file the 
return, and when to make deposits of 
the tax. 


Timetabie: 
Action Date FR Cite 


NPRM 06/24/83 48 FR 29007 
NPRM Comment 06/24/83 

Period Begin 
NPRM Comment 08/23/83 

Period End 


Final Action 11/00/83 


Smaii Entity: No 


Current and Projected Rulemakings 


Additional information: LR-33-83. 
SS ee 


Reviewing Atorey:Lary Sth (22) 


ic tesendiagiiame 
reviewing attorney: Hutton. 
06/24/83 Notice published in the 
Federal Register. 

Agency Contact: Ada S. Rousso, 


Attorney, Department of the Treasury 
Internal Revenue Service, 1111 
Constitution Avenue, N.W., 
Washington, DC 20224, 202 566-3288 


RIN: 1545-AF69 


358. EXCISE TAX-TAX ON ISSUER OF 
TION-REQUIRED 


Abstract: This regulation will provide 
that registration-required obligations. 
issued in form will have 
an excise tax imposed on the issuer. 


Timetable: 

Action Date 
NPRM 00/00/00 
Smail Entity: Not Applicable 
Additional information: LR-9-83. 
Drafting attorney: Ada S. Rousso (202) 
566-4336. 


Reviewing attorney: Robert H. Waltuch 
(202) 566-3287. 


Internal Revenue Service, 1111 
Constitution Ave N.W., Washington, 
D.C. 20224, 566-4336 

RIN: 1545-AF31 

Te RNAI Se eI NER Se ah tA MEE SII EI 
359. EXCISE TAX-TO CLARIFY THE 
INTERIM RULE FOR DETERMINING 
BASE PRICES FOR TIER 2 & TIER 3 


CFR Citation: 26 CFR 51; 26 CFR 150 


Abstract: The regulations provide 
for the computation of base 

prices for tier 2 and 3 oil for purposes 

of the tax imposed on crude oil. The 
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09/24/80 45 FR 63297 
09/24/80 45 FR 


03/01/83 
00/00/00 


Legal Authority: 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 501(h) Inter- 
nal Revenue Code of 1954; 26 USC 504 inter- 


CFR Citation: 26 CFR 1; 26 CFR 53; 26 

CFR 56 

Abstract: The regulations will provide 

rules primarily applicable to tax exempt 
izations described in section 


organiza 

501(c)(3) that elect to have the 
provisions of section 501(h) and 4911 
apply to their lobbying expenditures. 


Date 
00/00/00 
Small Entity: Not Applicable 
Additional information: EE-154-78. 
Drafting attorney: George B. Baker (202) 
566-3422. 


Reviewing attorney: Charles K. Kerby, 
Ill (202) 566-3422. 


Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: 
Hevener, Levinson. 

Revised preliminary draft of notice to 
Office of Tax Legislative Counsel 
(Treasury), 03/05/82 and to Regulations 
Review Staff, 06/01/83. 

Agency Contact: George Baker, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave, N.W., Washington, 
D.C. 20224, 202 566-3422 


RIN: 1545-AE02 


361. FOUNDATION EXCISE TAX-— 
PRIVATE FOUNDATION SET-ASIDES 
Legal 26 USC 7805 internal 


Revenue Code of 1954; 26 USC 4942(g)(2) 
Internal Revenue Code of 1954 


CFR Citation: 26 CFR 53 


Abstract: The regulations provide rules 
relating to the circumstances under 
which a private foundation set-aside 
will be treated as a qualifying 
distribution. 
Timetable: 
Action 


NPRM 

NPRM Comment 
Period Begin 

NPRM Comment 
Period End 

Final Action 12/00/83 

Small Entity: Not Applicable 

Additional information: EE-156-78. 

Drafting attorney: George Baker (202) 

566-3422. 


Reviewing attorney: James Brokaw 
(202) 566-4173. 


Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: Jewett, 
Levinson. 


Date ‘FR Cite 


08/26/80 
08/26/80 


10/27/80 


Treasury Decision to Treasury for 
formal approval, 5/31/83. 

Agency Contact: George Baker, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave, N.W., Washington, 
D.C. 20224, 202 566-3422 


RIN: 1545-AE12 


Current and Projected Rulemakings 


362. FOUNDATION EXCISE TAX- 
TAXES ON EXCESS BUSINESS 
HOLDINGS OF PRIVATE 
FOUNDATIONS—EFFECT OF 
REORGANIZATIONS AND 
CORPORATE DISTRIBUTIONS 


Legal = 26 USC 7805 Internal 
Revenue Code of 1954; 26 USC 4943 internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 53 

Abstract: Regulations will provide 
definitions relating to “purchases” and 
corporate reorganizations. 


Timetable: 
Action Date 


NPRM 05/22/79 

NPRM Comment 05/22/79 
Period Begin 

NPRM Comment 07/23/79 
Period End 

Notice of Hearing 07/24/79 

Partial Revised 08/16/79 
Notice 

Hearing 09/06/79 

Final Action 00/00/00 


Small Entity: Not Applicable 
Additional information: EE-162-78. 


Drafting attorney: Charles M. Watkins 
(202) 566-3430. 

Reviewing attorney: Richard J. 
Wickersham (202) 566-3250. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: Jewett. 


Preliminary draft of TD to Office of Tax 
Legislative Counsel (Treasury), 


Agency Contact: Charles M. Watkins, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-3430 


RIN: 1545-AE13 
Ne RRR ETN: CITT TENE 


363. FOUNDATION EXCISE TAX-- 
PROCEDURE AND ADMINISTRATION— 
REVISION OF SECOND TIER EXCISE 
TAX PROVISIONS, ETC. UNDER 
CHAPTERS 42 AND 43 


Legal Authority: 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 4941 Internal 
Revenue Code of 1954; 26 USC 4942 Internal 
Revenue Code of 1954; 26 USC 4943 Internal 
Revenue Code of 1954; 26 USC 4944 Internal 
Revenue Code of 1954; 26 USC 4945 Internal 
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provide guidance to private 
foundations, black lung benefit trusts, 
pension trusts, and disqualified persons 


Reviewing attorney: James Brokaw 
(202) 566-4173. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: Jewett, 
Levinson. 

Draft of Notice of Proposed Rulemaking 
to Office of Tax Legislative Counsel 
(Treasury) 05/27/83. 

Agency Contact: George Baker, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave, N.W., Washington, 


364. EXCISE TAX-TO PROVIDE 
RULES RELATING TO BASE PRICES 


Legal 
Revenue Code of 1954; 26 USC 4989 Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 51; 26 CFR 150 
Abstract: The regulations provide rules 
for computing base price with respect 
to tier 2 and 3 oil for purposes of the 
windfall profits tax. The regulations 
provide that, under the permanent rules 
(effective after September 1980), the 
base price is determined with reference 
to the weighted average removal price. 


Date FR Cite 


09/30/80 45 FR 64603 
09/30/80 45 FR 64603 


11/14/80 


12/01/80 


Action 
Hearing 03/03/81 

Final Action 00/00/00 

Small Entity: Not Applicable 
Additional information: LR-152-80. 


Drafting attorney: Donald W. Stevenson 
(202) 566-3297. 


Reviewing attorney: John B. Bromell 
(202) 566-3326. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: 
Schuldinger, Levinson. 


Draft of T.D. to Office of Tax 
lative Counsel (Treasury), 
03/31/82. 


Analysis: Draft AFA 09/30/80 (45 FR 
64604) 


Agency Contact: Donald W. Stevenson, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave., N.W., Washington, 
D.C. 20224, 202 566-3297 


RIN: 1545-AC97 


365. EXCISE TAX—DEFINITION OF 
NEWLY DISCOVERED OIL 


Legal : 26 USC 7805 Internal 
Revenue Code of 1954; 26 USC 4997 Internal 
Revenue Code of 1954; 26 USC 4991 Internal 
Revenue Code of 1954; 26 USC 4996 internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 51 


Abstract: The regulations would 
provide guidance on the requirements 
for the qualification of crude oil as 
newly discovered oil, as well as a 
definition of production in “commercial 
quantities” that affects the net income 
limitation on windfall profit and the 
exemption for Alaskan oil. 

Timetable: 
Action 


NPRM 

NPRM Comment 
Period Begin 

NPRM Comment 
Period End 

Final Action 00/00/00 


Small Entity: Not Applicable 
Additional information: LR-224-81 


Drafting attorney: Robert Ginsburgh 
(202) 566-3297. 

Reviewing attorney: John B. Bromell 
(202) 566-3326. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: 
Schuldinger, Levinson. 


Date FR Cite 


11/05/82 47 FR 50306 
11/05/82 47 FR 50306 


01/04/83 


Current and Projected Rulemakings 


Hearing held, 04/12/82. 

Agency Contact: Robert H. Ginsburgh, 
Attorney, Department of the Treasury. 
Internal Revenue Service, 1111 
Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-3297 


RIN: 1545-AC96 


366. EXCISE TAX—WITH RESPECT TO 
THE DEFINITION OF TAXABLE CRUDE 
OIL 


: 26 USC 7805 intemal 


Revenue Code of 1954; 26 USC 4991 Internal 
Revenue Code of 1954 

CFR Citation: 26 CFR 51 
Abstract: These regulations would 
provide rules relating to the definitions 
of crude oil, condensate, and tar sand 
for purposes of the windfall profit tax. 
These definitions are important because 
only crude oil is subject to the windfall 
profit tax. 


Timetable: 

Action Date 
NPRM 00/00/00 
Small Entity: Not Applicable 
Additional information: LR-226-81 
Drafting attorney: Douglas W. Gidiees 
(202) 566-3297. 

Reviewing attorney: pale B. Bromell 
(202) 566-3326. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: 
Schuldinger. 

Agency Contact: Douglas W. Charnas, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 


Constitution Ave. N.W., Washington, 
D.C. 20224, 202 566-3297 


RIN: 1545-AD00 


367. EXCISE TAX-ISSUES ARISING 


Abstract: These regulations would 
provide rules relating to production 
from a unitized property of imputed 
stripper well crude oil, imputed heavy 
crude oil, and imputed newly 
discovered crude oil for purposes of the 
windfall profit tax. The regulations 
would provide rules for determining the 
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Smaii Entity: Not Applicable 
Additional information: LR-66-80. 
Drafting attorney: Beverly Baughman 
(202) 566-3297. 

Reviewing attorney: Walter H. Woo 


Agency Contact: Beverly A. 
Baughman, Attorney, Department of the 
, Internal Revenue Service, 
1111 Constitution Ave. N.W., 
Washington, D.C. 20224, 202 566-3297 


RIN: 1545-AD03 


369. EXCISE TAX—INCREMENTAL 
TERTIARY OiL 

Legal Authority: 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 4993 Internal 
Revenue Code of 1954 

CFR Citation: 26 CFR 51 

Abstract: The regulations would clarify 
the rules relating to incremental tertiary 
oil. The regulations provide procedural 
rules for requesting approval from the 
Service of tertiary recovery methods 
which are not already approved under 
Department of Energy regulations. The 
regulations also define “project 
beginning date” and “tertiary 
injectant”. 


Date FR Cite 
NPRM 00/00/00 
Smail Entity: Not Applicable 
Additional information: LR-67-80. 
Drafting attorney: Donald W. Stevenson 
(202) 566-3297. 
Reviewing attorney: John B. Bromell 
(202) 566-3326. Office of Tax Legislative 
Counsel (Treasury) reviewing attorney: 
Schuldinger. 
Notice returned to Office of Chief 
Counsel (Legislation and Regulations 
Division) by Office of Tax Legislative 
Counsel (Treasury) for revision, 
Agency Contact: Donald W. Stevenson, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue N.W., Washington, 
D.C. 20224, 202 566-3297 


RIN: 1545-AD04 


370. EXCISE TAX—-EXEMPTIONS FOR 
QUALIFIED GOVERNMENTAL 
INTERESTS, QUALIFIED CHARITABLE 
INTERESTS (INCLUDING 


RESIDENTIAL CHILD CARE 
ins cine haamaaaeaa 


Legal : 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 4994 Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 51 


Current and Projected Rulemakings 


Abstract: The proposed regulations will 
provide rules and definitions relating to 
various exemptions from the windfall 
profit tax. 


Timetable: 
Action Date 
NPRM 00/00/00 


Smaii Entity: Not Applicable 
Additionai information: LR-69-80. 
Drafting attorney: John Schmalz (202) 
566-3297. 


Reviewing attorney: John B. Bromell 
(202) 566-3326. 


Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: 
Schuldinger. 

Preliminary draft sent to Treasury for 
review and comment. 


Agency Contact: John Schmalz, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave. N.W., Washington, 
D.C. 20224, 202 566-3297 


RIN: 1545-AD05 


371. EXCISE TAX-EXEMPT FRONT- 
END OIL UNDER THE CRUDE OIL 
WINDFALL PROFIT TAX ACT 1980 


Legal : 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 4994(c) Inter- 
nal Revenue Code of 1954 
CFR Citation: 26 CFR 51 


Abstract: The proposed regulations 
would provide rules relating to the 
treatment of front-end tertiary oil under 
the crude oil windfall profit tax. The 
proposed regulations explain the 
exemption from the windfall profit tax 
for domestic crude oil that is removed 
from the premises before October 1, 
1981, and that is treated as front-end oil 
and used to finance a front-end tertiary 
project on one or more properties each 
of which is a qualified property. 
Timetable: 

Action Date FR Cite 


NPRM 12/05/80 45 FR 80551 

NPRM Comment 12/05/80 45 FR 80551 
Period Begin 

NPRM Comment 02/04/81 
Period End 

Hearing 02/24/81 

Final Action 00/00/00 


Small Entity: Not Applicable 
Additional Information: LR-68-80. 


Drafting attorney: Douglas W. Charnas 
(202) 566-3297. 


45 FR 80554 
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nent attorney: John B. Bromell 


Legislative Counsel (Treasury) 
reviewing attorney: Schuldinger. 
T.D. pending Treasury review. 


Agency Contact: Douglas W. Charnas, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 


Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-3297 


RIN: 1545-AD06 


372. EXCISE TAX--OIL FROM A 


Abstract: The proposed regulations 
provide rules and definitions relating to 
oil from a stripper well property for 
purposes of tier 2 oil and exempt 
stripper well oil. 


Date FR Cite 


NPRM 01/20/83 48 FR 2552 
NPRM Comment 01/20/83 48 FR 2552 
Period Begin 
NPRM Comment 03/20/83 
Period End 
Final Action 01/00/84 
Smail Entity: Not Applicable 
Additional information: LR-217-81. 


Drafting attorney: John Schmalz (202) 
566-3297. 


Reviewing attorney: Walter H. Woo 
Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: 
Schuldinger. 

Notice of proposed rulemaking 
published on 01/20/83. 

Draft Treasury decision in Legislation 
and Regulations Division for 
preparation. 

Hearing held 4-27-83 

Agency Contact: John Schmalz, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave. NW, Washington, 


373. EXCISE TAX--DEFINITION OF OIL 
REMOVED FROM THE PREMISES 
Legal Authority: 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 4996 internal 
Revenue Code of 1954; 26 USC 4997 Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 51 


Abstract: This regulation would provide 
for exceptions to the general rule that 
crude oil is removed from the premises 
when it is oes transported off the 
premises. The exceptions are for certain 
uses of the crude oil on the premises, 
transportation to contiguous tracts and 
to storage tanks. 


Timetable: 
Action Date FR Cite 


NPRM 01/14/83 48 FR 1762 
NPRM Comment 01/14/83 48 FR 1762 
Period Begin 
NPRM Comment 03/15/83 
Period End 
Final Action 00/00/00 


Small Entity: Not Applicable 

Additional information: LR-227-81. 

Drafting attorney: Beverly Baughman 

(202) 566-3297. 

Reviewing attorney: John B. Bromell 

(202) 566-3326. 

Office of Tax Legislative Counsel 

a) reviewing attorney: 
Schuldinger. 

01/14/83 Notice of Proposed 

Rulemaking published. 

Hearing held 06-28-83. 


Agency Contact: Beverly A. 

Baughman, Attorney, Department of the 
Treasury, Internal Revenue Service, 
1111 Constitution Ave., N.W., 
Washington D.C. 20224, 202 566-3297 


RIN: 1545-AC95 


374. EXCISE TAX-—DEFINITION OF 
PROPERTY UNDER THE CRUDE OIL 
WINDFALL PROFIT TAX ACT 1980 


Legal Authority: 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 4996 Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 51 


Abstract: These proposed regulations 
would provide rules relating to the 
definition of “property” for purposes of 
the crude oil windfall profit tax. These 
regulations are important because the 
rate of tax depends, in part, on the 
characteristics of the property from 
which the crude oil is produced. 


47827 


Current and Projected Rulemakings 


Timetable: 
Date FR Cite 
11/10/82 47 FR 50924 


Reviewing attorney: John B. Bromell 
(202) 566-3328. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: 
Schuldinger. 

11/10/82 Notice of proposed rulemaking 
published. 

Hearing held, 03/01/83. 

Agency Contact: Douglas W. Charnas, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 


Constitution Ave., N.W., Washington, 
D.C. 20224, 202 566-3297 


RIN: 1545-AD08 
RR RE RGAE 


375. EXCISE TAX—-AMENDMENT OF 


TAX PURPOSES 


Legal : 26 USC 7805 intemal 
Revenue Code of 1954; 26 USC 4996 Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 51 


Abstract: These proposed regulations 
would provide rules for determining the 
portion of crude oil removed from the 
premises attributable to the holder of a 
net profits interest. 


Timetabie: 

Action Date 
NPRM 00/00/00 
Small Entity: Not Applicable 
Additional information: LR-38-82. 


Drafting attorney: Douglas W. Charnas 
Reviewing attorney: John B. Bromell 
(202) 566-3326. 

In Office of Chief Counsel (Legislation 
and Regulations Division) for 
preparation of notice. 
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01/23/81 
NPRM Comment 01/23/81 


46 FR 07401 
46 FR 07401 


Begin 
NPRM Comment 03/24/81 
End 


10/06/81 


Final Action 00/00/00 


Effective 
Small Entity: Not Applicable 
Additional information: LR-133-78. 


Drafting attorney: Herman Bouma (202) 
566-3287. 


Reviewing attorney: Charles C. 
Saverude (202) 566-3323. 


Office of International Tax Counsel 
(Treasury) reviewing attorneys: Shay, 


Agency Contact: Herman B. Bouma, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave, N.W., Washington, 
D.C. 20224, 202 566-3287 


RIN: 1545-AD11 
SO 2 SANT AEE TORRES TR NII 


377. RETURNS REQUIRED ON 
MAGNETIC MEDIA 


Legal Authority: 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 6011 Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: The regulations would require 
certain returns to be filed on magnetic 
media. Prior to enactment of section 319 
of the Tax Equity and Fiscal 

bility Act of 1982, there was no 
statutory or regulatory requirement that 
any return be filed on 
magnetic media or in other machine- 
readable form. The regulations would 
provide standards for 
which returns would be required to be 
filed on magnetic medias. 
Timetable: 
Action Date 
NPRM 10/00/83 
Smail Entity: Not Applicable 
Additional information: LR-289-82. 
Drafting Attorney: Gregory A. Roth. 
Reviewing Attorney: John H. Parcell. 


Office of Tax Legislative Counsel 
Review Attorney: Mundstock, Levinson. 


Agency Contact: Gregory Roth, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, NW, Washington, 
D.C. 20224, 202 566-3238 


RIN: 1545-AF12 


FR Cite 


378. FORM OF INDIVIDUAL TAX 
RETURN 


Legal Authority: 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 6012 internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: The regulation would provide 
rules for an individual taxpayer for 
determining the appropriate return to 
file, for utilizing a substitute form and 


the tax liability from the partially 
completed return. 
Timetable: 

Action Date 
NPRM 12/31/83 
Smali Entity: Not Applicable 
Additional information: LR-300-82. 


Drafting Attorney: Howard Balikov 
(202) 566-3288. 


Current and Projected Rulemakings 


Reviewing Attorney: John Parcel! (202) 
566-3288. 


In Office of Chief Counsel (Legislation 
and Regulations Division) for 
preparation of the notice. 


Agency Contact: Howard A. Balikov, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, NW, Washington, 
DC 20224, 202 566-3288 


RIN: 1545-AF24 
RRR ER RI Sa, A SR RN I 


379. TO PROVIDE REGULATIONS 
RELATING TO NEW EXCEPTION TO 
ESTIMATED TAX PENALTY WHERE 
INDIVIDUAL HAS NO TAX LIABILITY 
FOR PRECEDING TAXABLE YEAR 
Legal Authority: 26 USC 7805; 26 USC 
6015; 26 USC 6654 

CFR Citation: 26 CFR 1 

Abstract: The regulation will clarify the 
new exception to the individual 
estimated tax in the case of an 
individual who had no tax liability for 
the preceding taxable year. Rules also 
eliminate the requirement that 
individuals file a declaration of 
estimated tax. 


Timetable: 

Action Date 
NPRM 00/00/00 
Small Entity: Not Applicable 
Additional information: LR-226-82. 
Drafting Attorney: George T. Magnatta 
(202) 566-3459. 

Reviewing Attorney: John M. Coulter, Jr. 
(202) 566-4473. 

In Legislation and Regulations Division 
for preparation of notice. 

Agency Contact: George T. tta, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 


Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-3459 


FR Cite 


RIN: 1545-AE71 


380. CCONFORM REGULATIONS 
UNDER SECTIONS 6015, 6154 AND 
6155 TO SECTION 201 (J) OF THE 
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Drafting Attorney: Gail H. Morse (202) 
566-3297. 

Reviewing Attorney: John B. Bromell 
(202) 566-3297. 

In Legislation and Regulations Division 
for preparation of notice of proposed 
rulemaking. 


Agency Contact: Gail H. Morse, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, N.W., 


: 26 USC 7805 internai 
Revenue Code of 1954; 26 USC 6031 Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: The regulations would 
provide guidelines for determining 
when and what information a 
partnership must provide to its 
partners. The regulations also provide 
guidelines for determining what foreign 
partnerships must file information 


Drafting Attorney: Beverly A. 
Baughman (202) 566-3297. 

Reviewing Attorney: Paul A. Francis 
(202) 566-3930. 

Office of Tax Legislative Counsel 
reviewing attorney: Mery] Silver. 

In Legislation and Regulations Division 
for preparation of Notice of Proposed 
Rulemaking. 


Agency Contact: Beverly A. 
Baughman, Attorney, Department of the 
Treasury, Internal Revenue Service, 
1111 Constitution Avenue N.W., 
Washington, D.C. 20224, 202 566-3297 


RIN: 1545-AE40 


Legal Authority: 
Revenue Code of 1954; 26 USC 6031 Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 5f 

Abstract: The regulations would 
provide guidelines for determining 
when and what information a 
partnership must provide to its 
partners. The regulations also provide 
guidelines for determining what foreign 
partnerships must file information 
returns. 

Timetable: 

Action Date 
Final Action 00/00/00 
Small Entity: Not Applicable 
Additional information: LR-199-82. _ 
Drafting Attorney: Beverly A. 
Baughman (202) 566-3297. 

Reviewing Attorney: Paul A. Francis 
(202) 566-3930. 

Office of Tax Legislative Counsel 
reviewing attorney: Mery] Silver. 

In Legislation and Regulations Division 
for preparation of Temporary 
Regulations. 

Agency Contact: Beverly A. 
Baughman, Attorney, Department of the 
Treasury, Internal Revenue Service, 


1111 Constitution Ave., N.W., 
Washington, D.C. 20224, 202 566-3297 


RIN: 1545-AE42 


FR Cite 


CFR Citation: 26 CFR 1; 26 CFR 53; 26 
CFR 301 


00/00/00 
Smail Entity: Not Applicable 
Additional information: EE-35-81. 
Drafting attorney: James J. McGovern 
(202) 566-3422 
Reviewing attorney: James L. Brokaw 
(202) 566-4173 
Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: 
Conaway 
Revised preliminary Draft to regulations 
review staff, 07/27/83. 
Agency Contact: Monice Rosenbaum, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave, N.W., Washington, 
D.C. 20224, 202 566-3422 


RIN: 1545-AE14 


384. INCOME TAX-TO AMEND 


Revenue Code of 1954; 26 USC 6679 internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: Proposal would amend the 
regulations under Internal Revenue 
Code sections 6035 and 6679 to conform 
to changes made by section 340 of the 
Tax Equity and Fiscal Responsibility 
Act of 1982. Those changes simplified 
the information reporting requirements 
imposed upon officers, directors and 
some shareholders of foreign personal 
holding companies, and added a new 
thousand-dollar penalty for failure to 
comply. 

Timetable: 

Action Date 
NPRM 02/01/84 
Smail Entity: Not Applicable 
Additional information: LR-200-82. 
Drafting attorney: Robert E. Culbertson 
Jr. (202) 566-3289. 

Reviewing attorney: Jacob Feldman 
(202) 566-3289. : 
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Drafting Attorney: David J. Dean (202) 
566-3289. 


Reviewing Attorney: Martha E. Kadue 
(202) 566-3289. 

Office of International Tax Counsel 
(Treasury) reviewing attorneys: Silver, 
Lainoff. = 


In Legislation and Regulations Division 
for revision of notice. 

Agency Contact: David J. Dean, 
Attorney, Department of the Treasury, 


Internal Revenue Service, 1111 
Constitution Ave, N.W., Washington, 
D.C. 20224, 202 566-3289 


RIN: 1545-AE43 


MADE BY SECTION 7 OF PUBLIC LAW 


98-167 (DISCONTINUANCE OF 
OPTION REPORTS) 


Legal : 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 6039 internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: The regulations will provide 
guidance relating to certain reporting 
requirements concerning the transfer of 
stock pursuant to the exercise of 
statutory stock options. 


Timetable: 
Action Date 
Final Action 00/00/00 


Small Entity: Not Applicable 

Additional Information: LR-49-80. 
Drafting Attorney: Philip R. Bosco (202) 
566-3288. 

Reviewing attorney: John H. Parcell 
(202) 566-3288. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: Hevener. 


Presently under reconsideration in 
Office of Chief Counsel (Legislation and 
Regulations Division) for possible 
closing and merger with LR-279-81. 
Agency Contact: Philip R. Bosco, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-3288 


RIN: 1545-AD15 


387. RETURN OF INFORMATION AS 
TO PAYMENTS OF $600 OR MORE 


Legal Authority: 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 6041 Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: The regulation relates to the 
written statements that trustees and 
executors furnish to the Internal 
Revenue Service. The amendment to 
the regulation would provide that such 
information returns need not be 


Current and Projected Rulemakings 


furnished to the beneficiaries of the 
trusts or estates. 


Timetabie: 
Action 


NPRM 09/00/83 

Final Action 00/00/00 

Small Entity: Not Applicable 

Additional information: LR-17-83. 
Drafting attorney: Mitchell H. Rapaport 
(202) 566-3288. 

Reviewing attorney: John Coulter, Jr. 
(202) 566-4473. 


Tax Legislative Counsel reviewing 
attorney: Richard Reinhold (202) 566- 
2926. 

4-27-83 Notice to Treasury for comment. 


Revised notice sent to Treasury. 


Agency Contact: Mitchell H. Rapaport, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave N.W., Washington, 
D.C. 20224, 202 566-3459 


RIN: 1545-AF37 


388. AMENDMENT OF TREASURY 
REGULATION SECTION 1.6043-1, 
ELIMINATING PARAGRAPH (B) (2) 
Legal Authority: 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 6043(a) Inter- 
nal Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: Proposal would eliminate 
Treasury Regulation Section 1.6043-1 (b) 
(2), which requires certain information 
to be submitted to the Internal Revenue 
Service in connection with a corporate 
dissolution or liquidation. 


Timetable: 

Action Date 
Final Action 09/00/83 
Small Entity: Not Applicable 
Additional information: LR-299-82. 


Drafting Attorney: Charles W. Culmer 
(202) 566-3458. 

Reviewing Attorney: Charles M. 
Whedbee (202) 566-3487. 

Office of Tax Legislative Counsel 
reviewing attorney: Mark Yecies (202) 
566-8278. 


Awaiting briefing to the Commissioner 
07/13/83. 


FR Cite 
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or change their interests in foreign 

ips must report these 
activities. Additionally, guidance would 
be given as to how, when and where 
such persons must report and what 
information they must supply. 


00/00/00 
00/00/00 


Drafting Attorney: Beverly A. 
Baughman (202) 566-3297. 


Reviewing Attorney: Paul A. Francis 
(202) 566-3930. 

Office of Tax Legislative Counsel 
reviewing attorney: Mery! Silver. 

In Legislation and Regulations Division 
for preparation of Temporary 


Beverly A. 
Baughman, Attorney, Department of the 
Treasury, Internal Revenue Service, 
1111 Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-3297 


RIN: 1545-AE44 


390. INCOME TAX-REGULATIONS 


nai Revenue Code of 1954 
CFR Citation: 26 CFR 1 
Abstract: The regulations would give 


for preparation of Notice of Proposed 
Rulemaking. 

Agency Contact: Beverly A. 
Baughman, Attorney, Department of the 
Treasury, Internal Revenue Service, 
1111 Constitution Avenue N.W., 
Washington, D.C. 20224, 202 566-3297 


RIN: 1545-AE47 


391. REPORTING OF STATE AND 


provide guidance to persons who make 
payments of refunds of State or local 
income taxes, or who allow credits or 
offsets with respect to such taxes, for 


purposes of reporting these amounts to 
the Service. The regulations would also 
prescribe rules for providing statements 
to the taxpayers receiving the refund or 
for whom the credit or offset is 
allowed. 


Timetable: 

Action Date 
NPRM 10/00/83 
Small Entity: Not Applicable 
Additional information: LR-233-82. 
Drafting Attorney: Alice Bennett (202) 
566-3288. 


FR Cite 


Reviewing Attorney: John Parcell 
(202)566-3336. 


- Office of Tax Legislative Counsel 


Reviewing Attorney: Reinhold. 


DC 20224, 202 566-3288 
RIN: 1545-AE76 


392. REPORTING OF STATE AND 
LOCAL INCOME TAX REFUNDS 
Legal Authority: 26 USC 7805 intemal 
Revenue Code of 1954; 26 USC 6050 inter- 
nal Revenue Code of 1954 


CFR Citation: 26 CFR 5f 
Abstract: The regulations would 
provide interim guidance to persons 
who make payments of refunds of State 
or local income taxes, or who allow 
credits or offsets with respect to such 
taxes, for purposes of reporting these 
amounts to the Service. The regulations 
would also prescribe rules for providing 
statements to the taxpayers receiving 
the refund or for whom the credit or 
offset is allowed. 


Timetable: 
Action Date 
Interim Final Rule 10/00/83 
Smail Entity: Not Applicable 
Additional information: LR-272-82. 
Drafting Attorney: Alice Bennett (202) 
566-3288. 


Reviewing Attorney: John Parcell (202) 
566-3336. 


Office of Tax Legislative Counsel 
Reviewing Attorney: Reinhold. 
Returned to the Legislation and 
Regulations Division for revision 
1/3/83. 

Agency Contact: Alice Bennett, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, NW, Washington 
DC 20224, 202 566-3288 
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Drafting Attorney: Linda M. Kroening 
(202) 566-3288. 


Reviewing Attorney: John Bromell (202) 
566-3326. 


Office of Tax Legislative Counsel 
reviewing attorney: Susan Jewett. 
Published notice in Federal Register, 
12/8/82. 


CFR Citation: 26 CFR 1; 26 CFR 25; 26 
CFR 301 
Abstract: The regulations will provide 
for the filing of gift tax returns and the 
payment of gift taxes on an annual 
basis. In addition, the regulations 
provide rules regarding the time for 
ing a gift tax return for a calendar 
which includes the date of death 


Date FR Cite 


02/11/83 48 FR 6363 
12/00/83 


Small Entity: Not Applicable 


Additional information: LR-213-81. 
Drafting attorney: Barry Landau (202) 
566-3347. 


Reviewing attorney: Robert H. Waltuch 
(202) 566-3287. 


Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: 
Garlock, Woodward. 

Notice awaiting Commissioner 
approval. 

Agency Contact: Barry Landau. 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave N.W., Washington 
D.C. 20224, 202 566-3347 


Revenue Code of 1954; 26 USC 6103(I\(2) 
Internal Revenue Code of 1954 


CFR Citation: 26 CFR 301 


Abstract: The regulations relate to 
disclosure of returns and return 
information to officers and employees 
of the Department of Labor and Pension 
Benefit Guaranty Corporation for 
purposes of administering Titles I and 
IV of the Employee Retirement Income 
Security Act of 1974. The regulations 
would provide guidance to the Service 
in disclosing tax information to the 
Department of Labor and the Pension 
Benefit Guaranty Corporation. The 
regulations permit the Service, in 
certain cases, to voluntarily disclose to 
the Department of Labor and the 
Pension Benefit Guaranty Corporation 
additional tax information. 


Timetable: 
Action Date FR Cite 


NPRM 08/03/82 47 FR 33519 
NPRM Comment 08/03/82 47 FR 33519 
Period Begin 
NPRM Comment 10/01/82 
Period End 
Final Action 
Final Action 
Ettective 
Small Entity: Not Applicable 
Additional information: LR-3-81. 


Drafting attorney: Mitchell H. Rapaport 
(202) 566-3459. 


08/00/83 
08/00/83 


Current and Projected Rulemakings 


Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: George 
Mundstock. 

Preliminary draft of Treasury decision 
sent to Treasury. 


Final draft sent to Commissioner for 
signature. 

Agency Contact: Mitchell H. Rapaport, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave., N.W., Washington, 
D.C. 20224, 202 566-3459 


RIN: 1545-AD19 


396. PROCEDURE AND 
ADMINISTRATION--DISCLOSURE OF 
RETURNS AND RETURN 
INFORMATION TO DESIGNEES OF 
TAXPAYERS 

Legal Authority: 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 6103(c) Inter- 
nal Revenue Code of 1954 


CFR Citation: 26 CFR 301 

Abstract: The regulations would 
provide rules for determining whether 
tax returns and return information may 
be disclosed to individuals and 
agencies designated by the taxpayer. 
Timetable: 


Date FR Cite 


NPRM 00/00/00 

Small Entity: Not Applicable 
Additional information: LR-48-82. 
Drafting attorney: David E. Dickinson 
(202) 566-3373-3374. 

Notice returned to Office of Chief 
Counsel (Legislation and Regulations 
Division), 04/16/82. 

Agency Contact: Harold Flanagen, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave., N.W., Washington, 
D.C. 20224, 202 566-3294 


RIN: 1545-AD20 


397. PROCEDURE & 
ADMINISTRATION--PUBLIC 
INSPECTION OF CERTAIN FOREIGN 
EXEMPT ORGANIZATION RETURNS 
Legal : 26 USC 7805 Internal 
Revenue Code of 1954; 26 USC 6104(b) In- 
ternal Revenue Code of 1954 


CFR Citation: 26 CFR 301 


Abstract: The regulations set forth 
limitations on the information that will 
be disclosed to the public by the 
Internal Revenue Service with respect 
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Current and Projected Rulemakings 


Revenue Code of 1954; 26 USC 6227 internal 


Revenue Code of 1954 
CFR Citation: 26 CFR 5f 


internal 
1954; 26 USC 6151 internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 20; 26 CFR 301 


interim Final Rule 00/00/00 
Small Entity: Not Applicable 


Constitution Ave., N.W., Washington, 
D.C. 20224, 202 566-3430 


RIN: 1545-AE16 


by section 6166 will be terminated. 
Timetable: 
Action 
NPRM 


398. REQUIREMENT THAT CERTAIN Date FR Cite 
PERSONS RETAIN COPIES OF 08/00/83 


INCOME TAX RETURNS UPON THE Final Action 00/00/00 . 
LIQUIDATION OF A CORPORATION o—— i N.W., Washington, 


Legal Authority: 26 USC 7805 internal : 
Revenue Code of 1954; 26 USC 6107 Internal a ee 
Revenue Code of 1954 : 
. MISCELLANEOUS RULES 
CFR Citation: 26 CFR 1 566-4336. 401 


Abstract: Proposal would provide that 
certain persons retain copies of income 
tax returns, for a period of three years 
upon the liquidation of a corporation. 


Date FR Cite 
10/00/83 


Internal Revenue Service, 1111 
Constitution Ave N.W., Washington, 


Drafting Attorney: Mary Frances 
Pearson (202) 566-3238. 
Reviewing Attorney: Charles C. 
Saverude (202) 566-3323. 


Office of Tax Legislative Counsel 
reviewing attorney:. 
Preliminary draft pending with different partnership items. The regulations 
functions within the Internal Revenue would provide guidance for various 
Service. elections under these new procedures 
1954: and for filing requests for an 
administrative adjustment. 
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Current and Projected Rulemakings 


Timetable: 
Action 
NPRM 
Small Entity: Not Applicable 

Additional information: LR-269-82. 
Drafting Attorney: Donald W. 
Stevenson (202) 566-3297. 

Reviewing Attorney: Walter H. Woo 
(202) 566-3297. 

Office of Legislative Counsel reviewing 
attorney: Mark Kuller. 

In Legislation and Regulations Division 
for preparation of notice. 

Agency Contact: Donald W. Stevenson, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 


01/14/83 48 FR 01759 
NPRM Comment 01/14/83 48 FR 01759 
Period Begin 
NPRM Comment 03/15/83 
End 


Constitution Ave N.W., Washington 
D.C. 20224, 202 566-3297 


RIN: 1545-AE96 


405. ESTATE TAX-PROCEDURE & 
ADMINISTRATION-—SPECIAL LIEN 
FOR ESTATE TAX DEFERRED UNDER 
SECS 6166 & 6166A 


Reviewing Attorney: Paul A. Francis 
(202) 566-3930. 

Office of Tax Legislative Counsel 
reviewing attorney: Andrew Pike. 
Notice published 01/14/83. 

Agency Contact: Donald W. Stevenson, 


ttorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave N.W., Washington 


3 


- CFR Citation: 26 CFR 20; 26 CFR 301 
Abstract: The regulations will permit 
the executor of a decedent's estate to 
elect a lien on section 6166 property in 
favor of the United States in lieu of a 
bond or personal liability if an election 
under section 6166 was made. , 
Timetable: 

Action Date FR Cite 
NPRM 05/11/83 48 FR 21167 
NPRM Comment 05/11/83 48 FR 21167 
Period Begin 
NPRM Comment 07/11/83 
Period End 
Final Action 00/00/00 
Small Entity: Not Applicable 
Additional information: LR-209-76. 
Drafting attorney: Neil Zyskind (202) 
566-4336. 
Reviewing attorney: Larry E. Smith 
(202) 566-3289. 
Office of Tax Legislative Counsel 
(Treasury) reviewing 
Legislative Counsel (Treasury) 
- reviewing attorney: Garlock, 
Woodward. 
In Legislation and Regulations Division 
for preparation of Treasury Decision. 


il 


ti 


interim Final Rule 00/00/00 

Smail Entity: Not Applicable 
Additional information: LR-206-82. 
Drafting Attorney: Donald W. 
Stevenson (202) 566-3297. 
Reviewing Attorney: Paul A. Francis 
(202) 566-3930. 

Office of Tax Legislative Counsel 
reviewing attorney: Andrew Pike. 

In Legislation and Regulations Division 
for preparation of Treasury Decision. 


Proposed regulations would 
provide new rules for determining the 
tax treatment of any subchapter S item 


would define the term “subchapter S 
item.” 





Federal Register / Vol. 48, No. 201 / Monday, October 17, 1983 / Unified Agenda 47835 


Agency Contact: Neil Zyskind, 

Attorney, Department of the Treasury, 

Internal Revenue Service, 1111 

Constitution Ave N.W., Washington 
566-4336 


Legal 
Revenue Code of 1954; 26 USC 6325 internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 301 

Abstract: The regulations will provide 
guidance in obtaining the issuance of a 
certificate of release of a notice of 


Federal tax lien with respect to internal 
revenue taxes. 


08/00/83 
00/00/00 


Small Entity: Not Applicable 
Additional information: LR-253-82. 
Drafting Attorney: Neil Zyskind (202) 
566-4336. 


Reviewing attorney: Robert Waltuch 
(202) 566-3287. 


In Legislation and Regulations Division 
for preparation of notice. 


Agency Contact: Neil Zyskind, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave N.W., Washington, 
DC 20224, 202 566-4336 


RIN: 1545-AE82 


407. TEMPORARY REGULATIONS-- 
CERTAIN REQUIREMENTS FOR THE 
RELEASE OF A NOTICE OF FEDERAL 
TAX LIEN 


Legal Authority: 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 6325(a) Inter- 
nal Revenue Code of 1954 


CFR Citation: 26 CFR 401 

Abstract: The regulations will provide 
rules governing the issuance of a 
release of a notice of Federal tax lien 
filed with respect to internal revenue 
taxes. The regulations provide 
definitions for some of the terms 
contained in section 6325 (a). 


Date FR Cite 


Interim Final Rule 04/21/83 48 FR 17068 
Final Action 00/00/00 


Small Entity: Not Applicable 
Additional information: LR-208-82. 


Drafting attorney: Neil Zyskind (202) 
566-4336. 


Reviewing attorney: Robert Waltuch 
(202) 566-3287. 

Office of Tax Legislative Counsel 
(Treasury) Reviewing attorneys Keyser, 
Levinson. 

Agency Contact: Neil Zyskind, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave N.W., Washington, 
D.C. 20224, 202 566-4336 


RIN: 1545-AF20 


408. INCOME TAX-—TENTATIVE 
REFUND OF TAX UNDER CLAIM OF 
RIGHT ADJUSTMENT 

Legal = 26 USC 7805 Internal 
Revenue Code of 1954; 26 USC 6411 Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: The proposal provides rules 
with respect to a tentative refund of 
income tax when a taxpayer has a 
claim of right adjustment. 


Timetabie: 

Action Date 
NPRM 00/00/00 
Small Entity: Not Applicable 
Additional information: LR-45-79. 
Drafting attorney: Biruta Kelly (202) 
566-2456. 

Reviewing attorney: Bruce Segal (202) 
566-3224. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: Hutton, 
Levinson. 

In Office of Chief Counsel 
(Interpretative Division) for preparation 
of notice. 

Agency Contact: Biruta Kelly, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave N.W., Washington 
D.C. 20224, 202 566-3456 


RIN: 1545-AD30 


FR Cite 


409. EXCISE TAX—-SPORTING GOODS 
AND FIREARMS & ADMINISTRATION 
PROVISIONS OF SPECIAL 
APPLICATION TO MANUFACTURERS 
& RETAILERS EXCISE TAX 


Legal Authority: 26 USC 7805 Internal 
Revenue Code of 1954; 26 USC 6001 to 6427 


Current and Projected Rulemakings 


internal Revenue Code of 1954; 26 USC 4161 


Abstract: This regulation will contain 
amendments which would revise and 
update the regulations concerning 
manufacturers excise taxes on sporting 
goods and firearms and other 
administrative provisions ens 
applicable to manufacturers and 

retailers excise taxes. 


Timetable: 
Action Date FR Cite 


NPRM 01/05/83 48 FR 00442 
NPRM Comment 01/05/83 

Period Begin 
NPRM Comment 05/05/83 

Period End 
Final Action 12/00/83 
Smail Entity: Not Applicable 
Additional information: LR-2115. 
Drafting attorney: Ada S. Rousso (202) 
566-4336. 


Reviewing attorney: Robert H. Waltuch 
(202) 566-3287. 


Office of Tax Legislative Counsel 
(Treasury) reviewing Attorneys: Hutton, 
Levinson. 


Notice published 01/05/83 


Agency Contact: Ada Rousso, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave N.W., Washington 
D.C. 20224, 292 566-4336 


RIN: 1545-AD12 
REE RAP RELIED EAL LA DELP IEEE ANDI BLE EPPS 
410. PROCEDURE AND 
ADMINISTRATION-—TO CONFORM 
CHANGES MADE BY PUBLIC LAW 95- 
628, SECTION 8 (A) RELATING TO 
PERIOD OF LIMITATIONS FOR 
CREDIT OR REFUND FOR NET 
OPERATING LOSS 

Authority: 26 USC 7805 internal 


Legal 
Revenue Code of 1954; 26 USC 6511 Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 301 


Abstract: The regulation would relate 
to the period of limitation for a credit or 
refund with respect to net operating 
losses or capital loss carrybacks, 
investment credit carryback, work 
incentive program carryback, and new 
employee credit carryback. 
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Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: Yecies, 
Levi ’ 


Internal Revenue Service, 1111 
Constitution Avenue, NW, Washington 


Abstract: The regulation would provide 
rules for determining the period during 
which interest accrues on an 
underpayment or an overpayment of 
tax as provided in sections 6601 and 
6611 of the Internal Revenue Code of 
1954. The period would be determined, 
in part, by the dates the return and the 
claim for refund are filed and by 
whether they were filed in a way that 
they can be processed. 


Drafting Attorney: Howard A. Balikov 
(202) 566-3288. 

Reviewing Attorney: Cynthia L. Clark 
(202) 566-3288. 

In Office of Chief Counsel (Legislation 
and Regulations Division) for 
preparation of the notice. 


Agency Contact: Howard A. Balikov. 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, NW, Washington 
DC 20224, 202 566-3288 


RIN: 1545-AF10 


412. SEMIANNUAL ADJUSTMENT OF 
INTEREST RATE; DAILY 
COMPOUNDING 


Legal = 26 USC 7805 Internal 
Revenue Code of 1954; 26 USC 6621 Internal 
Revenue Code of 1954; 26 USC 6622 Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 301 


Abstract: The regulations would 
provide that the interest rate on 
underpayments would be changed 
twice a year to reflect the prime rate 
for the prior six month period. The 
interest rate would be compounded 
daily. 
Timetabie: 
Action 


NPRM 
Final Action 
Effective 


Smail Entity: Not Applicable 
Additional information: LR-263-82. 


Drafting Attorney: Joseph Rosenthal 
(202) 566-3288. 


Reviewing Attorney: John Parcell (202) 
566-3336. 


Office of Tax Legislative Counsel 
Reviewing Attorney: George 
Mundstock. 

In Legislation and Regulations Division 
for preparation of Treasury decision. 
Agency Contact: Joseph Rosenthal, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, NW, Washington, 
DC 20224, 202 566-3288 


RIN: 1545-AE31 


Date FR Cite 


08/23/83 48 FR 38229 
02/00/84 


413. INCOME TAX--PENALTIES FOR 
FAILURE TO MAKE RETURNS OR 
FURNISH STATEMENTS (AS 
AMENDED BY SEC. 1123 OF 
SUBTITLE C OF TITLE Il-OMNIPUS 
RECONCILIATION ACT OF 1980) 


Legal : 26 USC 7805 Internal 
Revenue Code of 1954; 26 USC 6652 internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: The regulations would 
provide for the imposition of penalties 
on persons failing to make a return or 


Current and Projected Rulemakings 


to furnish a statement under section 
6039C relating to returns with respect to 
United States real property interests. 


Timetable; 
Action Date FR Cite 


NPRM 01/06/83 48 FR 675 
NPRM Comment 01/06/83 48 FR 675 
Period Begin 
NPRM Comment 03/07/83 
Period End 
Final Action 00/00/00 
Small Entity: Not Applicable 
Additional information: LR-153-81. 


Drafting attorney: Mary E. Dean (202) 
566-3289. 


Reviewing attorney: Diane L. Renfroe 
(202) 566-3289. 


Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: Lainoff, 
Schreyer. 

01/06/83 Notice of Proposed 
Rulemaking published. 

Agency Contact: Mary E. Dean, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-3289 
RIN: 1545-AD35 

SREY ORS SE MR EGET A TE 
414. INCOME TAX--PAYMENT OF 
ESTIMATED TAX BY CORPORATIONS 
Legal Authority: 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 6154 Internal 


Revenue Code of 1954; 26 USC 6655 Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1; 26 CFR 301 


Abstract: The regulations will clarify 
rules relating to payment of estimated 
tax by corporations. To avoid penalty 
for underpayment of estimated tax, 
corporations who reasonably expect 
their estimated tax for the taxable year 
to exceed $40 must make installment 
payments of estimated tax. 


Timetable: 

Action Date 
NPRM 00/00/00 
Small Entity: Not Applicable 
Additional Information: LR-140-78. 
Reviewing attorney: John M. Coulter, Jr. 
(202) 566-4473. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: Hutton. 
In Legislation and Regulations Division 
for preparation of notice. 


FR Cite 
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Agency Contact: George T. Magnatta, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue N.W., Washington, 
D.C. 20224, 202 566-3459 


RIN: 1545-AD22 


415. TO PROVIDE REGULATIONS 
RELATING TO ACCELERATED 


: 26 USC 7805 Internal 
Revenue Code of 1954; 26 USC 6655 Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: Rules will provide for 
acceleration of estimated payments by 
corporations, new seasonal income 
exception, and clarify the annualization 
rules. The amount of estimated tax 
payments required for all corporations 
is increased from 80 to 90 percent of 
current year’s tax liability. 


Date 
01/01/83 


FR Cite 
Final Action 
Effective 

Final Action 01/30/84 
Small Entity: Not Applicable 
Additional Information: LR-228-82. 


Drafting Attorney: George T. Magnatta 
(202) 566-3459. 


Reviewing Attorney: John M. Coulter, Jr. 
(202) 566-4473. 


Office of Tax Legislative Counsel 
Reviewing Attorney: Unassigned. 


In Legislation and Regulations Division 
for preparation of notice. 


Agency Contact: George T. Magnatta, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave, N.W., Washington, 
D.C. 20224, 202 566-3459 


RIN: 1545-AE37 
i RE TOS HSU I EEE OT etm amo) 


416. PROCEDURE & 
ADMINISTRATION--PENALTIES FOR 
OVERSTATEMENT OF DEPOSITS, 
AND INCOME TAX--TIME FOR FILING 
INFORMATION RETURNS WITH 
RESPECT TO CERTAIN FOREIGN 
CORPORATIONS 

Legal Authority: 26°USC 7805 internal 
Revenue Code of 1954; 26 USC 6656(b) In- 


ternal Revenue Code of 1954; 26 USC 6046 
Internal Revenue Code of 1954 


CFR Citation: 26 CFR 301; 26 CFR 1 


Abstract: The regulations would 
provide rules for determining whether 
the penalty for overstatement of 
deposits applies, and for determining 
the date by which information returns 
required by section 6046 must be filed. 


Timetable: 
Action Date FR Cite 


NPRM 05/26/82 47 FR 22970 
NPRM Comment 05/26/82 47 FR 22970 
Period Begin 
NPRM Comment 07/20/62 
Period End 
Final Action 08/00/83 


Small Entity: Not Applicable 
Additional information: LR-311-81. 


Drafting attorney: Martha E. Kadue 
(202) 566-3289. 

Reviewing attorney: Charles C. 
Saverude (202) 566-3323. 


Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: McCarty. 


At Treasury for formal approval 3/8/83. 


Agency Contact: Martha E. Kadue, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave, N.W., Washington, 
D.C. 20224, 202 566-3289 


RIN: 1545-AD38 


417. PROCEDURE & 
ADMINISTRATION--ADDITION TO TAX 
IN THE CASE OF VALUATION 
OVERSTATEMENTS, & INCREASE IN 
THE NEGLIGENCE PENALTY 


Legal Authority: 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 6659 Internal 
Revenue Code of 1954; 26 USC 6653 Internal 
Revenue Code of 1954 

CFR Citation: 26 CFR 301; 26 CFR 1 
Abstract: The regulations would 
provide rules and definitions with 
respect to the addition to tax in the 
case of valuation overstatements, 
including rules for computing the 
portion of an underpayment that is 
attributable to a valuation 
overstatement. The regulations would 
also provide rules with respect to the 
increase in the negligence and fraud 
penalties. 


Timetable: 
Date 
NPRM 11/00/83 
Small Entity: Not Applicable 
Additional information: LR-272-81. 


FR Cite 


47837 


Current and Projected Rulemakings 


Drafting attorney: Alice Bennett (202) 
566-3288. 

Reviewing attorney: John H. Parcell 
(202) 566-3288. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: 
Reinhold, Levinson. 

Notice returned to Office of Chief 
Counsel (Legislation and tions 
Division) for revision, 11/15/82. 
Agency Contact: Alice Bennett, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, NW, Washington 
DC 20224, 202 566-3288 


RIN: 1545-AD39 


418. INCOME TAX-—ADDITION TO TAX 


Revenue Code of 1954 
CFR Citation: 26 CFR 1 


Abstract: The regulations would 
provide rules for the computation of the 
addition to tax, the avoidance of the 
addition to tax, and for the waiver of 
such amounts. In connection with 
avoiding the addition to tax, the 
regulations would provide guidance on 
the meanings of substantial authority, 
adequate disclosure, the more likely 
than not standard, and the term “tax 
shelter”. 
Timetable: 
Action Date 
NPRM 03/15/83 
NPRM Comment 03/15/83 
Period Begin 
NPRM Comment 05/16/83 
Period End 
Public Hearing 07/12/83 
Final Action 09/00/83 
Smail Entity: Not Applicable 
Additional information: LR-277-82. 
Drafting Attorney: Ewan Purkiss 
(202)566-3288. 
Reviewing Attorney: John Parcell 
(202}566-3336. 
Office of Tax Legislative Counsel 
Reviewing Attorney: Richard Reinhold. 
In Legislation and Regulations Division 
for preparation of notice. 


48 FR 10862 
48 FR 10862 


48 FR 24736 
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Abstract: The regulations would 
provide rules and definitions relating to 
the penalty for promoting abusive tax 


Drafting Attorney: Alice Bennett (202) 
566-3288. 


Reviewing Attorney: John Parcell (202) 
566-3336. 


In the — and Regulations 


Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 


Constitution Avenue, NW, Washington 
DC 20224, 202 566-3288 


RIN: 1545-AE99 


420. PENALTY FOR AIDING AND 
ABETTING IN THE 
UNDERSTATEMENT OF TAX 


Legal : 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 6701 internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 301 


Abstract: Proposal will provide rules 
with respect to the penalty imposed on 
a person who aids and abets in the 
understatement of a third party’s tax 
liability. The proposal also provides the 
standards which will subject one to the 


Additional information: LR-274-82. 


Drafting Attorney: Paul H. Weisman 
(202) 566-3238. 


Reviewing Attorney: Alice M. Bennett 
(202) 566-3288. 


Office of Tax Legislative Counsel 
reviewing attorney: Rick Reinhold. 


In Legislation and Regulations Division 
for preparation of the notice of 
proposed rulemaking. 

Agency Contact: Paul H. Weisman, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-3238 


RIN: 1545-AF01 


421. INCOME TAX-PRESUMPTION OF 
JEOPARDY IN THE CASE OF ILLEGAL 
ACTIVITY CASH 


Legal : 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 6867 Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: The regulations would 
provide guidance for applying the 
presumptions that an amount of cash in 
excess of ten thousand dollars without 
an acknowledged owner (1) represents 
gross income to a single individual, (2) 
is taxable at a rate of fifty percent, and 
(3) that collection of the tax is in 
jeopardy for the purposes of sections 
6851 and 6861. 


Timetable: 





Date 
NPRM. 01/31/84 
Smali Entity: Not Applicable 
Additional Information: LR-309-82. 


Drafting Attorney: Ewan Purkiss (202) 
566-3288. 


Reviewing Attorney: John Parcell (202) 
566-3336. 


In Legislation and Regulations Division 
for preparation of notice. 


Agency Contact: Cynthia Clark, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-3288 


RIN: 1545-AE30 


422. RECOVERY OF COURT COSTS 
AND CERTAIN FEES IN A CIVIL TAX 
PROCEEDING 


Legal Authority: 26 USC 7805 Internal 
Revenue Code of 1954; 26 USC 7430 internal 
Revenue Code of 1954 


Current and Projected Rulemakings 


CFR Citation: 26 CFR 301 


Abstract: The proposed will set forth 
the circumstances in which a party 
normally will be considered to have 
exhausted the administrative remedies 
available within the Internal Revenue 
Service for purposes of the recovery of 
court costs and certain fees in a civil 
tax proceeding brought in a court of the 
United States or the Tax Court. 


Timetable: 


Action Date FR Cite 


NPRM 03/25/83 
NPRM Comment 03/25/83 
Period Begin 
NPRM Comment 
Period End 
Final Action 09/20/83 


Small Entity: Not Applicable 
Additional Information: LR-11-83. 


Drafting Attorney: Paul H. Weisman 
(202) 566-3238. 


Reviewing Attorney: John H. Parcell 
(202) 566-3288. 


Office of Tax Legislative Counsel 
reviewing attorney: Rick Reinhold. 


05/24/83 


In Legislation and Regulations Division 
for preparation of a notice. 


Agency Contact: Paul H. Weisman, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-3238 


RIN: 1545-AF25 


423. PROCEDURE AND 
ADMINISTRATION-AMENDMENT OF 
REGULATIONS RELATING TO THE 
TIMELY MAILING OF RETURNS, 
TAXES AND DEPOSITS 


Legal Authority: 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 7502 Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 301 


Abstract: The regulations would amend 
existing regulations, relating to the 
timely mailing of documents, to provide 
for the timely mailing of returns, taxes 
and deposits. 


Timetable: 
Action 


NPRM 

NPRM Comment 
Period Begin 

NPRM Comment 
Period End 

Final Action 09/30/83 


Small Entity: Not Applicable 





FR Cite 
44 FR 71430 
44 FR 71430 


Date 


12/11/79 
12/11/79 


02/11/80 
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_ TREAS—IRS 


Additional information: LR-1406. 


Drafting attorney: Ewan Purkiss 
(202)566-3238. 


Reviewing attorney: John Parcell 
(202)566-3336. 


Office of Tax Legislative Counsel 
(Treasury) Reviewing Attorney: Mark 
Kuller. 


In the Legislation and Regulations 
Division for preparation of Treasury 
decision. 


Agency Contact: Ewan Purkiss, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, NW, Washington 
DC 20224, 202 566-3238 


RIN: 1545-AD42 


424. PROCEDURE & 
ADMINISTRATION--ADMINISTRATIVE 
SUMMONS 


Legal Authority: 26 USC 7805 Internal 
Revenue Code of 1954; 26 USC 7609 Internal 
Revenue Code of 1954; 26 USC 7610 Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 301 


Abstract: The regulations will provide 
guidance to third-party recordkeepers 
as to their rights and obligations when 
served an administrative summons by 
the Internal Revenue Service. Such a 
summons is used to obtain taxpayer 
records in the hands of a third party, 
such as a bank. The regulations will 
outline various notice requirements, 
procedures for staying compliance with 
the summons, and the reimbursement of 
costs related to compliance with the 
summons. 
Timetable: 
Action Date 
NPRM 08/21/80 
NPRM Comment 08/21/80 
Period Begin 
NPRM Comment 10/20/80 
Period End 
Final Action 03/01/84 


Smail Entity: Not Applicable 
Additional Information: LR-164-76. 


Drafting Attorney: Philip R. Bosco (202) 
* 566-3288. 


Reviewing Attorney: Phoebe A. Mix 
(202) 566-3288. 


~ Office of Tax Legislative Counsel 
Reviewing Attorney: Hutton. 


Presently under reconsideration in the 
Office of Chief Counsel (Legislation and 
Regulations Division), 9/3/82. 


FR Cite 


45 FR 55764 
45 FR 55764 


47839 


Current and Projécted Rulemakings 


Contact: Philip R. Bosco, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, NW, Washington, 
DC 20224, 202 566-3288 


RIN: 1545-AD43 


425. ADMINISTRATIVE SUMMONSES 


Legal : 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 7609 Internal 
Revenue Code of 1954; 26 USC 7610 Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 301- 


Abstract: An administrative summons 
is used by the Internal Revenue Service 
to obtain taxpayer records in the hands 
of a third party recordkeeper, such as a 
bank. Sections 331, 332, and 333 of the 
Tax Equity and Fiscal Responsibility 
Act of 1982 amended sections 7609 and 
7610 of the Internal Revenue Code of 
1954 relating to administrative 
summonses. The amendments alter the 
circumstances under which an 
administrative summons may be issued 
and also alier the rights and obligations 
of the subject taxpayer and third-party 
recordkeeper. This regulation project 
will provide guidance relating to these 
new administrative summong 
procedures. 


Timetable: 

Action Date 
NPRM 10/01/83 
Small Entity: Not Applicable 
Additional information: LR-10-83. 
Drafting attorney: Philip R. Bosco (202) 
566-3288. 


Reviewing attorney: Phoebe A. Mix 
(202) 566-3288. 


Office of Tax Legislative Counsel 
Reviewing Attorney: Hutton. 


In Legislation and Regulations Division 
for preparation of notice. 

Agency Contact: Philip R. Bosco, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, NW, Washington, 
DC 20224, 202 566-3288 


RIN: 1545-AF33 
RR ATEN TNS NAME SA ATRL MORENO 


426. @INDIAN TRIBAL GOVERNMENTS 
TREATED AS STATES FOR CERTAIN 
PURPOSES 


FR Cite 


Legal : 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 7871 Internal 
Revenue Code of 1954 


_ CFR Citation: 26 CFR 301 


Abstract: The regulations would 
provide guidance to Indian tribal 
governments seeking to be treated as 
States for certain purposes under 
section 7871 of the Internal Revenue 
Code of 1954. 


Timetable: 

Action 

Final Action 

Final Action 
Effective 

Small Entity: No 

Additional Information: LR-100-83. 

Drafting Attorney: Linda M. Kroening 

(202) 566-3288. 

Reviewing Attorney: Cynthia Clark 

(202) 566-3288. 


Agency Contact: Linda M. Kroening, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 / 
Constitution Ave., NW, Washington, 
DC 20224, 202 566-3288 


RIN: 1545-AF56 


Date 


07/00/83 
00/00/00 


FR Cite 


REVENUE ACT OF 1982-PART 145 
FLOORSTOCKS TAX ON TIRES 


Legal At = 26 USC 7805; PL 97- 
424, Sec 521 

CFR Citation: 26 CFR 145 

Abstract: This project will provide rules 
relating to the floorstocks tax on tires. 
It will explain who must pay the tax, 
when the tax must be paid, what forms 
to use, and how inventories are to be 
taken. = 


Timetable: 
Action 

NPRM 

Small Entity: No 
Additiona! information: LR-148-83. 
Drafting Attorney: Neil Zyskind (202) 
566-4336. 


Reviewing Attorney: Robert Coplan 
(202) 566-3287. 


Agency Contact: Neil Zyskind, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, N.W., 
Washington, DC 20224, 202 566-4336 


RIN: 1545-AF72 
ee 


Date FR Cite 


01/00/84 
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Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave N.W., Washington 
D.C. 20224, 202 566-3458 


PL 97-424, Sec 517; PL_97-448, Sec 102(h) 
CFR Citation: 26 CFR 1 

Abstract: These regulations will 
provide rules relating to a deduction 
that is to be taken ratably over a 60 
month period for adjusted bases of the 
motor carrier operating authority. 
Timetable: 


06/06/83 48 FR 25224 
NPRM Comment 06/06/83 48 FR 25224 
Period i 


12/00/83 


Additional information: LR-203-81. 


Drafting attorney: Robert B. Coplan 
(202) 566-3287. 

Reviewing attorney: Larry E. Smith 
(202) 566-3287. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: 
Woodward. . 

Agency Contact: Robert B. Coplan. 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave N.W., Washington 
D.C. 20224, 202 566-3287 


RIN: 1545-AD48 


430. STATEMENT OF PROCEDURAL 
RULES—-AMENDMENTS TO 1981-2 
Legal Authority: 5 USC 301; 5 USC 552 
CFR Citation: 26 CFR 601 

Abstract: The regilation would update 
the Statement of Procedural Rules, 26 
CFR 601 to reflect changes in Internal 
Revenue Service Procedures. 
Timetable: 

Action Date 

Final Action 08/31/83 

Small Entity: Not Applicable 

Additional information: LR-91-82. 
Drafting attorney: Duane H. Pellervo 
(202) 566-3458. 

Reviewing attorney: Charles M. 
Whedbee (202) 566-3458. 


Circulation for final approval by 
affected IRS functions 7-5-82. 


Agency Contact: Duane H. Pellervo, 
Attorney, Department of the Treasury, 
Iniernal Revenue Service, 1111 
Constitution Ave N.W., Washington, 
D.C. 20224, 202 566-3458 


RIN: 1545-AD49 


431. STATEMENT OF PROCEDURAL 
RULES—1979-2 PERIODIC 
AMENDMENTS 


Legal Authority: 5 USC 301; 5 USC 552 
CFR Citation: 26 CFR 601 


Abstract: Provision would amend the 
Statement of Procedural Rules to, 
among other things, provide updated 
procedures regarding ruling request and 
requests for technical advice, thereby 
giving the public needed guidance on 
what those procedures are. 


Current and Projected Rulemakings 


Timetable: 

Action Date 
Final Action 01/00/84 
Smali Entity: Not Applicable 
Additional information: LR-248-79. 
Drafting attorney: Yerachmiel 
Weinstein (202) 566-3458. 

Reviewing attorney: Charles M. 
Whedbee (202) 566-3458. 

Revised draft to Office of Assistant 
Commissioner (Employee Plans and 
Exempt Organizations), Office of 
Assistant Commissioner (Examination), 
Office of Chief Counsel (Corporation 
Tax Division), Office of Chief Counsel 
(Interpretative Division), 06/30/82. 
Agency Contact: Yerachmiel E. 
Weinstein, Attorney, Department of the 
Treasury, internal Revenue Service, 
1111 Constitution Ave. N.W., 
Washington, D.C. 20224, 202 566-3458 


RIN: 1545-AD50 


FR Cite 


432. STATEMENT OF PROCEDURAL 
RULES-AMENDMENTS TO 
STATEMENT OF PROCEDURAL 
RULES—1961-1 " 

Legal Authority: 5 USC 301; 5 USC 552 
CFR Citation: 26 CFR 601 

Abstract: Semi-annual update of the 
Statement of Procedural Rules. 
Timetable: 


Action Date 
Final Action 04/00/84 
Smail Entity: Not Applicable 
Additional Information: LR-154-81. 
Drafting attorney: Keith E. Stanley (202) 
566-3458. 

Reviewing attorney: Charles M. 
Whedbee (202) 566-3458. 


In Office of Chief Counsel (Legislatign 
and Regulations Division) for 
preparation. 

Agency Contact: Keith E. Stanley, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave N.W, Washington 
D.C. 20224, 202 566-3458 


RIN: 1545-AD55 


FR Cite 


433. @AMENDMENTS TO THE 
STATEMENT OF PROCEDURAL 
RULES 1962-2 


Legal Authority: 5 USC 301; 5 USC 552 
CFR Citation: 26 CFR 601 
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corrections in these regulations and will 
also reflect changes in the procedures 
of the Internal Revenue Service. 


Date 
00/00/00 


FR Cite 
Final Action 

Smail Entity: No 
Additional Information: LR-79-83. 


Drafting Attorney: Michel A. Daze (202) 
566-3458. 

Reviewing Attorney: Charles M. 
Whedbee (202) 566-3458. 


In Legislation and Regulations Division 
for preparation of document. 


Contact: Michel A. Daze, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave. N.W., Washington, 
DC 20224, 202 566-3458 


RIN: 1545-AF40 


434. @STATEMENT OF PROCEDURAL 
RULES-SPECIAL AMENDMENT 


Legal Authority: 5 USC 301; 5 USC 552 
CFR Citation: 26 CFR 601 


Abstract: These regulations will 
conform the Statement of Procedural 
Rules with Department of Treasury 
regulations increasing the fees to be 
charged for search and duplication 
services in implementing the Freedom 
of Information Act. 


DEPARTMENT OF THE TREASURY (TREAS) 


internal Revenue Service (IRS) 


435. INCOME TAX-EXCISE TAX ON 
TRANSFERS OF PROPERTY TO 
FOREIGN PERSONS TO AVOID THE 
FEDERAL INCOME TAX 


26 USC 7805 Internal 


describe transfers by United States 
persons that are subject to the excise 


tax imposed by section 1491, would 
provide rules with respect to electing to 
treat the transfer as a taxable 
exchange, and would _provide rules for 
establishing that tax avoidance was not 
a principal purpose of the transfer. 


Timetable: 
Action Date 
End Review 00/00/00 
Additional information: LR-236-76. 


Drafting attorney: Martha E. Kadue 
(202) 566-3289. 


FR Cite 


DEPARTMENT OF THE TREASURY (TREAS) 
Internal Revenue Service (IRS) 


COMPLETED RULEMAKINGS 


Abstract: The regulations will provide 
the extent to which taxpayers will be 
entitled to an income tax credit for 
increases in certain research activity. 


Timetable: 
Action . Date 
Closed without 04/00/83 
regulations 
Final Action 00/00/00 
Small Entity: Not Applicable 
Additional information: LR-6-82. 
Drafting attorney: John R. Harman (202) 
566-3238. 


Reviewing attorney: Paul A. Francis 
(202) 566-3930. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: Pike. 


Current and Projected Rulemakings 


Timetable: 
Action 

Final Action 
Smail Entity: No 
Additional information: LR-108-83. 


Drafting Attorney: Keith E. Stanley 
(202) 566-3458. 
Reviewing Attorney: Charles Whedbee 
(202) 566-3458. 
In Office of Chief Counsel (Legislation 
and Regulations Division) for 
preparation. 

Contact: Keith E. Stanley, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 


Date 
08/00/83 


FR Cite 


' Constitution Ave. N.W., Washington, 


DC 20224, 202 566-3458 
RIN: 1545-AF68 


Existing Regulations Under Review 


Reviewing attorney: Charles C. 
Saverude (202) 566-3323. 


Office of International Tax Counsel 
(Treasury) reviewing attorneys: Wold, 
Lainoff. 

In Legislation and Regulations Division 
for preparation of notice of proposed 
rulemaking. 

Agency Contact: Martha E. Kadue, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave, N.W., Washington, 
D.C. 20224, 202 566-3289 


RIN: 1545-AC44 


Completed Actions 


10/13/82 draft of Treasury Decision to 
Treasury. 

Agency Contact: John R. Harman, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave N.W., Washington 
D.C. 20224, 202 566-3238 


RIN: 1545-AA06 
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46 FR 01753 
46 FR 01753 


48 FR 19182 


Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: 
Schuldinger. 


Abstract: The regulations would 
provide rules relating to the investment 


tax credit for single purpose agricultural 
or horticultural structures. 


Date 
01/23/81 


Final Action 7900 07/18/83 
07/18/83 


Reviewing attorney: Marcus B. Blumkin 
(202) 566-3463. 


Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: Keyser. 


Published in the Federal Register 7-19- 
83. 


Agency Contact: Duane H. Pellervo, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave. N.W., Washington, 
D.C. 20224, 202 566-3458 


RIN: 1545-AA20 


439. INCOME TAX-—-REPORTING 
REQUIREMENTS FOR NONQUALIFIED 
STOCK OPTIONS 


Legal : 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 83 internal 


reporting requirements concerning the 
transfer of nonstatutory stock options, 
where such options do not have a 
readily ascertainable fair market value. 
The purpose of such reporting 
requirements would be to document the 
stated value of such options for 
purposes of including their value in an 
employee's gross income at the time 
such options are granted. 


09/20/77 
03/20/78 
06/27/83 48 FR 29538 
06/30/83 


Completed Actions 
Drafting attorney: Philip R. Bosco (202) 
566-3288. 


Reviewing attorney: John H. Parcell 
(202) 566-3288. 

Office of Tax Legislative Counsel . 
(Treasury) reviewing attorney: Hevener. 
Signature package of withdrawal notice 
currently circulating within the Internal 
Revenue Service. 

Agency Contact: Philip R. Bosco, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, N.W., 


. Washington, D.C. 20224, 202 566-3288 


RIN: 1545-AA40 


440. INCOME TAX—OBLIGATIONS OF 
CERTAIN VOLUNTEER FIRE 
DEPARTMENTS 


Legal = 26 USC 7805 Internal 
Revenue Code of 1954; 26 USC 103(i) Inter- 
nal Revenue Code of 1954; PL 97-34, Sec 
812 


CFR Citation: 26 CFR 1 

Abstract: The regulations would 
provide a definition of a qualified 
volunteer fire department for purposes 
of issuance of tax-exempt obligations 


and would define the purposes for 
which such obligations may be used. 


Timetabie: 
Action 


Final Action 
Effective 

NPRM 06/21/82 

NPRM Comment 06/21/82 
Period Begin 

NPRM Comment 09/21/82 
Period End 

Final Action 07/20/83 

Small Entity: Not Applicable 

Additional information: LR-193-81. 


Drafting attorney: Susan K. Thompson 
(202) 566-3294. 

Reviewing attorney: John M. Coulter, Jr. 
(202) 566-4473. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: Pike, 
Levinson. 

Final draft of Treasury decision 
forwarded to Treasury in signature 
4/26/83. 

Published in Federal Register 07/20/83. 


Date 
12/31/60 


FR Cite 
48 FR 32981 


47 FR 26666 
47 FR 26666 


48 FR 32981 
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Agency Contact: Susan Thompson 
Baker, Attorney, Department of the 
Treasury, Internal Revenue Service, 
1111 Constitution Ave. N.W., 
Washington, D.C. 20224, 202 566-3459 


RIN: 1545-AA45 


441. TO PROVIDE TEMPORARY 
REGULATIONS UNDER SECTION 103 
(K) AND (L) RELATING TO PUBLIC 
APPROVAL AND INFORMATION 
REPORTING REQUIREMENTS FOR 
CERTAIN BONDS 


Legal : 26 USC 7805 Internal 
Revenue Code of 1954; 26 USC 103 Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 5f 


Abstract: Rule will clarify the public 
approval and information reporting 
requirements with respect to private 
activity bonds. Industrial Development 
Bonds must be publicly approved - 
failure to fulfill this requirement will 
result in loss of tax exemption for the 
interest on these bonds. Issuers of 
student loan bonds, charitable use 
bonds and industrial development 
bonds are required to supply certain 
information to the Internal Revenue 
Service. Failure to comply with this 
requirement will result in the loss of tax 
exemption for the bond is interest. 
Timetable: 
Action Date 


NPRM 02/15/83 


Final Action T.D. 05/11/83 48 FR 21115 
7892 


Final Action 
Effective 

Small Entity: Not Applicable 

Additional Information: LR-303-82. 


Drafting Attorney: George T. Magnatta 
(202)566-3459. 

Reviewing Attorney: John P. MacMaster 
(202)566-3294. 


Office of Tax Legislative Counsel 
Reviewing Attorney: Andrew Furer. 


FR Cite 


05/11/83 


Draft of temporary regulation sent to 
Tax Legislative Counsel for c6mments. 


Comments from Tax Legislative 
Counsel, 01-14-83. 


Agency Contact: George T. Magnatta, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-3459 


RIN: 1545-AF26 


~ 


442. INCOME TAX-—TO CLARIFY THE 
PROPER RECOVERY EXCLUSION FOR 
STATE INCOME TAX REFUNDS 

: 26 USC 7805 internal 


Legal Authority: 
Revenue Code of 1954; 26 USC 111 Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 

Abstract: These regulations will 
provide rules for the proper 
computation of the portion of a state 
tax refund which a taxpayer may 


exclude from income in the year the 
refund is received. 


Timetable: 
Action Date 


Closed without 08/28/83 
regulations 


Smail Entity: Not Applicable 
Additional information: LR-136-81. 


Drafting attorney: Robert B. Coplan 
(202) 566-3287. 

This project was closed 8/28/83. 
Agency Contact: Robert B. Coplan, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave N.W., Washington, 
D.C. 20224, 202 566-3287 


RIN: 1545-AA68 


FR Cite 


443. INCOME TAX—EDUCATIONAL 
ASSISTANCE PROGRAMS 


Legal Authority: 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 127 Internal 
Revenue Code of 1954; 26 USC 3121(a)(18) 
Internal Revenue Code of 1954; 26 USC 
3401(a)(18) Internal Revenue Code of 1954; 
26 USC 3306(b)(13) Internal Revenue Code of 
1954 


CFR Citation: 26 CFR 1 


Abstract: The regulations would 
provide rules relating to the 
establishment and operation of a 
qualified educational assistance 
program. Amounts paid or expenses 
incurred by an employer for 
educational assistance furnished under 
a qualified program are excluded from 
an employee's gross income. 


Timetable: 
Action Date 


NPRM 11/23/81 

NPRM Comment 11/23/81 
Period Begin 

NPRM Comment 01/22/82 
Period End : 

Hearing 03/24/82 02/17/82 

Final Action 07/06/83 


Small Entity: Not Applicable 


FR Cite 


46 FR 57325 
46 FR 57325 


47 FR 6894 
48 FR 31015 


47843 
Completed Actions 


Additional information: EE-178-78. 


Drafting attorney: Charles K. Kerby, Ill 
(202) 566-3422. 

Reviewing attorney: Jonathan P. Marget 
(202) 566-3651. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: Hevener. - 
Treasury Decision published, 07/06/83. 
Agency Contact: Monice Rosenbaum, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave, N.W., Washington, 
D.C. 20224, 202 566-3422 


RIN: 1545-AD64 


444. INCOME TAX-EXCLUSION OF 
INTEREST ON CERTAIN SAVINGS 
CERTIFICATES 


Abstract: These regulations will 
provide rules relating to the exclusion 
from gross income of the interest on 
certain savings certificates. They will 
explain how to determine the life time 
exclusion and how to determine 
whether the requirement relating to the 
seventy percent of average investment 
yield of one year Treasury bills has 
been met. 


Timetable: 
Action Date FR Cite 


NPRM 10/20/81 46 FR 51588 
NPRM Comment 10/20/81 46 FR 51588 
Period Begin 
Hearing 11/23/81 
NPRM Comment 12/21/81 
Period End 
Withdrawn 07/26/83 48 FR 33911 


Next Action Undetermined 
Small Entity: Not Applicable 
Additional information: LR-232-81. 


Drafting attorney: Cynthia L. Clark (202) 
566-4336. 

Reviewing attorney: Larry E. Smith 
(202) 566-3287. 

Office of Tax Legislative Counsel 
reviewing attorneys: Woodward, 
Levinson. 


Presently under consideration in Office 
of Chief Counsel (Legislation and 
Regulations Division). 
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07/02/82 48 FR 11941 


Final Action 03/22/83 48 FR 11941 
Smail Entity: Not Applicable 
Additional information: LR-307-82. 
Drafting attorney: John A. Tolleris (202) 
566-3294. 


Reviewing attorney: John M. Coulter, Jr. 


(202) 566-4473. 

Office of Tax Legislative Counsel 
reviewing attorney: Phil McCarty. 
Agency Contact: john A. Tolleris, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave N.W., Washington, 
D.C. 20224, 202 566-3294 


Date FR Cite 


interim Final Rule 03/15/83 48 FR 10860 


Smail Entity: Not Applicable 

Additional information: LR-224-80. 
Drafting attorney: Robert B. Coplan 
(202) 566-3287. 

Reviewing attorney: Larry E. Smith 
(202) 566-3287. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: 
Levinson. 

Treasury decision published 03/15/83. 
Agency Contact: Robert B. Coplan, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave N.W., Washington 
D.C. 20224) 202 566-3287 


without substantiation. 


01/21/82 
01/21/82 


03/22/82 


05/11/82 
06/06/83 
06/30/83 


Small Entity: Not Applicable 
Additional information: LR-4-82. 


Drafting attorney: Linda M. Kroening 
(202) 566-3297. 

Reviewing attorney: Paul A. Francis 
(202) 566-3930. 

Office of Tax Legislative Counsel 
Reviewing Attorney: McCarty. 


- NPRM Comment 01/05/82 


Compieted Actions 


Agency Contact: Linda M. Kroening, 


Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 


Constitution Avenue, N.W., 
Washington, D.C. 20224, 566-3297 


RIN: 1545-AB10 


448. INCOME TAX-—-TREATMENT OF 
CERTAIN CORPORATE INTERESTS 
AS STOCK OR INDEBTEDNESS 
Legal : 26 USC 7805 Internal 
Revenue Code of 1954; 26 USC 385 Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: The regulations would 
provide rules for determining whether 
interests in a corporation are treated as 
stock or indebtedness for tax purposes. 


Timetable: 
Action 
NPRM 


Date 
01/05/62 


47 FR 164 

47 FR 164 
Period Begin 

NPRM Comment 03/07/82 
Period End 

Hearing 03/10/82 

Withdrawn 07/01/83 

NPRM withdrawn 07/06/83 

Final Action 00/00/00 


Smaii Entity: Yes 

Additional information: LR-75-81. 
Drafting attorney: Carolyn Swift (202) 
566-3458. 


Reviewing attorney: Marcus B. Blumkin 
(202) 566-3463. 


Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: Furer. 


Draft regulatory flexibility analysis 
prepared. 

Agency Contact: Carolyn Swift, - 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave. N.W., Washington, 
D.C. 20224, 202 566-3458 


RIN: 1545-AB33 
(PEER SAR lh A CNT OL PRES 


449. INCOME TAX-TO APPLY 
ACCUMULATED EARNINGS TAX TO 
CORPORATIONS ACCUMULATING 
EARNINGS AND PROFITS TO AVOID 
TAX ON CERTAIN FOREIGN 
CORPORATE SHAREHOLDERS 


Legal : 26 USC 7805 Internal 
Revenue Code of 1954; 26 USC 532 internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: The regulation will provide 
final Income Tax Regulations relating to 
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the application of the accumulated 
earnings tax to corporations 
accumulating earnings and profits to 
avoid the income tax on distributions 
by the corporation to certain foreign 
corporate shareholders and relating to 
the definition of accumulated taxable 
income. The changes are necessary 
because the prior regulations applied 
the accumulated earnings tax to 
corporations accumulating earnings and 
profits to avoid the income tax on 
distributions to individual, not 
corporate, shareholders and because, in 
the case of a foreign corporation, the 
definition of accumulated taxable 
income was unclear. 


Date FR Cite 


12/22/80 45 FR 84088 
12/22/80 45 FR 84088 


02/20/81 


05/06/82 
06/06/83 
06/16/83 


12/31/83 
Small Entity: Not Applicable 
Additional Information: LR-125-78. 


Drafting attorney: Carol Doran (202) 
566-3289. 


Reviewing attorney: Charles C. 
Saverude (202) 566-3323. 


. Officé of International Tax Counsel 
(Treasury) reviewing attorneys: Wold, 
Lainoff. 


In Office of Chief Counsel (Legislation 
and Regulations Division) for 
preparation of Treasury decision. 


Agency Contact: Carol T. Doran, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave. N.W., Room 4109, 
Washington, D.C. 20224, 202 566-3289 


RIN: 1545-AB61 


450. INCOME TAX--RESERVES FOR 
LOSSES ON LOANS OF MUTUAL 
SAVINGS BANKS, ETC 


Legal : 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 593(b)(3) In- 
ternal Revenue Code of 1954; 26 USC 
593(b)(4) Internal Revenue Code of 1954; 26 
USC 593(b)(5) Internal Revenue Code of 
— PL 91-172, Sec 432 (a); PL 97-34, Sec 


CFR Citation: 26 CFR 1 


Abstract: The regulations would 
provide for a minimum addition to 
reserves for losses on loans of mutual 
savings banks and would conform the 
regulations to a change made by the 
Economic Recovery Tax Act of 1981, 
relating to recapture of distributions 
from excess bad debt reserves. 


Timetable: 

Action 

Project closed 
without 
regulations 


NPRM 00/00/00 
Final Action 00/00/00 


Smaii Entity: Not Applicable 
Additional information: LR-152-73. _ 


Drafting attorney: Susan Thompson 
Baker (202) 566-3459. 

Reviewing attorney: John M. Coulter, Jr. 
(202) 566-4473. 

Notice pending Treasury review. 
Agency Contact: Susan Thompson 
Baker, Attorney, Department of the 
Treasury, Internal Revenue Service, 
1111 Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-3459 


RIN: 1545-AB68 


Date 
12/09/82 


FR Cite 


451. INCOME TAX-PERCENTAGE 
DEPLETION DEDUCTION—TO 
CLARIFY RULES RELATING TO 
DETERMINATION OF GROSS INCOME 
FROM THE PROPERTY IN THE CASE 
OF OIL & GAS WELLS 


Legal Authority: 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 613 Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: The regulations would 
provide rules applicable to the 
determination of gross income from the 


property in the case of oil and gas wells - 


and add a returns-on-investment 
method applicable in determining gross 
income from the property in the case of 
oil and gas wells. 


Timetable: 
Action Date 
Project closed 3/10/83 
Smail Entity: Not Applicable 
Additional Information: LR-2073. 


Drafting attorney: Walter H. Woo (202) 
566-3297. 


Reviewing attorney: John B. Bromell 
(202) 566-3326. 


FR Cite 


47845 
Completed Actions 


Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: 
Schuldinger, Levinson. 

Project closed 3-10-83. 

Agency Contact: Walter H. Woo, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-3297 


RIN: 1545-AB70 : 


452. INCOME TAX-PERCENTAGE 
DEPLETION RATES 


Legal s 26 USC 7805 Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 
Abstract: The regulations would define 
such terms as oil well, oil, shale, and 
geothermal deposit which are pertinent 
to a determination of the applicable 
depletion rate. 
Timetable: 
Action _ Date 
Project closed 03/10/83 
Smail Entity: Not Applicable 
Additional information: LR-2072. 
Drafting attorney: Walter H. Woo (202) 
566-3297. 
Reviewing attorney: John B. Bromell 
(202) 566-3326. 
Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: 
Schuldinger, Levinson. 
Project closed 3-10-83. 
Agency Contact: Walter H. Woo, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue N.W., Washington, 
D.C. 20224, 202 566-3297 
RIN: 1545-AB72 
2 te AR EE SEDI TEPC BE TE 
453. INCOME TAX--CLARIFICATION 
OF TREATMENT OF PARTNERSHIP 
SYNDICATION FEES, ETC 

: 26 USC 7805 Internal 


Legal 
Revenue Code of 1954; 26 USC 709 Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 

Abstract: The regulations would 
provide guidance to taxpayers on the 
amortization of partnership 
organizational expenditures. 


FR Cite 
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FR Cite 
45 FR 2349 
45 FR 2349 


Drafting attorney: Jacob Feldman (202) 
566-3289. 


Reviewing attorney: Charles C. 
Saverude (202) 566-3323. 


Office of International Tax Counsel 
(Treasury) reviewing attorney: 
Schreyer. 


Treasury decision published May 19, 
1983, 48 FR 22505. 


Agency Contact: Jacob Feldman, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave., N.W., Washington, 
D.C.20224, 202 566-3289 


RIN: 1545-AC12 


455. INCOME TAX--CURRENT 
TAXATION OF SHIPPING PROFITS OF 
CONTROLLED FOREIGN 
CORPORATIONS EXCEPT TO EXTENT’ 
SUCH PROFITS ARE REINVESTED IN 
SHIPPING OPERATIONS 

Legal : 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 951 internal 
Revenue Code of 1954; 26 USC 954 internal 
Revenue Code of 1954; 26 USC 955 internal 
Revenue Code of 1954 


‘CFR Citation: 26 CFR 1 


Abstract: This regulation would provide 
rules with respect to the current 
taxation of shipping profits of 
controlled foreign corporations except 
to the extent the shipping profits are 
reinvested in shipping operations. 
Timetable: 

Action Date 


NPRM 06/09/76 
Temporary Regs 08/22/77 
T.D. 7503 
published 
Final Action 
Treasury 
Decisi 
Final Action 
Effective 
Small Entity: Not Applicabie 
Additional information: LR-68-75. 


Drafting attorney: Jacob Feldman (202) 
566-3289. 


05/19/83 48 FR 22512 


05/19/83 


Reviewing attorney: Charles C. 
Saverude (202) 566-3323. 


Office of International Tax Counsel 
(Treasury) reviewing attorney: 
Schreyer. 

Treasury decision published May 19, 
1983, 48 FR 22512. 

Agency Contact: Jacob Feldman, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave, N.W., Washington, * 
D.C., 202 566-3289 


RIN: 1545-AC11 


Completed Actions 


456. INCOME TAX—RECAPTURE OF 
DEPRECIATION ON REAL PROPERTY 


s 26 USC 7805 
Revenue Code of 1954; 26 USC 1 
Revenue Code of 1954; PL 94-4! 
PL 94-455, Sec 1901 (b); PL 
1951 (e}; PL 94-455, Sec 2121 
Sec 2124 (a); Tax Reform Act 
tion 202 
CFR Citation: 26 CFR 1 


Abstract: The regulations would 
conform the Income Tax Regulations to 
changes made by the Tax Reform Act 
of 1976 relating to recapture of 
depreciation on real property. 
Timetable: 


Action Date 
Project closed 12/08/82 





without 

regulations 
End Review 00/00/00 
Smaii Entity: Not Applicable 
Additional information: LR-131-76. 


Drafting attorney: Susan K. Thompson 
(202) 566-3294. 


Reviewing attorney: Paul A. Francis 
Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: Yecies. 
Project closed without regulations , 
12/08/82. 

Agency Contact: Susan Thompson 
Baker, Attorney, Department of the 
T-easury, Internal Revenue Service, 
1111 Constitution Ave N.W., 
Washington D.C. 20224, 202 566-3459 


RIN: 1545-AC32 
AL ORE EE MO NR RESALES 


457. INCOME TAX-TO MODIFY THE 
PERCENTAGE BAD DEBT DEDUCTION 
FOR THRIFT INSTITUTIONS THAT 
FILE CONSOLIDATED RETURNS 


26 USC 7805 internal 


Revenue Code of 1954; 26 USC 1502 Internal 


Revenue Code of 1954; 26 USC 593 Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: Provision would amend the 
consolidated returns regulations to 
clarify the rules for computing the bad- 
debt deduction under section 593 of the 
Internal Revenue Code of 1954 for thrift 
institution members of an affiliated 
group filing consolidated returns, 
thereby giving the public needed 
idance on how that computation is to 
made. 
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01/30/80 

Published 01/30/81 
09/09/81 
3/14/83 


"Aation 48 FR 11258 


3/17/83 48 FR 11256 


Smail Entity: No 
Additional information: LR-108-80. 
Drafting attorney: Benedetta Kissel 


Briefing session held 01/18/82. 


Agency Contact: Yerachmiel E. 
Weinstein, Attorney, Department of the 
Treasury, Internal Revenue Service, 
1111 Constitution Ave. N.W., 
Washington, D.C. 20224, 202 566-3458 


Revenue Code of 1954; 26 USC 1504(c)(2) 
Internal Revenue Code of 1954; 26 USC 1502 
Internal Revenue Gode of 1954; 26 USC 
1503(c) Internal Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: The regulations would 
provide rules for determining an 
affiliated group's consolidated taxable 
income where the group includes both 
corporations that are dife insurance 
companies and corporations that are 
not life companies. 


06/08/82 
06/08/82 


47 FR 24737 
47 FR 2477 


03/15/82 
03/14/83 
. 03/18/83 
Small Entity: No 


Additional Information: LR-18-82. 
Drafting attorney: Donald K. Duffy (202) 
566-4336. 


Reviewing attorney: Marcus B. Blumkin 
(202) 566-3463. 


Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: Pike. 
Agency Contact: Donald K. Duffy, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave N.W., Washington 
D.C. 20224, 202 566-4336 


RIN: 1545-AC56 


459. EMPLOYMENT TAXES-TO 


Legal 

Revenue Code of 1954; 26 USC 3401 internal 
Revenue Code of 1954; Tax Reform Act of 
1976, section 505 

CFR Citation: 26 CFR 1; 26 CFR 31 


Abstract: The regulations would modify 


relating 
income tax on sick pay. The regulations 
specify the conditions under which an 
employer, or an agent of an = 
must withhold income taxes from 
payments of sick pay. 
Timetabie: 
Action 
Final Action 
Effective 
NPRM Comment 02/12/82 
Period Begin 
NPRM Comment 04/13/82 
Period End 
NPRM 02/12/83 
Final Action 04725/63 
Small Entity: Not Applicable 
Additional information: LR-72-77. 


Drafting attorney: Barry L. Wold [202) 
566-3288. 


Date 
01/01/77 


47 FR 06440 


47 FR 06440 
48 FR 17586 


Reviewing attorney: john M. Coulter, jr. 
(202) 566-4473. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: Hevener. 
Draft of Treasury Decision to Office of 
Chief Counsel {Individual Tax 
Division), Office of Chief Counsel 
(Employee Plans and Exempt 
Onganizations Division), Office of Chief 
Counsel {interpretative Division), 
05/17/82. 

Comments from Office of Chief Counsel 
(Interpretative Division), 05/25/82. 
Draft of Treasury Decision to Office of 
Tax Legislative Counsel {Treasury}, 
07/09/82. 

Treasury Decision to Commissioner for 
formal approval, 9-16-82. 


Completed Actions 


Agency Contact: Barry L. Wold, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave. N.W., Washington, 
D.C. 26224, 282 566-3288 


RIN: 1545-AC8D 


460. EMPLOYMENT TAX AND 


i and pa’ 
dividends to comply with t the law with 
respect to withholding 10 percent of 
such payments and remitting to the 
federal government. 
Timetable: 
Action Date 
NPRM 11/15/82 47 FR 51421 
NPRM Commert 11/15/82 47 FR 51421 
Period i 
NPRM Gommert 01/14/83 
Period End 
Hearing heid 02/01/83 
Final Action T'D. 03/28/83 48 FR 12940 
7880 
Final Action 68/06/83 
Effective 
Smail Entity: Not Applicable 
Additional information: LR-216-82. 
Drafting attorney: Pamela F. Olson (202) 
566-3590. 
Reviewing attorney: John Coulter. 
Office of Tax Legislative Counsel 
Reviewing Attorney: Richard Reimbeld. 
Public hearing held on February 1, 1983. 
Final regulations published m the 
Federal Register for March 28, 1983. 
Agency Contact: Pamela F. Olson, 
, Department of the Treasury, 


Attorney. 
Internal Revenue Service, 1111 


Constitution Ave. N-W., Washington, 
DC 20224, 202 566-3459 


RIN: 1545-A666 
Se EELS DN RF ST RET OTE 





Federal Register / Vol. 48, No. 201 / Monday, October 17, 1983 / Unified Agerida 


Abstract: Under the amendment to 
Internal Revenue Code section 


05/13/82 

A Comment 05/13/82 
Begin 
NPRM Comment 07/12/82 
Period End 

Final Action 03/22/83 
Small Entity: Not Applicable 
Additional information: EE-153-81. 
Drafting attorney: Monice L. 
Rosenbaum (202) 566-3422. 
Reviewing attorney: Charles K. Kerby, 
Ill (202) 566-3422. 
Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: Jewett, 
Levinson. 


48 FR 11942 


No change Treasury Decision 
published, 3/22/83. 

Agency Contact: Monice Rosenbaum, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 


CFR Citation: 26 CFR 51 


Abstract: The regulations would 
provide for changes in the application 
of Department of Energy regulations for 
purposes of the Windfall Profit Tax Act 
of 1980. 


Timetable: 

Action 

Project closed 07/15/83 

Small Entity: Not Applicable 

Additional information: LR-72-80. 
Drafting attorney: Douglas W. Charnas 
(202) 566-3297. 

Reviewing attorney: John B. Bromell 
(202) 566-3326. 

Project closed 07/15/83. 


Contact: Douglas W. Charnas, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave., N.W., Washington, 
D.C. 20224, 202 566-3297 


RIN: 1545-AD10 


463. TEMPORARY REGULATIONS-- 
INCOME TAX--INFORMATION 
RETURNS OF BROKERS 


Legal : 26 USC 7805 Internal 
Revenue Code of 1954; 26 USC 6045 internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 5f 


Abstract: The regulations would relate 
to information returns of brokers and 
barter exchanges. The regulations 
would require brokers to file 
information returns with respect to 
certain transactions for customers. 
Barter exchanges would be required to 
file information returns with respect to 
exchanges of property or services 
through the barter exchange. These 
regulations will be issued as proposed 
regulations and not temporary 
regulations. Therefore, this project will 
be closed without regulations. 


Timetable: 
Action Date 


Closed without 04/29/83 
regulations 


Small Entity: Not Applicable 
Additional information: LR-179-82. 
Drafting Attorney: Gregory A. Roth. 
Reviewing Attorney: John H. Parcell. 


Office of Tax Legislative Counsel 
Reviewing Attorneys: Mundstock, 
Levinson. 


FR Cite 


Completed Actions 


Agency Contact: Gregory Roth, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, N.W, Washington, 
D.C. 20224, 202 566-3238 


RIN: 1545-AE23 


464. RETURNS REQUIRED ON 
MAGNETIC MEDIA 


Legal Authority: 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 6011 internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: The regulations would require 
certain returns to be filed on magnetic 
media. This project will be merged into 
project LR-259-82 and this project will 
be closed without regulations. 


Timetable: 
Action Date 


Closed without 04/29/83 

regulations 
Smali Entity: Not Applicable 
Additional Information: LR-302-82. 
Drafting Attorney: Gregory A. Roth. 
Reviewing Attorney: John H..Parcell. 
Office of Tax Legislative Counsel 


Reviewing Attorneys: Mundstock, 
Levinson. 


Agency Contact: Gregory Roth, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-3238 


RIN: 1545-AE33 


FR Cite 





465. INCOME TAX—INFORMATION 
RETURNS OF BROKERS 


Legal Authority: 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 6045 internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: The regulations would relate 
to information returns of brokers and 
barter exchanges. The regulations 
would require brokers to file 
information returns with respect to 
certain transactions for customers. 
Barter exchanges would be required to 
file information returns with respect to 
exchanges of property or services 
through the barter exchange. 


Timetable: 
Action Date FR Cite 


NPRM 11/15/82 47 FR 51415 
NPRM Comment 11/15/82 47 FR 51415 
Period Begin 
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Action Date 

NPRM Comment 01/15/83 
Period End 

Final Action T.D. 03/11/83 48 FR 10302 
7873 

Final Action 
Effective 

Small Entity: Not Applicable 

Additional Information: LR-248-89. 


Drafting — Gregory Roth (202) 


03/11/83 


Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: 
Mundstock, Levinson. 

Agency Contact: Gregory Roth, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, NW, Washington 
DC 20224, 202 566-3238 


RIN: 1545-AD16 


466. TO PROVIDE REGULATIONS 
RELATING TO INFORMATION 

REPORTING REQUIREMENTS OF 
INTEREST AND ORIGINAL ISSUE 


well as provide eR to the 
reporting requirement. The regulations 
will provide the method and 
information to be reported. The 
regulations also will provide the time 
that the returns must be sent to the 
Service and the time the statements 
must be furnished to the recipient. 


Date 


11/45/62 

NPRM Comment 11/15/82 
Period Begin 

Final Action 
Effective 

NPRM Comment 01/14/63 
Period End 

Hearing held «01/25/83 

Final Action TD. 3728/83 
7881 


Small Entity: Not Applicable 
Additional information: LR-227-82. 


FR Cite 


47 FR 51412 
47 FR 51412 


12/31/82 


47 FR 51414 
48 FR 12966 


Drafting Attorney: Diane Kroupa (262) 


566-3459. 

Attorney: John Coulter, jr. 
(202) 566-4473. 
Office of Tax Legislative Counsel 
Teviewing attorney: Richard 
Hearing scheduled 61/25/83. 
Agency Contact: Diane Kroupa, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenae, N.W,, 
Washington, D.C. 20224, 202 566-3459 
RIN: 1545-AE19 


467. INCOME TAX-EXTENSION OF 
TIME FOR FILING RETURNS 

Legal 26 USC 7805 Internal 
Revenue Code of 1954; 26 UST 6081 Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 

Abstract: A taxpayer that must file an 
individual tax return may currently 
receive an automatic two-month 
extension to file such a return. This 
regulation project will amend the 
regulations so as to permit a four-month 
automatic extension to file such a 
return. 

Timetable: 

Action Date FR Cite 


Final Action T.D. 04/18763 48 FR 16483 
7885 

Additional information: LR-232-79. 

Drafting attorney: Philip R. Bosco (202) 

566-3288. 

Reviewing attorney: John H. Parcel] 

(202) 566-3288. 

Office of Tax Legislative Counsel 

reviewing Attorney: Kuller. 

Signature of Treasury decision 

at Treasury, 9/16/82. 

Agency Contact: Philip R. Bosco, 

Attorney, Department of the Treasury, 

Internal Revenue Service, 1111 

Constitution Avenue, N.W., 

Washington, D.C. 20224, 202 566-3288 


RIN: 1545-AD18 


468. MISCELLANEOUS RULES 
RELATING TO CONSOLIDATED 


CFR Citation: 26 CFR 1 


eee 
procedural rules for the designation of 
the tax matters partner for purposes of 


partnership 
the determinations of the Service with 
respect to areas presenting special 
enforcement considerations. 
Timetable: 
Action Date 


Closed without 05/12/83 

regulations 
Smali Entity: Not Applicable 
Additional Information: LR-207-82. 
Drafting Atterney: Donald W. 
Stevenson {282} 566-3297. 
Reviewing Attorney: Paul A. Francis 
(202) 586-3297. 
Office of Tax Legislative Counsel 
reviewing attomey: Andrew Pike. 
In Legislation and Regulations Division 
for preparation of notice. 

Contact: Donald W. Stevenson, 
Attorney, Department of the Treasury, 
Internal Revenue Service, T1T1 
Constitution Ave N.W., Washington, 
D.C. 20224, 202 566-3297 


RIN: 4545-AE55 


FR Cite 


469. DEFINITION OF “PARTNERSHIP 


CFR Citation: 26 CFR 5f 


Abstract: Temporary regulations would 
define the term “partnership item” for 
purposes of new rules for determining 
tax treatment of partnership items at 
the partnership level. 
Timetable: 
Action Date 
Closed without 03/10/83 
regulations 
Small Eattity: ‘Not Applicable 
Additional information: LR-185-82. 


Drafting Attorney: Donald W. 
Stevenson (202) 566-3297. 


FR Cite 
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followed by the Internal Revenue 
Service in serving a notice of levy by 


| 


02/26/82 


tH 


i 


04/26/82 


2 
i} 


. 03/10/83 


a 
& 


03/10/83 


of 
i 


| 
f 
: 


rH 
&. 
‘: 
a 
< 
: 
~ 
> 
o 
Fs 
a 
8 


Reviewing attorney: Larry E. Smith 
(202) 566-3287. 


Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: Hutton, 
Levinson. 


Draft of Treasury Decision sent to Tax 
Legislative Counsel on 11/02/82. 


Agency Contact: Annie R. Alexander, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave N.W., Washington, 
D.C. 20224, 202 566-3289 


RIN: 1545-AD28 
a 


471. PROCEDURE & 
ADMINISTRATION—TO PROVIDE 
REGULATIONS RELATING TO OFFSET 
OF PAST-DUE SUPPORT AGAINST 
OVERPAYMENTS 


Legal Authority: 26 USC 7805 intemal 
Revenue Code of 1954; 26 USC 6402(c) inter- 
nal Revenue Code of 1954; PL 97-35, Sec 
2331 (b) 


CFR Citation: 26 CFR 301 


Abstract: The regulations would 
provide rules governing the receipt and 
processing of data received from the 
Department of Health and Human 
Services for offset against federal tax 
refunds. 


Timetabie: 
Action Date 


NPRM 02/08/82 
NPRM Comment 02/08/82 
Period Begin 
NPRM Comment 
Period End 
Final Action 
Final Action 
Effective 


Small Entity: Not Applicable 
Additional information: LR-189-81. 


Drafting attorney: Susan K. Thompson 
(202) 566-3294. 

Reviewing attorney: Charles C. 
Saverude (202) 566-3323. 


Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: Hutton. 


05/08/82 


05/20/83 
06/20/83 


Treasury decision signed by 
Commissioner 4/22/83. 


Agency Contact: Susan Thompson 
Baker, Attorney, Department of the 
Treasury, Internal Revenue Service, 
1111 Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-3459 


RIN: 1545-AD29 


472. INCOME TAX--PERIODS OF 
LIMITATION FOR ASSESSING A 
DEFICIENCY AND FILING A CLAIM 
FOR CREDIT OR REFUND 
ATTRIBUTABLE TO A PARTNERSHIP 
ITEM 


Legal Authority: 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 6501(0) In- 


ternal Revenue Code of 1954 
CFR Citation: 26 CFR 1 


Abstract: The regulations provide 
special periods of limitation for 
assessing a deficiency or filing a claim 
for refund of any partnership item 
arising out of a federally registered 
partnership. The regulations define 


Compieted Actions 


“partnership item” and “federally 
registered partnerships.” 


Timetable: 
Action Date 


NPRM 01/14/83 

NPRM Comment 01/14/83 
Period Begin 

NPRM Comment 03/15/83 
Period End 

Final Action 
Treasury 
decision 7884 

Final Action 
Effective 


Smail Entity: Not Applicable 
Additional information: LR-204-78. 


Drafting attorney: Donald W. Stevenson 
(202) 566-3297. 

Reviewing attorney: Paul A. Francis 
(202) 566-3930. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: Pike, 
Levinson. 


Treasury decision published 04/15/83. 
Hearing held 3-23-83. 


Agency Contact: Donald W. Stevenson, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-3297 


RIN: 1545-AD31 


FR Cite 


48 FR 01759 
48 FR 01759 


04/15/83 48 FR 16241 


04/15/83 48 FR 16241 


473. INCOME TAX--CHANGE IN RATE 
OF INTEREST ON UNDERPAYMENTS 
& UNDERPAYMENTS OF TAX TO 
REFLECT 100% OF PRIME RATE 
ADJUSTED ANNUALLY 


Legal Authority: 26 USC 7805 Internal 
Revenue Code of 1954; 26 USC 6621 Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: The regulations would 
provide that the rate of interest on 
underpayments shall be adjusted 
annually to the prime rate for the 
previous September. 


Timetable: 
Action 


Project closed 
without regs 


Small Entity: Not Applicable 
Additional information: LR-245-81. 


Drafting attorney: Joseph Rosenthal 
(202) 566-3288. 


Reviewing attorney: John H. Parcell 
(202) 566-3288. 


Date 
01/24/83 
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TREAS—IRS 


Office of Tax Legislative Counsel 
(Treasury) reviewing attorney: McCarty. 
Treasury decision to Treasury for 
formal approval, 07/01/82. 

Agency Contact: Joseph Rosenthal, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, NW, Washington 
DC 20224, 202 566-3288- 


RIN: 1545-AD34 
ee 


474. INCOME TAX--TO AMEND 
REGULATIONS UNDER INTERNAL 
REVENUE CODE SECTIONS 6651 AND 
6702 RELATING TO PENALTIES FOR 
EXTENDED FAILURE TO FILE AND 
FOR FRIVOLOUS RETURNS 

Legal A : 26 USC 7805 Internal 
Revenue of 1954; 26 USC 6651 Internal 
Revenue Code of 1954; 26 USC 6702 internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 301 


Abstract: Proposal would amend the 
regulations under Internal Revenue 
Code section 6651, relating to minimum 
penalty for extended failure to file a 
return, to conform them to changes 
made by section 318 of the Tax Equity 
and Fiscal Responsibility Act of 1982. It 
would also add regulations under Code 
section 6702, relating to the penalty for 
filing frivolous returns, added by 
section 326 of the Tax Equity and Fiscal 
Responsibility Act of 1982. 


12/01/83 
Smail Entity: Not Applicable 
Additional information: LR-209-82. 
Drafting Attorney: Robert E. Culbertson 
Jr. (202) 566-3289. 
Reviewing attorney: Charles C. 
Saverude (202) 566-3323. 
Office of Tax Legislative Counsel 
reviewing attorney: Richard Reinhold. 
Closed without regulations on April 29, 
1983. 
Agency Contact: Robert E. Culbertson 
Jr., Attorney, Department of the 
Treasury, Internal Revenue Service, 
1111 Constitution Ave N.W., 
Washington, DC 20224, 202 566-3289 
RIN: 1545-AE57 


> 


475. INCOME TAX-PAYMENT OF 
ESTIMATED TAXES BY “LARGE 
CORPORATIONS” 


Legal : 26 USC 7805 Internal 
Revenue Code of 1954; 26 USC 6655()) Inter- 
nal Revenue Code of 1954 


CFR Citation: 26 CFR 1 

Abstract: This regulation will provide 
guidance to “large corporations” with 
respect to their estimated taxes. For 
taxable years beginning after 1983, 
“large corporations” can only rely on 
the annualizations exceptions to 
underpayment of estimated taxes. 


Timetable: 
Action Date 


Closed without 06/16/83 

regulations 
NPRM 10/01/83 
Final Action 00/00/00 
Small Entity: Not Applicable 
Additional information: LR-9-81. 
Drafting attorney: George Magnatta 
(202) 566-3294. 
Reviewing attorney: John M. Coulter, Jr. 
(202) 566-4473. 
Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: Hutton, 
Levinson. 
Comments from Office of Chief Counsel 
- Individual Tax Division, 06/18/82. 


Agency Contact: George T. tta, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave N.W., Washington, 
D.C. 20224, 202 566-3294 


RIN: 1545-AD37 


FR Cite 


476. PROCEDURE & 
ADMINISTRATION-—CLASSIFICATION 
OF ENTITIES ORGANIZED UNDER 
UNIFORM LIMITED PARTNERSHIP 
ACT AS REVISED IN 1976 

Legal : 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 7701 internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 301 

Abstract: The regulations would 

provide guidance to taxpayers relating 

to tax classification of entities formed 

under the Uniform Limited Partnership 

Act as revised in 1976. 

Timetable: 

Action Date FR Cite 

NPRM 10/27/80 45 FR 70909 

NPRM Comment 10/27/80 45 FR 70909 
Period Begin 


Completed Actions 


Action Date 


Previous NPRM 10/27/80 
NPRM Comment 12/26/80 


FR Cite 


04/26/83 48 FR 18804 


Small Entity: Not Applicable 

Additional information: LR-232-78. 
Drafting attorney: David Haglund (202) 
566-3297. 

Reviewing attorney: Paul A. Francis 
(202) 566-3930. 

Office of Tax Legislative Counsel 
(Treasury) reviewing attorneys: Kuller, 
Levinson. 

Office of International Tax Counsel 
(Treasury) reviewing Attorneys; Wold, 
Lainoff. 

Contact: David R. Haglund, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave., N.W., Washington, 
D.C. 20224, 202 566-3297 


RIN: 1545-AD44 


477. PROCEDURE & 
ADMINISTRATION-—-TO MODIFY THE 
APPLICATION OF THE 
CLASSIFICATION RULES TO LIMITED 
LIABILITY COMPANIES 

Legal Authority: 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 7701 internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 301 

Abstract: The regulations relate to the 
classification, for federal tax purposes, 
of an unincorporated business 
organization, such as a limited liability 
company, no member of which is 
personally liable under local law for the 
debts of the organization. 


FR Cite 


45 FR 75709 
45 FR 75709 


Action Date 


NPRM 11/17/80 

NPRM Comment. 11/17/80 
Period Begin 

NPRM Comment 01/16/81 
Period End 

Withdrawn 4/4/83 

Smail Entity: Not Applicable 

Additional Information: LR-57-80. 


Drafting attorney: David Haglund (202) 
566-3297. 


Reviewing attorney: Paul A. Francis 
(202) 566-3930. 


48 FR 14389 





12/03/82 
12/03/82 


ul 


01/03/83 


f 
2 


01/18/83 


i 


Procedural Rules published 06-02-83. 
Hearing held 01-18-83. 


Agency Contact: Donald W. Stevenson, 
Attorney, Department of the Treasury, 


Internal Revenue Service, 1111 
Constitution Avenue NW., Washington, 
D.C. 20224, 202 566-3297 


RIN: 1545-AD51 


479. STATEMENT OF PROCEDURAL 
RULES-PERIODIC REVISIONS FOR 
1960 PARTS 1 & 2 


Legal Authority: 5 USC 301; 5 USC 552 

CFR Citation: 26 CFR 601 

Abstract: Miscellaneous Amendments 

to the Statement of Procedural Rules 

Timetable: 

Action 

Final Action 

Final Action 
Effective 

Small Entity: Not Applicable 

Additional information: LR-20-81. 

Drafting attorney: Michel A. Daze (202) 

566-3458. 

Reviewing attorney: Charles M. 

Whedbee (202) 566-3458. 


Final Draft to Office of Chief Counsel 
(Disclosure Litigation Division), Office 
of Assistant Commissioner (Criminal 
Investigation, Foreign Operations, etc., 
12/29/82 for approval. 


Contact: Michel A. Daze, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave N.W., Washington 
D.C. 20224, 202 566-3458 


RIN: 1545-AD54 


Date FR Cite 


04/12/83 48 FR 15623 
04/12/83 48 FR 15623 


ACTIONS THAT STARTED AND 
ENDED BETWEEN ISSUES OF THE 
UNIFIED AGENDA 


480. CINCOME TAX: TEMPORARY 
REGULATIONS UNDER THE FOREIGN 
INVESTMENT IN REAL PROPERTY 
TAX ACT AMENDING DUE DATES OF 
CERTAIN REQUIREMENTS 


Legal : 26 USC 7805 Internal 
Revenue Code of 1954; 26 USC 897 internal 
Revenue Code of 1954; 26 USC 6039C inter- 
nal Revenue Code of 1954 


CFR Citation: 26 CFR 6a 


Abstract: These temporary regulations 
will extend the dates by which 
taxpayers must file information returns 
under Internal Revenue Code section 
6039C, and by which taxpayers may 
apply for a Security agreement in lieu 
of such reporting. They will also extend 
the dates by which foreign corporations 


Completed Actions 


must elect domestic treatment under 
Internal Revenue Code section 897 (i) or 
(k). 

Timetable: 


Action Date FR Cite 


Final Action T.D. 04/28/83 48 FR 19165 
7890 


Small Entity: No 
Additional Information: LR-95-83. 


Drafting Attorney: Robert E. Culbertson, 
Jr. (202) 566-3289. 


Reviewing Attorney: Martha E. Kadue 
(202) 566-3289. 


Office of International Tax Counsel 
(Treasury) Reviewing attorneys: Wold, 
Granwell. 


Temporary Regulations published 
4/28/83, 48 Federal Register 19165. 


Agency Contact: Robert E. Culbertson, 
Jr., Attorney, Department of the 
Treasury, Internal Revenue Service, 
1111 Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-3269 


RIN: 1545-AF48 


481. @DETERMINATION OF THE 
TAXABLE YEAR FROM WHICH 
DIVIDENDS ARE CONSIDERED PAID 
FOR THE PURPOSE OF THE CREDIT 
FOR CORPORATE STOCKHOLDERS 
IN FOREIGN CORPORATIONS 

Legal Authority: 26 USC 7805 internal 
Revenue Code of 1954; 26 USC 902 internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: Proposal would provide rules 
for determining the taxable year or 
years from which dividends are 
considered paid for the purpose of 
computing the foreign tax credit for 
taxes deemed paid by a corporate 
stockholder in a foreign corporation 
under section 902 of the Internal 
Revenue Code of 1954. Such rules 
would give guidance to the public on 
how the Internal Revenue Service 
intends to interpret that section of the 
Code. 


Timetable: 
Action Date 


Closed without 05/16/83 
regulations 

Small Entity: No 

Additional information: LR-35-83. 


Drafting Attorney: David J. Dean (202) 
566-3289. . 


FR Cite 
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Reviewing Attorney: Jacob Feldman 
(202) 566-3289. 


Agency Contact: David J. Dean, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-3287 


RIN: 1545-AF46 


482. @WITHHOLDING FROM 
COMMERCIAL ANNUITIES AND 
OTHER RELATED MATTERS 

Legal Authority: 26 USC 3405 internal 
Revenue Code of 1954; 26 USC 7805 internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 1 


Abstract: The regulation will require 
that certain surrenders of commercial 
annuities are subject to the withholding 
provisions of section 3405. In addition, 
the regulations will alleviate the notice 
requirement with regard to individual 
retirement accounts. 


Timetable: 

Action Date FR Cite 
Final Action 08/03/83 48 FR 35090 
Small Entity: Not Applicable 

Additional information: EE-9-83. 


Drafting attorney: Patricia K. Keesler 
(202) 566-3430. 


Reviewing attorney: Jonathan P. Marget 
(202) 566-3651. 


Office of Tax Legislative Counsel 
reviewing attorneys: Conaway, Pike. 


Treasury decision published 08/03/83. 


Agency Contact: Patricia K. Keesler, 
Associate Attorney, Department of the 
Treasury, Internal Revenue Service, 
1111 Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-3430 


RIN: 1545-AF47 
RCE AATEC DT OT RAF nk OO RT NO HE 


483. @TEMPORARY REGULATIONS IN 
CONNECTION WITH EXCISE TAX 


Legal Authority: 26 USC 7805 Internal 
Revenue Code of 1954; 26 USC 4051 Internal 
Revenue Code of 1954; 26 USC 4052 Internal 
Revenue Code of 1954 


CFR Citation: 26 CFR 145 


Abstract: The regulations will provide 
guidance as to what kinds of vehicles 
are taxable and how the tax is 
computed. The regulations will also 
provide guidance to manufacturers and 
dealers as to how to obtain a refund for 
truck parts held in inventory on January 


6, 1983,.as to which the tax has been 
repealed. 
Timetable: 
Action 
Temporary 


regulations 
published 


Smail Entity: No 

Additional Information: LR-27-83. 
Drafting Attorney: Neil Zyskind (202) 
566-4336. 

Reviewing Attorney: Larry Smith (202) 
566-3287. 


Office Tax 
Attorney: Phil 


Date FR Cite 
04/04/83 48 FR 14361 


islative Counsel 
icCarty. 

Agency Contact: Neil Zyskind, 

Attorney, Department of the Treasury, 

Internal Revenue Service, 1111 

Constitution Ave., N.W., Washington, 

DC 20224, 202 566-4336 


RIN: 1545-AF42 


484. @INCOME TAX-TEMPORARY 
REGULATIONS—INFORMATION 
RETURNS REQUIRED OF FOREIGN- 
OWNED CORPORATIONS WITH 
RESPECT TO TRANSACTIONS WITH 
RELATED CORPORATIONS 


Legal : 26 USC 7805 Internal 
Revenue Code of 1954; 26 USC 6038A inter- 
nal Revenue Code of 1954 
CFR Citation: 26 CFR 5f 


Abstract: The regulations would 
provide that certain foreign-owned 
corporations which transact business 
with other related corporations must 
furnish information about those 
transactions and the transacting 
corporations. The purpose of the - 
reporting requirement is to verify that 
income is being reported accurately. 
Temporary regulations would provide 
reporting corporations with immediate 
guidance regarding the required 
information. This would enable them to 
establish appropriate recordkeeping 
procedures for current taxable years 
and compile the required information 
for short taxable years. 
Timetable: 

Action Date 


Closed without 05/16/83 
regulations 


Small Entity: No 
Additional information: LR-96-83. 


Drafting Attorney: David J. Dean (202) 
566-3289. ; 


FR Cite 


47853 


Completed Actions 


Reviewing Attorney: Martha E. Kadue 
(202) 566-3289. 


Agency Contact: David j. Dean, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave., N.W., Washington, 
DC 20224, 202 566-3289 


RIN: 1545-AF44 


485. @EXTENSION OF PAYMENT DUE 
DATE FOR CERTAIN FUEL TAXES 
Legal = 26 USC 7805 intemal 
Revenue Code of 1954; 26 USC 6302 Internal . 
Revenue Code of 1954 


CFR Citation: 26 CFR 145 

Abstract: These regulations will 

provide an additional 5 days for the 

payment of fuel taxes by certain 

qualified people if they pay by wire 

transfer. 

Timetable: 

Action 

Final Action 
Effective 

Final Action T.D. 04/22/83 48 FR 17349 
7887 

Small Entity: Not Applicable 

Additional Information: LR-28-83. 

Drafting Attorney: Ada S. Rousso (202) 

566-4336. 

Reviewing Attorney: Bob Waltuch (202) 

566-3287. 

Contact: Ada S. Rousso, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Avenue, N.W., 
Washington, D.C. 20224, 202 566-4336 
RIN: 1545-AF43 


Date 
04/01/63 


FR Cite 


486. @TEMPORARY EXCISE TAX 
REGULATIONS UNDER THE HIGHWAY 
REVENUE ACT OF 1982 PART 145 
FLOOR STOCKS TAX ON GASOLINE 
HELD FOR SALE APRIL 1, 1983 


Legal Authority: 26 USC 7805 internal 
Revenue Code of 1954; PL 97-424, Sec 521 


CFR Citation: 26 CFR 145 

Abstract: This regulation will explain 
how to compute the number of gallons 
of gasoline held for sale on April 1, 
1983, what forms to use to report the 
tax, when to file the forms, and when to 
pay the tax. 
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Timetabie: 
Action 


Additional information: LR-29-83. 
Drafting Attorney: Cynthia Clark (202) 
566-3288. 

Reviewing Attorney: Larry Smith (202) 
566-3287. 


Office of Tax Legislative Counsel: Phil 
McCarty. 


Completed Actions 


Agency Contact: Cynthia Clark, 
Attorney, Department of the Treasury, 
Internal Revenue Service, 1111 
Constitution Ave..N.W., Washington, 
DC 20224, 202 566-3288 


RIN: 1545-AF45 


{FR Doc. 63-28061 Filed 10-14-83: 6:45 am} 
BILLING CODE 4830-01-T 





Part XVI 


ACTION 


Semiannual Agenda of Regulations 
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06/10/83 48 FR 26808 
07/25/83 48 FR 26808 





Final Action — 

Final Action 
Effective 

Small Entity: No 

Agency Contact: C. Wade Freeman 202 

254-7310 


RIN: 3001-AA01 


07/25/83 48 FR 26802 


06/10/83 48 FR 26802 


the public an opportunity to participate 
in the rulemaking process. Additionally, 
this agenda amends the agenda 
published on April 25, 1983 (48 FR 
18456), to include regulations entitled 
“Intergovernmental Review of ACTION 
Programs.” 


FOR FURTHER INFORMATION 
CONTACT: Ronald C. Owens, - 
Associate General Counsel, ACTION, 
Room M-607, 806 Connecticut Avenue, 
N.W., Washington, D.C. 20525, (202) 634- 
9333. 


SUPPLEMENTARY INFORMATION: 
Executive Order 12291, Federal 
Regulation, and the Regulatory 
Flexibility Act (Pub. L. 96-354) require 
that executive agencies publish in the 
Federal Register, in October and April of 
each year, a semiannual agenda of 


RETIRED SENIOR VOLUNTEER 
PROGRAM (RSVP) REGULATIONS 


CFR Citation: 45 CFR 1209 
Compieted: 
Reason 


Final Action 
Final Action 
Effective 


Small Entity: No 


Agency Contact: C. Wade Freeman 282 
254-7310 


RIN: 3001-AA02 





Date FR Cite 


06/10/83 48 FR 26815 
07/25/83 48 FR 26815 


ACTIONS THAT STARTED AND 
ENDED BETWEEN ISSUES OF THE 
UNIFIED AGENDA 


@INTERGOVERNMENTAL REVIEW OF 
ACTION PROGRAMS 


Priority: Task Force 


Legal Authority: EO 12372 
CFR Citation: 45 CFR 1233 


Abstract: These regulations implement 
Executive Order 12372, 
“Intergovernmental Review of Federal 
Programs.” The regulations apply to 
federal financial assistance programs of 
ACTION. Executive Order 12372 and 
these regulations are intended to 
replace the intergovernmental 


regulations under development or 
review. 


None of the regulations listed has 
been determined to be major and 
requiring a Regulatory Impact Analysis 
under E.O. 12291. None of the 
regulations listed has been determined 
to impose compliance costs or reporting 
burdens on the public and they have 
been found not to have a significant 
economic impact on a substantial 
number of small entities. Accordingly, 
no Regulatory Analysis is required to be 
performed under 5 U.S.C. 602. 


At this time, ACTION does not have a 
major regulation published and none is 
anticipated in the coming six month 
period. 

DATED: August 26, 1983. 
Thomas W. Pauken, 
Director, ACTION. 


Completed Actions 


consultation system developed under 
Office of Management and Budget 
{OMB) Circular A-95. They also 
implement section 401 of the 
Intergovernmental Cooperation Act. 


Timetable: 
Action 


NPRM 

NPRM Comment 
Period Begin 

NPRM Comment 
Period End 

Reopened public 
comment period 

End of public 
comment period 

Final Action 

Final Action 
Effective 

Small Entity: No 


Government Levels Affected: Local, 
State, Federal 


Agency Contact: Ronald C. Owens, 
Associate General Counse?, ACTION, 
806 Connecticut Ave., NW. Washington, 
DC 20525, 202 634-9333 


RIN: 3001-AA05 
{FR Doc. 83-28042 Filed 10-14-83; 8:45 am| 
BILLING CODE 6050-01-T 





Date 


01/24/83 
01/24/83 


FR Cite 


48 FR 03200 
48 FR 03200 


03/10/83 
04/21/83 48 FR 17101 
05/19/83 48 FR 17101 


48 FR 29278 
48 FR 29278 


06/24/83 
09/30/83 





Part XVII 


Advisory Council on 
Historic Preservation 


Regulatory Agenda 
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ACTION: Notice of Regulatory Agenda. 


SUMMARY: The regulatory Agenda is a 


semiannual summary of each proposed 
and each final regulation that the 
Advisory Council on Historic 
Preservation expects to publish in the 
Federal Register during the next twelve 
months. 


ADDRESS: Advisory Council on 
Historic Preservation, 1100 Pennsylvania 


ADVISORY COUNCIL ON HISTORIC PRESERVATION (ACHP) 


preparing revisions to its regulations. 
The reason for the revisions is to 
implement new regulatory authorities 


set forth in PL 96-515, and to improve 
the efficiency of the historic 
preservation review process. The 
alternative to revision of the regulations 
is to leave them as they are, which 
would not achieve the goals the Council 
seeks. The revisions are expected to 
reduce the cost of complying with the 
regulations. 


Avenue, NW, The Old Post Office 
Building, Washington, D.C. 20004. 
FOR FURTHER INFORMATION 
CONTACT: Executive Director, 
Advisory Council on Historic 
Preservation, 202-786-0503. 

Robert R. Garvey, Jr., 

Executive Director. 


DATED: September 15, 1983. 


Current and Projected Rulemakings 


Timetable: 
Action 
Revisions to 
Regulations 
Small Entity: No 
Agency Contact: John M. Fowler, 
General Counsel, Advisory Council on 
Historic Preservation, 1522 K Street, 
NW, Washington, DC 20005, 202 254- 
3967 
RIN: 3010-AA00 


[PR Doc. 83-28043 Filed 10-14-83: 6:45 am] 
BILLING CODE 4310-10-T 





00/00/00 





Part XVIII 


Architectural and 
Transportation 
Barriers Compliance 
Board 


Unified Agenda 
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SUMMARY: The Architectural and 
Transportation Barriers Compliance 
Board submits the following agenda of 
regulatory activities which may be 
conducted by the agency during the next 
twelve months. This regulatory agenda 
may be revised and/or refined by the 
agency during the coming months as a 
result of action taken by the Board. 
ADDRESS: U.S. Architectural and 
Transportation Barriers Compliance 
Board, 330 C Street, S.W., Room 1010, 
Washington, D.C. 20202. 


ARCHITECTURAL AND TRANSPORTATION BARRIERS COMPLIANCE 


BOARD (ATBCB) 


information would be useful on other 
provisions contained in the regulation 
and on other access issues. As 
materials and experience become 
available in these areas, the Board 
plans to take the appropriate action to 
complete or revise these requirements. 
Information on alternatives being 
considered for addressing a particular 
provision, and the potential costs and 
benefits of the action being proposed 
will be provided during the rulemaking 
process. The last revision to the 
Minimum Guidelines and Requirements 
for Accessible Design was published 
08/04/82 (47 FR 33862). 


FOR FURTHER INFORMATION 
CONTACT: For information concerning 
Board regulations and proposed actions, 
contact Ms. Sally Free, Office of 
Technical Services (202) 472-2700 (voice 
or TDD) or (202) 245-1591 (messages-- 
voice or TDD). 


DATED: September 29, 1983. 


Wm. Bradford Reynolds, 


Chairperson, Architectural and 
Transportation Barriers Compliance Board 
and Assistant Attorney General for Civil 
Rights, Department of Justice. 


Existing Regulations Under Review 


Timetable: 
Action 

End Review 
Small Entity: No 
Additional information: Phone number 
of agency contact is voice or TDD. 


Agency Contact: Ms. Sally Free, 
Program Specialist, Architectural and 
Transportation Barriers Compliance 
Board, 330 C Street, S.W., Room 1010, 
Washington, D.C. 20202, 202 472-2700 


RIN: 3014-AA00 
(FR Doc. 83-28044 Filed 10-14-83; 8:45 am] 
BILLING CODE 4000-07-T 


Date 
00/00/00 


FR Cite 





Part XIX 


Council on 
Environmental 
Quality 


Semiannual Agenda 
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has responsibility: the National 
Environmental Policy Act (NEPA) 
regulations. 


“Incomplete or unavailable 
information.” 


Quality, 722 Jackson Place, N.W., 
Washington, D.C. 20006 (202) 395-5754. 


SUPPLEMENTARY INFORMATION: 
The Council's final regulations 
implementing the procedural 
requirements of the National 
Environmental Policy Act became 
effective November 30, 1979. The 
Council has conducted an ongoing 
review to be aware of how the 
regulations are working and whether 
they are in fact meeting the purposes for 
which they were promulgated. As a 
result of this review the Council 
published one Guidance Memorandum, 
48 FR 34263 (July 28, 1983), dealing with 
the regulations on: Scoping, 40 CFR 
1501.7; Categorical Exclusions, 40 CFR 
1508.4; Adoption Procedure, 40 CFR 
1506.3; Contracting Provisions, 40 CFR 
1506.5(c}; Selection of Alternatives in 
Licensing and Permitting Situations, 40 
CFR 1502.14; Tiering, 40 CFR 1502.20. 


The lengthy and comprehensive 
process resulted in the identification of 
an additional aspect of the Council's 


Date FR Cite 


Notice of 08/11/83 48 FR 36486 


Proposed 
Informational 
Guidance & 
Request for 
Comments 
Comment Period 10/11/83~ 
ends 


Small Entity: Undetermined 


Additional information: A lengthy and 
comprehensive process resulted in the 
identification of an aspect of the 
Council's regulations on which guidance 
appears desirable, specifically, the 
provisions of 40 C.F.R. 1502.22 dealing 
with the requirements of worst case 
analysis. In this regulation, the Council 
on Environmental Quality has 
prescribed how federal agencies must 
deal with the obligatory discussion of 
significant adverse effects in an 
environmental impact statement when 


regulations on which guidance appeared 
desirable. The regulation is found at 40 
CFR 1502.22 and deals with the 
requirement of worst case analysis. In 
this regulation, the Council on 
Environmental Quality has prescribed 
how federal agencies must deal with the 
obligatory discussion of significant 
adverse effects in an environmental 
impact statement when the information 
about these impacts is incomplete or 
unavailable. It appeared, from the wide 
variety of conflicting interpretations, 
that the Council’s existing guidance 
found at question 20 of the Forty Most 
Asked Questions Concerning CEQ’s 
National Environmental Policy Act 
Regulations, 46 FR 18026, may not have 
been sufficiently detailed to provide 
meaningful guidance on this important 
subject. Thus, the Council published a 
Notice of Proposed Informational 
Guidance and Request for Comments (48 
FR 36486, August 11, 1983). The Notice 
has a sixty-day comment period which 
will expire October 11, 1983. 


Nancy Maloley. 


Existing Regulations Under Review 


the information about these impacts is 
incomplete or unavailable. It appears, 
from the wide variety of conflicting 
interpretations, that the Council's 
existing guidance found at question 20 
of the Forty Most Asked Questions 
concerning CEQ’s National 
Environmental Policy Act Regulations, 
46 Fed. Reg. 18026, may not have been 
sufficiently detailed to provide 
meaningful guidance on this important 
subject. Thus, the Council published the 
Proposed Information Guidance. 
Public Compliance Cost: Initial Cost: $0; 
Yearly Recurring Cost: $0 

Affected Sectors: Multiple 
Government Levels Affected: Local, 
State, Federal 

Agency Contact: Dinah Bear, General 
Counsel, Council on Environmental 
Quality and Office of Environmental 
Quality, 722 Jackson Place, NW, 
Washington, DC 20006, 202 395-5754 


RIN: 0331-AA00 
[FR Doc. 83-28045 Filed 10-14-83; 8:45 am} 
BILLING CODE 3125-01-T 





Part XX 


Environmental 
Protection Agency : 
Regulatory Agenda 
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AGENCY: Environmental Protection 
Agency. 
ACTION: Regulatory Agenda. 


SUMMARY: The Agency publishes a 


semiannual Regulatory Agenda which 
summarizes the status of regulations 
under development, revision, and 
review. The purpose is to keep 
interested parties informed of the 
progress of these regulations. 

FOR FURTHER INFORMATION 
CONTACT: For information on a 
regulation in the Agenda, please contact 
the person whose name is listed below 
the regulation. 


If you have suggestions for improving 
this publication, or need general 
information about the Agenda, please 
call or write to Daniel Fiorino, 
Regulation Management Staff, 
Environmental Protection Agency, PM- 
223, Washington, D.C., 20460, (202) 382- 
5480. 


If you want to be on the mailing list 
for the Regulatory Agenda, please call 
or write to Penelope Parker, Regulation 
Management Staff, Environmental 
Protection Agency, PM-223, Washington, 
D.C., 20460, (202) 382-5475. 
SUPPLEMENTARY INFORMATION: 
Organization of the Agenda 

The Agenda entries are organized by 
statutory area -- generally by the titles 
of the major legislation authorizing 
EPA’s pollution control programs. In a 
few cases, the Agenda combines 
regulations with differing statutory 
authorities that have closely-related 
subject matter. For example, the Fuel 
Economy Data regulation under the 
Energy Policy and Conservation Act 
appears together with mobile source 
regulations under the Clean Air Act. 


The statutory areas appear in the 
following order: 

The Federal Insecticide, Fungicide, and 
Rodenticide Act (FIFRA) and the 
Federal Food, Drug, and Cosmetics 
Act (FFDCA) 

The Toxic Substances Control Act 
(TSCA) ; 


The Clean Water Act (CWA) and the 
Marine Protection, Research, and 
Sanctuaries Act (MPRSA) 

The Atomic Energy Act (AEA) and the 
Uranium Mill Tailings Radiation 
Control Act (UMTRCA) 

The Safe Drinking Water Act (SDWA) 

The Noise Control Act (NCA) 

The Resource Conservation and 
Recovery Act (RCRA) 

The Clean Air Act (CAA) and the 
Energy Policy and Conservation Act 
(EPCA 


The Comprehensive Environmental 
Response, Compensation, and 
Liability Act--“Superfund” (CERCLA) 

General—Other Acts (including general 
grant and procurement regulations 
and regulations that cut across several 
programs) 


Within each statutory area the 
Agenda divides the actions into three 
categories: (1) Current and projected 
regulations; (2) regulations under 
review; and (3) regulations EPA is 
deleting from the Agenda because they 
have been completed or cancelled. 
Below is detailed information on each of 
these categories. 


Current and Projected Regulations 


The current and projected regulations 
appear as: (a) “New Regulations,” i.e., 
actions that will create new CFR parts, 
subparts, or subsections; or (b) “Revised 
Regulations,” i.e., actions that revise or 
amend already existing CFR parts, 
subparts, or subsections. The word 
“revision” will appear in parentheses 
after the title of each revised regulation. 


The regulations are ordered 
numerically by section number of the 
authorizing legislation. For example, all 
air regulations under Section 109 of the 
Clean Air Act will appear before those 
under Section 111. 


The current and projected listings 
include most of the regulations under 
development that are: 
© Subject to Executive Order 12291; 
© Have been identified by the 

Presidential Task Force on Regulatory 

Relief; or 
© Have been designated by the Agency 

for priority development or revision. 


However, the listings exclude: (a) 
Specialized categories of actions (such 
as EPA approvals of state plans and 
other actions that do not apply 
nationally); and (b) routine actions (such 
as pesticide tolerances and minor 
amendments to existing regulations). 


Current and projected rules are 
generally listed in the Agenda once they 


are within a year of scheduled 

publication as a notice of proposed 

rulemaking (NPRM) or final rule. 

Occasionally, the Agenda also includes 

regulations with scheduled publication 

dates that are more than a year away. In 

some cases, regulations do not appear in 

the Agenda until they reach the NPRM 

stage. 
For each current and projected 

regulation the Agenda includes: 

¢ The title, 

¢ The priority classification (if 
applicable), 

¢ The legal authority, 

¢ The CFR reference, 

¢ A short descripjjon, 

¢ An analysis section (if a Regulatory 
Impact Analysis (RIA) and/or a 
Regulatory Flexibility Analysis (RFA) 
is being prepared), 

¢ A timetable of existing and scheduled 
actions, 

¢ A small entity category, 

e An Agency contact, and 

¢ An additional information section. 


The additional information section 
includes the FTS phone number for the 
Agency contact. It also includes the 
Start Action Request (SAR) number, 
which is assigned to the regulation for 
internal tracking purposes. 


Today's Agenda contains 235 Current 
and Projected Rulemakings and 26 
Existing Regulations Under Review. Of 
these, 147 are revisions to existing 
regulations, 19 are classified as “Major” 
under Executive Order 12291, and 26 are 
being revised at the request of the 
Presidential Task Force on Regulatory 
Relief. 


Regulations Under Review 


The Agenda identifies existing EPA 
regulations (1) that are now under 
review, or (2} whose review will begin 
before the next Agenda is published. 
The purpose of such reviews is to 
determine whether the regulation should 
be revised, rescinded, or left unchanged. 
If EPA decides to revise or rescind the 
regulation, the action will then appear 
as an entry in the appropriate current 
and projected area of the Agenda, and 
this will state the timetable for 
completing the revision or rescission. 


For each regulation under review, the 
Agenda gives the title, a short 
description, legal authority, CFR 
reference, any analysis EPA is 
preparing, the contact person, and the 
schedule for completing the review. It 
also indicates the “review authority,” 
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EPA 


which in many cases will be different 
from the regulation’s statutory authority. 


Regulations are reviewed under the 
mandates below. Some of EPA’s reviews 
satisfy more than one of these 
mandates. 


1. Executive Order 12291 establishes 
the general policy that EPA should 
review all of its existing regulations to 
ensure that the costs of these regulations 
are justified by their benefits. This 
policy covers any regulations that EPA 
is reviewing at the request of the 
Presidential Task Force on Regulatory 
Relief. 


2. The Regulatory Flexibility Act (5 
USC 610) requires that EPA review at 
least once every ten years existing 
regulations that have a significant 


economic impact on a substantial 
number of small entities, including small 
businesses, small organizations, and 
small governments. EPA issued its plan 
for conducting these reviews on July 16, 
1981 at 46 FR 36930 and has used those 
comments in identifying candidates for 
review. 


3. The Paperwork Reduction Act 
requires that Federal agencies reduce 
unnecessary paperwork burdens on the 
public. EPA reviews information . 
collection activities for duplication, 
practical utility, and burden on the 
public. 

Many of EPA’s authorizing 
environmental statutes also set review 
dates for specific regulations. 


Completed or Cancelled Actions 


These are actions that appeared in the 
last Agenda, but are being deleted 
because they are completed or are no 
longer under consideration. EPA will 
delete these from future Agendas. The 
information given on these regulations is 
less detailed than for those still under 
consideration. Generally, it includes (1) 
the date and Federal Register citation, if 
any, of the last action on the regulation, 
and (2) an explanation of why the 
Agency is deleting the regulation from 
the Agenda. If EPA has completed work 
on the regulation, the effective date of 
the regulation appears after the 
designation “completed.” 

John M. Campbell, jr., 
Acting Associate Administrator for Policy 
and Resource Management. 


Federal Insecticide, Fungicide, and Rodenticide Act—Current and Projected Rulemakings 


User Charges for Pesticide Registrations... ee 
Restricted Use Classification for Certain Active Ingredients Used in Fumigants ... 


Rule Governing Issuance of Emergency Exemptions from FIFRA (Revision) 
Guidelines on Disposal and Storage of Pesticides 
Worker Protection Standards for Agricultural Pesticides (Revision) 


Tolerance Fees for Pesticide Chemicals (Revision) 








*Exemption for Certain Products Containing Pheromone Attractants. 


*Crop Group Tolerances (Revision) 


| Policy Statement on Polynuclear Aromatic Compounds 


Rules of Practice 


Hearings 
Exemption for Federal and State Agencies to Use Pesticides Under ene Considerations. 


Worker Protection Standards for Agricultural Pesticides... 


*Indicates priority regulation. 





SBSLRRLBR 
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Toxic Substances Control Act—Current and Projected Rulemakings 


Exemption 
i aiits Gates inctentes Chiamdantnd Masaehan ond Dockdlan Viet wo Teas Acndamide Giaaibe 
Decision on Test Rules for Nitrobenzene, Dichioromethane and 1,1,1-Trichioroethane 


Deststen on Yass Paden tor thoventh 11G Poiadly Unt 

1983 Decision on Test Rules for ITC Priority Chemicals, Lists 1-6 

Regulatory investigation and Advance Notice of Proposed Rulemaking - 4,4’- Methylenedianaline (MDA).. 
Decision on Test Rules for Twelfth ITC Priority List 


2070-AA13 
2070-AA15 
2070-AA16 
2070-AA17 
2070-AA18 
2070-AA19 
2070-AA20 
2070-AA23 
2070-AA25 
2070-AA60 
2070-AA63 
2070-AA65 
2070-AAS6 
2070-AA67 
2070-AA68 
2070-AA71 
2070-AA36 
2070-AA37 
2070-AA58 
2070-AA59 
2070-AA29 
2070-AA40 
2070-AA52 
2070-AA62 
2070-AA69 
2070-AA70 
2070-AA31 
2070-AA47 


RIN 


2070-AA14 
2070-AA22 
2070-AA24 
2070-AA27 
2070-AA28 
2070-AA30 
2070-AA33 
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Clean Water Act—Current and Projected Rulemakings—Continued 


es 
quence 
Number 
f om BN a a ee 
71 Effluent Guidelines for Pharmaceuticals (Revision) 
72 Effluent Guidelines for Paint Formulation 
73 Effluent Guidelines for ink Formulation 
74 Effluent Guidelines for Gum and Wood (Revision) 
75 Effiuent Guidelines for Pesticides 
76 Effluent Guidelines for Battery Manufacturing 
77 Effluent Guidelines for Metal Moulding and Casting (Foundries) 
78 Effiuent Guidelines for Aluminum Forming 
79 Effluent Guidelines for Electric and Electronic Components (Phase Il) ... 
80 Effiuent Guidelines for Nonferrous Metals (Phase 1!) 
81 Effluent Guidelines for Inorganic Chemicals (Phase 1!) 
82 Effiuent Guidelines for Plastics Molding and Forming 
83 Effluent Guidelines for Adhesives and Sealants 
84 Effluent Guidelines for Coil Coating (Can Making) (Revision) 
85 Effluent Guidelines for Nonferrous Metals Forming 
86 Effiuent Guidelines for Rubber Processing (Revision) 
87 Effiuent Guidelines for Pulp, Paper, and Paperboard (PCB’s) (Revision) 
88 Effiuent Guidelines for Ore Mining and Dressing (Revision) 





89 | Water Quality Standards Regulations (Revision) 

90 Secondary Treatment Regulations (Revision) 

91 | *Best Conventional Technology (BCT) Cost Test and BCT Effiuent Guidelines (Revision) 

92 Use of Carbonaceous Biochemical Oxygen Demand (CBOD) for Secondary Treatment Regulation (Revision) 
93 *General Pretreatment Regulations: Reforms (Revision) 

94 | *General Pretreatment Regulations: Removal Credits (Revision) 

95 Removal of Oil and Hazardous Substance Discharges (Revision) 

96 Hazardous Substances Pollution Prevention for Facilities Subject to Permitting Requirements of Section 402 
97 Discharge of Oil (Revision) 

98 Oil Poliution Prevention Regulation (Revision) 

Go | Consolidated Permits: NPDES issues (Revision) 

100 | *NPDES Regulations: Regulatory Reform (Revision) 

101 *404 Regulations (Revision) 

102 Sewage Sludge Disposal! Guidelines 

103 | Ocean Dumping Criteria (Revision) 








“indicates priority regulation. 


Clean Water Act—Completed Actions 








ae 
quence | Title 
Number | 


eccrine _ _ 


104 | Amendment to Construction Grants Regulation--Chiorination 2040-AA60 
105 Construction Grants Program Delegation to States ae oie ...-| 2040-AA39 
106 =| Effluent Guidelines for Metal Finishing ci ae | 2040-AA04 
107 | Effluent Guidelines for Copper Forming .--| 2040-AA24 
108 Effluent Guidelines for Electrical and Electronic Products (Phase |)... ..-| 2040-AA25 

Revision to BAT for Inorganic Chemicais. | 2040-AA41 
| Ne FTOUTIIIED GPP UNI 5c cna cassccnnnicsanesin cages svnditedicsdacespnnaianineipeinioncessnidizoesontaeatanssstoasabeshemascapetngl amigas 2040-AA64 


. acs ees 


Atomic Energy Act—Current and Projected Rulemakings 





Title | 








Guidance for Occupational Radiation Exposure (Revision) 

Transuranic Elements 

Radiofrequency Radiation Guidance 

*Environmental Protection Standards for High-level Radioactive Waste... 
Environmental Protection Standards for Low-Level Radioactive Waste 
Environmental Standards for Active Uranium Mill Processing 
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Atomic Energy Act—Current and Projected Rulemakings—Continued 


Title 


Atomic Energy Act—Existing Regulations Under Review 





Title 


Noise Control Act—Current and Projected Rulemakings 


ee re penn SRNR nee AOS SD aS SSeS < Cregeaes 
Rules ... Siesta teil detciptlicitinene a svseeeeed| 2060-AB24 
Motor Carriers Engaged in Interstate Commerce: | Noise Emission Standards (Revision).. 


Noise Control Act—Completed Actions 





Title 


124 Rescission of Noise Emission Standards for Truck-Mounted Solid Waste Compactors ana aeveeenncenenrerenenneneeenel 
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Resource Conservation and Recovery Act—Current and Projected Rulemakings—Continued 


| Persons Managing Recycled Hazardous Wastes (Revision) 
| RCRA Small Quantity Generator Rule (Revision) 
identification and Listing of Hazardous Wastes: Definition of Household Waste (Revision) 
Identification and Listing of Hazardous Wastes: Hydrazine/Dimethylhydrazine Manufacturing Wastes (Revision). 
| Identification and Listing of Hazardous Wastes: Organobromine Manufacturing Wastes (Revision) 
| identification and Listing of Hazardous Wastes: Toluene Diisocyanate Manufacturing Wastes (Revision) 
identification and Listing of Hazardous Waste: Dimethoate, Methomyl, and Famphur (Revision) 
| Identification and Listing of Hazardous Waste: Carbamate Manufacturing Wastes (Revision) 
identification and Listing of Hazardous Wastes: Spent Pickle Liquor Generated from Steel Finishing Operations 


| Standards for Hazardous Waste Generators: “Satellite” Accumulation of Hazardous Waste (Revision) .... 

| *Standards for Hazardous Waste Generators: Uniform Hazardous Waste Manifest (Revision) 

| *Standards for Hazardous Waste Generators: Alternate Manifest (Revision) 

Standards for Hazardous Waste Generators: Shipments of Hazardous Waste from Permitted Facilities (Revision) 
Standards for Hazardous Waste Generators: Transporting Hazardous Waste by Rail (Revision) 

Standards for Hazardous Waste Transporters: In-Transit Storage Requirements (Revision) 

*Standards for Owners/Operators of Waste Facilities: Land Disposal (Revision) 

Standards for the Management of Specific Hazardous Wastes: Wastewater Treatment/Elementary Neutralization 


Standards for Management of Specific Hazardous Waste: Experimental Facilities (Revision) 

States with Final Authorization (Revision) 

Standards for Owners/Operators of Waste Facilities: Boilers (Revision) ... 

Standards for Owners/Operators of Waste Facilities: Monofills (Revision). 

Standards for Owners/Operators of Waste Facilities: Storage of Ignitable and Reactive Waste; Buffer Zone 


Interim Status: Liquids in Landfills (Revision) 

Interim Status: Expansion and Modification of Facilities (Revision) 

*Consolidated Permits: Class Permits (Revision) 

Enforcement of State Permits (Revision) 

Consolidated Permits: Owner/Operator Signature (Revision) 

Consolidated Permits: Retention of Groundwater Monitoring Data (Revision) 

*Standards for Owners/Operators of Waste Facilities: Storage 

167 “Standards for Storage of Hazardous Waste in Underground Tanks (Revision) 

168 *Existing Portion Concept in Land Disposal Regulations (Revision) 

169 “Standards for Owners/Operators of Waste Facilities: Corrective Action Financial Responsibility 

170 | Standard for Owners and Operators of Waste Facilities: Closure/Post-Closure Care and Cost Estimates and Financial 
Responsibility (Revision) 

171 | Consolidated Permits: Minor Modifications to Existing RCRA Permits (Revision) 

172 | Consolidated Permits: Duration of Permits for Hazardous Waste Facilities (Revision) . 

173 | Consolidated Permits: Construction Ban (Revision) 

174 ; Consolidated Permits: Hearings on Interim Status (Revision) 

175 | Consolidated Permits: Transfer of Permits (Revision) 

176 | Guideline for Federal Procurement of Recycled Paper (Revision) 








“indicates priority regulation. 


Resource Conservation and Recovery Act—Existing Regulations Under Review 








Title 


*Groundwater Monitoring 
178 *Standard Landfills for Owners/Operators of Waste Facilities 
179 *Standards for Owners/Operators of Waste Facilities: Surface Impoundments 
180 *Standards for Owners/Operators of Waste Facilities: Incinerators eed 
181 


hi 


*indicates priority regulation. 
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Title 


Standards for Owners/Operators of Waste Facilities: Financial Responsibility 
| Standards for Owners/Operators of Waste Facilities: Surface impoundments Used For Neutralization of Corrosive 
Waste 


aanteeeane of Waste Facilities: Land Treatment 


“Standards 
“Standards for Owners/Operators of Waste Facilities: Storage __. 
“Standards for Owners/Operators of Waste Facilities: Financial RI nic susikcs Bre dtodd 


“wdicates oriori a 


aaaa ae |jie 


Clean Air Act—Current and Projected Rulemakings 


; Rubber Products Industry-Tire Manufacturing... icity elton lcs ended 
: Non-Fossil Fuel Fired Boilers ee Uiucesssibeaseameiema cae 
I A sateen pe intsneesinsioisneenesonsis ncessianesetiuanssll 
NSPS: Refinery Fugitive Emissions__._ ennai 


NSPS: Synthetic Fibers ile cliesasl 
NPS: Sprthetc Orga Chemical dusty: A Oxidation Process iicccees a techedbe eknleeeninnndstnoliiinc iesicn siiialaiepelitatiaaiiiil call 
NSPS: Petroleum Solvent Dry Cleaning .... 


NEBHAPS: Bensone Sage 
*NESHAPS: Airborne 
NESHAPS: Coke Oven Emissions from By-Product Coke Oven Charging, Door Leaks, and Topside Leaks on Wet- 


Coal Charged Batteries 
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Clean Air Act—Current and Projected Rulemakings—Continued 


Tanpatbanuacbianaian teadein 
Nonconformance Penalties for 1984 Model Year Heavy-Duty Engines (HDEs) .. caienihpinasiagicalitil enatiaisinsaisbesiehieasaininstebushiascipe 


Changes 
Fuel Economy Labeling and Data Base Revisions (Revision) 
Amendment and Clarification of the Test Procedures and Evaluation Criteria for Fuel Economy Retrofit Devices 


Sent co peciteas teenea me emcamn tase sted Meokaaiennimmtine cia 
Hydrocarbon Standards 


Aececcweccsenccceeseesecccesssccnccnesassansscscassneccsssnsesssessassesessessesssesenseeseseeeeeseeeseeeeeees eee eeeeSe SS SCSe TOSS e eee eee: 
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Abstract: Under the authority of the 
Independent Offices Appropriations Act 
(1OAA) of 1952, the Agency is 
proposing to establish user fees for 
processing pesticide registration actions 
which constitute special services to 
registrants. The proposed registration 
fee system would place part of the 
burden of payment for the Agency's 
services on those who benefit from the 
service rather than on the Agency. 


FR Cite 
12/00/83 
Small Entity: No 
Additional information: SAR No. 2013. 
FTS: 8-557-7600. 


Agency Contact: Joseph F. Powers, 
Environmental Protection Agency, TS- 
757C, Washington, DC 20460, 703 557- 
7600 . 


RIN: 2070-AA64 
SACRO Ra ENA REC AONE ER NE OA AO 


2. RESTRICTED USE CLASSIFICATION 
FOR CERTAIN ACTIVE INGREDIENTS 
USED IN FUMIGANTS 


Legal Authority: 7 USC 136 / FIFRA 3 
CFR Citation: 40 CFR 162.31 


Abstract: FIFRA requires that 
pesticides be classified for either 
restricted or general use. This rule 
would classify certain active 
ingredients in grain fumigants for 
restricted use based on an evaluation of 
the incremental risks and benefits of 
unrestricted use. Classification for 
restricted use permits the continued use 
of certain pesticides which, if used 
without restrictions may have 
unreasonable adverse effects on the 
environment. 


NPRM 

Small Entity: No 
Additional information: SAR No. 1828. 
FTS:8-557-7400. 


10/00/83 


Current and Projected Rulemakings 


Agency Contact: Walter Waldrop, 
Environmental Protection Agency, (TS- 
767-C), Washington, DC 20460, 703 557- 
7400 


RIN: 2070-AA00 


Legal Authority: 7 USC 136 / FIFRA 3 
CFR Citation: 40 CFR 162.31 


Abstract: FIFRA requires that 
pesticides be classified for either 
restricted or general use. This rule 
would classify certain active 
ingredients in granular insecticides for 
restricted use based on an evaluation of 
the incremental risks and benefits of 
unrestricted use. The continued use of 
certain pesticides which, if used 
without restriction, may have 
unreasonable adverse effects on the 
environment. 

Timetable: 


a tien gi gpeenspenteeensienemeesnt 
Action Date FR Cite 


NPRM 08/01/79 44 FR 45218 
Final Action 01/00/84 , 


Small Entity: No 
Additional information: SAR No. 1829. 
FTS:8-557-7400. 


Agency Contact: Walter Waldrop, 
Environmental Protection Agency, (TS- 
767-C), Washington, DC 20460, 703 557- 
7400 


RIN: 2070-AA01 


4. GOOD LABORATORY PRACTICE 
STANDARDS - TOXICOLOGY TESTING * 


Legal Authority: 7 USC 136 / FIFRA 3 
CFR Citation: 40 CFR 160 


Abstract: This regulation sets forth the 
standards for Good Laboratory 
Practices (GLP) which apply to all 
health effects testing conducted under 
FIFRA. This rule states requirements for 
the retention and handling of laboratory 
records and includes quality assurance 
procedures, records and similar 
information related to Good Laboratory 
Practice. 


Timetable: 
Action 


NPRM 
Final Action 


Smaii Entity: No : 
Additional information: SAR No. 1703. 
Docket No. OPP-30023B. 
FTS:8-557-3713. 


04/18/80 45 FR 26373 
12/00/83 


Agency Contact: Bruce Jaeger, 
Environmental Protection Agency, (TS- 
769C), Washington, DC 20460, 703 557- 
3713 


Legal Authority: 7 USC 136a / FIFRA 3; 
7 USC 136b / FIFRA 3; 7 USC 136w / FIFRA 
3 


CFR Citation: 40 CFR 171 


Abstract: EPA will amend its existing 
regulations (40 CFR Part 171) by 
imposing certain recordkeeping and 
reporting requirements upon pesticide 
dealers and firms employing commerial 
applicators in States or Indian 
Reservations where the Administrator 
conducts the applicator certification 
and training program. This rule will 
require persons who make restricted 
use pesticides available to users to 
provide a one-time written report to the 


Agency, certifying that they are 


- maintaining records of the sale or 


distribution of restricted use pesticides. 
The rule will also prescribe conditions 
under which pesticide dealers can make 
restricted use pesticides available to 
uncertified persons for use by a 
certified applicator. 

Timetable: 
Action 

NPRM 

Final Action 
Small Entity: No 
Additional information: FTS:8-382-7849. 


SAR No. 1746. 


Date FR Cite 


07/28/82 47 FR 32551 
10/00/83 
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Legal Authority: 7 USC 136 (a) / FIFRA 3 
CFR Citation: 40 CFR 158 


Abstract: This regulation will specify 
the kinds of data that will normally be 


use pattern. It will state whether the 
requirements apply to manufacturing- 


principal benefits: 1) generation of data 
needed to evaluate pesticides’ effects, 
and 2) more efficient and faster 
pesticide development and registration. 
EPA is revising this regulation at the 
request of the President’s Task Force on 
Regulatory Relief. 


Date FR Cite 


11/24/82 47 FR 53192 
Final Action 12/00/83 
Small Entity: No 
Additional information: SAR No. 1837. 
FTS:8-557-7351. 
Agency Coniact: Frederick S. Betz, 
Environmental Protection Agency, (TS- 
769), Washington DC 20460, 703 557- 
7351 


RIN: 2070-AA07 


7. CERTAIN PROCEDURAL 


Priority: Task Force 
Legal Authority: 7 USC 136(¢) / FIFRA 3 
CFR Citation: 40 CFR 162 


Abstract: These regulations will revise 
EPA procedures and requirements 
pertaining to Agency approval of 
labeling and distribution arrangements, 
submission of pesticide efficacy data, 
and child-resistant packaging. EPA is 
revising this rule at the request of the 
—* Task Force on Regulatory 


Timetabie: 
Action 


ANPRM 

NPRM 

Final Action 
Small Entity: No 
Additional information: FTS: 8-557- 
0592. 

SAR No. 1965. 

Agency Contact: Jean Frane, 
Environmental Protection Agency, (TS- 
767C), Washington, DC 20460, 703 557- 


Date FR Cite 


12/29/79 44 FR 76311 
09/15/82 47 FR 40659 
11/00/83 


Legal Authority: 7 USC 136(4) / FIFRA 3 
CFR Citation: 40 CFR 162 

Abstract: These regulations will revise 
procedures and requirements for the 
registration and reregistration of 
pesticide products, the labeling of such 
products, and the classification of 
pesticide products as restricted use 
products. 
Timetable: 
Action 

ANPRM 

NPRM 

Small Entity: No 
Additional information: SAR No. 1964. 
FTS: 8-557-0592. 

Agency Contact: Jean Frane, 


Environmental Protection Agency, (TS- 
767C), Washington, DC 20460, 703 557- 
0592 


Date FR Cite 


12/26/79 44 FR 76311 
01/00/84 


RIN: 2070-AA56 


9. SPECIAL REVIEW CRITERIA AND 
PROCEDURES (REVISION) 


Priority: Task Force 


Legal Authority: 15 USC 136 / FIFRA 3 
CFR Citation: 40 CFR 162.11 


Abstract: The Agency is revising its 
criteria for initiating special reviews of 
pesticides (previously known as the 
Rebuttable Presumption Against 
Registration (RPAR) Process). These 
revisions will make the special review 
process consistent with statutory 
changes and program experience. The 


Current and Projected Rulemakings 


Agency is also revising the procedures 
for special review of chemicals to make 
the process more efficient, to provide 
for early peer review, and to promote 
public discussion. The criteria are being 
revised at the request of the President's 
Task Force on Regulatory Relief. 
Timetable: 

Action Date 
NPRM 12/00/83 
Small Entity: Undetermined 
Additional information: SAR No. 1932. 
FTS: 8-557-7400. 

Agency Contact: Joan Dizikes, 
Environmental Protection Agency, (TS- 
767), Washington, D.C. 20460, 703 557- 
7400 


RIN: 2070-AA57 


FR Cite 


10. @RULES OF PRACTICE 
GOVERNING HEARINGS (REVISION) 


Legal Authority: 7 USC 136 / FIFRA 6, 
25 


CFR Citation: 40 CFR 164 


Abstract: EPA will revise the rules 
governing the formal hearing 
procedures by which the Agency may 
refuse to register a pesticide or may 
remove a pesticide from the market. 


Timetable: 
Action 


NPRM 12/00/83 
Final Action 00/00/00 


Small Entity: Undetermined 
Additional Information: FTS:8-382-7505. 
SAR No. 2031 


Agency Contact: Edward C. Gray, 
Environmental Protection Agency, (LE- 
132 P), Washington, D.C. 20460, 202 382- 
7505 


RIN: 2020-AA04 


Date FR Cite 


11. REGISTRATION OF PESTICIDE 
PRODUCING ESTABLISHMENT 
(REVISION) 


Legal Authority: 7 USC 136 / FIFRA 7 
CFR Citation: 40 CFR 167 


Abstract: This regulation amends the 
existing regulations on registering 
establishments that produce pesticides. 
The regulation implements the 
Congressional mandate to register 
establishments that produce active 
ingredients used in pesticides. 
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07/09/80 45 FR 46100 
00/00/00 


SAR No. 1747. 

Agency Contact: John MacDonald, 
Environmental Protection Agency, (EN- 
342), Washington, DC 20460, 202 382- 
7846 E 


RIN: 2070-AA04 


Legal Authority: 7 USC 136 / FIFRA 18 
CFR Citation: 40 CFR 166 


Abstract: The Agency intends to revise 
certain provisions of this rule. These 
revisions will reflect the results of the 
Agency’s investigation of the 
consistency of decisions to grant 
emergency exemptions under FIFRA. 
These revisions will examine the force 
of the rule to ensure enforceability of 
limitations embodied in emergency 
exemptions, and will also eliminate 

- duplicative reporting requirements in 


the regulation. 


08/00/84 
Small Entity: No 
Additional information: FTS:8-557-0592. 
SAR No. 2017. 
Agency Contact: David Alexander, 


Environmental Protection Agency, (TS- 
767), Washington, DC 20460, 703 557- 
0592 


RIN: 2070-AA41 


13. @GUIDELINES ON DISPOSAL AND 
STORAGE OF PESTICIDES 


Legal Authority: 7 USC 136q / FIFRA 19 
CFR Citation: 40 CFR 165 


Abstract: EPA's Office of Pesticide 
Programs is updating the Guidelines on 
Disposal and Storage of Pesticides to 
make them consistent with current 
regulations and technology. The Office 
of Pesticide Programs is also adding 
interpretive guidance on compliance 
with RCRA regulations on hazardous 
waste as they may apply to the 


disposal and storage of pesticides. 
These guidelines serve as guidance 
and compliance is completely 
voluntary. 
Timetable: 
Action 

NPRM 

Smaii Entity: No 
Additional information: SAR No. 2006. 
FTS: 8-557-7347. 

Agency Contact: Raymond R. Krueger, 
Environmental Protection Agency, TS- 
769C, Washington, DC 20460, 703 557- 
7347 


RIN: 2070-AA61 


Date 
11/00/84 


14. @OWORKER PROTECTION 
STANDARDS FOR AGRICULTURAL 
PESTICIDES (REVISION) 


Legal Authority: 7 USC 136 / FIFRA 25 
CFR Citation: 40 CFR 170 


Abstract: The worker protection 
standards for agricultural pesticides 
will be revised to reflect new and 
developing registration and 
reregistration of pesticide activities. 
The current standards need to be 
revised in order to update the 
provisions, clarify definitions and 
responsibilities, and improve 
implementation, compliance, and 
enforcement. 


Timetabie: 
Action 
NPRM 
Small Entity: No 


Additional information: FTS: 8-557- 
7634. 

SAR No. 1640. 

Agency Contact: Linda Billings, 
Environmental Protection Agency, 
Environmental Protection Agency, 
Pesticides and Toxic Substances (TS- 
766C), Washington, DC 20460, 703 557- 
7634 


Date 
01/00/86 


FR Cite 


RIN: 2070-AA49 


15. PARTIAL EXEMPTION FROM 
FIFRA REQUIREMENTS FOR CERTAIN 
PRODUCTS CONTAINING BORON 
COMPOUNDS 


Legal Authority: 7 USC 136w / FIFRA 25 
CFR Citation: 40 CFR 162 


Abstract: This rule proposes exemption 
of adequately labelled pesticide 


products in toxicity categories II] and 
IV which contain boron compounds as 
their sole active ingredient from all of 
the requirements of FIFRA. This rule 
does not exempt the misbranding and 
other provisions of Section 12 which are 
not applicable solely to registered 
pesticides. The reporting requirements 
under Section 7 of FIFRA, which are 
now applicable to producers of 
products for which exemption is 
proposed, will also be retained. 


Timetable: 
Action 

NPRM 

Smaii Entity: No 
Additional information: SAR No. 1979. 
FTS: 8-557-0592. 


Agency Contact: David Alexander, 
Attorney Advisor, Environmental 
Protection Agency, (TS-767), 
Washington, DC 20460, 703 557-0592 


RIN: 2070-AA53 


Date 
01/00/84 


16. TOLERANCE FEES FOR 
PESTICIDE CHEMICALS (REVISION) 
Legal Authority: 21 USC 346(a) / FFDCA 
CFR Citation: 40 CFR 180.33 


Abstract: Section 408{0) of the Federal 
Food, Drug, and Cosmetic Act 
authorizes EPA to collect fees from 
registrants seeking approval of 
tolerance petitions. The tolerance fee 
structure originally was designed to 
cover the Agency’s processing costs for 
reviewing tolerance petitions and for 
establishing tolerance levels for 
pesticides used on food products. The 
Agency has not modified its tolerance 
fee structure since 1972. This proposed 
regulation will establish a new 
tolerance fee structure based upon the 
Agency’s increased costs for processing 
tolerance petitions. 


Timetable: 
Action 


NPRM 

Final Action 
Smaii Entity: No 
Additional information: SAR No. 1963. 
FTS: 8-557-7666. 

Agency Contact: Ken Wetzel, 


Environmental Protection Agency, (TS- 
757c), Washington, DC 20460, 703 557- 
7666 


10/00/83 
07/00/84 


RIN: 2070-AA46 





ENVIRONMENTAL PROTECTION AGENCY (EPA)—Federal 
Insecticide, Fungicide, and Rodenticide Act 











Date FR Cite 
06/29/83 48 FR 29855 





———— 


Small Entity: No 


Agency Contact: Charles L. Trichilo 
703 557-7324 


RIN: 2070-AA12 
COMPLETED REVIEWS 
20. POLICY STATEMENT ON 


POLYNUCLEAR AROMATIC 
COMPOUNDS 


CFR Citation: 40 CFR 180 


Completed: 
Reason 


End Review 


Date 
07/00/83 


FR Cite 





Small Entity: No 
Agency Contact: Gary Burin 703 557- 
1390 : 


RIN: 2070-AA43 


21. EXPERIMENTAL USE PERMITS 
CFR Citation: 40 CFR 172 
Compieted: fF 

End Review 05/00/83 

Small Entity: Ves 


Agency Contact: Robert Forrest 703 
557-0592 


RIN: 2070-AA45 








22. RULES OF PRACTICE GOVERNING 
HEARINGS 


CFR Citation: 40 CFR 164 


ENVIRONMENTAL PROTECTION AGENCY (EPA)—Toxic Substances 


Control Act 


25. GOOD LABORATORY PRACTICE 
STANDARDS 


Abstract: This regulation sets forth the 
standards for Good Laboratory 
Practices (GLP) which apply to all 
health effects, ecological effects. 
physical, chemical and persistence 


testing conducted under TSCA. The rule 
states requirements for the retention 
and handling of laboratory records and 
includes quality assurance procedures, 
records and similar information related 
to Good Laboratory Practice. 
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Completed: 

Reason Date 
End Review 08/00/83 
Small Entity: No 


Agency Contact: Edward C. Gray 202 
382-7505 


RIN: 2020-AA04 


23. EXEMPTION FOR FEDERAL AND 
STATE AGENCIES TO USE 
PESTICIDES UNDER EMERGENCY 
CONSIDERATIONS 


CFR Citation: 40 CFR 166 
Completed: 

Reason Date 
End Review 04/00/83 
Small Entity: No 


Agency Contact: Donald Stubbs 703 
557-7700 


RIN: 2070-AA41 


FR Cite 


24. WORKER PROTECTION 
STANDARDS FOR AGRICULTURAL 
PESTICIDES 


CFR Citation: 40 CFR 170 
Completed: 

Reason Date 
End Review 04/00/83 
Smail Entity: No 


Agency Contact: Linda Billings 703 557- 
7634 


RIN: 2070-AA49 
BILLING CODE 6560-50-T 


FR Cite 





Current and Projected Rulemakings 


Timetable: F 
Action 
NPRM 


Date 
05/09/79 44 FR 27362 
NPRM 11/21/80 44 FR 77357 
Final Action 12/00/83 


Small Entity: Undetermined 
Additional Information: SAR No. 1886. 
FTS:8-382-4241. 


FR Cite 
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796), Washington, DC 20460, 202 382- 
4241 


RIN: 2070-AA13 


26. GENERAL EXEMPTION POLICY 
FOR TEST RULES 

Legal Authority: 15 USC 2603 / TSCA 4 
CFR Citation: 40 CFR 790; 40 CFR 773 
Abstract: This is a final notice of the 
policies and procedures EPA will use to 
grant exemptions from testing under 
Section 4{c) of TSCA. Section 4{c) 
requires EPA to exempt applicants from 
testing if the chemical they manufacture 
or process is equivalent to one which is 
already being tested or if testing by 
applicants for exemptions would 

- duplicate data already submitted to 


Date FR Cite 


07/18/80 45 FR 48512 
12/00/83 


Additional information: SAR No. 1669. 
Docket No. OPTS-47001. 

FTS: 8-382-3442. 

Agency Contact: Steven Newburg- 


Rinn, Environmental Protection Agency, 
(TS-778), Washington, DC 20460, 202 
382-3442 


RIN: 2070-AA15 


27. DECISION ON TEST RULES FOR 


ACRYLAMIDE (HEALTH) 


Legal Authority: 15 USC 2603 / TSCA 4 
CFR Citation: 40 CFR 799; 40 CFR 771 


Abstract: This is the first in a series of 
test rules proposed under TSCA, 
Section 4. It would require chemical 
manufacturers and processors to test 
chlorinated benzenes for specific health 
effécts. EPA will propose acceptance of 
a negotiated testing program instead of 
a final rule for specific health effects 
testing of chlorinated benzenes. EPA 
also has given notice of its decision not 
to require health effects testing on 


Date FR Cite 


07/18/80 45 FR 48524 
12/00/83 


Smaii Entity: No 

Additional information: SAR No. 1131. 
Docket No. OPTS 47002. 
FTS:8-382-3442. 

Agency Contact: Steven Newburg- 
(TS-778), Washington, DC 20460, 202 
382-3442 


RIN: 2070-AA16 


28. DECISION ON TEST RULES FOR 
NITROBENZENE, 
DICHLOROMETHANE AND 1,1,1- 
TRICHLOROETHANE 

Legai Authority: 15 USC 2603 / TSCA 4 
CFR Citation: 40 CFR 799; 40 CFR 771 
Abstract: This is one of a series of test 
rules proposed under TSCA, Section 4. 
It would require manufacturers and 
processors of these chemicals to test for 
specified health and environmental 
effects. 
Timetable: 
Action 


NPRM 

Final Action 

Final Action 

Final Action 
Small Entity: No 
Additional information: SAR No. 1668. 
Docket No. OPTS-47004. 
FTS:8-382-3442. 

Agency Contact: Steven Newburg- 


Rinn, Environmental Protection Agency, 
(TS-778), Washington, DC 20460, 202 
382-3442 


Date FR Cite 


06/05/81 46 FR 30301 
12/00/83 
02/00/84 
04/00/84 


RIN: 2070-AA17 


29. DECISION ON TEST RULE FOR 
PHENYLENEDIAMINES 

Legal Authority: 15 USC 2603 / TSCA 4 
CFR Citation: 40 CFR 799 

Abstract: This is-one of a series of 
decisions on rules issued under TSCA, 
Section 4. EPA will either require 
testing of a specific chemical or provide 
adequate reasons for not requiring 


testing. 
Timetable: 
Action 


ANPRM 
NPRM 


Smail Entity: No 
Additional information: SAR No. 1789.” 


Date FR Cite 


01/08/82 47 FR 973 
12/00/83 


Rinn, Environmental Protection Agency, 
(TS-778), Washington, DC 20460, 262 
382-3442 


RIN: 2070-AA18 


30. DECISION ON TEST RULE FOR 
FLUOROALKENES 

Legal Authority: 15 USC 2603 / TSCA 4 
CFR Citation: 40 CFR 799 


Abstract: This is one of a series of 
decisions on rules issued under TSCA, 
Section 4. EPA will either require 
testing of a specific chemical or provide 
adequate reasons for not requiring 
testing. 
Timetable: 
Action 


ANPRM 
NPRM 


Smail Entity: No . 

Additional information: SAR No. 1748. 
FTS:8-382-3442. 

Agency Contact: Steven Newburg- 
Rinn, Environmental Protection Agency, 
(TS-778), Washington, DC 20460, 202 
382-3442 


RIN: 2070-AA19 
NRA SEA MONE RDO EA SN AO 


31. TEST RULE FOR 
DIETHYLENETRIAMINE 


Legal Authority: 15 USC 2603 / TSCA 4 
CFR Citation: 40 CFR 799 
Abstract: This is one of a series of 
decisions on rules proposed under 
TSCA, Section 4. It would require 
testing the chemical diethylenetriamine 
(DETA) for subchronic toxicity, 
mutagencity and biodegradation. 
Timetable: 
Action 

NPRM 

Final Action 
Small Entity: No 
Additional Information: SAR No. 1832. 
Docket No. OPP-42012. 


FTS:8-382-3442. 


10/30/81 46 FR 53704 
12/00/83 


04/29/82 47 FR 18386 
00/00/00 
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Abstract: This action initiates 
rulemaking on the eleventh ITC list of 


include alkyl tins, bis(2-ethylhexy]) 
terephthalate, 1,3-dioxolane, 4(1,1,3,3- 
tetramethyl butyl) phenal, tris(2- 
ethylhexy]) trimellitate. 


Date 
11/00/83 
Small Entity: No * 
Additional information: SAR No. 1898. 


Timetab‘e: 
ae 
NPRM 


Legal Authority: 15 USC 2603 / TSCA 4 
CFR Citation: 40 CFR 799 


Abstract: A serie$ of decisions will be - 
issued in 1983 under Section 4 of TSCA 
concerning disposition of certain ITC 
chemicals. EPA will either require 
testing, negotiate testing agreements, or 
provide adequate reasons for not 
requiring testing of these specific 
chemicals. Decisions on thirteen 
chemicals will be issued by December 
31, 1983 in compliance with a court- 
ordered schedule. 


Agency Contact: Steven D. Newburg- 
Rinn, Environmental Protection Agency, 
(TS-778), Washington, DC 20460, 202 
382-3442 


RIN: 2070-AA25 


34. @REGULATORY INVESTIGATION 
AND ADVANCE NOTICE OF 
PROPOSED RULEMAKING - 4,4’- 
METHYLENEDIANALINE (MDA) 


Legal Authority: 15 USC 2603 / TSCA 4 
CFR Citation: 40 CFR 764 


Abstract: The purpose of this action is 
to initiate a regulatory investigation 
into the possibility of regulating the use 
of 4,4’Methylenedianaline. A recent 
study has shown MDA to be strongly 
oncogenic, and there is evidence of 
potential respiratory and dermal 
exposure. The Occupational Safety and 
Health Administration is working 
jointly with EPA because evidence 
indicates that exposure to MDA occurs 
primarily within the workplace. In the 
course of the investigation, we will 
determine whether TSCA, OSHA, or a 
combination of both, provides the most 
appropriate authority to control 
unacceptable exposures. 


Timetable: 
Action 


ANPRM 
NPRM 


Smali Entity: No 
Additional information: SAR No. 2015. 
FTS: 8-382-3945. 


Agency Contact: Suzanne Rudzinski, 
Environmental Protection Agency, TS- 
794, Washington, DC 20460, 202 382- 
3945 


RIN: 2070-AAG6O 


Date FR Cite 


09/20/83 48 FR 42898 
00/00/00 


35. @DECISION ON TEST RULES FOR 
TWELFTH ITC PRIORITY LIST 


Legal Authority: 15 USC 2602 / TSCA 4 
CFR Citation: 40 CFR 799 


Abstract: This action initiates 
rulemaking on the twelfth ITC list of 
chemicals. EPA will either require 
testing of specific chemicals, negotiate 
testing with industry, or provide 
adequate reasons for not requiring 
testing. The chemicals on this list 
include calcium naphthenate, cobalt 
napthenate, lead naphtenate, 
methylolurea, and 2-phenoxyethanol. 


Current and Projected Rulemakings 


Timetable: 
Action 

NPRM 

Final Action 
Smaili Entity: No 
Additional information: SAR No. 2034. 
FTS: 8-382-3420. 


Agency Contact: Steven Newberg- 
Rinn, Environmental Protection Agency, 
TS-778, Washington, DC 20460, 202 382- 
3420 


RIN: 2070-AA63 


05/00/84 
00/00/00 


FR Cite 


36. @DECISION ON TEST RULE FOR 
CHLOROMETHANE 


Legal Authority: 15 USC 2603 / TSCA 
Section 4 


CFR Citation: 40 CFR 799; 40 CFR 771 


Abstract: This is one of a series of 
decisions on rules under TSCA, Section 
4. This rule would require 
manufacturers and processors of 
chloromethane to test it for health 
effects. EPA will either require testing 
of a specific chemical or provide 
adequate reasons for not requiring 
testing. 


Timetable: 


Action Date FR Cite 


NPRM 07/18/80 45 FR 48524 
Final Action 03/00/84 


Small Entity: Not Applicable 
Additional information: SAR No. 2038. 
FTS: 8-382-3442. 


Split away from previous entry 
“Decision on Test Rule for Chlorinated 
Benzenes and Decision Not to Test 
Acrylamide (Health),” RIN 2070-AA16. 


Agency Contact: Steven Newburg- 
Rinn, Environmental Protection Agency, 
TS-778, Washington, DC 20460, 202 383- 
3442 


RIN: 2070-AA65 


37. @DECISION ON TEST RULE FOR 
FORMAMIDE 


Legal Authority: 15 USC 2603 / TSCA 4 
CFR Citation: Not applicable 


Abstract: The tenth ITC list of 
chemicals designates formamide for 
health effects testing considerations. 
The Agency has proposed to accept a 
negotiated testing program instead of 
initiating rulemaking for specific health 
effects testing of formamide. A notice 
proposing this decision was published 
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EPA—TSCA 


in the Federal Register for —— 
comment. 


Date FR Cite 


05/23/83 48 FR 23098 
00/00/00 


Additional information: FTS:8-382-3442. 
SAR No. 2053. 


Old RIN 2070-AA22 split into three new 
entries, of which this is one. 


Agency Contact: Steven Newburg- 
Rinn, Environmental Protection Agency, 
TS-778, Washington, DC 20460, 202 382- 
3442 


RIN: 2070-AA66 


38. @DECISION ON TEST RULE FOR 
BIPHENYL 


Legal Authority: 15 USC 2603 / TSCA 4 
CFR Citation: 40 CFR 799 


Abstract: This action initiates 
rulemaking on the tenth ITC list of 
chemicals. EPA is proposing that 
manufacturers and processors of 
bipheny] test this chemical for acute 
toxicity to aquatic macrophytes and 
oysters, chronic toxicity and 
bioconcentrations in oysters, chronic 
toxicity to aquatic vertebrates and 
invertebrates, and aerobic and 
anaerobic sediment biodegradation. 
Testing would be performed according 
to subsequent rulemaking. 


Timetabie: 
Action 


NPRM 

Final Action 
Smali Entity: No 
Additional information: FTS:8-382-3442. 
SAR No. 2054. 


Old RIN 2070-AA22 split into three new 
entries, of which this is one. 

Agency Contact: Steven Newburg- 
Rinn, Environmental Protection Agency, 
TS-778, Washington, DC 20460, 202 382- 
3442 


RIN: 2070-AA67 





Date FR Cite 


05/23/83 48 FR 23080 
00/00/00 





39. @DECISION ON TEST RULES FOR 
ETHYLTOLUENE AND 
TRIMETHYLBENZENE 


Legal Authority: 15 USC 2603 / TSCA 4 
CFR Citation: 40 CFR 799 


Current and Projected Rulemakings 


Abstract: This action initiates 
rulemaking on the tenth ITC list of 
chemicals. EPA has proposed that 
chemical manufacturers and processo 

test ethyltoluene and (tamtatiasene 
for specific health effects and for 
specific environmental effects. 


Timetable: 
Action 


NPRM 

Final Action 
Smail Entity: No 
Additional information: FTS:8-382-3442. 
SAR No. 2055. 

Old RIN 2070-AA22 split into three new 
entries, of which this is one. 


Agency Contact: Steven Newbursg- 
Rinn, Environmental Protection Agency, 
TS-778, Washington, DC 20460, 202 382- 
3442 


RIN: 2070-AA68 


05/23/83 48 FR 23088 
00/00/00 


40. @REGULATORY INVESTIGATION 
FOR 2- 


2-ETHONETHANOL, 
METHOXYETHANOL AND THEIR 
ACETATES 


Legal Authority: 15 USC 2603 / TSCA 4 
CFR Citation: 40 CFR 764 


Abstract: The purpose of this action is 
to initiate a regulatory investigation 
into the possibility of regulation the 
uses of 2-methoxyethanol (2-ME), 2- 
ethoxyethanol (2-EE), and their 
acetates. Recent data suggest that 
inhalation of these chemicals cause 
teratogenic effects and testicular 
damage at concentations as low as 10 
and 50 ppm and perhaps lower. The 
Occupational Safety and Health 
Administration is working jointly with 
EPA because evidence indicates that 
exposure to these chemicals occurs 
primarily in the workplace. In the 
course of the investigation, we will 
determine whether TSCA, OSHA, or a 
combination of both provides the most 
appropriate authority to control 
unacceptable exposures. 


Timetable: 
Action 


ANPRM 

NPRM 

Final Action 
Small Entity: No 
Additional Information: FTS:8-382-3945. 


SAR No. 2032. 


Date FR Cite 


12/00/83 
06/00/84 
00/00/00 


Agency Contact: Suzanne Rudzinski, 
Environmental Protection Agency, TS- 
794, Washington, DC 20460, 202 382- 
3945 


RIN: 2070-AA71 


Legal Authority: 15 USC 2604 / TSCA 5 
CFR Citation: 40 CFR 723 


Abstract: Section 5{a) of TSCA requires 
manufacturers of new chemical 
substances to submit a premanufacture 
notice (PMN) to EPA before 
manufacture or import begins. Section 
5(h)(4) authorizes the Administrator to 
exempt any person from the provisions 
of section 5 if the Agency determines 
that the substance will not present an 
unreasonable risk. This rule would 
exempt manufacturers of certain 
chemicals produced at 10,000 kg or less 
and certain site-limited intermediates 
from PMN requirements. This revision 
is being made at the request of the 
President's Task Force on Regulatory 
Relief. 


Timetable: 
Action 

Notice 

NPRM 

Final Action 
Small Entity: No 
Additional Information: SAR No. 1820. 
Docket No. OPTS-50032. 
FTS:8-382-3849. 


Agency Contact: Joseph A. DeSantis, 
Environmental Protection Agency, (TS- 
794), Washington, DC 20460, 202 382- 
3849 


RIN: 2070-AA36 


11/03/81 46 FR 54688 
08/04/82 47 FR 33896 
11/00/83 


42. PMN EXEMPTION FOR POLYMERS 
(REVISION) 


Priority: Task Force 
Legal Authority: 15 USC 2604 / TSCA 5 
CFR Citation: 40 CFR 723 


Abstract: Section 5({a) of TSCA requires 
manufacturers of new chemical 
substances to submit a premanufacture 
notice (PMN) to EPA before 
manufacture or import begins. Section 
5(h)(4) of TSCA authorizes the 
Administrator to exempt any person 
from the provisions of section 5 if the 
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made at the request of the President's 
Task Force on Regulatory Relief. 


11/03/81 46 FR 54688 
08/04/82 47 FR 83924 


Docket No. OPTS-50033. 
FTS:8-382-3849. 


794), Washington, DC 20460, 202 382- 
3849 


RIN: 2070-AA37 


43. FOLLOW-UP RULES ON EXISTING 
CHEMICALS 


Legal = 15 USC 2604 / TSCA 5; 
15 USC 2607 / TSCA 8 


CFR Citation: 40 CFR 704; 40 CFR 721 
Abstract: EPA has instituted a program 
to follow the commercial development 
of existing chemicals of concern. EPA 
will issue rules on existing chemicals of 
concern as they are identified to require 
follow-up reporting under TSCA, 
Section 5 or 8, by the manufacturers 
and processors of the chemicals. 
Individual rules will be proposed at 
different times throughout the period of 
October 1983 to October 1984. 


Date 
10/00/84 
Small Entity: Undetermined 
Additional information: SAR No. 1923. 
FTS: 8-382-3436. 


Agency Contact: Frank Kover, 
Environmental Protection Agency, {TS- 
778), Washington, DC 20460, 202 382- 
3436 


RIN: 2070-AA58 


44. FOLLOW-UP RULES ON NEW 
CHEMICALS 


Legal = 15 USC 2604 / TSCA 5; 
15 USC 2607 / TSCA 8 


CFR Citation: 40 CFR 704; 40 CFR 721 


Abstract: EPA has instituted a program 
to follow the commercial development 
of selected new chemicals that have 
completed premanufacturers notice 
review. EPA will issue rules on new 
chemicals of concern as they are 
identified to require follow-up reporting 
under TSCA Section 5 or 8, by the 
manufacturers and processors of the 
chemicals. Individual rules will be 
proposed at different times throughout 
the period of October 1983 to October 
1984. 


Timetable: 

Action Date 

NPRM 10/00/84 

Small Entity: Undetermined 

Additional information: SAR No. 1976. 
FTS: 8-382-3849. 

Agency Contact: Joseph A. DeSantis, 
Environmental Protection Agency, (TS- 


794), Washington, D.C. 20460, 282 382- 
3849 


RIN: 2070-AA59 


45. RULES RESTRICTING THE 
COMMERCIAL AND INDUSTRIAL USE 
OF ASBESTOS FIBERS 

Priority: Major 

Legal Authority: 15 USC 2605 / TSCA 6 
CFR Citation: 40 CFR 763 

Abstract: The Agency is evaluating the 
need for further information or control 
regulation of the commercial and 
industrial use of asbestos. A variety of 
alternatives are being considered, 
including: (1) requiring the labeling of 
asbestos and asbestos-containing 
products, and (2) prohibiting or , 
otherwise restricting certain uses of 
asbestos that present unreasonable 
risks. EPA will coordinate its asbestos 
activities with those of the Federal 
Asbestos Task Force. 

Timetable: 
Action Date FR Cite 


ANPRM 10/17/79 44 FR 60056 
NPRM 04/00/84 


Smail Entity: Undetermined 
Additional Information: SAR No. 1627. 
FTS:8-382-3938. 


Agency Contact: Edward Klein, 
Environmental Protection Agency, (TS- 
794), Washington, DC 20460, 202 382- 
3938 


RIN: 2070-AA29 


Current and Projected Rulemakings 


46. INCIDENTAL USES OF PCBS 


Legal Authority: 15 USC 2605 / TSCA 6 
CFR Citation: 40 CFR 761 

Abstract: In response to a decision by 
the D.C. Circuit, EPA will be evaluating 
initiatives for addressing the incidental 
uses of PCBs. This rule covers waste 
stream products, and air and water 
releases with measurable quantities of 
PCBs. 


Timetable: 

Action Date 
NPRM 12/00/63 
Small Entity: Undetermined 
Additional information: SAR No. 1913. 
FTS:8-382-3933. 


Agency Contact: David Dull, 
Environmental Protection Agency, (TS- 
794), Washington, DC 20460, 262 382- 
3938 


RIN: 2070-AA40 
SOU Et RRS CLERC 


47. REGULATORY INVESTIGATION OF 
METHYLENE BiS-(2-CHLOROANILINE) 
(MBOCA) 


Legal Authority: 15 USC 2605 / TSCA 6 
CFR Citation: 40 CFR 764 


Abstract: Methylene bis-(2- 
chloroaniline) (MBOCA) will be the 
subject of an Agency investigation to 
determine whether regulation under 
TSCA is warranted to control its use. 
MBOCA is an animal carcinogen and 
the investigation will assess the risk to 
humans from exposure in the 
manufacture of polyurethanes. 


Timetable: 
Action 


FR Cite 


Date FR Cite 


ANPRM 05/23/83 48 FR 22954 
NPRM 00/00/00 

Small Entity: Undetermined 

Additional information: SAR No. 1937. 
FTS: 8-382-3945. 

Agency Contact: Suzanne Rudzinski, 
Environmental Protection Agency, (TS- 
794), Washington, DC 20460, 202 382- 
3945 


RIN: 2070-AA52 
RL ORS RO NS CT 
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48. @POLYCHLORINATED BIPHENYLS 
(PCBS): EXEMPTIONS FROM THE BAN 
ON MANUFACTURING, PROCESSING 
AND DISTRIBUTION 


Legal Authority: 5 USC 556 / TSCA sec- 
tion Gle)(3)(6); 5 USC 557 / TSCA section 
6(e)(3)(B) 

CFR Citation: 40 CFR 761 


Abstract: EPA will propose a rule to 
respond to 170 pending petitions for 
exemption from the ban on the 
manufacture, processing, and 
distribution in commerce of 
polychlorinated biphenyls (PCBs). 
Section 6{e)(3)(B) of the Toxic 
Substances Control Act allows the 
Administrator to grant exemptions from 
these prohibitions for not more than 


Date 
11/00/ 83 
Small Entity: Not Applicable 
Additional Information: SAR No. 2052. 
FTS: 8-382-3866. 


Agency Contact: Marty Halper, 
Environmental Protection Agency, TS- 
798, Washington, DC 20460, 202 382- 
3866 


‘FR Cite 


RIN: 2070-AA62 


49. @PCBS USE IN MICROSCOPY AND 
RESEARCH AND DEVELOPMENT 
(REVISION) 


Legal Authority: 15 USC 2605 / TSCA 6 
CFR Citation: 40 CFR 761 


Abstract: EPA is proposing to amend 
the May 31, 1979 PCB rule by: (1) 
authorizing indefinitely the use of PCBs 
as a mounting medium in art and 
historic conservation, and (2) 
authorizing indefinitely the use of small 
quantities of PCBs for use in research 
and development. EPA has determined 
that these uses of PCBs do not pose 
unreasonable risks to public health or 
the environment. 


Date x 


12/00/83 
00/00/00 


FR Cite 





NPRM 
Final Action 


Smaii Entity: No 


Agency Contact: Denise Keehner. 
Environmental Protection Agency, TS- 
794, Washington, DC 20460, 202 382- 
3970 


RIN: 2070-AA69 


50. @PCB TRANSFORMERS IN 
BUILDINGS 
Legal Authority: 
6(e) 

CFR Citation: 40 CFR 761.31 


Abstract: Polychorinated biphenyl 
(PCB) equipment is owned and 
operated by utilities and building 
owners throughout the U.S. Over the 
past two years, electrical transformers 
containing PCBs have been involved in 
several office fires. If the fire occurs in 
an occupied building, and ventilation 
ducts spread volatized toxic chemicals, 
such an incident could create a major 
public health problem. Although the 
intent of regulation would be to reduce 
the risk of furture fires in PCB 
transformers that are located in 
buildings, the regulation would 
indirectly regulate the environmental 
dispersing of toxic chemicals that are 
created in transformer fires. 


Timetable: 
Action 


ANPRM 
NPRM 


Smail Entity: No 
Additional information: FTS:8-382-3970. 
SAR No. 2056. 


Agency Contact: Denise Keehner, 
Environmental Protection Agency, TS- 
798, Washington, DC 20460, 202 382- 
3970 


RIN: 2070-AA70 


15 USC 2605 / TSCA 


Date 


06/00/84 
00/00/00 


FR Cite 


51. STANDARDS FOR EXCLUDING 
SMALL MANUFACTURERS FROM 
TSCA 8(A) 


Legal Authority: 15 USC 2607 / TSCA 8 
CFR Citation: 40 CFR 712 


Abstract: Under Section 8{a) of TSCA, 
EPA can minimize burdens on small 
businesses by exempting small 
manufacturers and processors from 
reporting requirements, unless the 
chemical manufactured or processed is 


47881 


Current and Projected Rulemakings 


subject to certain Agency actions. This 
rule will establish a generic standard to 
determine which manufacturers may 
qualify as “small” for the purpose of 
these exemptions. 
Timetable: 

Action 


ANPRM 


Date FR Cite 
09/06/80 45 FR 66180 


NPRM 06/23/82 47 FR 27206 
Final Action 11/00/83 


Smail Entity: Yes : 
Additional information: SAR No. 1529. 
Docket No. OPTS-8011. 
FTS:8-382-3436. 

Agency Contact: Frank Kover, 


Environmental Protection Agency, (TS- 
778), Washington, DC 29460, 202 382- 
3436 


RIN: 2070-AA31 


52. NEW CHEMICALS FOR EXPORT 
REPORTING RULE 


Legal Authority: 15 USC 1607 / TSCA 8 
CFR Citation: 40 CFR 712 

Abstract: The Agency is proposing to 
develop a rule under the general 
reporting provisions of Section 8 of 
TSCA that would require manufacturers 
of new chemicals produced solely for 
export to notify EPA before 
manufacture or processing begins. This 
rule will prevent the undesirable 
consequences that a new unregulated 
chemical could have on health or the 
environment in the United States. This 
regulation will complement the 
premanufacture review program for 
new chemicals that EPA conducts 
under Section 5 of TSCA. 


Timetable: 
Action 

NPRM 

Small Entity: No 
Additional information: SAR No. 1936. 
FTS: 8-382-3839. 


Agency Contact: Joseph DeSantis, 
Environmental Protection Agency, (TS- 
788), Washington, DC 20460, 202 382- 
3839 


RIN: 2070-AA47 


Date 
11/00/83 





ENVIRONMENTAL PROTECTION AGENCY (EPA)—Toxic Substances 


Control Act 


FR Cite 
, 07/11/83 48 FR 31786 





56. PREMANUFACTURE 
NOTIFICATION REQUIREMENTS AND 
REVIEW 


Priority: Major 

CFR Citation: 40 CFR 720 
Completed: 
Reason 
Final Action 
Final Action 
Effective 
Small Entity: Yes 

Agency Contact: Joe DeSantis 202 382- 
3849 


Date FR Cite 


07/12/83 


RIN: 2070-AA27 


57. LABELING RULE FOR TREATED 
wooD 


CFR Citation: Not yet determined 
Completed: 


Reason Date FR Cite 


05/13/83 48 FR 21722 





Withdrawn - will 08/30/83 
issue negotiated 
resolution 

Smali Entity: Undetermined 


Agency Contact: Paul Lapsley 703 557- 
7420 


RIN: 2070-AA28 


58. INVESTIGATION OF 
CHLOROFLUOROCARBONS 


CFR Citation: Not yet determined 
Completed: 

Reason Date 
Withdrawn «08/30/83 
Smaii Entity: Undetermined 
Agency Contact: Ed Klein 202 382-3939 
RIN: 2070-AA30 


FR Cite 


ENVIRONMENTAL PROTECTION AGENCY (EPA)—Clean Water Act 


62. WATER QUALITY MANAGEMENT 
REGULATIONS (REVISION) 


Legal : 33 USC 1256 / CWA 
106; 33 USC 1288 / CWA 208; 33 USC 1313 
/ CWA 303 


CFR Citation: 40 CFR 35G 


Abstract: The Clean Water Act 
authorizes EPA to provide grants and 
other assistance to States and other 
governmental jurisdictions to develop 
water quality management programs. 
EPA is revising the existing regulations 
to simplify the requirements and to 
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Completed Actions 


59. RECORDS AND REPORTS OF 
ALLEGATIONS OF SIGNIFICANT 
ADVERSE REACTIONS TO HEALTH 
OR THE ENVIRONMENT 


CFR Citation: 40 CFR 717 
Completed: 
Reason _ 

Final Action 08/22/83 48 FR 38178 
Small Entity: Yes 


Agency Contact: Frank Kover 202 382- 
3436 


RIN: 2070-AA33 


60. CHEMICAL INFORMATION RULES; 
PRELIMINARY ASSESSMENT 
INFORMATION 


CFR Citation: 40 CFR 712 

Completed: 

Reason Date FR Cite 
Final Action 05/19/83 48 FR 22694 
Small Entity: No 


Agency Contact: Frank Kover 202 382- 
3436 


RIN: 2070-AA34 
CAL AUREL AE 


61. HEALTH AND SAFETY DATA 
REPORTING (REVISION) 


CFR Citation: 40 CFR 716 
Completed: 

Reason Date FR Cite 
Final Action 06/01/83 48 FR 24366 
Small Entity: No 


Agency Contact: Frank Kover 202 382- 
3436 


RIN: 2070-AA35 
BILLING CODE 6560-50-T 








Current and Projected Rulemakings 


remove any aspects of the regulations 
that are unduly detailed or inflexible. 


WO i es 
Action Date FR Cite 
NPRM 10/19/82 47 FR 46668 
Final Action 03/00/84 
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Small Entity: No 
Additional information: SAR No. 1802. 


Legal Authority: 33 USC 1361 / CWA 201 
CFR Citation: 40 CFR 35 

Abstract: An interim final regulation 
simplifying the requirements of the 
existing construction grants regulations 
and providing more flexibility in 
meeting revised requirements was 
published May 12, 1982. Rather than 
mandating how grantees must meet the 
goals of the regulations, this revision 
allows grantees to choose the most 
cost-effective ways to achieve these 


11/06/81 
05/12/82 
interim Final Rule 05/12/82 
Final Action 11/00/83 


Small Entity: No 

Additional information: SAR No. 1722. 
Docket No. G-81-5. 

FTS:8-382-7278 

Agency Contact: Roger Rihm, 


Environmental Protection Agency, (WH- 


546), Washington, DC 20460, 202 382- 
7278 
RIN: 2040-AA38 


64. NPDES NEW SOURCE 
APPLICATION FORM (REVISION) 


Legal Authority: 33 USC 1311 / CWA 301 
CFR Citation: 40 CFR 122 


Abstract: The purpose of this action is 
to develop an NPDES application form 
for new manufacturing, commercial, 
mining, and silvicultural operations. 
Besides obtaining information 
necessary for setting effluent discharge 
limitations, it will also help permit 
writers to determine whether the 
facility is a new source. 


Timetable: 
Action 


NPRM 
Final Action 


Small Entity: No 
Additional information: SAR No. 1725. 
FTS:8-426-2970. 

Contact: Gail 


Environmental Protection Agency, (EN- 
336), Washington, DC 20460, 202 426- 
2970 


12/00/83 
10/00/84 


RIN: 2040-AA00 


65. REQUIREMENTS FOR 
APPLICATION FOR 301(C) 
VARIANCES 

Legal Authority: 33 USC 1311 / CWA 311 
CFR Citation: 40 CFR 125 

Abstract: Section 301(c) of the Clean 
Water Act provides for variances on 
economic grounds of the strict 
requirements of BAT controls for non- 
toxic, non-conventional pollutants. This 
regulation will establish application 
ground rules and national criteria for 
granting variances from BAT 
requirements. 


Timetable: 

Action Date 
NPRM 00/00/00 
Small Entity: Undetermined 
Additional information: SAR No. 1404. 
FTS:8-382-2769. 


Agency Contact: Phil Paparodis, 
Environmental Protection Agency, (PM- 
220), Washington, DC 20460, 202 382- 
2766 


RIN: 2040-AA01 


66. WAIVERS FROM BAT FOR 
NONCONVENTIONAL POLLUTANTS 
UNDER 301(G) (REVISION) : 
Legal Authority: 33 USC 1311 / CWA 301 
CFR Citation: 40 CFR 125 F 


Abstract: Section 301(g) allows NPDES 
permit applicants to request a waiver 
from BAT effluent limitations for 
nonconventional pollutants when the 
applicant can show that a less stringent 
permit limit will not interfere with the 
attainment or maintenance of water 
quality and will not endanger human 
health or the environment. This 
regulation will establish guidelines for 
evaluating waiver applications. 


Current and Projected Rulemakings 


336), Washington, DC 20460, 202 426- 
7610 
RIN: 2040-AA02 


67. COMPLIANCE EXTENSION FOR 
INNOVATIVE TECHNOLOGY FOR 
INDUSTRIAL DISCHARGE (REVISION) 


Legal Authority: 33 USC 1311 / CWA 301 
CFR Citation: 40 CFR 125 

Abstract: Section 301{k) allows 
industrial to request an 
extension of the compliance date for 
BAT until July 1, 1987 if they will install 
an innovative technology. This 
technology must produce either: (1) 
effluent reduction greater than BAT, or 
(2) same effluent reduction at 
significantly lower cost. It must also 
have the potential for industry-wide 
application. 


Timetabie: 
Action 


ANPRM 

NPRM 

Final Action 
Smaii Entity: No 
Additional information: SAR No. 1608. 
FTS:8-426-7010. 

Agency Contact: Marilyn Goode, 
Environmental Protection Agency, (EN- 
336), Washington, DC 20460, 202 426- 
7010 

RIN: 2040-AA03 


09/19/80 45 FR 62509 
09/21/81 46 FR 46597 
00/00/00 


68. EFFLUENT GUIDELINES FOR 
ORGANIC CHEMICALS AND PLASTICS 
AND SYNTHETICS 


Priority: Major 

Legal = 33 USC 1341 / CWA 
301; 33 USC 1314 / CWA 304; 33 USC 1316 
/ CWA 306; 33 USC 1317 / CWA 307; 33 
USC 1461 / CWA 501 


CFR Citation: 40 CFR 414; 40 CFR 416 
Abstract: The Agency is proposing BPT. 
BAT, NSPS, and pretreatment standards 


for the organic chemicals industry (SIC 
2865, 2869). Pollutants include aromatic 
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03/21/63 48 FR 11828 
Final Action 03/00/84 


Smaii Entity: Undetermined 

Additional information: SAR No. 1415. 
FTS:6-382-7173. 

Agency Contact: E.H. Forsht. 


- 33 USC 1311 / CWA 


Legal 

301; 33 USC 1314 / CWA 304; 33 USC 1316 
/ CWA 306; 33 USC 1317 / CWA 307; 33 
USC 1361 / CWA 501 


CFR Citation: 40 CFR 421 


include cadmium, copper, lead and zinc. 
Timetabie: 
Action Date FR Cite 
NPRM 


02/17/83 48 FR 7032 
Final Action 01/00/84 


Smail Entity: Yes 
Additional information: SAR No. 1410. 


70. EFFLUENT GUIDELINES FOR 
OFFSHORE OIL AND GAS INDUSTRY 
(REVISION) 

=: 33 USC 1311 / CWA 


Legal Authority: 
301; 33 USC 1314 / CWA 304; 33 USC 1316 
/ CWA 306; 33 USC 1317 / CWA 307; 33 
USC 1361 / CWA 501 


CFR Citation: 40 CFR 435 


Abstract: In 1975 the Agency proposed 
regulations for the offshore oil and gas 
industry. EPA published a final rule for 
BPT in 1979 but deferred action on the 
NSPS and BAT standards. Under a 
settlement agreement with NRDC, the 
Agency withdrew the 1975 NSPS 
proposal and is reproposing NSPS 
standards. The Agency will also 
propose BAT and BCT regulations and 
amend BPT. 


Timetable: 
Action 


NPRM 11/00/83 
Final Action 03/00/84 


Smail Entity: Undetermined 
Additional information: SAR No. 1649. 
FTS:8-382-7161 


Agency Contact: Dennis Ruddy, 
Environmental Protection Agency, (WH- 
552), Washington, DC 20460, 202 382- 
7165 


RIN: 2040-AA12 


71. EFFLUENT GUIDELINES FOR 
PHARMACEUTICALS (REVISION) 
Legal = 33 USC 1311 / CWA 
301; 33 USC 1314 / CWA 304 304; 33 USC 1316 
/ CWA 306; 33 USC 1317 / CWA 307: 33 
USC 1361 / CWA 501 


CFR Citation: 40 CFR 439 

Abstract: EPA is developing effluent 
limitations for BPT, BCT, BAT, NSPS, 
PSES, and PSNS standards for af 
industry. Pollutants by 
pharmaceuticals industry include BOD, 
COD, TSS, Cyanide, and toxic organics. 


Timetable: 
Action Date FR Cite 


NPRM 11/26/82 47 FR 53584 
Final Action BPT, 09/00/83 

BAT, NSPS, 

PSES, PSNS 
Final Action (BCT) 04/00/84 
Smaii Entity: Undetermined 
Additional information: SAR No. 1427. 
FTS:8-382-7182. 


Current and Projected Rulemakings 


Agency Contact: Frank Hund, 
Environmental Protection Agency, (WH- 
552), Washington, DC 20460, 202 382- 
7182 


RIN: 2040-AA13 


72. EFFLUENT GUIDELINES FOR 
PAINT FORMULATION 

Legal Authority: 33 USC 1311 / CWA 
301; 33 USC 1314 / CWA 304; 33 USC 1316 
/ CWA 306; 33 USC 1317 / CWA 307; 33 
USC 1361 / CWA 501 

CFR Citation: 40 CFR 446 


Abstract: Under the authority of 
paragraph 8 of the Settlement 
Agreement the Agency is withdrawing 
the proposed BAT, NSPS, and 
pretreatment standards for the caustic 
and/or water wash subcategory and the 
pretreatment standards for the solvent 
wash subcategory. 
Timetabie: 

Action 


NPRM 

Notice 

Smaii Entity: No 
Additional information: SAR No. 1411. 
FTS:6-426-2554. 


Agency Contact: Robert Dellinger, 
Environmental Protection Agency, (WH- 
552), Washington, DC 20460, 202 426- 
2554 


RIN: 2040-AA15 


Date FR Cite 


01/03/80 45 FR 912 
01/00/84 


73. EFFLUENT GUIDELINES FOR INK 
FORMULATION 


Legal Authority: 33 USC 1311 / CWA 
301; 33 USC 1314 / CWA 304; 33 USC 1316 
/ CWA 306; 33 USC 1317 / CWA 307; 33 
USC 1361 / CWA 501 

CFR Citation: 40 CFR 447 

Abstract: Under the authority of 
paragraph 8 of the Settlement 
Agreement the Agency is withdrawing 
the proposed BAT, NSPS, and 
pretreatment standards for the caustic 
and/or water wash subcategory and the 
pretreatment standards for solvent 
wash subcategory. 


Timetable: 
Action 

NPRM 

Notice 

Smail Entity: No 


Additional information: SAR No. 
1411A. 


FTS:8-426-2497. 


Date FR Cite 


01/03/80 45 FR 928 
01/00/84 
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Agency Contact: Gregory Aveni, 
Environmental Protection Agency, (WH- 
552), Washington, DC 20460, 202 382- 
7137 


RIN: 2040-AA16 


74. EFFLUENT GUIDELINES FOR GUM 
AND WOOD (REVISION) 

Legal 2 33 USC 1311 / CWA 
301; 38 USC 1314 / CWA 304; 33 USC 1316 
/ CWA 306; 33 USC 1317 / CWA 307; 33 
USC 1361 / CWA 501 

CFR Citation: 40 CFR 454 


Abstract: Under the authority of 
paragraph 8 of the Settlement 
Agreement the Agency is withdrawing 
the proposed BAT limitations for sulfate 
turpentine, wood rosin, tall oil, and 
rosin derivatives. EPA will also 
withdraw proposed pretreatment 
standards. 


Date FR Cite 


11/29/80 44 FR 68710 
01/00/84 
Small Entity: No 
Additional information: SAR No. 1425. 
FTS:8-382-7137 
Agency Contact: Richard Williams, 


Environmental Protection Agency, (WH- 
552), Washington, DC 20460, 202 382- 


75. EFFLUENT GUIDELINES FOR 
PESTICIDES 

Legal : 33 USC 1311 / CWA 
301; 33 USC 1314 / CWA 304; 33 USC 1316 
/ CWA 306; 33 USC 1317 / CWA 307; 33 
USC 1361 / CWA 501 

CFR Citation: 40 CFR 455 


Abstract: EPA is developing BAT, BPT, 
BCT, NSPS, and pretreatment controls 
for manufacturers of pesticides and 
related products. Pollutants of concern 
are active ingredient pesticides, organic 
solvents, and metals. 


Date FR Cite 
11/30/82 47 FR 53994 


Additionat information: SAR No. 1426. 
FTS:8-382-7180 


‘ NPRM 


Agency Contact: 

Environmental Protection Sarees. (WH- 
552), Washington, DC 20460 

7180 


RIN: 2040-AA18 


76. EFFLUENT GUIDELINES FOR 
BATTERY MANUFACTURING 


Legal Authority: 33 USC 1311 / CWA 
301; 33 USC 1314 / CWA 304; 33 USC 1316 
/ CWA 306; 33 USC 1317 / CWA 307; 33 
USC 1361 / CWA 501 


CFR Citation: 40 CFR 461 

Abstract: The Agency is promulgating 
BAT and other standards for seven 
subcategories of the battery 
manufacturing industry. Toxic 
pollutants of concern are mercury, lead, 
cadmium, nickel, and zinc. 

Timetable: 


Action Date FR Cite 


11/10/82 47 FR 51052 


Final Action 01/00/84 


Small Entity: No 
Additional information: SAR No. 1434. 
FTS:8-382-7126 

Agency Contact: Mary Belefski, 


Environmental Protection Agency, (WH- 
552), Washington, DC 20460, 202 382- 
7126 


RIN: 2040-AA19 


77. EFFLUENT GUIDELINES FOR 
METAL MOULDING AND CASTING 
(FOUNDRIES) 

Legal : 33 USC 1311 / CWA 
301; 33 USC 1314 / CWA 304; 33 USC 1316 
/ CWA 306; 33 USC 1317 / CWA 307; 33 
USC 1361 / CWA 501 


CFR Citation: 40 CFR 464 

Abstract: The Agency is promulgating 
BPT, BAT, and other standards for the 
aluminum casting, copper casting, iron 
and steel casting, magnesium casting, 
lead casting, and zinc casting 
subcategories. The industry discharges 
approximately 1,200 lb/day of toxic 
pollutants. Pollutants of concern include 
zinc, copper; lead, and phenolic 
compounds. 

Timetable: 


Action Date FR Cite 


NPRM 11/15/82 47 FR 51512 
Final Action 06/00/84 


Small Entity: Yes 
Additional information: SAR No. 1432. 
FTS:8-382-7126 


Current and Projected Rulemakings 


Analysis: RFA 


Agency Contact: Edward L. Dulaney, 
Environmental Protection Agency, (WH- 
552), Washington, DC 20460, 202 382- 


RIN: 2040-AA20 


USC 1361 / CWA 501 
CFR Citation: 40 CFR 467 


Abstract: EPA is promulgating BPT, 
BAT, and other standards for the 
aluminum forming industry. Pollutants 
of concern include chromium, zinc, and 
cyanide. 


Timetable: 
Action 


NPRM 
Final Action 


Small Entity: No 

Additional information: SAR No. 1438. 
FTS:8-382-7126. 

Agency Contact: Janet Goodwin, 


Environmental Protection Agency, (WH- 
552), Washington, DC 20460, 202 382- 


11/22/82 47 FR 52626 
09/00/83 


Legal : 33 USC 1311 / CWA 
301; 33 USC 1314 / CWA 304; 33 USC 1316 
/ CWA 306; 33 USC 1317 / CWA 307; 33 
USC 1361 / CWA 501 

CFR Citation: 40 CFR 469 

Abstract: The Agency is developing 
regulations for BPT, BCT, BAT, NSPS, 
PSES, and PSNS for the electronic tube 
and phosphorescent coating 
subcategories in the electric and 
electronics industry. These regulations 
are in addition to those proposed on 
August 24, 1982. Principal pollutants 
include toxic heavy metals. 


Timetable: 
Action 


NPRM 
Final Action 


Smail Entity: No 
Additional information: SAR No. 1907. 
FTS:8-382-7158. 


03/09/83 48 FR 10012 
11/00/83 
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jum, platinum, and 
titanium will be regulated. Principal 
pollutants considered are primarily 
toxic metals. 


02/00/84 
Final Action 11/00/84 


Small Entity: Undetermined 

Additional information: SAR No. 1911. 
7126. 

Agency Contact: James Berlow, 

Environmental Protection Agency, (WH- 

a camera 


RIN: 2040-AA27 


81. EFFLUENT GUIDELINES FOR 
INORGANIC CHEMICALS (PHASE Ii) 
Legal =: 33 USC 1311 / CWA 
301; 33 USC 1314 / CWA 304; 33 USC 1316 
/ CWA 306; 33 USC 1317 / CWA 307; 33 
USC 1361 / CWA 501 


CFR Citation: 40 CFR 415 
Abstract: BPT, BCT, BAT, PSES, NSPS, 


subcategories are in addition to those 
for which final regulations were issued 


Smaii Entity: No 

Additional information: SAR No. 1906. 
FTS:8-382-7156. 

Agency Contact: Tom Fielding, 
Environmental Protection Agency, (WH- 
552), Washington, DC 20460, 382- 
7156 


RIN: 2040-AA28 


82. EFFLUENT GUIDELINES FOR 
PLASTICS MOLDING AND FORMING 


Legal = 33 USC 1311 / CWA 
301; 33 USC 1314 / CWA 304; 33 USC 1316 
/ CWA 306; 33 USC 1317 / CWA 307; 33 
USC 1361 / CWA 501 


CFR Citation: 40 CFR 463 


Abstract: The Agency is developing 
BPT, BAT, BCT, NSPS, PSES, and PSNS 
for the plastics molding and forming 
industry. These limitations will consider 
the molding and forming of plastics 
from all plastic materials. This 
regulation is distinct from the primary 
manufacture of plastic materials and 
compounds to be covered by 
regulations in the plastics molding and 
forming category. The pollutants of 
concern include cadmium, chromium, 
lead, nickel, zinc, phenols and several 
other organics. 


Timetabie: 
Action 


NPRM 01/00/84 
Final Action 09/00/84 


Small Entity: Undetermined 

Additional information: SAR No. 1909. 
FTS:8-382-7126. 

Agency Contact: Robert Southworth, 
Environmental Protection Agency, (WH- 


552), Washington, DC 20460, 202 382- 
7126 


RIN: 2040-AA29 


Date FR Cite 


83. EFFLUENT GUIDELINES FOR 
ADHESIVES AND SEALANTS 

Legal Authority: 33 USC 1311 / CWA 
301; 33 USC 1314 / CWA 304; 33 USC 1316 
/ CWA 306; 33 USC 1317 / CWA 307; 33 
USC 1361 / CWA 501 


CFR Citation: 40 CFR 463 

Abstract: The Agency excluded the 
adhesives and sealants category from 
toxic pollutant regulation under the 
authority of paragraph 8 of the NRDC 
settlement agreement. 


Current and Projected Rulemakings 


Timetable: 
Action 

Notice 

Small Entity: No 
Additional information: SAR No. 1910. 
FTS:8-382-7173. 


Agency Contact: Elwood Forsht, 
Environmental Protection Agency, (WH- 
552), Washington, DC 20460, -202 382- 
7173 


RIN: 2040-AA30 


Date FR Cite 


02/00/84 


84. EFFLUENT GUIDELINES FOR COIL 
COATING (CAN MAKING) (REVISION) 
Legal = 33 USC 1311 / CWA 
301; 33 USC 1314 / CWA 304; 33 USC 1316 
/ CWA 306; 33 USC 1317 / CWA 307; 33 
USC 1361 / CWA 501 


CFR Citation: 40 CFR 465 

Abstract: The Agency is promulgating 
BPT, BAT, BCT, NSPS, PSES, and PSNS 
for the 2 piece can making industry. 
These limitations will consider the 
manufacture of 2 piece cans (such as 
those used for beverage containers) and 
will be promulgated as subcategories 
under the coil coating regulation. 
Pollutants of concern include chromium, 
oil and grease, and toxic organics. 
Timetable: 
Action 


NPRM 

Final Action 
Smail Entity: No 
Additional Information: SAR No. 1912. 
FTS:8-382-7126. 

Agency Contact: Mary Belefski, 
Environmental Protection Agency, (WH- 


552), Washington, DC 20460, 202 382- 
7126 


RIN: 2040-AA31 


Date FR Cite 


02/10/83 48 FR 6268 
10/00/83 


85. EFFLUENT GUIDELINES FOR 
NONFERROUS METALS FORMING 


Legal : 33 USC 1311 / CWA 
301; 33 USC 1314 / CWA 304; 33 USC 1316 
/ CWA 306; 33 USC 1317 / CWA 307; 33 
USC 1361 / CWA 501 


CFR Citation: 40 CFR 471 


Abstract: The Agency is developing 
BPT, BAT, BCT; NSPS, PSES, and PSNS 
for the forming (rolling, drawing, etc.) of 
nonferrous metals other than copper 
and aluminum. These limitations will 
apply to wastewater generated by these 
operations. Pollutants of concern 
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include cadmium, chromium, lead, 
nickel, zinc, and toxic organics. 


01/00/84 
10/00/84 


Small Entity: Undetermined 
Additional information: SAR No. 1908. 
FTS:8-382-7126. 


Agency Contact: Janet Goodwin, 
Environmental Protection Agency, (WH- 
552), Washington, DC 20460, 382- 


Timetable: 
Action 
NPRM 
Final Action 


RIN: 2040-AA32 


Legal. : 33 USC 1311 / CWA 
301; 33 USC 1314 / CWA 304; 33 USC 1316 
/ CWA 306; 33 USC 1317 / CWA 307; 33 
USC 1361 / CWA 501 


CFR Citation: 40 CFR 415 


Abstract: EPA has proposed to 
withdraw BAT and substitute limits for 
COD and metals equivalent to BPT for 
nine subcategories. Lead limits for three 
subcategories were studied and 
revisions to these limits are being 
made. Rubber reclaimers covered by 
subparts H and I have been re- 
examined for BCT, BAT, and NSPS 
regulations. National regulations will 
not be issued for the two rubber 
reclaimed subcategories. 


Date FR Cite 


Timetable: 

Action 

NPRM 12/18/79 44 FR 75016 
Final Action 03/00/84 
Small Entity: No 


Additional Information: SAR No. 1420. 
FTS:8-382-7172. 

Agency Contact: J. S. Vitalis, 
Environmental Protection Agency, (WH- 
552), Washington, DC 20460, 202 382- 


87. EFFLUENT GUIDELINES FOR 
PULP, PAPER, AND PAPERBOARD 
(PCB’S) (REVISION) 

Legal s 33 USC 1311 / CWA 
301; 33 USC 1314 / CWA 304; 33 USC 1316 
/ CWA 306; 33 USC 1317 / CWA 307; 33 
USC 1361 / CWA 501 


CFR Citation: 40 CFR 430 


Abstract: The Agency has proposed 
BAT and NSPS regulations that would 
limit the of pdlychlorinated 
biphenyls (PCBs) into waters of the 
United States from mills in the pulp, 


1430). EPA did not propose PCB effluent 
limitations at that time because of 
insufficient information on the levels of 
treatability. Based on further analysis 
of all current available technical and 
economic data, the Agency has 
determined that limitations for the 
control of PCBs are appropriate. 


Timetabie: 


Action Date FR Cite 


NPRM 11/18/82 47 FR 52066 
Final Action 01/00/84 
Small Entity: Undetermined 
Additional information: SAR No. 1969. 
FTS:8-382-7137. 

Contact: Robert Dellinger, 


Environmental Protection Agency, (WH- 
552), Washington, DC 20460, 202 382- 
7137 


RIN: 2040-AA63 


88. @EFFLUENT GUIDELINES FOR 
ORE MINING AND DRESSING 
(REVISION) 

s 33 USC 1311 / CWA 


Legal 

301; 33 USC 1314 / CWA 304; 33 USC 1316 
/ CWA 306; 33 USC 1317 / CWA 307; 33 
USC 1361 / CWA 501 


CFR Citation: 40 CFR 144.103; 40 CFR 
144.104 


Abstract: The Agency is developing 
BAT and NSPS for mines and mills that 
benefit gold ores by ground separation 
methods. These methods include mining 
of placer deposits, dredge mining, and 
hydraulic mining operations. These 
limitations will apply to wastewater 
generated by these.operations and are 
an addition to those subcategories for 
which final regulations were issued on 
December 3, 1982. 


Timetable: 
Action 


NPRM 02/00/84 
Final Action 11/00/84 


Smail Entity: Yes 


582, Washington, DC 20460, 202 382- 
ae aii 


89. WATER QUALITY STANDARDS 
REGULATIONS (REVISION) 

Legal Authority: 33 USC 1313 / CWA 303 
CFR Citation: 40 CFR 35.1550 
Abstract: EPA is revising its water 
quality standards regulations to 


improve the management of the 
The revision will ensure that 


program. 
the process for setting water quality 
standards takes into account 


affected public. The revision will allow 
EPA and the States to more effectively 
meet the requirements of the Clean 
Water Act. 


Timetable: 
Action 


ANPRM 

NPRM 

Final Action 
Smaii Entity: No 
Additional information: SAR No. 1441. 
FTS:8-245-2042. 

Agency Contact: David Sabock, 
Environmental Protection Agency, (WH- 
585), Washington, DC 20460, 202 245- 
3042 

RIN: 2040-AA43 


07/10/78 43 FR 29588 
10/29/62 47 FR 49234 
10/00/83 


90. SECONDARY TREATMENT ° 
REGULATIONS (REVISION) 


Legal Authority: 33 USC 1314 / CWA 304 
CFR Citation: 40 CFR 133 

Abstract: The Agency is considering 
defining a level of effluent quality 
attainable by publicly owned treatment 
works (POTWs) through the application 
of treatment equivalent to secondary 
treatment. These possible revisions 
which in large part implement the 1981 
amendments of the Clean Water Act, 
will include specific numeric levels and 
criteria for adjusting POTW effluent 
limitations to levels attainable by 
certain kinds of equivalent treatment 
technologies. The Agency is also 
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limitations on February 17, 1982 (47 FR 
6835). EPA proposed new BCT 
limitations for the affected industries, 
including seafood processing and meat 
packing, pulp ard paper, timber, metal 
finishing, inorganic chemicals, ore 
mining, and leather tanning. EPA is 
making these revisions in response to a 
court decision. This revision also fulfills 
the request for review of the program 
by the President's Task Force on 
Regulatory Relief. 
Timetable: - 
Action 


NPRM 

Final Action 

Smaii Entity: No 

Additional information: SAR No. 1752. 

FTS:8-382-5386. 

Agency Contact: Renee Rico. 

Environmental Protection Agency, (WH- 
586), Washington, DC 20460, 202 382- 

” 5386 


10/29/82 47 FR 49176 
04/00/84 


RIN: 2040-AA45 


Legal Authority: 33 USC 1314 / CWA 304 


CFR Citation: 40 CFR 133 

Abstract: The Agency is considering 
further amendment to the secondary 
treatment regulation which would 
redefine secondary treatment to allow 
optional use of the carbonaceous 
biochemical oxygen demand (5-day) 
pollutant parameter (CBOD5) as a 
substitute for the current biochemical 
oxygen demand (5-day) parameter 
(BOD5). The effluent concentration for 
CBOD5 would be set at 25 milligrams 
per liter. Testing procedures for CBOD5 
would be conducted in accordance with 
procedures established in 40 CFR Part 
136. 


Timetable: 
Action 


NPRM 
Final Action 


Smaii Entity: No 
Additional information: SAR No. 1962. 
FTS:8-382-7276. 


Contact: Charles Mooar, 
Environmental Protection Agency, (WH- 
595), Washington, DC 20460, 202 382- 
7276 


RIN: 2040-AA62 


11/00/83 
09/00/84 


93. GENERAL PRETREATMENT 
REGULATIONS: REFORMS (REVISION) 
Priority: Task Force 

Legal Authority: 33 USC 1317 / CWA 307 
CFR Citation: 40 CFR 403 

Abstract: The Agency is preparing 
revisions to the Pretreatment 
Regulations which will also include 
revisions to decrease paperwork 
requirements. These revisions fulfill the 
request for review of the program by 
the President's Task Force on 
Regulatory Relief. 


Timetable: 
Action 





Date FR Cite” 


12/00/83 
07/00/84 





Current and Projected Rulemakings 


Smail Entity: No 
Additional information: SAR No. 1900. 
FTS:8-426-4793. 


Agency Contact: Craig Jakubowics, 
Environmental Protection Agency, (EN- 
336), Washington, DC 20460, 202 426- 
4793 


RIN: 2040-AA46 


94. GENERAL PRETREATMENT 
REGULATIONS: REMOVAL CREDITS 
(REVISION) 

Priority: Task Force 

Legal Authority: 33 USC 1317 / CWA 307 
CFR Citation: 40 CFR 403.7 

Abstract: Based on the Agency review 
of the Pretreatment Program, at the 
request of the President's Task Force on 
Regulatory Relief, EPA is proposing 
revisions in the removal credits section. 
This proposal clarifies the provision, 
gives added flexibility to cities and 
reduces the burden of using this 
mechanism. 


Timetable: 
Action 

NPRM 

Final Action 
Small Entity: No 
Additional information: SAR No. 1866. 
FTS:8-426-4793. 


Agency Contact: Craig Jakubowics, 
Environmental Protection Agency, (EN- 
336), Washington, DC 20460, 202 426- 
4793 


RIN: 2040-AA47 


Date FR Cite 


09/28/82 47 FR 42698 
01/00/84 


95. REMOVAL OF OIL AND 
HAZARDOUS SUBSTANCE 
DISCHARGES (REVISION) 


Legal Authority: 33 USC 1321 / CWA 311 
CFR Citation: 40 CFR 111 


Abstract: This regulation sets forth the 
methods and procedures for the 
removal of oil and hazardous 
substances from inland waters of the 
United States, excluding the Great 
Lakes. Key elements of the regulation 
are voluntary removal guidelines for the 
proper removal and disposal of oil and 
hazardous substance discharges and 
mandatory provisions governing the use 
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EPA—CWA 


of chemical agents applied to 
discharges. 


12/23/80 45 FR 84942 | 


01/00/84 
Additional Information: SAR No. 1544. 
FTS:8-382-3000. 
Agency Contact: Jack Kooyoomjian, 


Environmental Protection Agency, (WH- 
548), Washington, DC 20460, 800 424- 


FACILITIES SUBJECT TO PERMITTING 
REQUIREMENTS OF SECTION 402 


Legal Authority: 33 USC 1321 / CWA 311 
CFR Citation: 40 CFR 151 


Abstract: This regulation’s purpose is to 
prevent spills of hazardous substances 
into navigable waters. It sets forth 
requirements for the Spills Prevention 
Control and Countermeasure Plans for 
facilities which (a) are not related to 
transportation, (b) which store, 
manufacture or otherwise handle 
hazardous substances at their facilities, 
and (c) are subject to NPDES permits. 
The Agency will likely exempt any 
small facilities which store less than 
ten times the reportable quantities of 
spilled, hazardous substances. 


Date FR Cite 


09/01/78 43 FR 39276 
00/00/00 


Smail Entity: -Yes 

Additional information: SAR No. 1451. 
FTS:8-382-3000. 

Agency Contact: L. M. Flaherty, 


Environmental Protection Agency, (WH- 
548), Washington, DC 20460, 202 382- 


97. DISCHARGE OF OIL (REVISION) 


Legal Authority: 33 USC 1321 / CWA 311 
CFR Citation: 40 CFR 110 


Abstract: This revision will extend 
applicability to deep water ports and 
extend reporting requirements for oil to 
200 miles offshore. It will also provide 
for exemptions from reporting 


requirements for permitted discharges 
and for special use applications of oil. 


Timetable: 

Action Date 
NPRM 00/00/00 | 
Small Entity: Undetermined 
Additional information: SAR No. 1579. 
FTS:8-382-3000. 

Analysis: RIA, RFA 


Agency Contact: Jack Kooyoomjian, 
Environmental Protection Agency, (WH- 
548), Washington, DC 20460, 800 424- 
9346 


RIN: 2040-AA48 


98. OIL POLLUTION PREVENTION 
REGULATION (REVISION) 

Legal Authority: 33 USC 1321 / CWA 311 
CFR Citation: 40 CFR 112 

Abstract: This revision to 40 CFR 112 
will include exemptions from reporting 
requirements and will extend EPA’s oil 
pollution authority from three miles to 
two hundred miles offshore. This 
revision does not affect the existing 
exemption for facilities that store 1,320 
gallons or less. 


Timetable: 
Action 


NPRM 
Final Action 


Smail Entity: No 
Additional information: SAR No. 1584. 
FTS:8-382-3000. 


Agency Contact: L. M. Flaherty, 
Environmental Protection Agency, (WH- 
548), Washington, DC 20460, 800 424- 
9346 


RIN: 2040-AA49 


Date FR Cite 


05/20/80 45 FR 33814 
00/00/00 


99. CONSOLIDATED PERMITS: NPDES 
ISSUES (REVISION) ; 
Legal Authority: 42 USC 6924 / CWA 402 
CFR Citation: 40 CFR 122 to 124 
Abstract: This action would implement 
the NPDES issues in the settlement 
agreement signed on June 7, 1982 in 
NRDC v. EPA. The NPDES issues 


involve requirements for water 
discharge permits under the NPDES 


program. 


Current and Projected Rulemakings 


Timetable: 
Action 

NPRM 

Final Action 
Small Entity: No 
Additional information: SAR No. 1901. 
FTS:8-426-4793. 

Agency Contact: George Young, 
Environmental Protection Agency, (EN- 
336), Washington, DC 20460, 426- 
4793 


RIN: 2040-AA35 


11/18/82 47 FR 52072 
03/00/84 


100. NPDES REGULATIONS: 
REGULATORY REFORM (REVISION) 
Priority: Task Force 

Legal Authority: 33 USC 1251 / CWA 402 
CFR Citation: 40 CFR 122; 40 CFR 123; 
40 CFR 125 

Abstract: These revisions are being 
‘proposed to streamline permit program 
requirements and ease burdens upon 
the public by eliminating regulations 

not mandated by law or essential to 
good program implementation; by 
expediting procedures where 
appropriate; by reducing unnecessary 
reporting requirements; and by 
promoting assumption of NPDES 
authority by States. These revisions are 
being made at the request of the 
President’s Task Force on Regulatory 
Relief. 
Timetable: 
Action 
NPRM 


Small Entity: No 

Additional information: SAR No. 1868. 
FTS:8-426-4793. «+ 

Agency Contact: George Young, 
Environmental Protection Agency, (EN- 
336), Washington, DC 20460, 202 426- 
4793 


RIN: 2040-AA5O 


Date 
06/00/84 


FR Cite 


101. 404 REGULATIONS (REVISION) 
Priority: Task Force 

Legal Authority: 33 USC 1344 / CWA 404 
CFR Citation: 40 CFR 230 

Abstract: These regulations revise 
section 404({b)(1) environmental 
guidelines to implement reforms 
recommended by the President’s Task 


Force on Regulatory Relief. These 
revisions will also update testing and 
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Abstract: These regulations will 
provide guidelines for the disposal and 
use of wastewater treatment plant 
sludge. 

Timetable: 

Action Date 
NPRM 00/00/00 
Small Entity: Undetermined 
Additional information: SAR No. 1914. 
FTS:8-382-7818 

Agency Contact: Tom O'Farrell, 


Environmental Protection Agency, (WH- 
586), Washington, DC 20460, 202 382- 
5367 


FR Cite 


RIN: 2040-AA36 


103. OCEAN DUMPING CRITERIA 
(REVISION) 


Legal Authority: 33 USC 1401 et seq / 
MPRSA 


CFR Citation: 40 CFR 220 to 229 


ENVIRONMENTAL PROTECTION AGENCY (EPA)—Ciean Water Act 





105. CONSTRUCTION GRANTS 
PROGRAM DELEGATION TO STATES 
CFR Citation: 40 CFR 35 F 


Date FR Cite 


08/19/83 48 FR 37814 
08/19/83 


Effective 
Small Entity: No 
Agency Contact: Carl Reeverts 202 382- 
5839 
RIN: 2040-AA39 
SIT A FA RR ETRE IE DIE INIT ST 


106. EFFLUENT GUIDELINES FOR 
METAL FINISHING 


CFR Citation: 40 CFR 433 
Completed: 
Reason 

Final Action 


Final Action 
Effective 


Small Entity: No 

Agency Contact: Richard Kinch 202 
382-7159 

RIN: 2040-AA04 


Date FR Cite 


07/15/83 48 FR 32462 
08/29/83 


107. EFFLUENT GUIDELINES FOR 
COPPER FORMING 


CER Citation: 40 CFR 468 
Completed: 


Reason 


Final Action 
Final Action 
Effective 

Smail Entity: No 

Agency Contact: David J. Pepson 202 
382-7126 

RIN: 2040-AA24 

TITRE IER EE CLLLELLED LEE AOL IAL IHS GE NRL 





Date FR Cite 


08/15/83 48 FR 36942 
07/01/84 


Current and Projected Rulemakings 


Abstract: A proposed regulation will be 
issued to address changes in the 
regulations required by court action, 
i.e.. NYC vs. EPA. An ANPRM will be 
developed to solicit public comments on 


_ other changes to the current Ocean 


Dumping regulation including dredged 
material, low level radioactive waste 
and incineration at sea requirements. 
Complete reorganization and a rewrite 
of the current regulations will follow 
based on comments received. 


Timetable: 


Action Date 
NPRM 00/00/00 
Smali Entity: Undetermined 

Additional information: SAR No. 1604. 
FTS:8-755-0356. 


Agency Contact: T. A. Wastler, 
Environmental Protection Agency, (WH- 
585), Washington, DC 20460, 202 755- 
0356 


RIN: 2040-AA52 


FR Cite 


Completed Actions 


108. EFFLUENT GUIDELINES FOR 
ELECTRICAL AND ELECTRONIC 
PRODUCTS (PHASE 1) 

CFR Citation: 40 CFR 469 

Reason Date FR Cite 
Final Action 04/08/83 48 FR 15382 
Small Entity: No 

Agency Contact: David Pepson 202 
382-7157 

RIN: 2040-AA25 





109. REVISION TO BAT FOR 
INORGANIC CHEMICALS 


CFR Citation: 40 CFR 415 
Completed: 

Reason Date 
Withdrawn 08/16/83 
Small Entity: No 


Agency Contact: Thomas Fielding 202 
382-7156 


RIN: 2040-AA41 


FR Cite 





110. CONSOLIDATED PERMITS: 
“COMMON ISSUES” 


CFR Citation: 40 CFR 122; 40 CFR 123; 
40 CFR 124 
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09/01/83 48 FR 39611 
09/01/83 


Smaii Entity: No 


ENVIRONMENTAL PROTECTION AGENCY (EPA)—Atomic Energy Act Current and Projected Rulemakings 


111. GUIDANCE FOR OCCUPATIONAL 
RADIATION EXPOSURE (REVISION) 


AEA 274(h); 42 USC 


existing (1960) radiation occupational 
exposure limits for all workers except 
radiation exposure to uranium miners. 
It would lower allowable exposure per 
year and incorporate selected current 
recommendations of national and 
international radiation protection 
advisory bodies. 


Date FR Cite 


09/17/79 44 FR 53785 
01/23/81 46 FR 7836 
01/00/84 


112. TRANSURANIC ELEMENTS 


Legal Authority: AEA 274(h); 42 USC 
2021(h) Reorganization Pian No. 3 of 1970 


CFR Citation: Not applicable 


Abstract: This guidance to Federal 
Agencies will establish dose rate limits 
for people exposed to transuranic 
elements in the general environment. 
The guidance considers both human 
inhalation and ingestion of 
transuranium elements and establishes 
a recommended dose rate limit to lungs 
and bones for members of the general 
population. This dose rate limit can be 
associated with an estimated maximum 
risk of one additional death per million 
persons continuously exposed at this 
rate per year. Guidance is undergoing 
interagency review. 


Timetabie: 
Action 
NPRM 


Date FR Cite 
11/30/77 42 FR 60956 
12/00/83 
Additional information: SAR No. 1162. 
FTS:8-557-0740. 


Legal Authority: AEA 274{h); 42 USC 
2021(h) Reorganization Plan No. 3 of 1970 


CFR Citation: Not applicable 

Abstract: This guidance will serve to 
limit exposure of the general public to 
radiofrequency radiation, which poses a 
potential health risk. 

Timetable: 
Action Date FR Cite 


ANPRM 12/23/82 47 FR 57338 
NPRM 12/00/83 


Small Entity: Undetermined 

Additional information: SAR No. 1525. 
FTS:8-557-7390. 

Analysis: Background information docu- 
ments 


Agency Contact: Norbert Hankin, 
Environmental Protection Agency, 
(ANR-461), Washington, DC 20460, 703 
557-7390 

RIN: 2060-AA02 


114. ENVIRONMENTAL PROTECTION 
STANDARDS FOR HIGH-LEVEL 
RADIOACTIVE WASTE 


Legal Authority: 42 USC 2021 / AEA 274 
CFR Citation: 40 CFR 191 


Abstract: EPA is developing 
environmental standards which state 


the public health and environmental 
requirements to be met for disposal of 
high-level radioactive waste. These 
consist of general design and site 
selection principles as well as numeric 
performance requirements for high-level 
waste repositories. DOE and NRC will 
use EPA’s regulation to set their 
standards to govern the licensing, 
design and operation of permanent 
high-level radioactive waste disposal 
facilities. 

Timetable: 


Action 


ANPRM 
NPRM 
Final Action 


Small Entity: No 
Additional information: SAR No. 1163. 
FTS:8-557-8610. 


Agency Contact: Dan Egan, 
Environmental Protection Agency, 
(ANR-460), Washington, DC 20460, 703 
557-8610 


RIN: 2060-AA03 


Date FR Cite 


12/06/76 41 FR 53363 
12/29/82 47 FR 58196 
12/00/83 


115. ENVIRONMENTAL PROTECTION 


Legal Authority: AEA 274(h); 42 USC 
2021(h) Reorganization Plan No. 3 of 1970 


CFR Citation: 40 CFR 193 


Abstract: The National Radioactive 
Waste Management Program requires 
the development of a standard for 
disposal of low-level radioactive 
wastes. These include all radioactive 
wastes except high-level radioactive 
wastes, high-activity transuranic- 
contaminated wastes, uranium mill 
tailings, and wastes regulated under the 
Resource Conservation and Recovery 
Act of 1976. 


Timetable: 
Action 
ANPRM 


NPRM 
Final Action 


Small Entity: No 


Date FR Cite 


08/31/83 48 FR 39563 
04/00/84 
03/00/85 
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its position on the general applicability 
of disposal standards fer uranium mill 
tailing sites. This action solicits public 
comment on whether less restrictive 
standards might be appropriate for sites 
in sparsely populated areas. This action 


Abstract: The Administrator is required 
to issue generally applicable standards 
for protecting the public health and 
safety, and the environment, from 
radiological and nonradiological 
hazards associated with processing, 
keeping. transferring and disposing of 
uranium bypreduct material at sites 
which either (a) process the uranium 
ore primarily for its source material 
content or (b) dispose of the uranium 
byproduct material. Failure to 
promulgate these standards by October 
1, 1983, causes EPA to lose this 
authority. 


also solicits comments on whether a 
radon “fenceline” standard, which 
could be satisfied largely by 
institutional methods, would be an 
appropriate form of standard for such 
sites. 

Timetable: 
Action 

Begin Review 

End Review 
Smaii Entity: No 





FR Cite _ 


01/00/83 
10/00/83 


ENVIRONMENTAL PROTECTION AGENCY (EPA)—Safe Drinking 


found in drinking water drawn from 
groundwater sources. These chemicals 
include such compounds as 
trichloroethylene, tetrachloroethylene, ~ 
and vinyl! chloride. Aeration and 
granular activated carbon {GAC} 
systems are treatment technologies that 
can reduce these contaminants to a low 
level. Preliminary estimates show that 
average residential monthly bills for 
affected systems could rise from $1 - 


$14 depending on the size of the 
drinking water system and the type of 
technology selected. The Agency will 
promulgate RMCLs (i.e. nonenforceable 
health goals) before it promulgates the 
Maximum Contaminant Levels (MCLs) 
{i.e., enforceable standard). 





Previous ANPRM 07/14/76 41 FR 23991 
ANPRM 03/04/82 47 FR 9350 
NPRM MCLS 12/00/83 

NPRM RMCLS 02/00/84 

Small Entity: Undetermined 

Additional information: SAR No. 1567. 
FTS: 8-472-5030. 

Agency Contact: Joseph Cotruvo, 
Environmental Protection Agency, (WH- 


550), Washington, DC 20460, 262 382- 
7575 


RIN: 2040-AA53 


Current and Projected Rulemakings 


Timetable: 
Action 


NPRM 

Final Action 
Smali Entity: No 
Additional Information: SAR No. 
1166A. 

FTS:8-557-8224. . 

Agency Contact: John Russell, 
Environmental Protection Agency, 
{ANR-460}, Washington, DC 20460, 763 
557-8224 


RIN: 2060-AA06 


04/29/63 48 FR 19564 
10/00/83 


Additional information: SAR No. 2005. 
FTS: 8-557-8927. 

Agency Contact: Stan Lichtman, 
Environmental Protection Agency, 


ANR-460, Washington, D.C. 20460, 703 
557-8927 


RIN: 2060-AB16 
BILLING CODE 6560-50-T 


Current and Projected Rulemakings 


119. PRIMARY DRINKING WATER 
REGULATIONS (REVISION) 


Legal Authority: 42 USC 300 / SDWA 
1412 


CFR Citation: 40 CFR 141 


Abstract: The monitoring requirements’ 
and MCLs in the National Interim 
Primary Drinking Water Regulations 
will be comprehensively reviewed for 
inorganic and organic compounds, 
microbiological contaminants and 
turbidity and radionuclides. EPA will 
conduct an assessment of exposure, 
analytical methods, potential health 
effects, and the performance and costs 
of treatment technologies. The Agency 
will promulgate Recommended 
Maximum Contaminant Levels (RMCLs) 
before it promulgates the Maximum 
Contaminant Levels (MCLs). 
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EPA—SDWA 


FTS:8-382-7575. 


Agency Contact: Joseph Cotruvo, 
Environmental Protection Agency, (WH- 
550), Washington, DC 20460, 202 382- 
7575 


RIN: 2040-AA55 


120. PRIMARY DRINKING WATER 
REGULATIONS: FLUORIDE 
(REVISION) 

Legal Authority: 42 USC 300 / SDWA 
1412 


CFR Citation: 40 CFR 141 


Abstract: The Agency will assess the 
maximum contaminant level (MCL) for 
fluoride in the National Interim Primary 
Drinking Water Regulations to 
determine if it reflects potential health 
effects and the performance and cost of 
available treatment technologies. Based 


on statutory requirements and recent 
technical information, the Agency is 
considering numerous options. 


Timetable: 
Action Date 


NPRM (RMCLS) 04/00/84 
NPRM (MCLS) 01/00/85 


Smaii Entity: Yes 

Additional information: SAR No. 1756. 
FTS:8-382-7575. 

Analysis: Draft RFA; iA 


Agency Contact: Joseph Cotruvo, 
Environmental Protection Agency, (WH- 
550), Washington, DC 20460, 202 382- 
7375 


RIN: 2040-AA56 


121. UNDERGROUND INJECTION. 
CONTROL PROGRAM: FEDERALLY 
ADMINISTERED PROGRAMS 
(REVISION) 


Authority: 42 USC 300 / SDWA 
1412 


CFR Citation: 40 CFR 144.1; 40 CFR 
144.3; 40 CFR 144.21; 40 CFR 144.22; 40 


Current and Projected Rulemakings 


CFR 144.23; 40 CFR 144.25; 40 CFR 144.26; 
40 CFR 144.27; 40 CFR 144.28; 40 CFR 147 
Abstract: EPA is required to prescribe a 
UIC program in States that do not have 
an approved program. The amendments 
to 40 CFR 144 and the new 40 CFR 147 
provide UIC programs for the 22 States 
in which EPA will administer the 
program. 
Timetable: 
Action 


NPRM 

Final Action 
Smail Entity: No 
Additional information: SAR No. 1972. 
FTS:8-382-5530. 

Agency Contact: Thomas E. Belk, 
Environmental Protection Agency, (WH- 
550), Washington, DC 20460, 202 382- 


RIN: 2040-AA61 
BILLING CODE 6560-50-T 


Date FR Cite 


09/02/83 48 FR 40098 
03/00/84 


ENVIRONMENTAL PROTECTION AGENCY (EPA)—Noise Control Act Current and Projected Rulemakings 


122. @WITHDRAWAL OF PRODUCTS 


Legal Authority: 42 USC 4904 (b)(1) / 
NCA 5(b)(1); 42 USC 4905 / NCA 6(a)(1) 


CFR Citation: 40 CFR 51 


Abstract: This action withdraws certain 
products from the Agency’s report 
identifying major noise sources issued 
under authority of Section 5(b)(1) of the 
Noise Control Act of 1972. These 
products are: Truck Transport 
Refrigeration Units, Power Lawn 
Mowers, Pavement Breakers, Rock 
Drills, Wheel and Crawler Tractors and 
Buses. This action also withdraws 
proposed noise regulations for Wheel 
and Crawler Tractors, and Buses, 
issued under the authority of Section 
6(a)(1) of the Act. 


Timetable: 
Action 


NPRM 

Final Action - 
Smail Entity: No 
Additional information: SAR No. 2046. 
FTS: 8-382-7748. 

No CFR parts pertain. This action 
withdraws proposals which were not 
codified. 

Agency Contact: Robert C. Rose, 


Environmental Protection Agency, 
Washington, DC 20460, 202 382-7748 


RIN: 2060-AB24 


Date FR Cite 


12/01/82 47 FR 54108 
00/00/00 


123. @MOTOR CARRIERS ENGAGED 
IN INTERSTATE COMMERCE: NOISE 
EMISSION STANDARDS (REVISION) 
Legal Authority: 42 USC 4917 / NCA 18 
CFR Citation: 40 CFR 202 


Abstract: This action proposes to 
amend the noise emission regulations 
for motor carriers engaged in interstate 
commerce. The amendment aligns the 
noise emission standards of this 
regulation with those of the regulation 
for newly manufactured medium and 
heavy trucks. The proposed revised 
standards apply only te trucks 
manufactured on or after January 1, 
1978 (post-1977), that have a Gross 
Vehicle Weight Rating (GVWR) or a 
Gross Combination Weight Rating 
(GCWR) greater than 10,000 pounds. 


Timetable: 
Action 


NPRM 
Final Action 


Small Entity: No 

Additional information: SAR No. 2045. 
FTS: 8-382-7748. se 
Agency Contact: Robert C. Rose, 


Environmental Protection Agency, 
Washington, DC 20460, 202 382-7748 


RIN: 2060-AB20 


11/00/83 
00/00/00 
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Legal = 42 USC 6921 / RCRA 
3001; 42 USC 6932 / RCRA 3002 


CFR Citation: 40 CFR 266 


Abstract: Pursuant to the requirements 
of the Used Oil Recycling Act 
(incorporated into RCRA by 
amendment in 1980), the Agency is 
evaluating what types of regulatory 
controls should apply to the re-use and 
re-cycling of used oil. EPA will propose 

ations based on these evaluations. 
In addition the Agency is considering 
proposal of near term interim controls 
including notification requirements for 
facilities that blend, distribute, and 
burn used oil fuel sold to non-industrial 
boiler owners. 


Date FR Cite 
12/18/78 43 FR 58946 





Additional Information: SAR No. 1713. 
Docket No. 3012. 

FTS:8-382-4788. 

Analysis: RIA, RFA 


Agency Contact: Michael Petruska, 
Environmental Protection Agency, (WH- 
565), Washington, DC 20460, 202 382- 


Date FR Cite 
07/15/83 48 FR 32502 


Abstract: This action makes some 
minor changes to streamline the 
existing procedures for delisting wastes 
that were listed solely because they 
exhibit a hazardous waste 
characteristic (i.e., ignitability, 
corrositivity, reactivity, and EP 
toxicity). The regulation also 
streamlines the procedure for changing 
the status of wastes listed because they 
are acutely hazardous. 


Timetable: 
Action 


NPRM 
NPRM 


Small Entity: No 

Additional information: SAR No. 1838. 
Docket No. 3001. 

FTS:8-382-4770. 


Agency Contact: Matthew Straus, 
Environmental Protection Agency, (WH- 
565), Washington, DC 20460, 202 382- 
4770 


RIN: 2050-AA02 


Date FR Cite 


05/19/80 46 FR 33066 
00/00/60 


127. IDENTIFICATION AND LISTING 
OF HAZARDOUS WASTE: DEFINITION 
OF SOLID WASTE (REVISION) 


Legal Authority: 42 USC 6921 / RCRA 
3001 


CFR Citation: 40 CFR 261.2; 40 CFR 
261.6 


Abstract: This action would modify the 
definition of solid waste and the 
applicability of RCRA standards to 
recycled solid wastes. It would regulate 
thase recycling activities which have 
posed an environmental threat. It will 
reduce the regulatory burden for 
recycling. Some materials presently 
defined as wastes may be excluded 
from hazardous waste control; others, 
some presently excluded, may be 
subject to some level of regulatory 
control. 


Completed Actions 


Current and Projected Rulemakings 


Timetable: 
Action 

NPRM 

Final Action 
Small Entity: No 
Additional information: SAR No. 1191. 
Docket No. 

3001. FTS:8-382-4770. 


Date FR Cite 


04/04/83 48 FR 14472_ 
09/00/84 


Agency Contact: Matthew Straus, 
Environmental Protection Agency, (WH- 
565), Washington, DC 20460, 202 382- 
4770 


RIN: 2050-AA03 
_ soe er AE SN AAR EAA 


128. IDENTIFICATION AND LISTING 
OF HAZARDOUS WASTE: MIXTURES 
RULE (REVISION) 


Legal Authority: 42 USC 6921 / RCRA 
3001 


CFR Citation: 40 CFR 261.3 


Abstract: The “mixture rule” 
establishes the presumption that certain 
mixtures of hazardous and solid wastes 
are hazardous. EPA has issued an 
interim final rule which excludes from 
this presumption of hazardousness 
certain dilute mixtures from facilities 
regulated under sections 402 or 307(b) 
of the Clean Water Act. In addition, 
mixtures of solid and hazardous wastes 
listed in subpart D solely because they 
exhibit a characteristic of hazardous 
waste (e.g., ignitability, corrosivity, 
reactivity) are no longer considered 
hazardous if they do not meet the 
hazardous waste characteristics. 


Timetable: 
Action 


interim Final Rule 11/17/81 46 FR 56582 
Final Action 00/00/00 


Smail Entity: No 
Additional information: SAR No. 1760. 
Docket No. 3001. : 
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FTS:8-382-4770. 

Agency Contact: Judith Bellin, 
Environmental Protection Agency, (WH- 
565), Washington, DC 20460, 202 382- 
4770 


Legal Authority: 42 USC 6921 / RCRA 
3001 


CFR Citation: 40 CFR 261.4 


Abstract: EPA issued an interim final 
rule that conditionally exempts from 
regulation waste and other samples 
collected for the purpose of monitoring 
or testing. Facilities that test materials 
to determine if they are “hazardous” 
are not required to obtain a RCRA 
permit in certain circumstances, 
provided that they meet certain 
minimum requirements. 


Date FR Cite 


interim Final Rule 09/25/81 46 FR 47426 
Final Action 00/00/00 


Small Entity: No 

Additional information: SAR No. 1765. 
Docket No. 3001/Samples Exemption. 
FTS:8-382-4770. 


Agency Contact: Matthew Straus, 
Environmental Protection Agency, (WH- 
565), Washington, DC 20460, 202 382- 


130. IDENTIFICATION AND LISTING 
OF HAZARDOUS WASTE: 
HEXAVALENT CHROMIUM 
MODIFICATION (REVISION) 


Legal Authority: 42 USC 6921 / RCRA 
3001 


CFR Citation: 40 CFR 261.24 


Abstract: This action modifies the 
hazardous waste characteristics of 
extraction procedure (EP) toxicity. It 
amends the existing regulation (which 
regulates on the basis of total 
chromium) to a standard based on 
hexavalent chromium (CR (6)). This is 
the valence state of chromium which is 
of environmental concern. The 
regulation also includes a test method 
for determining CR(6). This amendment 
will reduce the regulatory burden for 
many wastes. 


Current and Projected Rulemakings 


Timetable: 
Action 


NPRM 
Final Action 


Smail Entity: No 

Additional information: SAR No. 1761. 
Docket No. 3001. 

FTS:8-382-4770. 


Agency Contact: David Friedman, 
Environmental Protection Agency, (WH- 
565), Washington, DC 20460, 202 382- 


Date FR Cite . 


10/30/80 45 FR 72029 
00/00/00 


Legal = 42 USC 6921 / RCRA 
3001; 42 USC 6922 / RCRA 3002; 42 USC 
6924 / RCRA 3004 

CFR Citation: 40 CFR 261; 40 CFR 264 
Abstract: EPA is considering modifying 
certain portions of the hazardous waste 
regulations (i.e., recordkeeping and 
reporting requirements) to ease 
administrative compliance burdens on 
laboratories. Laboratories generate 
small quantities of a large variety of 
wastes and seem to have some unique 
hazardous waste management 
problems. 
Timetable: 
Action 
NPRM 


Small Entity: No 

Additional information: SAR No. 1841. 
Docket No. 3001. 

FTS:8-382-4770. 


Agency Contact: Matthew Straus, 
Environmental Protection Agency, (WH- 
565), Washington, DC 20460, 202 382- 
4770 


RIN: 2050-AA07 


Date 
00/00/00 


FR Cite 


132. IDENTIFICATION AND LISTING 
OF HAZARDOUS WASTE: PRODUCT 
STORAGE REQUIREMENTS 
(REVISION) 


Legal Authority: 42 USC 6921 / RCRA 
3001 


CFR Citation: 40 CFR 261.4(c) 
Abstract: The interim final regulation 
provides that, in general, hazardous 
waste which is generated in a product 
or raw material storage tank is not 


subject to regulation until: (1) it leaves 
the unit where it was generated, or (2) a 
90 day period is completed. EPA is 
considering lengthening the exemption 
period under specific conditions. 
Timetable: 

Action Date FR Cite 
interim Final Rule 10/30/80 45 FR 72024 
Final Action 00/00/00 

Small Entity: No 

Additional information: SAR No. 1764. 
Docket No. 3001. 

FTS:8-382-4770. 


Agency Contact: Matthew Straus, 
Environmental Protection Agency, (WH- 
565), Washington, DC 20460, 202 382- 
4770 


RIN: 2050-AA08 


CFR Citation: 40 CFR 261.31; 40 CFR 
261.32 


Abstract: These listings will expand the 
present F001-F005 hazardous waste 
listings. EPA will also resolve the issue 
of which solvent mixtures should be 


regulated. 
Timetable: 
Action 


NPRM 11/00/84 
Final Action 11/00/85 


Small Entity: Undetermined 
Additional information: SAR No. 1858. 
Docket No. 3001. 

FTS:8-382-4770. 


Agency Contact: Jacqueline Sales, 
Environmental Protection Agency, (WH- 
565), Washington, DC 20460, 262 382- 
4770 


RIN: 2050-AA09 


CHLORINATED DIOXINS AND 
CHLORINATED DIBENZOFURANS 


(REVISION) 
Legal Authority: 42 USC 6921 / RCRA 
3001 


CFR Citation: 40 CFR 261.31; 40 CFR 
261.32 
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ion Agency, 
ee 


“ee 2050-AA10 


having chain lengths of one to five. 
Timetabie: ° 
Action Date 


interim Final Rule 12/00/83 
Final Action 08/00/84 


136. IDENTIFICATION AND LISTING 
OF HAZARDOUS WASTE: WARFARIN 
AND ZINC PHOSPHIDE (REVISION) 
Legal Authority: 42 USC 6905 / RCRA; 
42 USC 6912 / RCRA; 42 USC 6921 / RCRA; 
42 USC 6922 / RCRA 3001, 3002 

CFR Citation: 40 CFR 261.33 


Abstract: EPA is modifying the list of 
hazardous wastes in section 261.33 to 
change the hazardous class under 
which chemical products containing 
warfarin at concentrations of 0.30 or 
less and zinc phosphide in 
concentrations of 10% or less are listed. 
This is based on scientific data showing 
that warfarin and zinc phosphide in 
these concentrations are not acute 
hazardous wastes. Those chemical 
products containing warfarin and zinc 
phosphide at higher concentrations will 
remain on 261.33{e). The Agency is also 
considering establishing concentration 
limits for all substances listed in 261.33. 
Timetable: 
Action 


NPRM 
Final Action 


Small Entity: No 

Additional information: SAR No. 1880. 
Docket No. 3001. 

FTS:8-382-4798. 


Agency Contact: Wanda Le Bleu- 
Biswas, Environmental Protection 
Agency, (WH-565B), Washington, DC 
20460, 202 382-4798 


Date FR Cite 


02/23/83 48 FR 7714 
03/00/84 


Legal Authority: 42 USC 6921 / RCRA 
3001 


CFR Citation: 40 CFR 264 


Abstract: This action would prohibit 
the land disposal of certain types of 
hazardous wastes. EPA is considering 
establishing criteria for identifying 
wastes. These criteria will then be used 
to promulgate a list of wastes which 
should be prohibited from land disposal 
based on their extreme persistence, 
mobility, or toxicity and on the 
availability of environmentally sound 
alternate treatment technologies. 


Current and Projected Rulemakings 


Timetable: 

Action Date 
NPRM 00/00/00 
Small Entity: Undetermined 
Additional information: SAR No. 1878. 
Docket No. 3001. 

FTS:8-382-4770. 


Agency Contact: Matthew Straus, 
Environmental Protection Agency, (WH- 
565), Washington, DC 20460, 202 382- 
4770 


RIN: 2050-AA30 


FR Cite 


138. PERSONS MANAGING 
RECYCLED HAZARDOUS WASTES 
(REVISION) 


Legal Authority: 42 USC 6921 / RCRA 
3001 


CFR Citation: 40 CFR 261.6(b) 


Abstract: 40 CFR 261.6 defines 
standards for hazardous wastes which 
are used, re-used, recycled, or 
reclaimed. Certain hazardous wastes 
(those listed or those that are sludges) 
are subject to transportation and 
storage controls prior to such use, re- 
use, recycling, or reclamation. This 
action corrects some accidental 
omissions since substantive standards 
in Part 264 were not added to this 
section as they were developed. These 
corrections clarify the rules to read as 
they were intended to apply, and as 
they, in general, have been interpreted. 


Timetable: 
Action Date FR Cite 


Interim Final Rule 01/20/83 48 FR 2530 
Final Action 00/00/00 ~ 


Small Entity: No 
Additional information: SAR No. 1968. 
FTS:8-382-4770. 


Contact: Matthew Straus, 
Environmental Protection Agency, (WH- 
565B), Washington, DC 20460, 202 382- 
4770 


RIN: 2050-AA56 


139. RCRA SMALL QUANTITY 
GENERATOR RULE (REVISION) 


Legal Authority: 42 USC 6921 / RCRA 
3001 


CFR Citation: 40 CFR 261.5 
Abstract: Currently under Part 261 
small generators of less than 1000 
kilograms per month are exempt 
(although for certain more hazardous 
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waste there are lower cut-off points). 
The Agency has begun a two-year 
study of alternatives which may result 
in an amendment to the current rule 
and proposal of a new set of standards 
applicable to small quantity generators. 


07/00/85 

07/00/86 
Smali Entity: Undetermined 
Additional information: SAR No. 1935. 
FTS:8-382-4770. 
Agency Contact: Jacqueline Sales, 
Environmental Protection Agency, (WH- 


565B), Washington, DC 20460, 202 382- 
4770 


RIN: 2050-AA59 
(ORE ENABLER OP REET ERRNO 


140. IDENTIFICATION AND LISTING 
OF HAZARDOUS WASTES: 


FR Cite 


Legal Authority: 42 USC 6921 / RCRA 
3001 


CFR Citation: 40 CFR 261.4(b)(1) 


Abstract: 40 CFR 261.4 excludes 
household waste from regulatory 
control under RCRA. This action 
expands the present household waste 
exclusion to cover wastes from 
bunkhouses, ranger stations, crew 
quarters, campgrounds, and picnic 
grounds. EPA is taking this action in 
response to rulemaking petitions 
submitted by the U.S. Department of 
Agriculture and Interior. 


Action 

NPRM 

Final Action 
Small Entity: No 
Additional Information: SAR No. 1763. 
FTS:8-382-4804. 


Agency Contact: Filomena Chau, 
Environmental Protection Agency, (WH- 
565B), Washington, DC 20460, 202 382- 
4804 


RIN: 2050-AA6O 


Date FR Cite 


02/05/83 48 FR 06880 
02/00/84 


141. IDENTIFICATION AND LISTING 
OF HAZARDOUS WASTES: 
HYDRAZINE/DIMETHYLHYDRAZINE 
MANUFACTURING WASTES 
(REVISION) 


Legal Authority: 42 USC 6921 / RCRA 
3001 
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CFR Citation: 40 CFR 261.32 
Abstract: This action will expand the 
list of hazardous wastes by adding 
wastes from the manufacture of 
hydrazine and dimethylhydrazine. 
Timetable: 
Action 


NPRM 

Final Action 
Smail Entity: No 
Additional information: SAR No. 1954. 
FTS:8-382-4761. 

Agency Contact: Francine Jacoff, 
Environmental Protection Agency, (WH- 
565), Washington, DC 20460, 202 382- 
4761 


RIN: 2050-AA61 


05/00/84 
05/00/85 


142. IDENTIFICATION AND LISTING 
OF HAZARDOUS WASTES: 
ORGANOBROMINE MANUFACTURING 
WASTES (REVISION) 


Legal Authority: 42 USC 6921 / RCRA 
3001 


CFR Citation: 40 CFR 261.32 


Abstract: This action will expand the 
list of hazardous wastes by listing 
wastes from the manufacture of 
organobromine compounds. 


Timetable: 
Action 


NPRM 

Final Action 
Smaii Entity: No 
Additional information: SAR No. 1862. 
FTS:8-382-4761. 

Agency Contact: Francine Jacoff, 
Environmental Protection Agency, (WH- 
565), Washington, DC 20460, 202 382- 
4761 


Date 


08/00/84 
08/00/85 


FR Cite 


RIN: 2050-AA62 


143. IDENTIFICATION AND LISTING 
OF HAZARDOUS WASTES: TOLUENE 
DIISOCYANATE MANUFACTURING 
WASTES (REVISION) 


Legal Authority: 42 USC 6921 / RCRA 
3001 


CFR Citation: 40 CFR 261.32 


Abstract: This action will expand the 
list of hazardous wastes by listing 
additional wastes from the manufacture 
of toluene diisocyanate. 


‘ Final Action 


Current and Projected Rulemakings 


Timetable: 
Action 
NPRM 


02/00/84 
02/00/85 


Small Entity: No 

Additional information: SAR No. 1955. 
FTS:8-382-4761. 

Agency Contact: Francine Jacoff, 
Environmental Protection Agency, (WH- 
565), Washington, DC 20460, 202 382- 
4761 


RIN: 2050-AA63 


CFR Citation: 40 CFR 261 

Abstract: The Agency is proposing to 
amend its regulations under RCRA to 
change the hazard class under which 
certain discarded commercial chemical 
products are listed, specifically the 
categorization of waste dimethoate, 
methomyl, and famphur. 

Timetable: 


Action 


NPRM 

Final Action 
Smail Entity: No 
Additional Information: SAR No. 1944. 
FTS:8-382-4798. 


Agency Contact: Wanda LeBleu- 
Biswas, Environmental Protection 
Agency, (WH-565B), Washington, DC 
20460, 202 382-4798 


RIN: 2050-AA64 


10/00/83 
00/00/00 


FR Cite 


145. IDENTIFICATION AND LISTING 


CFR Citation: 40 CFR 261.32 
Abstract: This action will expand the 
list of harzardous waste by listing 
wastes from the manufacture of 
carbamates. 
Timetable: 
Action 


09/00/84 
09/00/85 
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sludge generated from steel finishing 
operations (except for those sludges 
generated from stainless steel 
operations) from the presumption of 
hazardousness presently contained in 
the regulations. The effect of this 
amendment is to reduce the regulatory 
requirements to those who generate and 
manage these wastes and now comply 
with the requirements of the hazardous 
waste management regulations. 
Timetable: 
Action Date 
NPRM 11/00/83 
08/00/84 


FR Cite 


Final Action 
Smaii Entity: No 
Additional information: SAR No. 1859. 
FTS:8-382-4770. 

Agency Contact: Jacqueline Sales, 
Environmental Protection Agency, (WH- 
565B), Washington, DC 20460, 202 382- 
4770 


Legal Authority: 42 USC 6922 / RCRA 
3002 


CFR Citation: 40 CFR 262.34 


Abstract: Current regulations allow 
generators of hazardous waste to 
accumulate waste on-site for 90 days 
without a permit, provided the 
accumulation is in accordance with 


certain standards. This action will add 
an initial period for “satellite” 
accumulation, defined as waste 
accumulated in small quantities at or 
near a point of generation before the 
standards for 90 day accumulation 
apply. The 90 day period would begin 
only after the initial period is 
completed. This change will be more 
appropriate and less burdensome for 
short term satellite storage activities 
than are the existing requirements. This 
action would also waive the 
contingency plan requirement for 
satellite storage. 


Timetable: 
Action 


NPRM 
Final Action 


Smaii Entity: No 

Additional information: SAR No. 1767. 
Docket No. 3002. 

FTS:8-382-4755. 


Agency Contact: Chaz Miller, 
Environmental Protection Agency, (WH- 
563), Washington, DC 20460, 202 382- 
4535 


RIN: 2050-AA13 


Date FR Cite 


01/03/83 48 FR 118 
04/00/84 


148. STANDARDS FOR HAZARDOUS 
WASTE GENERATORS: UNIFORM 
HAZARDOUS WASTE MANIFEST 
(REVISION) 


Priority: Task Force 
Legal Authority: 42 USC 6922 / RCRA 
3002 


CFR Citation: 40 CFR 262 


Abstract: In conjunction with the 
Department of Transportation, EPA has 
proposed a uniform national manifest to 
eliminate problems caused by differing 
state manifest requirements. This action 
would require all generators and 
transporters of hazardous waste to use 
the Federal form. These revisions are 
being made as part of an overall 
revision of the RCRA program at the 
request of the President's Task Force on 
Regulatory Relief. 


Timetable: 
Action 


NPRM 
Final Action 


Additional Information: SAR No. 1768. 
Docket No. 3002. 
FTS:8-382-4753. 


Date FR Cite 


03/04/82 47 FR 9336 
11/00/83 


Current and Projected Rulemakings 


Agency Contact: Rolf Hill, 
Environmental Protection Agency, (WH- 
563), Washington, DC 20460, 202 382- 
4753 


RIN: 2050-AA15 


149. STANDARDS FOR HAZARDOUS 
WASTE GENERATORS: ALTERNATE 
MANIFEST (REVISION) 

Priority: Task Force 

Legal Authority: 42 USC 6922 / RCRA 
3002 


CFR Citation: 40 CFR 262 


Abstract: This action would allow 
generators to reuse a manifest form if 
they repeatedly ship identical wastes to 
facilities which they own or operate. 
This will reduce the paperwork burdens 
for generators. This action responds to 
issues raised concerning the manifest 
as part of settlement negotiations in 
Shell Oil Company, et al, v EPA, No. 80- 
1532 (D.C. Circuit). 


Timetable: 
Action 


NPRM 
Final Action 


Smaii Entity: No 

Additional information: SAR No. 1842. 
Docket No. 3002. 

FTS:8-382-4753. 


Agency Contact: Rolf Hill, 
Environmental Protection Agency, (WH- 
563), Washington, DC 20460, 202 382- 
4753 


RIN: 2050-AA16 


Date 


04/00/84 
04/00/85 


FR Cite 


150. STANDARDS FOR HAZARDOUS 
WASTE GENERATORS: SHIPMENTS 
OF HAZARDOUS WASTE FROM 

PERMITTED FACILITIES (REVISION) 


Legal Authority: 42 USC 6922 / RCRA 
3002 


CFR Citation: 40 CFR 262 

Abstract: EPA issued an interim final 
rule to clarify the responsibilities of 
owners and operators of permitted 
facilities with respect to generator 
standards (40 CFR 262) when they 
initiate a shipment of hazardous waste 
from their facilities. 

Timetable: 

Action Date FR Cite 


Interim Final Rule 12/31/80 45 FR 86968 
Final Action 05/00/84 


Small Entity: No 
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Additional information: SAR No. 1770. 
Docket No. 3002. 
FTS:8-382-4753. 


Contact: Rolf Hill, 
Environmental Protection Agency, (WH- 
563), Washington, DC 20460, 202 382- 


TRANSPORT! 
BY RAIL (REVISION) 


Legal Authority: 42 USC 6922 / RCRA 
3002; 42 USC 6923 / RCRA 3003 


CFR Citation: 40 CFR 262; 40 CFR 263 


Abstract: This action would eliminate 
initial rail and delivering rail signatory 
requirements for the manifest and allow 
rail transporters to use rail documents 
in certain situations in lieu of the 
manifest. This action responds to 
comments on the interim final rule. 


Date FR Cite 


Interim Final Rule 12/31/80 45 FR 86970 
Final Action 04/00/84 


Smali Entity: No 

Additional information: SAR No. 1769. 
Docket No. 3002. 

FTS:8-382-4505. 


Agency Contact: Rolf Hill, 
Environmental Protection Agency, (WH- 
563), Washington, DC 20460, 202 382- 
4753 


RIN: 2050-AA19 


152. STANDARDS FOR HAZARDOUS 
WASTE TRANSPORTERS: IN-TRANSIT 
STORAGE REQUIREMENTS 


(REVISION) 
Legal Authority: 42 USC 6923 / RCRA 
3003 


CFR Citation: -40 CFR 263 


Abstract: EPA has issued an interim 
final rule to allow a transfer facility to 
hold a shipment of hazardous waste 
with a manifest for up to ten days 
without obtaining a RCRA permit or 
complying with storage facility 
standards. This rule is intended to 
allow transporters to store waste 
temporarily at a transfer facility for 
such purposes as consolidation of 
shipments for further transport. 


Timetable: 
Action Date FR Cite 


interim Final Rule 12/31/80 45 FR 86966 
Final Action 00/00/00 


Small Entity: No 

Additional information: SAR No. 1771. 
Docket No. 3003. 

FTS:8-382-4753. 


Agency Contact: Rolf Hill, 
Environmental Protection Agency, (WH- 
563), Washington, DC 20460, 202 382- 
4753 


_RIN: 2050-AA20 


153. STANDARDS FOR 
OWNERS/OPERATORS OF WASTE 
FACILITIES: LAND DISPOSAL 
(REVISION) 
Priority: Major 

: 42 USC 6905; 42 USC 


Legal Authority: 
6912; 42 USC 6924 / RCRA 3004; 42 USC 
6925 / RCRA 3005 


CFR Citation: 40 CFR 122; 40 CFR 260; 
40 CFR 264; 40 CFR 265 


Abstract: The Agency established 
requirements for use in permitting 
existing land disposal facilities (surface 
impoundments, waste piles, land 
treatment landfills) and the 
corresponding procedures for permit 
applications. The Agency is preparing a 
Regulatory Impact Analysis and will 
publish the results of it in the Federal 
Register. A Regulatory Flexibility 
Analysis was published on 1/21/83. 
Timetable: 
Action 


Previous NPRM 
Previous NPRM 
RPRM 

RPRM 

Previous Interim 

Final Rule 

NPRM 07/26/82 
interim Final Rule 07/26/82 
Final Action 00/00/00 


Small Entity: Yes 

Additional information: SAR No. 1194. 
Docket No. 3004. 

FTS:8-382-4654 


Analysis: RIA 


Agency Contact: Dale Ruhter, 
Environmental Protection Agency, (WH- 
564), Washington, DC 20460, 202 382- 
4654. 


RIN: 2050-AA21 


12/18/78 
10/08/80 
02/05/81 
05/26/81 
06/26/82 


FR Cite 


43 FR 58946 
45 FR 66816 
46 FR 11126 
46 FR 28314 
47 FR 32274 


47 FR 32385 
47 FR 32274 


Legal Authority: 42 USC 6924 / RCRA 
3004 


CFR Citation: 40 CFR 266 B 


Abstract: In November 1980, EPA 
suspended the applicability of the 
RCRA regulations to wastewater 
treatment and elementary neutralization 
tanks (facilities that treat corrosive 
wastes). At the same time, EPA 
proposed to substantially relax the 
substantive requirements and the 
permitting procedures for these 
facilities. The proposal establishes a 
tailored set of management standards 
and a permit-by-rule scheme for these 
facilities. 
Timetabie: 
Action 
NPRM 

Final Action 


Small Entity: No 

Additional information: SAR No. 1772. 
Docket No. 3004. 

FTS:8-382-4781. 

Agency Contact: William Kline, 
Environmental Protection Agency, (WH- 
565), Washington, DC 20460, 202 382- 
4781 


RIN: 2050-AA22 


Date FR Cite 


11/17/80 45 FR 76076 
00/00/00 


155. STF NDARDS FOR MANAGEMENT 
OF SPECIFIC HAZARDOUS WASTE: 
EXPERIMENTAL FACILITIES 


(REVISION) 

Legal Authority: 42 USC 6924 / RCRA 
3004; 42 USC 6925 / RCRA 3005 

CFR Citation: 40 CFR 261 to 264; 40 CFR 
266 


Abstract: This action would amend 
existing requirements for facilities 
engaging in hazardous waste research 
activities. EPA's objective is to 
encourage research and development of 
hazardous waste management 
technology while assuring 
environmental protection. 


Timetable: 


Action Date 
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Additional information: SAR No. 1817. 


Legal Authority: 42 USC 6905 / RCRA; 
42 USC 6912 / RCRA; 42 USC 6924 / RCRA 
3004 


CFR Citation: 40 CFR 264 


Abstract: EPA plans to add permitting 
standards for several processes which 
are not currently covered by the 
standards for owners and operators of 
hazardous waste management facilities. 
Under EPA's May 19, 1980 regulations, 
until a State with final authorization 
makes revisions based on new Federal 
standards, neither EPA nor the State 
can issue RCRA permits to new or 
existing facilities covered by the new 
standards. To remedy this problem. 
EPA amended its hazardous waste 
management regulations to enable 
certain facilities in authorized States to 
obtain Federally-issued RCRA permits 
while the States revise their RCRA 
permit requirements. The Agency also 
clarified the applicability of new permit 
standards in States with Phase II 
interim authorization. 

Timetabie: 
Action Date FR Cite 
Interim Final Rule 07/26/82 47 FR 32382 


Additional information: SAR No. 1874. 
Docket.No. 3004. 


Abstract: Burning of hazardous waste 
in boilers for the purpose of heat 
recovery is currently exempt from 
regulation under RCRA. However, the 
Agency is currently studying the 
environmental effects of burning by 
conducting tests of stack emissions and 
doing other research. The Agency 
expects to complete this research 
during 1983 and propose appropriate 
boiler regulations in 1984. In addition, 
the Agency is considering proposal of 
more near term administrative controls 
on this practice, including notification 
by facilities that blend, distribute, or 
burn hazardous waste as a fuel and a 
specification for hazardous waste 
burned in non-industrial boilers. 
Timetabie: 


Action 

NPRM 

Final Action 
Smail Entity: No 
Additional information: SAR No. 1877. 
FTS:8-382-4761. 

Agency Contact: Steve Lingle, 
Environmental Protection Agency, (WH- 
565), Washington, DC 20460, 202 382- 
4761 


RIN: 2050-AA29 


12/00/83 
12/00/84 


FR Cite 


158. STANDARDS FOR 
OWNERS/OPERATORS OF WASTE 
FACILITIES: MONOFILLS (REVISION) 


Legal Authority: 42 USC 6924 / RCRA 
3004 


CFR Citation: 40 CFR 264 


Abstract: Monofills are storage, 
treatment, or disposal facilities which 
manage one or more of a small group of 
EP toxic hazardous wastes and no other 
hazardous waste. Under specific 
management conditions, these facilities 
may pose less risk of groundwater 
contamination than do other types of 
similar facilities. EPA intends to 
propose a special set of standards for 
these facilities because of this reduced 
risk. 
Timetable: 
Action 


NPRM 

Final Action 
Smail Entity: No 
Additional information: SAR No. 1879. 
FTS:8-382-4677. 


02/00/85 
10/00/85 


FR Cite 


* Action 


Current and Projected Rulemakings 


Agency Contact: Kent Anderson, 
Environmental Protection Agency, (WH- 
564), Washington, DC 20460, 202 382- 
4677 


RIN: 2050-AA31 


159. STANDARDS FOR 
OWNERS/OPERATORS OF WASTE 
FACILITIES: STORAGE OF IGNITABLE 
AND REACTIVE WASTE; BUFFER 
ZONE REQUIREMENTS (REVISION) 


Legal Authority: 42 USC 6924 / RCRA 
3004 


CFR Citation: 40 CFR 260; 40 CFR 264; 
40 CFR 265 

Abstract: The amendment would 
modify the requirements for storage of 
ignitable and reactive waste in 
containers and tanks at hazardous 
waste management facilities. It would 
incorporate the buffer zone 
requirements contained in portions of 
three National Fire Protection 
Association Codes. 


Timetabie: 





Date 


12/00/83 
10/00/84 


FR Cite 


NPRM 

Final Action 
Effective 

Small Entity: No 

Additional Information: SAR No. 1775. 

Docket No. 3004. 

FTS:8-382-4761. 

Agency Contact: Angela Wilkes, 

Environmental Protection Agency, (WH- 

565), Washington, DC 20460, 202 382- 

4761 


RIN: 2050-AA32 


160. INTERIM STATUS: LIQUIDS IN 
LANDFILLS (REVISION) 


Legal Authority: 42 USC 6924 / RCRA 
3004 


CFR Citation: 40 CFR 265 


Abstract: This rule controls the landfill 
disposal of containers holding free 
liquids. The Agency intends to leave 
the interim final rule of March 22, 1982 
in effect until a thorough analysis of 
this issue can be done through the 
Regulatory Impact Analysis (RIA) 
process. An RIA is scheduled to be 
completed in the summer of 1983. 
Development and promulgation of a 
final rule will follow. 
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EPA—RCRA 


Timetable: 
Action 


NPRM 02/25/82 

Previous Interim 02/25/82 
Final Rule 

Interim Final Rule 03/22/82 

Final Action 02/00/84 


Smali Entity: No 

Additional information: SAR No. 1843. 
Docket No. 3004. 

FTS:8-382-4682. 


Agency.Contact: Paul Cassidy, 
Environmental Protection Agency, (WH- 
564), Washington, DC 20460, 202 382- 
4682 j 


RIN: 2050-AA34 


A RSE ALORA IL LEI: LARLELELE ENP ILE LCE ELE ELEC TE! 
161. INTERIM STATUS: EXPANSION 
AND MODIFICATION OF FACILITIES 
(REVISION) 

Legal Authority: 42 USC 6924 / RCRA 
3004; 42 USC 6925 / RCRA 3005 

CFR Citation: 40 CFR 122; 40 CFR 265; 
40 CFR 267 

Abstract: Under the settlement 
agreement in NRDC v EPA, EPA is 
proposing to allow existing hazardous 
waste management facilities greater 
flexibility to expand and modify their 
operation during interim status. Among 
other things, these amendments would: 
(1) allow the addition of tanks and 
containers to treat or store waste; (2) 
allow increases in design capacity. 
Timetabie: 


Action 

NPRM 

Small Entity: No 
Additional information: SAR No. 1807. 
Docket No. 3005. 

FTS:8-382-2222. 


Agency Contact: Deborah Wolpe, 
Environmental Protection Agency, (WH- 
563), Washington, DC 20460, 202 382- 
2222 


RIN: 2050-AA35 
AERP ONAL SORE RREREES 8 RE ER FERN 


162. CONSOLIDATED PERMITS: 
CLASS PERMITS (REVISION) 
Priority: Task Force 


Legal Authority: 42 USC 6924 / RCRA 
3004; 42 USC 6925 / RCRA 3005 


CFR Citation: 40 CFR 122; 40 CFR 124; 
40 CFR 264; 40 CFR 266 


47 FR 8307 
47 FR 8304 


47 FR 12316 





Date 
00/00/00 


FR Cite 


Abstract: EPA proposes to establish 
procedures for issuing class permits to 
certain types of hazardous waste 
management facilities that, as a group, 
present similar regulatory issues that 
can be adequately addressed by 
uniform conditions within a generic 
RCRA permit. EPA’s objectives in 
proposing these procedures are to 
simplify the informational requirements 
for permit applications and expedite the 
process for individual members of the 
classes to receive permits. These and 


» several other revisions listed below 


implement revisions to the 
Consolidated Permit Program at the 
request of the President's Task Force on 
Regulatory Relief. 

Timetable: - 
Action 

NPRM 

Final Action 
Small Entity: No 
Additional information: SAR No. 1844. 
Docket No. 3005. 

FTS:8-382-4761. 

Agency Contact: Penny Hansen, 
Environmental Protection Agency, (WH- 


565), Washington, DC 20460, 202 382- 
4761 


RIN: 2050-AA36 


02/00/84 
02/00/85 


163. ENFORCEMENT OF STATE 
PERMITS (REVISION) 


Legal : 42 USC 6924 / RCRA 
3004; 42 USC 6925 / RCRA 3005; 42 USC 
6926 / RCRA 3006 


CFR Citation: 40 CFR 123 
Abstract: Under the settlement 


‘agreement in NRDC v EPA, EPA is 


proposing amendments to state program 
requirements. In particular, the proposal 
would require that the EPA Regional 
Administrator explain the basis for any 
contention that a State failed to include 
a necessary provision in its permit. 


Timetable: 
Action 

NPRM 

Small Entity: No 
Additional information: SAR No. 1809. 
Docket No. 3005. 

FTS:8-382-2222. 


Date FR Cite 


00/00/00 


563), Washington, DC 20460, 202 382- 


RIN: 2050-AA40 


164. CONSOLIDATED PERMITS: 
OWNER/OPERATOR SIGNATURE 
(REVISION) 


Legal Authority: 42 USC 6924 / RCRA 
3004 
CFR Citation: 40 CFR 122 


_ Abstract: Existing EPA regulations 


require that both the owner and 
operator of a hazardous waste facility 
sign the facility's permit application. 
Under the settlement agreement in 
NRDC v EPA, EPA has proposed 
allowing permit applications to be filed 
in certain circumstances solely under 
the signature of the facility operator. 


Timetable: 
Action 


NPRM 
Final Action 


Small Entity: No 

Additional information: SAR No. 1813. 
Docket No. 3005. 

FTS:8-382-2222. 

Agency Contact: Deborah Wolpe, 
Environmental Protection Agency, (WH- 
563), Washington, DC 20460, 202 382- 


Lkakok 


RIN: 2050-AA41 


07/23/82 47 FR 32038 
01/00/84 


165. CONSOLIDATED PERMITS: 
RETENTION OF GROUNDWATER 
MONITORING DATA (REVISION) 


Legal Authority: 42 USC 6924 / RCRA 
3004; 42 USC 6925 / RCRA 3005 


CFR Citation: 40 CFR 264; 40 CFR 270 


Abstract: Under the settlement 
agreement in NRDC v EPA, EPA will 
proposing to redice the period of time 
during which a facility must retain 
groundwater monitoring data. 


Timetable:_ 
Action 


NPRM 
Final Action 


Smail Entity: No 

Additional information: SAR No. 1810. 
Docket No. 3005. 

FTS:8-382-2222. 


Date FR Cite 


05/10/83 48 FR 21101 
02/00/84 
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Legal Authority: 42 USC 6924 / RCRA 
3004 


CFR Citation: 40 CFR 264 


Abstract: At the request of the 
President's Task Force on Regulatory 
Relief, EPA has reviewed all regulatory 
requirements for storage of hazardous 
waste in containers and tanks. EPA is 

preparing proposed amendments to the 
existing ating candace (Part 264, subparts I 
and J) as a result of this review. 


potential endangerment of ae ias 
and in the case of ignitables -- the 

ible migration of the waste into the 
basement of a home or other location, 
where an explosion hazard may be 
presented. The purpose of this action is 
to develop a comprehensive regulatory 
strategy for the proper management of 
underground tanks storing hazardous 
waste. 


Final Action 02/00/85 
Small Entity: Undetermined 
Additional information: SAR No. 1957. 


565}, Washington, DC 20460, 202 382- 
4781 


RIN: 2050-AA57 


168. EXISTING PORTION CONCEPT IN 
LAND DISPOSAL REGULATIONS 
(REVISION) 


Priority: Major 
Legal Authority: 42 USC 6924 / RCRA 
3004 


CFR Citation: 40 CFR 264 


Abstract: Three related areas regarding 
coverage of the Part 264 land disposal 
regulations have been challenged in 
early public comments. These relate to 
requirements for liners at existing 
facilities. Amendments to be developed 
under this task are to “tighten-up” on 
the number of situations where 
operation of facilities after January 26, 
1983, can continue without liners. Three 
issues will be addressed: (1) “lateral 
creep,” (2) effective date of liner 
requirements, and (3) retrofit of liners. 


Timetable: 
Action Date 


NPRM 12/00/83 

Interim Final Rule 08/00/84 

Small Entity: Undetermined 

Additional information: SAR No. 1958. 
FTS:8-382-4683. 

Agency Contact: Chris Rhyne, 
Environmental Protection Agency, (WH- 


565E), Washington, DC 20460, 202 382- 
4683 


RIN: 2050-AA58 





FR Cite 





169. @STANDARDS FOR 
OWNERS/OPERATORS OF WASTE 
FACILITIES: CORRECTIVE ACTION 
FINANCIAL RESPONSIBILITY 


Priority: Major 
Legal Authority: 42 USC 6924 / RCRA 
3004 


CFR Citation: 40 CFR 264 H 


Current and Projected Rulemakings 


Abstract: This rule would require 
owners and operators of hazardous 
waste disposal facilities to demonstrate 
financial responsibility for corrective 
action should the groundwater 
protection standard be violated as a 
result of such disposal. Failures to 
undertake corrective action by owners 
or operators will result in increasing 
degradation of groundwater resources 
and increased clean-up costs to the 
public. 


Timetable: 


Action Date FR Cite 


ANPRM 05/13/83 48 FR 21598 
NPRM 04/00/84 


Smaii Entity: Yes 
Additional information: SAR No. 1948. 
FTS: 8-382-4604. 


Analysis: RFA,RIA 

Agency Contact: Peter Guerrero, 
Environmental Protection Agency, WH- 
562, Washington, DC 20460, 202 382- 
4604 


RIN: 2050-AA69 


170. @STANDARD FOR OWNERS AND 
OPERATORS OF WASTE FACILITIES: 
CLOSURE/POST-CLOSURE CARE 
AND COST ESTIMATES AND 
FINANCIAL RESPONSIBILITY 
(REVISION) 


Legal Authority: 42 USC 6924 / RCRA 
3004; 42 USC 6925 / RCRA 3005 


CFR Citation: 40 CFR 264; 40 CFR 265 G; 
40 CFR 265.H 


Abstract: These revisions would clarify 
ambiguities in the post-closure care 
(Subpart G) and cost estimates (Subpart 
H) regulations. They would supplement 
the regulations to address areas 
identified by industry and the Regions 
which are not covered, and provide 
regulatory relief to industry by 
simplifying some of the provisions. 
They would expand the financial 
responsibility (Subpart H) regulations 
by adding allowable mechanisms and 
may extend non-sudden liability 
requirements to underground tanks and 
waste piles. 


Timetable: 
Action _ 

NPRM 

Small Entity: No 
Additional Information: SAR No. 2007. 
FTS: 8-382-4502. 








09/00/84 
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EPA—RCRA 


Agency Contact: Carole J. Ansheles, 
Environmental Protection Agency, WH- 
562, Washington, DC 20460, 202 382- 
4502 


RIN: 2050-AA70 
CS AUER SERGI 


171. CONSOLIDATED PERMITS: 
MINOR MODIFICATIONS TO EXISTING 
RCRA PERMITS (REVISION) 

eer 42 USC 6925 / RCRA 


CFR Citation: 40 CFR 122.17 


Abstract: Existing regulations allow 
EPA to make specified minor 
modifications to existing RCRA permits 
without going through the draft permit 
and public participation procedures 
required to make more substantial 
changes to permits. Under the 
settlement agreement in NRDC v EPA, 
EPA is proposing an amendment which 
would expand the kinds of permit 
modifications that qualify as minor 
modifications and thus are exempt from 
most procedural requirements. 


Date 


12/00/83 
12/00/84 


FR Cite 


Additional information: SAR No. 1805. 
Docket No. 3005. 
FTS:8-382-4500. 


Agency Contact: Jeffrey Detlefson, 
Environmental Protection Agency, (WH- 
563), Washington, DC 20460, 202 382- 
4500 


RIN: 2050-AA37 


172. CONSOLIDATED PERMITS: 
DURATION OF PERMITS FOR 
HAZARDOUS WASTE FACILITIES 


(REVISION) 
Legal : 42 USC 6925 / RCRA 
3005; 42 USC 6926 / RCRA 3006 


CFR Citation: 40 CFR 122.9; 40 CFR 123; 
40 CFR 264 


Abstract: Existing EPA regulations 
provide that EPA-issued permits for 
hazardous waste treatment, storage and 
disposal facilities are effective for a 
fixed term not to exceed ten years. 
Under the settlement agreement in 
NRDC v EPA, EPA is proposing to 
revise the regulation by making permits 
effective for the designed operating life 
of the facility. Permit terms for land 
disposal facilities would include the 


post-closure care period as well. EPA 
would also increase opportunities for 
the Agency to modify permits during 
their term. EPA will also propose to 
amend State program requirements to 
allow authorized States to adopt similar 
standards to vary the duration of 
permits. 
Timetable: 
Action 

NPRM 

Final Action 
Smaili Entity: No 
Additional information: SAR No. 1806. 
Docket No. 3005. 

FTS:8-382-4535. 


Agency Contact: Chaz Miller, 
Environmental Protection Agency, (WH- 
563), Washington, DC 20460, 202 382- 
4535 


RIN: 2050-AA38 


Date FR Cite 


02/08/83 48 FR 5872 
00/00/00 


173. CONSOLIDATED PERMITS: 
CONSTRUCTION BAN (REVISION) 


Legal Authority: 42 USC 6925 / RCRA 
3005 


CFR Citation: 40 CFR 122; 40 CFR 123; 
40 CFR 124 

Abstract: Existing EPA regulations 
require that an owner or operator of a 
hazardous waste management facility 
receive a RCRA permit before 
beginning construction of the facility. 
Under the settlement agreement in 
NRDC v EPA, EPA will propose an 
amendment that will allow certain 
facilities to commence construction but 
not operation, before a RCRA permit is 
issued. 


Timetable: 
Date 
00/00/00 


FR Cite 
NPRM 

Small Entity: No 
Additional information: SAR No. 1814. 
Docket No. 3005. 

FTS:8-382-2222. 


Agency Contact: Deborah Wolpe, 
Environmental Protection Agency, (WH- 
563), Washington, DC 20460, 202 382- 


RIN: 2050-AA39 


CFR Citation: 40 CFR 122; 40 CFR 124 
Abstract: Under the settlement 
agreement in NRDC v EPA, EPA is 
proposing to notify owners and 
operators of existing hazardous waste 
facilities of any deficiencies in their 
Part A applications and to give them 30 
days to respond. The Agency is also 
proposing to amend the regulations to 
require that if the Administrator denies 
a request for a panel hearing on a 
initial permit for an existing hazardous 
waste management facility, he must 
give his reason for denial. 

Timetable: 
Action 


NPRM 

Final Action 
Smail Entity: No 
Additional information: SAR No. 1812. 
Docket No. 3005. 

FTS:8-382-2222. 

Agency Contact: Deborah Wolpe, 
Environmental Protection Agency, (WH- 
563), Washington, DC 20460, 202 382- 


bdodod 


RIN: 2050-AA43 
ROR AACN ROR A RSE HABE 


175. CONSOLIDATED PERMITS: 
TRANSFER OF PERMITS (REVISION) 
Legal Authority: 42 USC 6925 / RCRA 
3005 


CFR Citation: 40 CFR 270 


Abstract: Under the settlement 
agreement in NRDC v EPA, EPA is 
proposing to amend its regulations to 
allow some hazardous waste permits to 
be automatically transferred from the 
original permitted owner to the new 
owner of a hazardous waste treatment, 
storage or disposal facility if certain 
prerequisites are not. 

Timetable: 
Action 


NPRM 
Final Action 


Small Entity: No 

Additional information: SAR No. 1811. 
Docket No. 3005. 

FTS:8-382-2222. 


05/10/83 48 FR 21098 
05/00/84 


Date FR Cite 


05/10/83 48 FR 21103 
05/00/84 
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Conservation and Recovery Act 


77. GROUNDWATER MONITORING 
Priority: Task Force 

Legal Authority: 42 USC 6921 / RCRA 
3001 


CFR Citation: 40 CFR 265 


Abstract: At the request of the 
President's Task Force on Regulatory 
Relief, EPA is reviewing the interim 
status groundwater monitoring 
requirements for hazardous waste 
facilities that manage wastes in surface 
ts, in landfills or through 
land treatment. One purpose of this 
review is to determine whether the 
groundwater monitoring procedures 
succeed in identifying which facilities 
are adversely affecting groundwater. 
Another purpose is to review how 
useful the data is for EPA and other 


facilities are justified by the expected 
benefits of the monitoring program. 


ADDITIONAL AGENCY CONTACT: 
Harvey Karch, (PM-223), Washington, 
DC 20460, (202) 382-2738. 


FTS: 8-382-2738. 
SAR No. 1810. 


CFR Citation: 40 CFR 249 


Abstract: This action is a required and 
necessary precedent to the 
implementation of affirmative recycled 
paper procurement programs. It would 
encourage the recovery of post 
consumer wastepaper and reduce the 
vokume of solid waste. 


Agency Contact: Bernard Stoll, 
Environmental Protection Agency, (WH- 
562), Washington, DC 20460, 202 382- 
4632 


RIN: 2040-AA59 


178. STANDARD LANDFILLS FOR 
OWNERS/OPERATORS OF WASTE 
FACILITIES 

Priority: Task Force 

Legal Authority: 42 USC 6924 / RCRA 
CFR Citation: 40 CFR 264 

Abstract: At the request of the 
President's Task Force on Regulatory 
Relief, EPA is reviewing all land 
requirements for hazardous waste 
storage, treatment and disposal 
facilities. EPA will complete a RIA of 
alternatives, environmental benefits, 
costs and impacts before promulgating 
final land disposal regulations. 
Timetable: 

Action Date 
End Review 12/00/84 


Small Entity: Yes 

Additional information: REVIEW 
AUTHORITY: EO 12291, Regulatory 
Flexibility Act. 

FTS: 8-382-2791. 

Agency Contact: Margaret Podolok, 
Environmental Protection Agency, (WH- 
565), Washington, DC 20460, 202 382- 
2791 


FR Cite 


RIN: 2050-AA50 


-_ 


NPRM 
Small Entity: No 
Additional information: SAR 2011. 


FTS: 8-382-5993. 
Agency Contact: Jacqueline Harker, 


Environmental Protection Agency, WH- 
563, Washington, DC 20460, 202 382- 
5993 


RIN: 2050-AA68 


Existing Regulations Under Review 


179. STANDARDS FOR 
OWNERS/OPERATORS OF WASTE 
FACILITIES: SURFACE 
IMPOUNDMENTS 


Priority: Task Force 
Legal Authority: 42 USC 6924 / RCRA 
CFR Citation: 40 CFR 264 


Abstract: At the request of the 
President’s Task Force on Regulatory 
Relief, EPA is reviewing all storage and 
disposal surface impoundments 
requirements for hazardous waste 
storage, treatment and disposal 
facilities. EPA will complete its RIA on 
alternatives, environmental benefits, 
costs, and impacts before promulgating 
final storage and disposal surface 
impoundment regulations. 


Timetable: 
Action Date 
End Review 12/00/84 
Small Entity: Yes 


Additional Information: REVIEW 
AUTHORITY: EO 12291, Regulatory 
Flexibility Act. 


FTS: 8-382-2791. 


Contact: Margaret Podolok, 
Environmental Protection Agency, (WH- 
565), Washington, DC 20460. 202 382- . 
2791 


FR Cite 


RIN: 2050-AA52 


180. STANDARDS FOR 
OWNERS/OPERATORS OF WASTE 
FACILITIES: INCINERATORS 


Priority: Task Force 


Legal Authority: 42 USC 6924 / RCRA 
CFR Citation: 40 CFR 264 
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EPA—RCRA Existing Regulations Under Review 


Abstract: At the request of the Agency Contact: Edward Martin, active areas. EPA will complete its RIA 

President's Task Force on Regulatory Environmental Protection Agency, (WH-__ on alternatives, environmental benefits 

Relief, EPA is reviewing all incineration 565), Washington, DC 20460, 202 382- costs and impacts before promulgating 

requirements for hazardous waste 4761 final regulations for general facility 

storage, treatment and disposal 2050-AA5S3 location. 

facilities. EPA will complete a RIA on prc Timetable: 

alternatives, environmental benefits, ———$—— 

costs and impacts before promulgating p eae aie Action Date FR Cite 

final lations. WNERS/OPERATORS ASTE ; a 
oe owe FACILITIES: LOCATION ae ee 


Priority: Task Force Small Entity: Yes 


Additional information: REVIEW 
Legal Authority: 42 USC 6924 / RCRA  AtyTHORITY: EO 12291, Regulatory 


Flexibility Act. 
FTS:8-382-4782. 

Abstract: At the request of the Analysis: RIA; Final RIA 07/00/83 
Flexibility Act. President's Task Force on Regulatory Agency Contact: Alex Wolfe, 
FTS:8-382-4761. Relief, EPA is reviewing all location Environmental Protection Agency, (WH- 


standards for hazardous waste storage, 562), Washington, DC 20460, 202 382- 
Analysis: Final RIA 07/00/83 treatment, and disposal facilities found 4782 


in 100-year flood plains or seismically- RIN: 2050-AAS5 


CFR Citation: 40 CFR 122; 40 CFR 264 to 
265 


ENVIRONMENTAL PROTECTION AGENCY (EPA)—Resource 
Conservation and Recovery Act Completed 


COMPLETED RULEMAKINGS 184. INTERIM STATUS: OPEN COMPLETED REVIEWS 

182. STANDARDS FOR BURNING 186. STANDARDS FOR 
- OWNERS/OPERATORS OF WASTE CFR Citation: 40 CFR 264; 40 CFR OWNERS/OPERATORS OF WASTE 
FACILITIES: FINANCIAL 265.382 FACILITIES: STORAGE 
RESPONSIBILITY Completed: Priority: Task Force 

CPR Citation: 40 CFR 264 11; 40. CFR 285 Reason Date CFR Citation: 40 CFR 264 


Complete: —SSCéWtth craw 08/04/83 Completed: 

Reason =——(‘as(i‘éitte FR Cite = Small Entity: No Reason Date 

— OOVONIES Agency Contact: Marc Turgeon 202 End Review 07/00/83 

Small Entity: Yes ; 382-4791 eunell Eattty:.. Ves 

Agency Contact: Emily Sano 202 382- RIN: 2050-AA33 Agency Contact: William Kline 202 
382-4781 


RIN: 2050-AA26 185. STANDARDS FOR 
OWNERS/OPERATORS OF waste _RIN:_2050-AAS! 


183. STANDARDS FOR FACILITIES: LAND TREATMENT 187. STANDARDS FOR 
OWNERS/OPERATORS OF WASTE Priority: Task Force = OWNERS/OPERATORS OF WASTE 


FACILITIES: SURFACE FR Citation: 40 CFR 264 FACILITIES: FINANCIAL 
IMPOUNDMENTS USED FOR * — RESPONSIBILITY 


NEUTRALIZATION OF CORROSIVE Completed: 
WASTE Reason Date FRCite Priority: Task Force 


CFR Citation: 40 CFR 264 Withdrawn oa7oares~S~*~*~*:*« PR tation: 40 CFR 264 


Small Entity: Yes Completed: — eae c 
Reason = ‘Date —s FR Cite ~~ Agency Contact: Cliff Rothenstein 202 "€880" SS ee 
Withdrawn 08/04/83 382-4646 Withdrawn 08/26/83 

Small Entity: Undetermined RIN: 2050-AA49 Smaii Entity: Yes 


Agency Contact: Carole Ansheles 202 
382-4502 


RIN: 2050-AA54 
BILLING CODE 6560-50-T 
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ENVIRONMENTAL PROTECTION AGENCY (EPA)—Clean Air Act 


188. COMPLIANCE WITH THE 
STATUTORY PROVISIONS OF PART D 
OF THE CLEAN AIR ACT (REVISION) 


Legal Authority: 42 USC 7407 / CAA 105; 
42 USC 7410 / CAA; 42 USC 7405 / CAA; 42 
USC 7501-8 / CAA; 42 USC 7601 / CAA; 42 
USC 7616 / CAA 


CFR Citation: 40 CFR 52 


Abstract: The Clean Air Act (CAA) 
requires that states institute plans to 
attain the primary ambient air quality 
standards by December 31, 1982. In 
certain cases, extensions were granted 
for ozone and carbon monoxide 
standards. States receiving such an 
extension were required to submit 


statutory consequences (construction 
moratorium and possible funding 
sanctions) for: (1) areas not able to 

te attainment of the primary 
standards by December 31, 1982; (2) 
areas whose post-1982 attainment plans 
are inadequate; and (3) areas which 
have failed to meet other statutory 
provisions of Part D of the Act. 


02/03/83 48 FR 4972 
10/00/83 

Small Entity: Undetermined 

Additional information: SAR No. 1974. 
FTS: 8-629-5540 

Agency Contact: Dave Stonefield. 
Environmental Protection Agency, MD- 
15, Research Triangle Park, North 
Carolina 27711, 919 541-5540 


RIN: 2060-AB12 


Legal Authority: 42 USC 7408 / CAA 108 
CFR Citation: 40 CFR 50.4 


Abstract: EPA is reviewing the 
scientific criteria used as a basis for 
establishing ambient air quality 
standards for sulfur dioxide. The 
Agency will revise the criteria 
document and the standards where 
appropriate to protect public health and 
welfare. 


Date FR Cite 
10/02/79 44 FR 56730 


07/00/84 
Final Action 06/00/85 


Small Entity: Undetermined 

Additional information: SAR No. 1002. 
Docket No. OAQPS-79-7. 
FTS:8-629-5655. 


Agency Contact: Bruce Jordan, 
Environmental Protection Agency, (MD- 
12), Research Triangle Park, NC 27711, 
919 541-5655 


RIN: 2060-AA61 


190. NAAQS FOR PARTICULATE 
MATTER (TSP) (REVISION) 


Priority: Major 
Legal Authority: 42 USC 7408 / CAA 108 
CFR Citation: 40 CFR 50.6 


Abstract: Particulate matter is one of 
the major pollutants in the ambient air. 
EPA is reviewing the scientific criteria 
used as a basis for establishing ambient 
air quality standards for particulate 
matter. The Agency will revise the 
criteria document and the standards 
themselves when appropriate to protect 
public health and welfare. 

Timetable: 


Action 


ANPRM 
NPRM 


Small Entity: No 

Additional information: SAR No. 1003. 
Docket No. A-79-29. 

FTS:6-629-5655. 


Agency Contact: Bruce Jordan, 
Environmental Protection Agency, (MD- 
12), Research Triangle Park, NC 27711, 
919 541-5655 


RIN: 2060-AA62 


"10/02/79 44 FR 56730 
00/00/00 


191. NAAQS FOR CARBON 
MONOXIDE (REVISION) 

Priority: Major 

Legal Authority: 42 USC 7408 / CAA 108; 
42 USC 7409 / CAA 108 

CFR Citation: 40 CFR 50.8 


Abstract: Carbon monoxide is a major 
source of air pollution which endangers 
people with heart and central nervous 


Current and Projected Rulemakings 


system diseases, pregnant women and 
other people (5-12% of U.S. population 
in all). EPA is reviewing the scientific 
criteria used as a basis for establishing 
ambient air quality standards for CO. 
The Agency will revise the criteria 
document and the standards where 
appropriate to protect public health and 
welfare. 


aioe as 
ANPRM 


r 12/01/78 43 FR 56250 
NPRM 08/18/80 45 FR 55066 
Final Action 00/00/00 

Smaii Entity: No ~ 

Additional information: SAR No. 1001. 
Docket No. OAQPS-79-7. 
FTS:8-629-5655. 

Agency Contact: Bruce Jordan, 
Environmental Protection Agency, (MD- 


12), Research Triangle Park, NC 27711, 
919 541-5655 


RIN: 2060-AA63 


192. NAAQS FOR NITROGEN DIOXIDE 
(REVISION) 

Priority: Major 

Legal Authority: 42 USC 7408 / CAA 108 
CFR Citation: 40 CFR 50.11 

Abstract: EPA is reviewing the 
scientific criteria used as a basis for 
establishing ambient air quality 
standards for nitrogen dioxide. The 
Agency will revise the criteria 
document and the standards where 
appropriate to protect public health and 
welfare. 
Timetable: 
Action 
NPRM 

Final Action 
Small Entity: No 

Additional information: SAR No. 1004. 
Docket No. OAQPS 78-9. 

FTS: 8-629-5655. 


Agency Contact: Bruce jordan, 
Environmental Protection Agency, (MD- 
12), Research Triangle Park, NC 27711, 
919 541-5655 

RIN: 2060-AA64 


“ FR Cite 
11/00/83 
08/00/84 
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EPA—CAA 


193. RESTRUCTURE CFR PARTS 51, 
52 (REVISION) 

Legal Authority: 42 USC 7410 / CAA 110 
CFR Citation: 40 CFR 51; 40 CFR 52 


Abstract: This rule will update Part 51 
in phases. Phase I will delete obsolete 
provisions, reduce reporting 
requirements, and revise portions to 
improve their clarity. Existing 
references to Part 51 within Part 52 will 
be revised. Later Phases will restructure 
the PSD regulations and incorporate 
other changes enacted by Congress. 


10/00/83 
06/00/84 


FR Cite 


SAR No. 1503. 

Docket No. A-81-25. 

FTS: 8-629-5697. 

Agency Contact: Joe Sableski, 
Environmental Protection Agency, (MD- 
15), Research Triangle Park, NC 27711, 
919 541-5697 

RIN: 2010-AA07 


194. NEW SOURCE REVIEW 
(REVISION) 


Legal Authority: 42 USC 6910 / CAA 110 
CFR Citation: 40 CFR 51; 40 CFR 52 


Abstract: This action would revise 
EPA’s new source requirements for new 
major stationary sources in PSD and 
Nonattainment areas. EPA is taking this 
action to implement a settlement 
agreement with Chemical 
Manufacturer’s Association and other 
parties who challenged the regulation 
amendments promulgated on August 7, 
1980. 


Date _—‘FR Cite 


08/25/83 48 FR 38742 
01/00/84 


Small Entity: No 
Additional information: SAR No. 1845. 
FTS:8-629-5591. : 


Agency Contact: Kirt Cox, 
Environmental Protection Agency, (MD- 
13), Research Triangle Park, NC 27711, 
919 541-5591 


RIN: 2060-AA68 


APPENDIX F, 
PROCEDURE 1 


Legal Authority: 42 USC 7411 / CAA 111; 
42 USC 7414 / CAA; 42 USC 7601 / CAA 


CFR Citation: 40 CFR 60, Appendix F 


Abstract: This rule would add quality 
assurance requirements on gas 
continuous emission monitoring systems 
(CEMs) used for compliance. The 
purpose is to improve data quality and 
strengthen the basis for decisions made 
with regard to quality assurance. 


Timetable: 
Action 

NPRM 

Smail Entity: No 
Additional information: SAR No. 1741. 
Docket No. A-80-29. 

FTS:8-629-2415. 


Agency Contact: Darryl von Lehmden, 
Environmental Protection Agency, (MD- 
77), Research Triangle Park, NC 27711, 
919 541-2415 


RIN: 2060-AA09 


Date 
00/00/00 


196. NSPS: STATIONARY INTERNAL 
COMBUSTION ENGINES 


Legal Authority: 42 USC 7411 / CAA 111 
CFR Citation: 40 CFR 60 FF 

Abstract: These regulations will require 
the application of best available 
demonstrated technology to control 
nitrogen oxide emissions from 
stationary diesel and dual-fuel internal 
combustion engines. EPA will issue 
separate standards for gas and 
gasoline-fueled stationary I.C. engines 
later. The Agency is considering 
exempting engines with a displacement 
of less than 560 cubic inches per 
cylinder. 
Timetable: 
Action Date FR Cite 


NPRM 07/23/79 44 FR 43152 
Final Action 12/00/83 


Small Entity: Yes 

Additional information: SAR No. 1008. 
Docket No. OAQPS-79-5. 
FTS:8-629-5578. 


Legal Authority: 42 USC 7411 / CAA 111 
CFR Citation: 40 CFR 60 JJ 

Abstract: This rule will control 
evaporative emissions from metal 
cleaning and degreasing operations. A 
related rule (SAR 1695) will also require 
States to act under Section II{d) to 
control some specific solvent emissions 
from existing sources. 

Timetable: 
Action Date FR Cite 
NPRM 06/11/80 45 FR 39766 
Final Action 00/00/00 

Smail Entity: Yes 

Additional information: SAR No. 1010. 
Docket No. OAQPS 78-12. 
FTS:8-629-5624. 


Agency Contact: Fred L. Porter, 
Environmental Protection Agency, (MD- 
13), Research Triangle Park, NC 27711, 
919 541-5624 


RIN: 2060-AA12 


198. NSPS: METALLIC MINERALS 


Legal Authority: 42 USC 7411 / CAA 111 
CFR Citation: 40 CFR 60.380 


Abstract: This standard would limit 
stack and fugitive particulate emissions 
at new, modified, or reconstructed 
plants in the processing of minerals 
prior to metal reduction. These areas 
are: aluminum, copper, gold, iron, lead, 
molybdenum, silver, titanium, tungsten, 
uranium, zinc, and zirconium. The 
affected facilities are individual points 
and equipment in the processing plant. 
Facilities located underground are not 
affected. 


Timetable: 
Action 


NPRM 
Final Action 


Small Entity: No 

Additional Information: SAR No. 1700. 
Docket No. A-81-03. 

FTS:8-629-5624. 


08/24/82 47 FR 36859 
11/00/83 





47908 Federal Register / Vol. 48, No. 201 / Monday, October 17, 1983 / Unified Agenda 


Legai Authority: 42 USC 7411 / CAA 111 
CFR Citation: 40 CFR 60 0O 
Abstract: This regulation will control 


” 11/25/80 45 FR 78174 
Final Action 00/00/00 


Smaii Entity: Yes 

Additional information: SAR No. 1119. 
Docket No. A-79-30. 

FTS:8-629-5624. 


(MD- 
13), Research Triangle Park, NC 27711, 
919 541-5624 


RIN: 2060-AA14 


200. NSPS: INDUSTRIAL SURFACE 
COATING: PRESSURE SENSITIVE 
TAPES AND LABELS 

Legal Authority: 42 USC 7411 / CAA 111 
CFR Citation: 40 CFR 60 RR 

Abstract: This regulation will establish 
emission standards for volatile organic 
compound emissions from pressure 
sensitive tapes and labels coating 
operations. It will apply to new, 
modified or reconstructed coating lines. 


Timetabie: 

Action Date FR Cite 
NPRM 12/30/80 45 FR 86278 
Final Action 12/00/83 

Smail Entity: No 

Additional information: SAR No. 1114. 


Docket No. A-79-38. 
FTS:8-629-5624. 


Agency Contact: Fred L. Porter, 
Environmental Protection Agency, (MD- 
13), Research Triangle Park, NC 27711, 
919 541-5624 


RIN: 2060-AA16 


201. NSPS: SYNTHETIC ORGANIC 
CHEMICAL MANUFACTURING- 
FUGITIVE EMISSIONS 

Legal Authority: 42 USC 7411 / CAA 111 
CFR Citation: 40 CFR 60 VV 

Abstract: This rule will control fugitive 
emissions from the manufacture of 
volatile organic chemicals from new 
process units within the synthetic 
organic chemical manufacture industry. 
It requires a leak detection and repait - 
program and the use of certain 
equipment to reduce emissions. 


Timetable: 
Action 


NPRM 
Final Action 


Small Entity: No 

Additional information: SAR No. 1112. 
Docket No. A-79-32. 

FTS:8-629-5578. 


Agency Contact: Gilbert Wood, 
Environmental Protection Agency, (MD- 
13), Research Triangle Park, NC 27711, 
919 541-5578 


RIN: 2060-AA19 


01/05/81 46 FR 1136 
12/00/83 


202. NSPS: INDUSTRIAL BOILERS 
(REVISION) 

Priority: Major 

Legal Authority: 42 USC 7411 / CAA 111 
CFR Citation: 40.CFR 60 ZZ 

Abstract: Industrial boilers are a major 
stationary source of sulfur dioxide, 
particulates, and nitrogen oxide 
emissions. EPA is developing 
performance standards for industrial 
boilers to achieve continuous emission 
reduction. The Agency will base 
emission limits upon the best available 
system of control, taking costs, 
environmental impacts and energy 
requirements into account. 

Timetabie: 
Action 


ANPRM 
NPRM 

Final Action 
Small Entity: No 
Additional information: SAR No. 1586. 


Date FR Cite 


06/28/79 44 FR 37632 
12/00/83 
11/00/84 


Current and Projected Rulemakings 


Docket No. A-79-02. 

FTS:8-629-5624. 

Agency Contact: Fred L. Porter, 
Environmental Protection Agency, (MD- 
13), Research Triangle Park, NC 27711, 
919 541-5624 


RIN: 2060-AA22 
Rai a NR REE RETA TES Sc REO 


203. NSPS: VOLATILE ORGANIC 
LIQUIDS STORAGE 

Legal Authority: 42 USC 7411 / CAA 111 
CFR Citation: 40 CFR 60 AAA 

Abstract: This standard will control 
volatile organic compound emissions 
from the storage of organic liquids. It 
will affect new, modified or 
reconstructed VOL storage vessels 
(including petroleum liquid storage 
vessels) with capacities of 20,000 
gallons or more. 
Timetabie: 
Action 


NPRM 
Final Action 


Smaii Entity: No 

Additional information: SAR No. 1612. 
Docket No. A-80-51. 

FTS:8-629-5578. 


Agency Contact: Gilbert Wood, 
Environmental Protection Agency, (MD- 
13), Research Triangle Park, NC 27711, 
919 541-5578 


RIN: 2060-AA23 


12/00/83 
11/00/84 


FR Cite 


204. NSPS: RUBBER PRODUCTS 
INDUSTRY-TIRE MANUFACTURING 
Legal Authority: 42 USC 7411 / CAA 111 
CFR Citation: 40 CFR 60 BBB 

Abstract: This standard will control 
VOC {volatile organic compound) 
emissions from solvent application 
during undertread/sidewall cementing, 
tread end cementing, bead cementing 
and green tire coating in rubber tire 
manufacturing plants. It will require use 
of less solvent or installation of a 75% 
efficient emission reduction system. 


Timetable: 
Action Date FR Cite 
NPRM Comment 01/20/83 48 FR 2676 
Period Begin 
Final Action 
Small Entity: No 
Additional information: SAR No. 1615. 
Docket No. A-80-9. 


04/00/84 
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Legal Authority: 42 USC 7411 / CAA 111 
CFR Citation: 40 CFR 60 CCC 

Abstract: This rule will control 
particulate emissions from combustion 
of wood, municipal solid waste, refuse 
derived fuels, and bagasse. It will also 
control particulate emissions of the 
above when combined with fossil fuels. 
The rule will set an individual control 
level for each non-fossil fuel addressed. 
EPA is considering the highest volume 
fuels first, but will consider others later. 


Additional information: SAR No. 1614. 
Docket No. A-79-22. 


FTS:8-629-5624. 


Agency Contact: Fred L. Porter, 
Environmental Protection Agency, (MD- 
13), Research Triangle Park, NC 27711, 
919 541-5624 


RIN: 2060-AA25 


206. NSPS: INDUSTRIAL SURFACE 
COATING: VINYL COATING AND 
PRINTING 

Legal Authority: 42 USC 7411 / CAA 111 
CFR Citation: 40 CFR 60.580 

Abstract: This regulation will control 
volatile organic compound emissions 
from the manufacture of 
polyvinylchloride and polyurethane 
films. A supplement to NPRM to 
expand coverage of the NSPS to include 
polyurethane coated films will be 
proposed. The supplement will provide 
for a 30-day public comment period. 


Date FR Cite 


01/18/83 48 FR 2276 
03/00/84 


Additional Information: SAR No. 1672. 
Docket No. A-80-8. 


FTS:8-629-5624. 


Agency 

Environmental Protection Agency, (MD- 
13), Research Triangle Park, NC 27711,” 
919 541-5624 


RIN: 2060-AA27 


Legal Authority: 42 USC 7411 / CAA 111 
CFR Citation: 40 CFR 60 GGG 

Abstract: This regulation will control 
fugitive emissions of volatile organic 
compounds from new, reconstructed, or 
modified processing units in petroleum 
refineries. It will allow no detectable 
emissions from pressure relief devices 
during normal operations; require a leak 
detection and repair program for valves 
and pumps; and the use of certain 
equipment for compressors, sampling 
connections, and open-ended lines to 
reduce emissions. 
Timetable: 

Action 


NPRM 

Final Action 
Small Entity: No 
Additional information: SAR No. 1696. 
FTS:8-629-5578. 

Agency Contact: Gilbert Wood, 
Environmental Protection Agency, (MD- 


13), Research Triangle Park, NC 27711, 
919 541-5578 


RIN: 2060-AA28 


Date FR Cite — 


01/04/83 48 FR 279 
03/00/84 


208. NSPS: SYNTHETIC FIBERS 


Legal Authority: 42 USC 7411 / CAA 111 
CFR Citation: 40 CFR 60 HHH 

Abstract: This action will control VOC 
emissions from synthetic fiber 
manufacturing plants that use “solvent 
spinning” processes by monitoring the 
amount of solvent used and the amount 
recovered. A size cutoff for facilities 
producing less than 500 megagrams of 
fiber per year will exempt facilities 
with an insignificant level of emissions. 
Timetable: 
Action 

NPRM 

Final Action 
Smail Entity: No 
Additional information: SAR No. 1692. 
FTS:8-629-5624. 


Date FR Cite 


11/23/82 47 FR 52932 
02/00/84 


Legal Authority: 42 USC 7411 / CAA 111 
CFR Citation: 40 CFR 60 Il! 

Abstract: This regulation will control 
emissions of volatile organic 
compounds from the manufacture of 
synthetic organic chemicals via air 
oxidation processes. 

Timetable: 
Action 


NPRM 12/00/83 
Final Action 11/00/84 


Smaii Entity: Yes 

Additional information: SAR No. 1618. 
FTS:8-629-5578. 

Agency Contact: Gilbert Wood, 
Environmental Protection Agency, (MD- 


13), Research Triangle Park, NC 27711, 
919 541-5578 


RIN: 2060-AA30 


210. NSPS: PETROLEUM SOLVENT 
DRY CLEANING 

Legal Authority: 42 USC 7411 / CAA 111 
CFR Citation: 40 CFR 60 

Abstract: This regulation will control 
emissions of volatile organic 
compounds from dry cleaning 
equipment in which petroleum solvent 
is used. EPA is considering exempting 
facilities that clean less than an as yet 
undetermined amount of material a 
year. 
Timetable: 
Action Date FR Cite 
NPRM 12/14/82 47 FR 56118 
Final Action 02/00/84 

Small Entity: Yes 

Additional information: SAR No. 1690. 
FTS:8-629-5624. 


Agency Contact: Fred L. Porter, 
Environmental Protection Agency, (MD- 
13), Research Triangle Park, NC 27711, 
919 541-5624 


RIN: 2060-AA32 
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211. NSPS: SOLVENT DEGREASING 
Legal Authority: 42 USC 7411 / CAA 111 


Legal Authority: 42 USC 7411 / CAA 111 
CFR Citation: 40 CFR 60 


Abstract: This regulation will control 


Legal Authority: 42 USC 7411 / CAA 111 
CFR Citation: 40 CFR 60 
Abstract: This regulation will control 


Timetable: 
Action ; 


NPRM 12/00/83 
Final Action 11/00/84 


Smail Entity: Undetermined 

Additional information: SAR No. 1733. 
FTS-:8-629-5578. 

Agency Contact: Gilbert Wood, 
Environmental Protection Agency, 


(MD- 
13), Research Triangle Park, NC 27711, 
919 541-5578 


RIN: 2060-AA35 


214. NSPS: PETROLEUM REFINERY, 
FCC REGENERATORS (REVISION) 


Legal Authority: 42 USC 7411 / CAA 111 
CFR Citation: 40 CFR 60 

Abstract: This standard will require 
control of sulfur dioxide from fluidized 
catalytic cracking units. 

Timetable: 
Action 

NPRM 

Final Action 
Small Entity: No 
Additional information: SAR No. 1736. 
FTS:8-629-5624. 

Agency Contact: Gilbert Wood, 
Environmental Protection Agency, (MD- 
13), Research Triangle Park, NC 27711, 
919 541-5624 


RIN: 2060-AA36 


12/00/83 
10/00/84 


215. NSPS: POLYMER AND RESIN 
MANUFACTURE 


Legal Authority: 42 USC 7411 / CAA 111 
CFR Citation: 40 CFR 60 


Abstract: This rule will control volatile 
organic compound (VOC) emissions in 
exhaust streams from polymerization 
processes in the manufacture of organic 
polymers and resins. 


Timetable: 
Action 


NPRM 11/00/83 
Final Action 01/00/85 


Small Entity: Undetermined 

Additional information: SAR No. 1691. 
Docket No. A-82-19. 

FTS:8-629-5578. 

Affected Sectors: Multipie 


Date FR Cite 


Current and Projected Rulemakings 


Agency Contact: Fred L. Porter, 
Environmental Protection Agency, (MD- 
13), Research Triangle Park, NC 27711, 
919 541-5578 


RIN: 2060-AA37 


216. NSPS: BASIC OXYGEN FURNACE 
(REVISION) 


Legal Authority: 42 USC 7411 / CAA 111 
CFR Citation: 40 CFR 60 N 

Abstract: This action revises the 
existing NSPS which controls 
particulate emissions during air blowing 
in basic oxygen process furnaces in 
steel mills. The revision will extend 


coverage to charging and tapping 
cycles. This revision will ensure better 
control of particulate emissions from 
secondary sources and will remove 
some ambiguities in the existing 
standards for primary sources. 


Timetable: 
Action 

NPRM 

Final Action 
Smali Entity: No 
Additional information: SAR No. 1671. 
Docket No. A-79-06 

FTS:8-629-5624. 


Agency Contact: Gene Smith, 
Environmental Protection Agency, (MD- 
13), Research Triangle Park, NC 27711, 
919 541-5624 


RIN: 2060-AA72 


Date FR Cite 


01/20/83 48 FR 2658 
03/00/84 


217. NSPS: GLASS MANUFACTURING 
(REVISION) 


Legal Authority: 42 USC 7411 / CAA 111 
CFR Citation: 40 CFR 60 CC 


Abstract: EPA is revising the NSPS for 
glass manufacturing following a petition 
by manufacturers. 


Timetable: 
Action 

NPRM 

Final Action 
Small Entity: No 
Additional information: SAR No. 1007. 
FTS:8-629-5578. 


Ageficy Contact: Gilbert Wood, 
Environmental Protection Agency, (MD- 
13), Research Triangle Park, NC 27711, 
919 541-5578 


RIN: 2060-AA73 


Date 


12/00/83 
06/00/84 


FR Cite 
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218. NSPS: LIME MANUFACTURING 
PLANTS (REVISION) 

Legal Authority: 42 USC 7411 / CAA 111 
CFR Citation: 40 CFR 60 HH 

Abstract: This action would revise the 
numerical emission limits in the 
existing regulation. The new limits 
would apply to all affected facilities 
constructed, reconstructed, or modified 
after the date of publication of the 
proposed revision. 


Date FR Cite 


09/02/82 47 FR 38832 
01/00/84 


Additional information: SAR No. 1836. 
Docket No. A-80-53. 

FTS:8-629-5578. 

Agency Contact: Bob Ajax, 
Environmental Protection Agency, (MD- 
13), Research Triangle Park, NC 27711, 
919 541-5578 


RIN: 2060-AA74 


219. NSPS: STEEL PLANTS: ELECTRIC 


Legal Authority: CAA 111; CAA 114; CAA 
301(a) 


CFR Citation: 40 CFR 60 AA 


Abstract: This proposed change would 
revise existing standards for electric arc 
furnaces (EAF) in the steel industry. It 
would also add argon-oxygen 
decarbonization (AOD) vessels to the 
source category. The revised standard 
would limit particulate emissions, 
including opacity limits, from new, 
modified, or reconstructed EAF’s and 
AOD vessels, and their associated dust- 
handling equipment. 


Date FR Cite 


08/17/83 48 FR 37338 
10/00/84 


Docket No. A-79-33. 
FTS:8-629-5624. 


Agency Contact: Fred Porter, 
Environmental Protection Agency, (MD- 
13), Research Triangle Park, NC 27711, 
919 541-5624 


RIN: 2060-AA75 


220. NSPS: KRAFT PULP MILLS 
(REVISION) 

Legal Authority: 42 USC 7411 / CAA 111 
CFR Citation: 40 CFR 60 BB 


Abstract: Review of the standard is 
completed and initial efforts are 
underway to develop information for 
revision of the standards. 


Timetable: 
Action 


NPRM 

Final Action 
Smail Entity: No 
Additional information: SAR No. 1959. 
FTS: 8-629-5624. : 

Agency Contact: Fred Porter, 
Environmental Protection Agency, MD- 


13, Research Triangle Park, N.C. 27711, 
919 541-5624 


RIN: 2060-AA97 


10/00/83 
11/00/84 


221. @NSPS: SECONDARY BRASS 
AND BRONZE PRODUCTION 
(REVISION) 

Legal Authority: 42 USC 7411 / CAA 111 
CFR Citation: 40 CFR 60, Subpart M 
Abstract: EPA has reviewed this 
standard and determined that minor 
revisions are warranted. The review 
assessed performance and costs of 
plants and control systems as well as 
economic and technological 
development in the industry. EPA will 
issue a notice in the Federal Register 
announcing the results of its review and 
proposing revisions to the standard. 
Timetable: 
Action 

NPRM 

Small Entity: No 
Additional information: FTS:8-629-5595. 
SAR No. 2050. 

Agency Contact: James Crowder, 
Environmental Protection Agency, (MD- 
13), Research Triangle Park, NC 27711, 
919 541-5595 


RIN: 2060-AB04 


04/00/84 ~ 


Legal Authority: 42 USC 7411 / CAA 111 
CFR Citation: 40 CFR 60 
Abstract: The regulation will control 
particulate emissions from crushing, 
grinding and handling facilities used in 
18 non-metallic mineral industries. 
Separate standards had earlier been 
considered for some of these industries 
such as gypsum manufacture (SAR No. 
1673). 

Timetable: 


Action Date FR Cite 


NPRM 08/31/83 48 FR 39566 
Final Action 09/00/84 

Small Entity: Yes 

Additional information: SAR No. 1880. 
FTS: 8-629-5624. 

Agency Contact: Gene Smith, 

13, Research Triangle Park, N.C. 27711, 
919 541-5624 

RIN: 2060-AB11 

| A ARNE 2 2 eM ARSE ROS NETL, SAA SE OEE LIOR INET Gs ROB 


223. @NSPS: WOOL FIBERGLASS 
INSULATION _ 
Legal Authority: 42 USC 7411 / CAA 111 
CFR Citation: 40 CFR 60 

Abstract: This regulation will control 
particulate emissions from wool 
fiberglass insulation manufacturing 
facilities that use the rotary spin 
forming process. 

Timetable: 


NPRM 12/00/83 


Smail Entity: No 

Additional Information: SAR No. 1915. 
FTS: 8-629-5624. 

Agency Contact: Gene Smith, 
Environmental Protection Agency, ESES 


(MD-13), Research Triangle Park, NC 
27711, 919 541-5624 


RIN: 2060-AB21 


224. @NSPS FOR AUTOMOBILE AND 
LIGHT-DUTY TRUCK COATING 
OPERATIONS (REVISION) 


Legal Authority: 42 USC 7411 / CAA 111 
CFR Citation: 40 CFR 60 


Abstract: EPA is revising the NSPS for 
automobile and light-duty truck coating 
operations which was promulgated in 
December 1980 to reflect additional 
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07/29/82 47 FR 32743 
12/00/83 


Legal Authority: 42 USC 7412 / CAA 112 
CFR Citation: 40 CFR 61 


Abstract: EPA is currently reviewing 

relevant available information on 

emissions of cadmium into the ambient 
air that may be either by itself or in 


necessary regulatory action for public 
comment before it becomes final. 


Date 
00/00/00 


FR Cite 


Timetabie: 
Action 
Decision on 
Listing 


Small Entity: Undetermined 
Additional information: SAR No. 1869. 
FTS:8-629-5645. 

Agency Contact: David Patrick, 


Legal Authority: 42 USC 7412 / CAA 112 
CFR Citation: 40 CFR 61 

Abstract: EPA is conducting a health 
risk assessment of coke oven emissions. 
If we determine that these emissons are 
hazardous, we will list them as 


hazardous air pollutants under Section 
112 and will propose emission 
standards. 

Timetable: 
Action 


Decision on 
Listing 


Date 
02/00/84 


Smaii Entity: Undetermined 

Additional information: SAR No. 1594. 
FTS:8-629-5504. 

Agency Contact: Kent Berry, 
Environmental Protection Agency, (MD- 


12), Research Triangle Park, NC 27711, 
919 541-5504 


RIN: 2060-AA39 


227. NESHAPS: LISTING OF 
ACRYLONITRILE 

Legal Authority: 42 USC 7412 / CAA 112 
CFR Citation: 40 CFR 61 

Abstract: EPA is conducting a health 
risk assessment of acrylonitrile 
emissions. If the Agency determines 
that these emissions are hazardous, it 
will list them under Section 112 and 
will propose emission standards. 


Timetable: 
Action 


NPRM 

Final Action 

Decision on 
Listi 

Smaii Entity: Undetermined 

Additional information: SAR No. 1677. 

FTS: 8-629-5645 


Agency Contact: Dayid Patrick, 
Environmental Protection Agency, (MD- 
12), Research Triangle Park, NC 27711, 
919 541-5645 


RIN: 2060-AA40 


Date 


10/00/83 
12/00/84 
00/00/00 


FR Cite 


228. NESHAPS: ARSENIC FROM 
SMELTERS AND OTHER SOURCES 


Legal Authority: 42 USC 7412 / CAA 112 


CFR Citation: 40 CFR 61 N; 40 CFR 61 O; 
40 CFR 61 P 


Abstract: EPA proposed standards for 
inorganic arsenic emissions from 
existing and new primary copper 
smelters and glass manufacturing 
plants. In addition, EPA proposed not to 
develop standards for inorganic arsenic 
emissions from primary lead smelters, 
secondary lead smelters, primary zinc 
smelters, zinc oxide production plants, 


Current and Projected Rulemakings 


cotton gins, and arsenic chemical 
manufacturing plants. 
Timetabie: 


Action Date FR Cite 


NPRM 07/20/83 48 FR 33112 
Final Action 01/00/84 

Small Entity: Undetermined 

Additional information: SAR No. 1684. 
FTS:8-629-5624. 


Agency Contact: Gene w. Smith, 
Environmental Protection Agency, (MD- 
13), Research Triangle Park, NC 27711, 
919 541-5624 


RIN: 2060-AA41 


229. NESHAPS: BENZENE IN COKE 
OVENS/BY PRODUCTS PLANTS 


Legal Authority: 42 USC 7412 / CAA 112 
CFR Citation: 40 CFR 61 


Abstract: This regulation will control 
benzene emissions generated by the 
processing of gaseous and liquid 
streams at coke by-product plants. The 
emission sources to be controlled 
include process equipment, storage 
vessels, and fugitive emissions. The 
standards will consist of equipment 
specifications, work practices, design 
specifications, and emission limits. 


Timetable: 
Action 


NPRM 

Final Action 
Small Entity: No 
Additional information: SAR No. 1685. 
FTS:8-629-5578. 


Agency Contact: Gilbert Wood, 
Environmental Protection Agency, (MD- 
13), Research Triangle Park, NC 27711, 
919 541-5578 


RIN: 2060-AA42 


Date 


10/00/83 
12/00/84 


FR Cite 


230. NESHAPS: MALEIC ANHYDRIDE 
MANUFACTURE 

Legal Authority: 42 USC 7412 / CAA 112 
CFR Citation: 40 CFR 61 H 


Abstract: This regulation will control 
the emission of benzene from process 
vents in the manufacture of maleic 
anhydride. a 

Timetable: 


Action Date FR Cite 


04/18/80 42 FR 26660 
10/00/83 
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Small Entity: No 

Additional information: SAR No. 1127. 
Docket No. OAQPS 79-3. 
FTS:8-629-5578. 


Agency Contact: Gilbert Wood, 
Environmental Protection Agency, (MD- 
13), Research Triangle Park, NC 27711, 
919 541-5578 


RIN: 2060-AA43 


231. NESHAPS: 
ETHYLBENZENE/STYRENE 
MANUFACTURE 


Legal Authority: 42 USC 7412 / CAA 112 
CFR Citation: 40 CFR 61 | 


Abstract: This regulation will control 
the emission of benzene from process 
vents in the manufacture of 
ethylbenzene and styrene at new and 
existing plants through the use of 
boilers or process heaters. Process 
vents account for almost 90 percent of 
total uncontrolled plant emissions. 
Excess emissions during 
startup/shutdown or malfunction must 
be controlled by smokeless flares. 


Date FR Cite 


12/18/80 45 FR 83448 
11/00/83 


Additional information: SAR No. 1128. 
Docket No. A-79-49. 
FTS:8-629-5578. 


Agency Contact: Gilbert Wood, 
Environmental Protection Agency, (MD- 
13), Research Triangle Park, NC 27711, 
919 541-5578 


RIN: 2060-AA44 
SOR ARERR RI ETERS, ESRC So CE RE 


232. NESHAPS: BENZENE FUGITIVE 
EMISSIONS 


Legal Authority: 42 USC 7412 / CAA 112 
CFR Citation: 40 CFR 61 J 


Abstract: This regulation would limit 
benzene emissions from fugitive 
emission sources in new and existing 
petroleum refineries and organic 
chemical manufacturing plants. The 
standards would allow no detectable 
emissions due to leaks from 
safety/relief valves and product 
accumulator vessels. The standards 
would also reguire a leak detection and 
repair program for pipeline valves and 
pumps, and would require certain 


equipment for compressors, sampling 
connections, and open-ended valves. 
Timetable: 
Action Date FR Cite 


NPRM 01/05/81 46 FR 1165 
Final Action 11/00/83 

Smaii Entity: Yes 

Additional information: SAR No. 1126. 
Docket No. A-79-27. 

FTS:8-629-5578. 


Contact: Gilbert Wood, 
Environmental Protection Agency, (MD- 
13), Research Triangle Park, NC 27711, 
919 541-5578 


RIN: 2060-AA45 


233. NESHAPS: BENZENE STORAGE 


Legal Authority: 42 USC 7412 / CAA 112 
CFR Citation: 40 CFR 61 K 

Abstract: This regulation will limit 
benzene emissions resulting from the 
storage of pure benzene. EPA will 
require new and existing storage tanks 
to meet certain structural standards (a 
combination of roofs and seals) and 
require industry to inspect the 
equipment periodically to ensure that it 
functions properly. 

Timetable: 


Action Date FR Cite 


NPRM 12/19/80 45 FR 83952 
Final Action 11/00/83 


Small Entity: Yes 

Additional information: SAR No. 1593. 
Docket No. A-80-14. 

FTS:8-629-5578. 


Agency Contact: Gilbert Wood, 
Environmental Protection Agency, (MD- 
13), Research Triangle Park, NC 27711, 
919 541-5578 


RIN: 2060-AA46 


234. NESHAPS: AIRBORNE 


_ RADIONUCLIDES 


Priority: Major 
Legal Authority: 42 USC 7412 / CAA 112 
CFR Citation: 40 CFR 61 


Abstract: Radionuclides are a 
hazardous air pollutant. In the April 6 
Federal Register the Agency proposed 
standards for sources in four categories: 
1) Department of Energy facilities; 2) 
Nuclear Regulatory Commission- 
licensed facilities and non-DOE 


Current and Projected Rulemakings 


facilities; 3) underground uranium 
mines; and 4) elemental phosporous 
plants. The Agency has identified 


' several other source categories but has 


chosen not to regulate them at this 
time. 

Timetable: 
Action Date FR Cite 


NPRM 04/06/83 48 FR 15076 
Final Action 12/00/83 


Smaii Entity: Undetermined 
Additional information: SAR No. 1595. 
Docket No. A-79-11. 


Agency 
Environmental Protection Agency, 
(ANR-460), Washington, DC 20460, 703 


Legal Authority: 42 USC 7412 / CAA 112 
CFR Citation: 40 CFR 61G 

Abstract: This regulation will control 
emissions of organic pollutants 
designated as hazardous under section 
112. It will require improved 


’ maintenance and operation to limit 


visible emissions from wet-coal-charged 
coke oven batteries. The standards 


apply to charging, and leaks from 
doors, lids or offtakes for all existing or 
new sources: 


Timetable: 
Date 


00/00/00 


FR Cite 
NPRM 

Small Entity: No 
Additional information: SAR No. 1686. 
Docket No. A-79-15. 

FTS:8-629-5624. 


Agency Contact: Gene Smith, 
Environmental Protection Agency, (MD- 
13), Research Triangle Park, NC 27711, 
919 541-5624 


RIN: 2060-AA48 


236. AMENDMENTS TO NESHAPS 
GENERAL PROVISIONS 


Legal Authority: 42 USC 7412 / CAA 112 
CFR Citation: 40 CFR 61A 
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Legal Authority: 42 USC 7412 / CAA 112 
CFR Citation: 40 CFR 61M 
Abstract: This rulemaking will reinstate 


amended. Section 112(e)(1) of the 1977 
amendments to the Clean Air Act 
grants EPA the authority to develop 


operations, demolition and renovation 


operations, spraying operations, the use 
of molded insulating materials, waste 


disposal operations, and waste disposal 
sites. 


07/13/63 48 FR 32126 


Final Action 08/00/84 


Small Entity: No 
Additional information: SAR No. 1714. 
FTS:6-629-5624. 


Agency Contact: Gene Smith, 
Environmental Protection . (MD- 
13), Research Triangle Park, NC 27711, 
919 541-5624 


RIN: 2060-AA80 


238. NESHAPS: VINYL CHLORIDE 
(REVISION) 

Legal Authority: 42 USC 7412 / CAA 112 
CFR Citation: 40 CFR 61 

Abstract: The Agency is analyzing 
possible changes in emission limits for 
oxychlorination vents from ethylene 
dichloride manufacture processes. 
Plants using vinyl chloride as a raw 
material are being evaluated for 
possible inclusion under the standards. 
The Agency also is considering 
administrative or clarifying changes to 
other parts of the standards. 

Timetable: 
Action 


NPRM 

Final Action 
Small Entity: No 
Additional information: SAR No. 1971. 
FTS: 8-629-5671 

Agency Contact: Robert Rosensteel, 
Environmental Protection Agency, (MD- 
13), Research Triangle Park, N.C., 27711, 
919 541-5671 


03/00/84 
05/00/85 


FR Cite 


’ RIN: 2060-AB06 


239. SECOND ROUND NONFERROUS 
SMELTER ORDER REGULATIONS 


Legal Authority: 42 USC 7419 / CAA 119 
CFR Citation: 40 CFR 57 


Abstract: These rules establish the 
minimum required contents of primary 
nonferrous smelter orders (NSOs) and 
the criteria and procedures EPA will 
use in issuing NSOs and in evaluating 
NSOs issued by the states. NSOs allow 
eligible smelters until January 1, 1988 to 
come into compliance with their State 
Implementation Plans for sulfur dioxide. 
These rules could affect approximately 
six copper, lead, zinc and other primary 
nonferrous smelters in the United 
States. 


Timetable: 
Action 

NPRM 

Final Action 
Smaiil Entity: No 
Additional information: SAR No. 1799. 


11/00/83 
06/00/84 


Current and Projected Rulemakings 


FTS:8-382-2887. 

Agency Contact: Roy Rathbun, 
Environmental Protection Agency, (EN- 
341), Washington, DC 20460, 202 382- 
2887 


RIN: 2060-AA81 


240. DISPERSION TECHNIQUES 
IMPLEMENTED BEFORE ENACTMENT 
OF THE CLEAN AIR ACT 
AMENDMENTS OF 1970 


Legal =: 42 USC 7410 / CAA 123; 
42 USC 7601(a); 42 USC 7423 


CFR Citation: 40 CFR 51 


Abstract: These regulations set the 
requirements for an implemented 
intermittent control system (ICS). If an 
operator can show that dispersion 
techniques implemented before 
December 31, 1970 meet the ICS 
requirements then the system can be 
used to reduce emissions in a State 
Implementation Plan to meet Federal 
ambient standards. These regulations 
are optional for States. 


Timetabie: 
Action 


NPRM 
Final Action 


Small Entity: No 

Additional information: SAR No. 1893. 
Docket No. A-79-12. 

FTS:8-629-5540. 


Agency Contact: Bruce Polkowsky, 
Environmental Protection Agency, (MD- 
15), Research Triangle Park, NC 27711, 
919 541-5540 


RIN: 2060-AA49 


Date FR Cite 


12/00/83 
12/00/84 


241. “GUIDELINE ON AIR QUALITY 
MODELS” (REVISION) 


Legal Authority: CAA Sec 165(e) 


CFR Citation: 40 CFR 51.24(1); 40 CFR 
52.21(m) 

Abstract: This action proposes to revise 
the “Guideline on Air Quality Models” 
(issued in April 1978) to reflect changes 
to the state-of-the-science of modeling 
and changes to current practice and 
policies. Revisions to the Guideline 
were developed in 1980 and public 
hearings were held. Based on public 
comments, EPA has conducted studies 
to resolve some issues. Additional 
evaluation studies of models, suggested 
by commenters and performed in 
accordance with the recommendations 
of the American Meteorological Society, 
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are underway. Early results of both are 
now available and should become part 
of EPA's guidance. The revised 
guideline should greatly reduce 
inconsistencies in the development and 
revision of emission limitations and in 
the determination of PSD increment 
consumption. New modeling procedures 
allow potentially greater accuracy in 
modeling results and the attainment of 
clean air goals at less cost. 


Timetable: 

Action 

NPRM 04/00/84 
Final Action 05/00/85 
Small Entity: No 


FR Cite 


Additional information: SAR No. 1941. 
FTS: 8-629-5561. 


Agency Contact: Joseph Tickvart, 
Environmental Protection Agency, MD- 
14, Research Triangle Park, N.C. 27711, 
919 541-5561 


RIN: 2060-AB13 


242. HEAVY-DUTY DIESEL 
PARTICULATE STANDARDS 


Priority: Major 


Legal Authority: 42 USC 7521(a)(3) / 
CAA 202 


CFR Citation: 40 CFR 86 


Abstract: Diesel engines emit 40-100 . 
times the particulate matter emitted by 
catalyst-equipped vehicles operated on 
unleaded gasoline. EPA has proposed 
an emission limit of .25 grams per brake 
horsepower-hour and intends to 
repropose a standard for particulate 
matter concurrent with the proposed 
heavy-duty NOX standard. 


Timetable: 
Action 





Previous NPRM 01/07/81 46 FR 1910 
01/00/84 
12/00/84 


Additional Information: SAR No. 1310. 
Docket No. OMSAPC-78-3 A-80-18. 
FTS:8-374-8339. 


Agency Contact: Richard Rykowski, 
Environmental Protection Agency, 2565 
Plymouth Road, Ann Arbor, MI 48105, 
313 668-4339 


RIN: 2060-AA51 


243. NOX REGULATIONS FOR LIGHT- 
DUTY TRUCKS AND HEAVY-DUTY 
ENGINES 


Priority: Major 

Legal Authority: 42 USC 7521 / CAA 202; 
42 USC 7525 / CAA 202; 42 USC 7526 / 
CAA 202; 42 USC 7541 / CAA 202 


CFR Citation: 40 CFR 86 


Abstract: EPA has identified several 
Air Quality Control Regions which 
currently are exceeding acceptable 
Nitrogen Dioxide levels. Heavy-duty 
vehicles and light-duty trucks produce 
15 percent of total NOx emissions. The 
Clean Air Act requires EPA to establish 
emission standards for heavy-duty 
vehicles which represent a 75% 
reduction in nitrogen oxides. EPA has 
developed a new test procedure for 
measuring exhaust emissions which will 
be used to measure baseline emissions. 
At the request of the President's Task 
Force on Regulatory Relief, EPA will 
consider relaxing the statutory limit for 
3 years to a level which can be 
achieved by diesel engines, and 
allowing emissions averaging to give 
flexibility to manufacturers. 


Timetable: 
Action Date 


Previous ANPRM 11/28/80 
ANPRM 01/19/81 
NPRM 01/00/84 
Final Action 12/00/84 
Small Entity: No 
Additional Information: SAR No. 1315. 
Docket No. A-80-31. 

FTS:8-374-4340. 

Agency Contact: Peter Hutchins, 
Environmental Protection Agency, 2565 


Plymouth Road, Ann Arbor, MI 48105, 
313 668-4340 


RIN: 2060-AA52 


FR Cite 


45 FR 79382 
46 FR 5836 


244. DELAY OF THE 1985 MODEL 
YEAR LIGHT-DUTY DIESEL 
PARTICULATE STANDARD 
(REVISION) 


Priority: Task Force 
Legal Authority: 42 USC 7521(a) / CAA 
202 


CFR Citation: 40 CFR 86 

Abstract: At the request of the 
President's Task Force on Regulatory 
Relief, EPA has reviewed the feasibility 
of the 1985 diesel particulate standard 


Current and Projected 


and determined that the technology 
required to meet the standard will not 
be available in time for the 1985 model 
year. EPA is proposing a two year 
delay which should be adequate time to 
make available the necessary 
technology. 

Timetable: 


Action 


NPRM 

Final Action 
Smaii Entity: No 
Additional information: SAR No. 1894. 
Docket No. 81-32 

FTS:8-374-8339. 

Agency Contact: Richard Rykowski, 
Environmental Protection Agency, 
(ANR-455), 2565 Plymouth Road, Ann 
Arbor, MI 48105, 313 668-4339 


RIN: 2060-AA83 


Date FR Cite 


12/01/82 47 FR 54250 
10/00/83 


245. GASEOUS EMISSION 
REGULATIONS FOR 1984 AND LATER 
MODEL YEAR HEAVY-DUTY ENGINES 
AND LIGHT-DUTY TRUCKS 
(REVISION) 


Priority: Task Force 


Legal Authority: 42 USC 7521(a) / CAA 
202 


CFR Citation: 40 CFR 86 A; 40 CFR 86 K; 
40 CFR 86 N 


Abstract: At the request of the 
President's Task Force on Regulatory 
Relief, EPA is reviewing the 
hydrocarbon and carbon monoxide 
emission standards for heavy-duty 
engines which were promulgated in 
January 1980 at 45FR4136. The Clean 
Air Act permits EPA to revise emission 
standards if it finds that compliance 
with the standards cannot be achieved 
without unreasonable cost burden. This 
rulemaking will reevaluate certain 
aspects of the 1984 final rule with the 
aim of reducing short term compliance 
costs without significant losses in 
environmental benefits. The major 
objective will be to determine if 
hydrocarbon and carbon monoxide 
standards may be set at a level which 
will not require the use of catalytic 
converters. A recent Final Rule (48 FR 
1406, 1/12/83) delays these standards 
for one year, until 1985, while the final 
level of the standard is determined. 
Useful life options were proposed on 
1/12/83 and will be included in the 
Final Rule. 
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Date FR Cite 
01/12/82 47 FR 1472 


Abstract: These revised regulations 
allow only certified vehicles and 


regulation. EPA solicits additional 
comments on other ways these 
regulations may be revised. 


07/21/80 45 FR 48812 
06/00/84 


Small Entity: Yes 
Additional information: SAR No. 1317. 
Docket No. EN-79-9. 


Timetable: 
Action 
NPRM 
Final Action 


clarify the liability of manufacturers, 
suppliers, and repairers for tampering. 


Timetabte: 
Action 
ANPRM 


Date FR Cite 


01/27/81 46 FR 8982 
NPRM 11/00/83 
Final Action 04/00/84 


Smaii Entity: Undetermined 

Additional Information: SAR No. 1601. 
Docket No. EN-80-2. 

FTS:8-234-6356. 

Agency Contact: Chuck Aschwanden, 
Environmental Protection Agency, (EN- 
397}, Washington, DC 20460, 303 234- 
6356 

RIN: 2060-AA55 


248. NONCONFORMANCE PENALTIES 
FOR 1984 MODEL YEAR HEAVY-DUTY 
ENGINES (HDES) 

Legal = 42 USC 7525(g) / CAA 
206; 42 USC 7601(a) / CAA 

CFR Citation: 40 CFR 86 

Abstract: This regulation will allow 
manufacturers of 1985 HDEs to sell 
their engines even though they fail to 
meet 1985 regulatory requirements for 
specific pollutants, provided that 
emissions do not exceed a specified 
maximum level and that the 
manufacturer pays a nonconformance 
penalty for each HDE sold. The penalty 
will remove any competitive advantage 
of noncompliance and still provide 
manufacturers with an incentive to 
meet the standard. 


Timetable: 
Action 

Previous NPRM 
NPRM 

Final Action 
Small Entity: No 
Additional information: SAR No. 1571. 
FTS:8-382-2503. 

Agency Contact: Robert Montgomery, 
Environmental Protection Agency, (EN- 
340), Washington, DC 20460, 202 382- 
2507 


02/13/79 
12/00/83 
08/00/84 


FR Cite 
44 FR 9485 


RIN: 2060-AA56 


249. NONCONFORMANCE PENALTIES 
FOR LIGHT-DUTY TRUCKS 


Legal Authority: 42 USC 7527(g) / CAA 
206; 42 USC 301(a) / CAA 206 

CFR Citation: 40 CFR 86 

Abstract: This regulation will allow 
manufacturers of 1985 light duty trucks 
over 6,000 pounds gross vehicle weight 


Current and Projected Rulemakings 


to sell their vehicles even though they 
fail to meet 1985 regulatory 
requirements for specific pollutants, 
provided that emissions do not exceed 
a specified maximum level and that the 
manufacturer pays a nonconformance 
penalty for each truck sold. The penalty 
will remove any competitive advantage 
of noncompliance. 


Timetable: 
Action Date FR Cite 


Previous NPRM 07/12/79 44 FR 40791 
NPRM 12/00/83 
Final Action 08/00/84 


Smaii Entity: Undetermined 
Additional information: SAR No. 1632. 
FTS: 8-382-2507. 


Agency Contact: Robert Montgomery, 
Environmental Protection Agency, (EN- 
340), Washington, DC 20460, 202 382- 
2507 


RIN: 2060-AA58 
ed 


250. LONG TERM MOTOR VEHICLE 
EMISSIONS CONTROL PROGRAM 
(REVISION) 


Priority: Task Force 
Legal Authority: 42 USC 7525 / CAA 206 
CFR Citation: 40 CFR 86 


Abstract: This rulemaking will consider 
long term alternatives to the 
certification selective enforcement 
auditing and recall programs. These 
alternatives would focus on in-use 
vehicle performance, give 
manufacturers greater flexibility and 
incentives for meeting emission 
standards in the most economical ways, 
reduce overall compliance costs, and 
ensure that air quality is fully and 
appropriately protected. This action is 
being taken at the request of the 
President's Task Force on Regulatory 
Relief. 


Timetable: 
Date 
11/00/83 


FR Cite 
ANPRM 

Small Entity: No 
Additional information: SAR No. 1715B. 
Docket No. A-81-17. 

FTS:8-374-8277. 


Agency Contact: Robert Larson, 
Environmental Protection Agency, 2565 
Plymouth Road, Ann Arbor, MI 48105, 
313 688-4277 : 


RIN: 2060-AA88 
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Legal : 42 USC 7525(b) / CAA 
206; 42 USC 7542(b) / CAA 206; 42 USC 
7601(a) / CAA 206 


CFR Citation: 40 CFR 86 G; 40 CFR 86 K 


Abstract: EPA is revising the Selective 
Enforcement Auditing procedures for 
LDVs to make the program more 
efficient (with cost savings to EPA and 
the affected industries), clarify various 
provisions, and revise the sampling 
procedure. 


NPRM 10/00/83 
Interim Final Rule 05/00/84 


Smail Entity: No 

Additional information: SAR No. 1570. 
FTS:8-382-2503. 

Agency Contact: Robert Montgomery, 
Environmental Protection Agency, (EN- 
340), Washington, DC 20460, 202 382- 
2507 


RIN: 2060-AA89 
ARERR NT SRA REGRESS) RRB 


252. AMENDMENT TO THE EMISSION 
CONTROL WARRANTY SHORT TESTS 
(REVISION) 


Legal Authority: 42 USC 7541(b) / CAA 
207 


CFR Citation: 40 CFR 85 


Abstract: This action would approve an 
alternative short test procedure for 
warranting emissions performance. It 
also proposes to approve the 2500 
rpm/Idle Test, which is a variation of 
an existing short test. 


FR Cite 


Date FR Cite 


03/21/83 48 FR 11870 
11/00/83 


Timetable: 
Action 
NPRM 
Final Action 


Small Entity: No 

Additional information: SAR No. 1731. 
Docket No A-81-40. 

FTS:8-374-8419. 


Agency Contact: George Kittredge, 
Environmental Protection Agency, 401 
M St., SW, Washington, DC 20460, 202 


253. FUELS AND FUEL ADDITIVES 
Priority: Major 

Legal Authority: 42 USC 7545 / CAA 211 
CFR Citation: 40 CFR 79 


Abstract: These protocols will help 
determine effects of fuel and fuel 
additives on public health and emission 
control devices. They will ensure that. 
motor vehicle fuels and additives will 
not harm the public health. They will 
also ensure that they do not damage 
emission control devices in motor 
vehicles. 


Timetable: 
Action Date 
NPRM 01/00/85 
Small Entity: Undetermined 
Additional Information: SAR No. 1328. 
FTS:8-374-8339. 


Agency Contact: Richard A. Rykowski, 
Environmental Protection Agency, 2565 
Plymouth Road, Ann Arbor, MI 48105, 


FR Cite 


Legal Authority: 15 USC 2001 et seq / 
Energy Policy and Conservation Act 301 


CFR Citation: 40 CFR 600 

Abstract: In January, 1982, the United 
States Court of Appeals for the Sixth 
Circuit issued an order requiring EPA to 
inititate rulemaking to establish 
adjustment factors for the 1980-85 
Corporate Average Fuel Economy 
(CAFE) test results. This proposal is in 
response to the Court Order and will 
result in adjustments to EPA 
calculations of CAFE. 

Timetable: 
Action 


NPRM 
Final Action 


Smail Entity: No 


Additional information: FTS: 8-382- 
7647. ° 


SAR No. 2033. 


11/00/83 
04/00/84 


47917 
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Agency Contact: Maureen Smith, 
Environmental Protection Agency, 
(ANR-455), Washington, DC 20460, 202 
382-7647 


RIN: 2060-AB19 


255. FUEL ECONOMY LABELING AND 
DATA BASE REVISIONS (REVISION) 


Legal Authority: 15 USC 2003 / EPCA 
503 : 


CFR Citation: 40 CFR 600 


Abstract: This action amends Part 600 
to require labels to: (1) distinguish 
among designs that affect fuel economy; 
(2) change during the model year if 
design changes reduce fuel economy by 
one mile per gallon or more; (3) reflect 
fuel economy performance for highway 
driving; and (4) reflect fuel economy 
values as adjusted for the average 
differences between laboratory and in- 
use performance measures. EPA is also 
amending Part 600 to allow better use 
of test data in accounting for untested 
vehicle designs and improve the 
representative data used to calculate 
fuel economy values. 


Timetable: | 
Action 


ANPRM 
NPRM 
Final Action 


Small Entity: No 

Additional Information: SAR No. 1629. 
Docket No. A-80-32. 

FTS: 8-374-8310. 


Agency Contact: Clifford Tyree, 
Environmental Protection Agency, 2625 
Plymouth Road, Ann Arbor, MI 48105, 
313 668-4310 


RIN: 2060-AA94 


Date FR Cite 


09/29/80 45 FR 64540 
06/09/83 48 FR 26698 
09/00/84 


256. @AMENDMENT AND ° 
CLARIFICATION OF THE TEST 
PROCEDURES AND EVALUATION 
CRITERIA FOR FUEL ECONOMY 
RETROFIT DEVICES (REVISION) 
Legal Authority: 15 USC 2011 Motor Ve- 
hicle information and Cost Savings Act 511 


CFR Citation: 40 CFR 610 


Abstract: This rulemaking will amend 
the retrofit device evaluation 
regulations by revising the definition of 
“retrofit device” to. specifically include 
fuel additives. It will also revise the 
definition of “manufacturer” and will 
also formally guarantee certain rights to 
the device manufacturers. 
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12/28/82 44 FR 57742 
00/00/00 


Legal = 15 USC 2011 / Motor 
Vehicle information & Cost Savings Act 511 
CFR Citation: 40 CFR 610 


Abstract: This rulemaking proposes to 
formally transfer the cost of EPA testing 
to the device manufacturer in those 
instances in which the evaluation was 
initiated by the manufacturer. This 
action will make the regulations 
consistent with the Act. 


ENVIRONMENTAL PROTECTION AGENCY (EPA)—Clean Air Act 


258. NAAQS: LEAD 

Priority: Major 

Legal Authority: 42 USC 7408 / CAA 108; 
42 USC 7409/CAA109 

CFR Citation: 40 CFR 50 


Abstract: EPA is reassessing the health 
and welfare information that has 
become available since the last revision 
of the standard. 


Begin Review 03/00/82 
End Review 03/00/85 


become available since the last revision 
of the standard. 


09/00/81 
01/00/86 


Begin Review 
End Review 


Smail Entity: No 


Additional information: REVIEW 
AUTHORITY: CAA 109. 


FTS: 8-629-5655. 
SAR No. 1920. 


Agency Contact: Bruce Jordan, 
Environmental Protection Agency, (MD- 
13), Research Triangle Park, NC 27711, 
919 541-5655 


RIN: 2060-AA96 


260. EQUIVALENCY IN NEW SOURCE 
REVIEW 


Priority: Task Force 


Legal Authority: 42 USC 7410 / CAA 110 
CFR Citation: 40 CFR 51.18 


Abstract: At the request of the 
President's Task Force on Regulatory 
Relief, the Agency is reviewing its New 
Source Review (NSR) Program to 
determine whether and how it can give 
states greater flexibility in meeting 
Clean Air Act requirements. 


Timetabie: 


Action 
Begin Review 
End Review 


Date 


11/00/82 
12/00/83 


Small Entity: No 


Additional information: REVIEW 
AUTHORITY: EO 12291. 


FTS: 8-629-5591. 
SAR No. 1845. 


Agency Contact: Michael Trutna, 
Environmental Protection Agency, (MD- 
13), Research Triangle Park, NC 27711, 
919 541-5591 


RIN: 2060-AB10 


Current and Projected Rulemakings 


Timetable: 
Action 

NPRM 

Final Action 
Small Entity: No 
Additional Information: FTS: 374-8299. 
SAR No. 2039. 


Agency Contact: Merrill W. Korth, 
Environmental Protection Agency, 2565 
Plymouth Road, ANR-455, Ann Arbor, 
MI 48105, 313 668-4299 


RIN: 2060-AB23 


Date FR Cite 


10/00/83 
03/00/84 


Existing Regulations Under Review 


261. NSPS FOR PRIMARY COPPER 
SMELTERS (REVISION) 


Legal Authority: 42 USC 7411 / CAA 111 
CFR Citation: 40 CFR 60 P 


Abstract: Revisions will be considered 
for: (a) the applicability of the 
standards to modified and 
reconstructed facilities at existing 
smelters, and (b) the existing exemption 
from the standards for reverberatory 
smelting furnaces when the total 
smelter charge contains a high level of 
volatile impurities. Emission limits for 
fugitive sources of particulate matter 
will also be considered. 


Timetable: 
Action 

NPRM 

Small Entity: No 
Additional information: SAR No. 1735. 
FTS: 8-629-5578. 


Agency Contact: Fred Porter, 
Environmental Protection Agency, (MD- 
13), Research Triangle Park, NC 27711, 
919 541-5578 


RIN: 2060-AA77 





Date 
00/00/00 


FR Cite 


262. NSPS: CLAUS SULFUR 
RECOVERY PLANTS 


Legal Authority: 42 USC 7411 / CAA 111 
CFR Citation: 40 CFR 60, Subpart J 
Abstract: EPA is reviewing this 


standard to determine whether 
revisions are warranted. The review 
will assess performance and costs of 
control systems and economic and 
technological developments in the 
industry. The existing rule exempts 
plants that produce 20 long tons or less 
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Paperwork Reduction Act. 
FTS: 8-629-5525. 
SAR No. 1987. he 


Agency Contact: Ken Durkee, 
Environmental Protection Agency, (MD- 
13), Research Triangle Park, NC, 919 


263. NSPS: GRAIN ELEVATORS 


Legal Authority: 42 USC 7411 / CAA 111 
CFR Citation: 40 CFR 60, Subpart DD 
Abstract: EPA is reviewing this 
standard to determine whether . 
revisions are warranted. The review 
will assess performance and costs of 
control systems as well as economic 
and technological developments in the 
industry. The existing regulation 
exempts grain terminals that have a 
storage capacity of 2.5 million tons or 
less and grain storage facilities that 
store 1.0 million tons or less. EPA will 
issue a notice in the Federal Register 
announcing the results-of its review. 


Date 
Begin Review 03/00/82 
End Review 09/00/83 
Small Entity: Yes 


Additional Information: REVIEW 
AUTHORITY: CAA 111, EO 12291, 
Paperwork Reduction Act, Regulatory 
Flexibility Act. 

FTS: 8-629-5595. 

SAR No. 2021. 


Agency Contact: James Crowder, 
Environmental Protection Agency, (MD- 
13), Research Triangle Park, NC 27711, 
919 541-5595 


RIN: 2060-AA99 


FR Cite 


264. NSPS: NITRIC ACID 
MANUFACTURE 


Legal Authority: 42 USC 7411 / CAA 111 


CFR Citation: 40 CFR 60, Subpart G 
Abstract: EPA is reviewing this 
standard to determine whether 
revisions are warranted. The review 
will assess. performance and costs of 
nitric acid and control systems as well 
as economic and 

development in the industry. EPA will 
issue a notice in the Federal Register 
announcing the results of its review. 


Timetable: 
Action 

Begin Review 
End Review 
Small Entity: No 


Additional information: REVIEW 
AUTHORITY: CAA 111. 


FTS: 8-629-5595. 


Agency Contact: Kenneth Durkee, 
Environmental Protection Agency, (MD- 
13), Research Triangle Park, NC 27711, 
919 541-5595 


RIN: 2060-AB01 


11/00/82 
12/00/83 


265. NSPS: SULFURIC ACID 
MANUFACTURE 


Legal Authority: 42 USC 7411 / CAA 111 
CFR Citation: 40 CFR 60, Subpart H 
Abstract: EPA is reviewing this 
standard to determine whether 
revisions are warranted. The review 
will assess performance and costs of 
sulfuric acid plant control systems as 
well as the experience of the industry 
and control agencies in implementing 
the standards. EPA will issue a notice 
in the Federal Register announcing the 
results of its review. 


Timetable: 
Action 

Begin Review 
End Review 
Small Entity: No 
Additional information: REVIEW 
AUTHORITY: CAA 111. 

FTS: 8-629-5601. 

SAR No. 2026. 

Agency Contact: James Crowder, 
Environmental Protection Agency, (MD- 


13), Research Triangle Park, NC 27711, 
919 541-5601 


RIN: 2060-AB02 


Date FR Cite 


10/00/83 
09/00/84 


266. NSPS: SEWAGE TREATMENT 
PLANTS 


Legal Authority: 42 USC 7411 / CAA 111 


Existing Regulations Under Review 


CFR Citation: 40 CFR 60, Subpart O 


Abstract: EPA is reviewing this 
standard to determine whether 
revisions are warranted. The review 
will assess performance and costs of 
sewage treatment plant control systems 
as well as the experience of the 
industry and control agencies in 

the standard. EPA will 
issue a notice in the Federal Register 
announcing the results of its review. 


Timetable: 
Action 

Begin Review 
End Review 
Smaii Entity: No 
Additional information: REVIEW 
AUTHORITY: CAA 111. 


FTS: 8-629-5601. 
SAR No. 2028. 


Agency Contact: James Crowder, 
Environmental Protection Agency, (MD- 
13), Research Triangle Park, NC 27711, 
919 541-5601 


RIN: 2060-AB05 


10/00/83 
09/00/84 


267. NESHAPS: BERYLLIUM 


Legal Authority: 42 USC 7412 / CAA 112 
CFR Citation: 40 CFR 61 

Abstract: EPA is reviewing the health 
and technological basis and 
administrative aspects of the national 
emission standard for beryllium. EPA 
will issue a notice in the Federal 
Register announcing the results of the 
review. 

Timetable: 

Action Date 
Begin Review . 12/00/81 
End Review 00/00/00 
Small Entity: No 
Additional information: REVIEW 
AUTHORITY: EO 12291. 


FTS: 8-629-5595. 
SAR No. 2029. 


Agency Contact: James Crowder, 
Environmental Protection Agency, (MD- 
13), Research Triangle Park, NC 27711, 
919 541-5595 


RIN: 2060-AB07 


FR Cite 


268. NESHAPS: MERCURY 


Legai Authority: 42 USC 7412 / CAA 112 
CFR Citation: 40 CFR 61 
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announcing the results of the review. 


10/00/82 
12/00/83 


Agency Contact: James Crowder, 
Environmental Protection Agency, (MD- 
13), Research Triangle Park, NC 27711, 
919 541-5601 


RIN: 2060-AB08 


269. VISIBILITY PROTECTION FOR 
FEDERAL CLASS | AREAS 


Legal Authority: 42 USC 7479 / CAA 169 
CFR Citation: 40 CFR 51 


Abstract: In response to petitions EPA 
is reviewing the visibility protection 
regulations promulgated on December 2, 
1980 (45 FR 80084). EPA is reconsidering 
the concept of “integral vistas,” the role 
of the Federal Land Managers, and new 
source review requirements. The 


ENVIRONMENTAL PROTECTION AGENCY (EPA)—Clean Air Act 


COMPLETED RULEMAKINGS 
270. ATTAINMENT DESIGNATIONS BY 


09/15/83 
Smail Entity: No 
Agency Contact: Bill Beal 919 541-5665 


RIN: 2060-AA60 
ATTIRE EE 


271. CONTINUOUS MONITORING 
(REVISION) 


CFR Citation: 40 CFR 60 
Completed: 
Reason Date FR Cite 
Final Action 03/30/83 48 FR 13322 
Smaii Entity: Yes 


FR Cite 


08/25/83 48 FR 38728 
08/25/83 


Final Action 
Final Action 
Effective 


Small Entity: No 


Agency Contact: Fred L. Porter 919 
541-5624 


RIN: 2060-AA20 


273. NSPS: BULK GASOLINE 
TERMINALS 


CFR Citation: 40 CFR 60 xx 
Completed: 
Reason 
Final Action 
Final Action 
Effective 


Small Entity: Yes 
Agency Contact: Gilbert Wood 919 541- 
5578 


Date FR Cite 


08/18/83 48 FR 37578 
08/18/83 


RIN: 2060-AA21 


274. NSPS: GYPSUM 

CFR Citation: 40 CFR 60 DDD 
Completed: 

Reason Date 

Withdrawn 08/15/83 

Agency Contact: Gene Smith 919 541- 


RIN: 2060-AA26 


275. NSPS FOR AUTOMOTIVE PAINT 
SHOPS (REVISION) 

Priority: Task Force 

CFR Citation: 40 CFR 60 


Existing Regulations Under Review 


Agency may decide to initiate changes 
as a result of this review. 


Timetabie: 
Action 

Begin Review 01/00/81 
End Review 12/00/83 


Small Entity: No .- 
Additional information: REVIEW 
AUTHORITY: EO 12291. 


FTS: 8-629-5540. 
SAR No. 1307. 


Agency Contact: Bruce Polkowsky, 
Environmental Protection Agency, (MD- 
15), Research Triangle Park, NC 27711, . 
919 541-5540 


RIN: 2060-AB09 





Completed Actions 


Completed: 

Reason Date FR Cite 
Final Action 02/04/83 48 FR 5452 
Small Entity: No 
Agency Contact: Fred L. Porter 919 
541-5624 

RIN: 2060-AA76 


276. REDESIGNATION OF HIGH- 
ALTITUDE COUNTIES (REVISION) 


CFR Citation: 40 CFR 86 
Completed: 
Reason 
Final Action 
Final Action 
Effective 
Small Entity: No 


Agency Contact: Richard Rykowski 
313 668-4339 


RIN: 2060-AA82 





Date FR Cite 


09/14/83 48 FR 41296 
10/14/83 


277. AVERAGING OF PARTICULATE 
EMISSIONS FOR 1985 AND LATER 
MODEL YEAR LIGHT-DUTY DIESELS 


Priority: Task Force 

CFR Citation: 40 CFR 86 

Completed: 

Reason Date FR Cite 
Final Action 07/21/83 48 FR 33456 
Small Entity: No 
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279. HIGH-ALTITUBE EMISSION 
STANDARDS FOR 1964 AND LATER 
MODEL YEAR LIGHT-DUTY VEHICLES 


CFR Citation: 40 CFR 66 


Completed: 
Reason 


Final Action 
Final Action 
Effective 


Smaii Entity: No 
Agency Contact: Richard Rykowski 
202 668-4339 


RIN: 2060-AA57 


09/14/83 48 FR 41303 
10/14/83 


COMPLETED REVIEWS 
PLANTS 


' ENVIRONMENTAL PROTECTION AGENCY (EPA)—Superfund 


282. @SUPERFUND GRANT 
REGULATION 


Legal Authority: 42 USC 9601 / CERCLA 
101 


CFR Citation: 40 CFR 37 


Abstract: The Agency intends to 
develop Federal grant regulations for 
cooperative agreements (CAs) and 
State Superfund contracts (SSCs) under 
the Comprehensive Environmental 
Response, Compensation and Liability 
Act of 1980. This regulation will assist 
our regional offices and State officials 
in developing cooperative agreements 
and implementing existing EPA policies 
and procedures pertainiag to CAs and 
SSCs. It will also clarify basic program 
policies pertaining to State lead 
projects and identify other relevant 
Federal requirements. 


11/00/83 
01/00/84 


Environmental Protection Agency, (WH- 


. Final Action 


548D), Washington, DC 20460, 202 475- 
8115 


RIN: 2050-AA71 


283. DESIGNATION OF HAZARDOUS 
SUBSTANCES 


Legal Authority: 42 USC 9602 / CERCLA 
102 


CFR Citation: 40 CFR 302 


Abstract: Section 102 of the Act 
requires EPA to designate hazardous 
substances which may present 
substantial danger to the public health 
or welfare or the environment if 
released into the environment. EPA is 
developing this regulation to 
supplement the lists of hazardous 
substances already developed under 
CWA 307, 311, RCRA 3001, CAA 112, 
and TSCA 7. 


Timetable: 
Action 


ANPRM 
NPRM 


05/25/83 48 FR 23602 
05/00/85 

01/00/86 

Small Entity: No 

Additional information: SAR No. 
1642A. 


FTS:8-382-3000. 


Completed 


Completed: 

Reason Date 
End Review 06/00/83 
Small Entity: No 


Agency Contact: Kenneth Durkee 919 
541-5595 


RIN: 2060-AB03 


BILLING CODE 6560-50-T 


Current and Projected Rulemakings 


Agency Contact: Jack Kooyoomjian, 
Environmental Protection Agency, (WH- 
548), Washington, DC 20460, 600 424- 
9346 


RIN: 2050-AA45 


quantities for hazardous substances 
under Section 102 of CERCLA that will 
trigger the requirements in Section 103 
of CERCLA. The reportable quantity 
listed with each designated hazardous 
substance under CERCLA Section 102 


will be the reportable quantity for that 


substance under CWA Section 117.3. 


FR Cite 
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Contact: Jack 
Environmental! Protection Agency, (WH- 
548), Washington, DC 20460, 800 424- 


RIN: 2050-AA46 


Legal = 42 USC 9602 / CERCLA 
102; 42 USC 9603 / CERCLA 103 


CFR Citation: 40 CFR 304 

Abstract: Section 103{a) requires that 
persons notify the National Response 
Center of releases of hazardous 
substances. Section 103(f} provides an 
exemption to these reporting 
requirements. EPA is developing 
regulations that will clarify Agency 


Timetable: 
Action 


NPRM 

Final Action 
Small Entity: No 
Additional information: SAR No. 
1642C. 

FTS:8-382-3000. 

Agency Contact: Jack Kooyoomjian, 
Environmental Protection Agency, (WH- 


548), Washington, DC 20460, 800 424- 
9346 


RIN: 2050-AA47 


05/00/85 
01/00/86 


FR Cite 


286. CLAIMS PROCEDURES 


Legal Authority: 42 USC 9611 / CERCLA 
111 


CFR Citation: 40 CFR 306 


Abstract: This action prescribes the 
procedures and circumstances under 


ENVIRONMENTAL PROTECTION AGENCY (EPA)—Superfund 


RULEMAKINGS 
287. NATIONAL Oil AND HAZARDOUS 


1261; 42 USC 241: 42 USC 246; 42 USC 
6977: 42 USC 6981; 7 USC 136u 


CFR Citation: 40 CFR 45 

Abstract: EPA is revising the regulation 
governing training programs assisted by 
grants and cooperative agreements to 
incorporate legally necessary changes 
and to clarify and update the 
requirements. 








01/00/84 
00/00/00 


Small Entity: Undetermined 


Completed: 
Reason 
Final Action 


“Date —«~FRR Cite 
09/08/83 48 FR 40658 





FTS:8-382-5294 


Agency Contact: Corinne S. Allison, 
Environmental Protection Agency, PM- 
216, Washington, DC 20460, 202 382- 
5292 


RIN: 2010-AA09 


289. REGULATIONS FOR THE 
FEDERAL CLAIMS COLLECTION ACT 


Legal Authority: 31 USC 3711 
CFR Citation: 40.CFR 13 


Abstract: These regulations will set 
standards for EPA's debt collection 
actions under the Federal Claims 
Collection Act. 


Current and Projected Rulemakings 


which claims may be presented to the 
fund to recover costs of cleanup. 
Allowable claims are necessary 
response costs incurred by a party 
other than the government in carrying 
out the National Contingency Plan and 
for injury to or destruction or loss of 
natural resources. 


Timetable: 
Action 


NPRM 
Final Action 


Smaili Entity: No 

Additional Information: SAR No. 
1642D. 

FTS:8-382-2184. 


Agency Contact: William Ross, 
Environmental Protection Agency, (WH- 
548D), Washington, DC 20460, 202 382- 
2184 


RIN: 2050-AA48 


12/00/83 
02/00/84 


FR Cite 





Completed Actions 


Agency Contact: Stephen M. Caldwell 
800 424-9346 


RIN: 2050-AA67 
BILLING CODE 6560-50-T 


Current and Projected Rulemakings 





Action Date 

interim Final Rule 00/00/00 

Small Entity: No 

Additional Information: SAR No. 1825. 
FTS:8-382-5313. 


Agency Contact: Ray Spears, 
Environmental Protection Agency, (A- 
134), Washington, DC 20460, 202 382- 
5313 


RIN: 2020-AA01 





290. PUBLIC INFORMATION AND 
CONFIDENTIALITY REGULATIONS 
(REVISION) 


Legal Authority: 5 USC 552; 7 USC 136; 
42 USC 9604 


CFR Citation: 40 CFR 2 
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EPA—GENERAL 


Abstract: This action would make 
changes in EPA's procedures for 
handling requests under the Freedom of 
Information Act. It also adds a new 
section on procedures for treating 
confidential information under 
CERCLA. EPA will also modify its 
existing procedures for handling 
confidential information under RCRA. 
Changes under FIFRA will be covered 
in a separate rulemaking which will be 
proposed in September, 1983. 





11/00/83 
02/00/84 


Additional information: SAR No. 1791. 


FTS:8-382-5460. 


Agency Contact: Charles Breece, 
Environmental Protection Agency, (A- 
134), Washington, DC 20460, 202 382- 
5460 


RIN: 2020-AA03 


291. @NONDISCRIMINATION ON THE 
BASIS OF HANDICAP FOR 
PROGRAMS CONDUCTED BY EPA 


Legal Authority: 42 USC 794 / Rehabilita- 
tion Act 504 


CFR Citation: 40 CFR 12 


Abstract: The proposed regulation will 
provide for EPA’s compliance with 
Section 504 of the Rehabilitation Act, 
which prohibits discrimination on the 
basis of handicap in the Agency's 
programs and activities. It will make 
the Agency's offices accessible to 
handicapped persons, and effect the 
necessary changes in the Agency's 
employment practices. 








12/00/83 
05/00/84 


NPRM 

Final Action 
Small Entity: No 
Additional Information: FTS: 8-382- 
4575. 

SAR No. 2049. 


Agency Contact: Robert Knox, 
Environmental Protection Agency, 
Administrator and Others, A-105, 
Washington, DC 20460, 202 382-4575 


RIN: 2020-AA05 
A LRA OS ATMO EIS NS RE 


292. REGULATIONS FOR REAL 
PROPERTY ACQUISITION AND 
RELOCATION ASSISTANCE 
(REVISION) 


Legal Authority: 42 USC 4601 
CFR Citation: 40 CFR 4 


Abstract: EPA is rewriting 40 CFR Part 
4 regulations to: (1) incorporate legally 
necessary changes; (2) make them 
clearer; (3) clarify areas needing 
improvement; e.g., definitions, payment 
computation methods; and (4) reduce 
regulatory burdens per Executive Order 
12291. 


Timetable: 


Action 


09/15/80 45 FR 60929 
05/20/82 47 FR 22010 
00/00/00 


NPRM 

Final Action 
Smaii Entity: No 
Additional information: SAR No. 1641. 
Docket No. G-80-2. 

FTS:8-382-5298. 


Contact: Marshall Schy, 
Environmental Protection Agency, (PM- 
216), Washington, DC 20460, 202 382- 
5298 


RIN: 2030-AA01 


293. SIMPLIFYING IMPLEMENTATION 
OF THE NATIONAL ENVIRONMENTAL 
POLICY ACT (NEPA) (REVISION) 


Legal Authority: 42 USC 4321 / NEPA 

CFR Citation: 40 CFR6 

Abstract: This action will exclude 

certain recipients of EPA construction 

grants from EPA’s NEPA 

implementation requirements when the 

funded activities have no significant 

environmental effects. It will also revise 

CEQ procedures in approving 

segmentation requests under 40 CFR 

6.503. 

Timetable: : 

Action Date FR Cite 

Previous Interim . 03/08/82 47 FR 9827 
Final Rule 

Interim Final Rule 01/07/83 48 FR 1012 

Final Action 12/00/83 

Small Entity: No 

Additional information: SAR No. 1729. 

FTS:8-382-5910. 


Agency Contact: John Gerba, 
Environmental Protection Agency, (A- 








Current and Projected Rulemakings 


104), Washington, DC 20460, 202 382- 
5910 


RIN: 2090-AA03 


294. AMENDING NEPA PROCEDURES 
RELATING TO WASTEWATER 
CONSTRUCTION GRANTS (REVISION) 


Legal Authority: 42 USC 4321 / NEPA 
CFR Citation: 40 CFR6E 


Abstract: This action will update NEPA 
implementation procedures relating to 
wastewater treatment construction 
grants. It will make them consistent 
with the amendments for simplifying 
the construction grants regulations (see 
SAR No. 1722) and the 1981 Municipal 


- Wastewater Treatment Construction 


Grant Amendments (P.L. No. 97-117). 
Timetable: 
Action 

NPRM 

Final Action 
Small Entity: No 
Additional information: SAR No. 1835. 
FTS:8-382-5910. 


Agency Contact: John Gerba, 
Environmental Protection Agency, (A- 
104), Washington, DC 20460, 202 382- 
5918 


RIN: 2090-AA04 
| PRR AMS ARCO ith eA A AE RIG EE SIN AS 


295. NONDISCRIMINATION IN 
FEDERALLY ASSISTED PROGRAMS 


Legal A 42 USC 2000 / Cwil 
Rights Act; Federal Water Pollution Control 
Act (FWPCA) Sec 13; Rehabilitation Act Sec 
504; Age Discrimination Act 
CFR Citation: 40 CFR 7 


Abstract: This rule will consolidate and 
implement certain statutes which 
prohibit discrimination on the grounds 
of race, color, national origin, sex, 
handicap, and age. The consolidation 
streamlines and clarifies the 
requirements imposed on recipients of 
EPA assistance programs and preserves 
the distinctions where they are required 
by the statutes. It further eliminates 
repetition and redundancy and reduces 
the volume of the regulation to one- 
third. 


Date FR Cite 


01/07/83 48 FR 1012 
12/00/83 








Date FR Cite 


01/08/81 46 FR. 2306 
11/00/83 


NPRM 
Final Action 
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EPA—GENERAL 


Legal Authority: 42 USC 7503 / CAA 110 
CFR Citation: Not applicable 
Abstract: EPA is developing emissions 
trading policy guidance governing the 
use of the bubble, emission offsets 
netting, and emission reduction 
ese This policy guidance and 
accompanying Technical Issues 
Document will provide states with a 
framework for incorporating emissions 
trading activities into their state 
implementation plans. Through the use 
of emissions trading industry can 
substitute more controls where costs 
are low for less control where costs are 


Proposed Policy 04/07/82 47 FR 15076 


Reproposed Policy08/31/83 48 FR 39580 
Final Action 12/00/83 


Smaii Entity: No 
Additional information: SAR No. 1605. 
Docket No. G-81-2. 


FTS:8-382-2765. 

Agency Contact: Ivan Tether, 
Environmental Protection Agency, (PM- 
223), Washington, DC 20460, 202 382- 
2727 


RIN: 2010-AA08 


297. @LIST OF VIOLATING FACILITIES 
(REVISION) 


= 42 USC 7606 / CAA 306; 


Legal Authority: 

33 USC 1368 / FWPCA 508 

CFR Citation: 40 CFR-15 

Abstract: The Agency will revise 40 
CFR Part 15 which authorizes EPA to 
place facilities on the List of Violating 
Facilities because of recurring or 
continuing noncompliance with the 
Federal clean air or clean water 
standards. These revisions are required 
to enhance readability; ensure adequate 
procedural due process; and reflect 
organizational changes at the Agency. 


Timetable: 
Action 


NPRM 

Final Action 
Small Entity: No 
Additional information: FTS: 8-382- 
2931. 


11/00/83 
06/00/84 


FR Cite 


ENVIRONMENTAL PROTECTION AGENCY (EPA)—General 


06/24/83 48 FR 29288 
09/30/83 


300. IMPLEMENTING THE EQUAL 
ACCESS TO JUSTICE ACT 


CFR Citation: 40 CFR 17 
Compieted: 
Reason 
Final Action 
Final Action 
Effective 
Small Entity: No 





Date FR Cite 


09/02/83 48 FR 39934 
10/03/83 





Current and Projected Rulemakings 


SAR No. 2014. 


Agency Contact: Michael Randall, 
Environmental Protection Agency, LE- 
130A, Washington, DC 20460, 202 382- 
2931 


RIN: 2060-AB17 


298. SECTION 404 STATE PROGRAM 
REGULATIONS (REVISION) 

Priority: Task Force 

Legal Authority: 33 USC 1344 / CWA 404 
CFR Citation: 40 CFR 122; 40 CFR 123; 
40 CFR 124; 40 CFR 233 

Abstract: Under Section 404(g) of the 
Clean Water Act, EPA is responsible 
for approving and overseeing 
assumption of the 404 “dredge and fill” 
program by States. Pursuant to the 
directives of the Presidential Task 
Force on Regulatory Relief, EPA is 
revising its State program regulations 
(formerly part of the Consolidated 
Permit Regulations, to provide 
increased incentives and simplified 
procedures for state assumption of the 
Section 404 program. 


Timetable: 
Action 

NPRM 

Final Action 
Small Entity: No 
Additional information: SAR No. 1973. 
FTS: 8-382-5046. 


Agency Contact: John Meagher, 
Environmental Protection Agency, 
Administrator and Others, A-104, 401 M 
Street, SW, Washington, DC 20460, 202 
382-5046 


RIN: 2030-AA00 





Date 


12/00/83 
06/00/84 





Completed Actions 


Agency Contact: James Clark 202 382- 
7633 
RIN: 2020-AA02 


301. GENERAL REGULATIONS FOR 
ASSISTANCE PROGRAMS (REVISION) 


CFR Citation: 40 CFR 30 

Completed: 

Reason Date FR Cite 
Final Action 09/30/83 48 FR 45056 
Small Entity: Not Applicable 








7 
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EPA—GENERAL 


RIN: 2030-AA04 


302. HISTORIC PRESERVATION 
REGULATIONS 


CFR Citation: 40 CFR 6 K 


Completed Actions 


Agency Contact: Judith Troast 202 382- 
5905 


RIN: 2090-AA00 
[FR Doc. 83-28046 Filed 10-14-83; 8:45 am] 
BILLING CODE 6560-50-T 








Part XXIi 


Equal Employment 
Opportunity 
Commission 


Semiannual Regulatory Agenda 





EQUAL EMPLOYMENT OPPORTUNITY 
COMMISSION 

29 CFR Ch. XIV 

Semiannual Regulatory Agenda 


AGENCY: Equal Employment 
Opportunity Commission. 
ACTION: Semiannual Regulatory 
Agenda. 


SUMMARY: This semiannual regulatory 


agenda is published in accordance with 
the requirements of Executive Order 
12291 (46 FR 13193, February 19, 1981) 
and the Regulatory Flexibility Act of 
1980 (5 U.S.C. 601 et seq.). The agenda 
lists those guidelines which have been 
designated for review by the 
Presidential Task Force on Regulatory 
Relief under Section 3{i) of the Executive 
Order; proposed guidelines and 
regulations, or their amendments and 
revisions, that have been noticed in the 


Federal Register for public comment; the 
need and legal basis for the actions 
being considered; the name and 
telephone number of a knowledgeable 
official, and the status of items 
previously reported; and a list of 
proposed guidelines and regulations, or 
their amendments and revisions, 
currently being developed or under 
consideration for development. An 
assessment of EEOC’s regulations under 
review and development shows that 
only one of the proposed regulations, the 
Uniform Guidelines on Employee 
Selection Procedures, is likely to fall 
within the Executive Order's definition 
of a major rule. In addition, two 
proposed regulatory actions, the 
Interpretative Bulletin on Employee 
Benefit Plans and the Recordkeeping 
Regulations, are likely to be subject to 
the Regulatory Flexibility Act 
requirements. These two items are 
published here to particularly allow 
interested small entities a meaningful 
and early opportunity to comment and 


Current and Projected Rulemakings 


Recordkeeping Regulations 
Non-Discrimination on the Basis of Handicap in Federally Assisted Programs 
Collection of Applicant Data for Affirmative Action Purposes. 

Employment 
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participate in all stages of Commission 
regulatory development. 


DATE: This information is current as of 
October 1983. 


FOR FURTHER INFORMATION 
CONTACT: Nestor Cruz, Associate 
Legal Counsel or Nicholas M. Inzeo, 
Assistant Legal Counsel, Legal Services, 
Office of Legal Counsel, Equal 
Employment Opportunity Commission, 
2401 E Street, N.W., Washington, D.C. 
20506; telephone (202) 634-6592. 
SUPPLEMENTARY INFORMATION: 
Executive Order 12291 and the 
Regulatory Flexibility Act require that a 
regulatory agenda of regulations under 
development and review be published in 
the Federal Register in April and 
October of each year. Signed at 
Washington, D.C. this 21st day of 
September, 1983. 

For the Commission: 

Clarence Thomas, 


Chairman, Equal Employment Opportunity 
Commission. 
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EQUAL EMPLOYMENT OPPORTUNITY COMMISSION (EEOC) 


1. RECORDKEEPING REGULATIONS 


Legal Authority: 42 USC 2000e et seq 
Title Vil of the Civil Rights Act of 1964 


CFR Citation: 29 CFR 1602 


Abstract: The Commission proposes to 
revise its recordkeeping regulations to 
require certain employers and labor 
unions to maintain lists of applicants 
for employment and to retain 
employment records for two years or 
until termination of a Commission or 
court processing. The Commission is 
considering further revisions to the 
proposed amendments pending 
completion of a study on the feasibility 
of a uniform government-wide equal 
opportunity recordkeeping regulation. 


Action r Date FR Cite 
NPRM 07/25/78 43 FR 32280 
NPRM Comment 09/21/78 
Period End 
Public Hearing 09/21/78 
Record closed 10/01/78 
Final Action 07/00/84 
Small Entity: Yes 


Agency Contact: Anthony DeMarco, 
Equal Employment Opportunity 
Commission, Legal Services, Office of. 
Legal Counsel, 202 634-6592 


RIN: 3046-AA03 
ie SRR Ee UREA SE HANA ASHE 


2. NON-DISCRIMINATION ON THE 
BASIS OF HANDICAP IN FEDERALLY 
ASSISTED PROGRAMS 


Legal Authority: 29 USC 794 Rehabilita- 
tion Act of 1973, as amended 


CFR Citation: 29 CFR 1615 


Abstract: Proposed regulations setting 
forth procedures and policies to assure 
non-discrimination on the basis of 
handicap in employment and operations 
of programs receiving assistance from 
the Equal Employment Opportunity 
Commission. Approved by Commission 
and now in formal interagency 


coordination pursuant to Executive 
Order 12067. Department of Justice has 
not issued a definitive rule on 
Commission responsibility for these 
regulations. 


Tumotable: 
Action Date FR Cite 
NPRM 11/29/79 44 FR 68482 
NPRM Comment 01/28/80 

Period End 
Formal 00/00/00 

Interagency 

Coordination 
Smail Entity: No 
Agency Contact: S. Jennifer Johnson, 
Equal Employment Opportunity 


Commission, Legal Services, Office of 
Legal Counsel, 202 634-6691 


RIN: 3046-AA04 





3. COLLECTION OF APPLICANT DATA 
FOR AFFIRMATIVE ACTION - 
PURPOSES 


Legal Authority: 29 USC 791 Rehabilita- 
tion Act of 1973, as amended 


CFR Citation: 29 CFR 1613.706 


Abstract: This amendment permits 
federal agencies to collect handicap 
information from applicants for 
employment in order to implement and 
evaluate special recruitment programs 
undertaken for affirmative action 
purposes. Implementation of the final 
regulation is dependent on the 
development of an interagency report 
form which is in the process of being 
developed by OPM with the approval of 
OMB. 





Timetabie: 
Action Date FR Cite 
Interim Guidelines 46 FR-11285 
interim Guidelines 02/06/81 

effective 
Written Comment 04/07/81 

Period expired 
Final Action 00/00/00 


Current and Projected Rulemakings 


Small Entity: No 

Agency Contact: Clayton G. Boyd, 
Equal Employment Opportunity 
Commission, Office of Program 
Operations, Public Sector Programs, 
Office of Government Employment, 202 
634-6753 


RIN: 3046-AA05 





4. EQUAL EMPLOYMENT - 
OPPORTUNITY IN THE FEDERAL 
GOVERNMENT; REMEDIAL RELIEF 
UNDER SECTION 717 


Legal Authority: 42 USC 2000e-16 Sec- 
tion 717 of the Civil Rights Act of 1964 


CFR Citation: 29 CFR 1613 


Abstract: Proposed amendments 
provide that an agency or the 
Commission may award a complainant 
reasonable atiorney’s fees and costs 
and backpay when an allegation of 
discrimination prohibited by Section 
717 is resolved in favor of the 
complainant. Final regulations have 
been approved by the Commission and 
are in interagency coordination 
pursuant to Executive Order 12067. 


Timetable: 





FR Cite 


Action Date 
interim Final Rule 04/09/80 45 FR 24130 
Interim 04/11/80 
Reaulati 
effective 
In Interagency 00/00/00 
Coordination 
Final Action 00/00/00 
Small Entity: No 


Agency Contact: Nicholas M. Inzeo, 
Equal Employment Opportunity 
Commission, Legal Services, Office of 
Legal Counsel, 202 634-6691 


RIN: 3046-AA06 
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CFR Citation: 29 CFR 1620.1 to 1620.18 


Abstract: The Commission proposes 
interpretations with respect to the 


Labor which appear at 29 CFR Part 800. 
Timetabie: 
Action 


Previous NPRM 09/01/81 46 FR 43848 
Comment Period 11/02/81 


09/00/84 


Legal . 

Title VI of the Civil Rights Act of 1964 
CFR Citation: 29 CFR 1616 
Abstract: These regulations will 
establish procedures for organizations 


Department of Justice has not issued a 
definitive ruling on Commission 
responsibility for these regulations. 


FR Cite 


7. COORDINATION OF FEDERAL 
EQUAL EMPLOYMENT OPPORTUNITY 
PROGRAMS 


Legal Authority: EO 12067 Sec 1-303; EO 
12067 Sec 1-304 


CFR Citation: 29 CFR 1690 


Abstract: These amendments to 29 CFR 
1690 will implement an agreement 
reached by EEOC and the Department 
of Justice with the Office of 
Management and Budget which 
clarified the sequence to be followed 
when agencies are required to seek 
prepublication clearance of equal 
employment opportunity rules from 
EEOC under E.O. 12067, DO] under E.O. 
12250, and from OMB under E.O. 12291 
and the Paperwork Reduction Act. In 
addition to clearance by the EEOC 
under E.O. 12067, equal employment 
opportunity rules issued under Title VI 
of the Civil Rights Act of 1964, Title Ix 
of the Education Amendments of 1972, 
Section 504 of the Rehabilitation Act of 
1973, as amended, or any other 
provision of Federal statutory law 
which prohibits discrimination under 
any program or activity receiving 
Federal financial assistance, require 
clearance from DOJ under E.O. 12250. 
Technical amendments have been 
coordinated with affected Federal 
agencies and are awaiting OMB 
approval. 


Timetable: 
Date 
00/00/00 


FR Cite 
Technical 

Amendments 
Smaii Entity: No 
Agency Contact: Stuart Frisch, 
Assistant Legal Counsel, Equal 
Employment Opportunity Commission, 
Coordination and Guidance, Office of 
Legal Counsel, 634-7581 


RIN: 3046-AA10 


8. EQUAL EMPLOYMENT 
OPPORTUNITY IN THE FEDERAL 
GOVERNMENT 


Legal Authority: 42 USC 2000e-16 Title 
Vil of the Civil Rights Act; 29 USC 701 Reha- 
bilitation Act of 1973, as amended; 29 USC 
621 et seq Age Discrimination in Employment 
Act 

CFR Citation: 29 CFR 1613 


Abstract: Comprehensive revision of 
regulations for processing individual 
and class EEO complaints in the 
Federal sector. Under development. 


Current and Projected Rulemakings 


Timetable: 
Action 


Next Action Undetermined 

Smaii Entity: No 

Agency Contact: Douglas J. Bielan, 
Director, Public Sector Programs, Equal 
Employment Opportunity Commission, 
Public Sector Programs, Office of 
Program Operations, 202 634-6753 

RIN: 3046-AA11 


9. EQUAL EMPLOYMENT 
OPPORTUNITY IN THE FEDERAL 
GOVERNMENT 

Legal : 42 USC 2000e-16 Title 
Vil of the Civil Rights Act; 29 USC 701 Reha- 
bilitation Act of 1973, as amended; 29 USC 
621 et seq Age Discrimination in Employment 
Act 


CFR Citation: 29 CFR 1613 


Abstract: Comprehensive revision of 
regulations on affirmative action in the 
Federal sector. Under development. 


Timetable: 
Action 

ANPRM 

Small Entity: No 
Agency Contact: Douglas J. Bielan, 
Director, Public Sector Programs, Equal 
Employment Opportunity Commission, 
Public Sector Programs, Office of 
Program Operations, 202 634-6753 


RIN: 3046-AA12 
ed 


10. EQUAL EMPLOYMENT 
OPPORTUNITY IN THE FEDERAL 
GOVERNMENT 


Legal Authority: 42 USC 2000e-16 Title 
Vil of the Civil Rights Act; 29 USC 701 Reha- 
bilitation Act of 1973, as amended; 29 USC 
621 et seq Age Discrimination in Employment 
Act 


Date 
00/00/00 


FR Cite 


CFR Citation: 29 CFR 1613 


Abstract: Development of interim 
procedural regulations for the Federal 
sector requiring that all allegations of 
reprisal discrimination be processed as 
regular complaints. Staff draft 
transmitted to Federal agencies for 
comments, Sept. 1982. 


Timetable: 
Action Date 


Draft transmitted 09/00/82 
to agencies 
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interim Final Rule 05/02/83 48 FR 19705 


Final Action 12/00/83 


CFR Citation: 29 CFR 1613 


Abstract: Development of interim 
procedural regulations for processing 
complaints of discrimination about 
p*.‘onnel actions which are appealable 
to |’ 2 Merit Systems Protection Board 
(mixed case complaints). Staff draft 
transmitted to Federal agencies for 
comments, Sept. 1982. 


Date 
Draft transmitted 09/00/82 
to agencies 
Interim Final Rule 05/02/83 48 FR 19705 
Final Action 12/00/83 


Small Entity: No 

Agency Contact: Douglas J. Bielan, 
Director, Public Sector Programs, Equal 
Employment Opportunity Commission, 
Public Sector Programs, Office 
Program Operations, 202 634-6753 


RIN: 3046-AA14 


FR Cite 


12. EQUAL EMPLOYMENT 


CFR Citation: 29 CFR 1613 


Abstract: Development of interim 
procedural regulations for 
administratively appealing decisions on 
grievances where an allegation of 
discrimination has been raised. Staff 
draft transmitted to Federal agencies 
for comments, Sept. 1982. 


Timetable: 

Action Date 

Draft transmitted 09/00/82 
to 


Interim Final Rule 05/02/83 48 FR 19705 
Final Action 12/00/83 - 


Abstract: Development of procedural 
regulations for processing Federal 
sector complaints filed under the Equal 
Pay Act. Under development. 
Timetable: 
Action Date 


10/00/83 

01/00/84 

Smaii Entity: No 

Agency Contact: Douglas J. Bielan, 
Director, Public Sector Programs, Equal 
Employment Opportunity Commission, 
Public Sector Programs, Office of 
Program Operations, 202 634-6753 

RIN: 3046-AA16 


FR Cite 
NPRM 


14. EQUAL EMPLOYMENT 
OPPORTUNITY IN THE FEDERAL 
GOVERNMENT 


Legal =: 42 USC 2000e-16 Sec 
717 of Title Vil of the Civil Rights Act; 29 USC 
701 Rehabilitation Act of 1973, as amended; 
29 USC 621 et seq Age Discrimination in Em- 
ployment Act; 6 USC 7121 Civil Service 
Reform Act of 1978 


CFR Citation: 29 CFR 1613 


Abstract: The proposed notice of rule 
making is intended to address the 
processing of federal sector EEO 
appeals on the questions of finality, 
requests to reopen, compliance with, 
enforcement of, and clarity of 
Commission decisions. 


Current and Projected Rulemakings 


Timetable: 
Action 

NPRM 

Small Entity: No 


Date 
10/00/83 


Legal Authority: 29 USC 628 The Age 
Discrimination in Employment Act of 1967 


CFR Citation: 29 CFR 1625.10 


loyment Opportunity Commission, 
Letal Rervioes. Oifice of Legal Counsel 


Abstract: Implement Section 4{g) of the 
Age Discrimination in Employment Act 
of 1967, as amended, enacted by section 
116(a) of the Tax Equity and Fiscal 
Responsibility Act of 1982. 
Timetable: 

Action Date FR Cite 


interim Final Rule 06/07/83 48 FR 26434 
Begin Review 08/06/83 48 FR 26434 
End Review 10/31/83 
Final Action 12/01/83 
Final Action 12/01/83 

Effective 
Small Entity: No 
Agency Contact: John J. Pagano, Equal 
Employment Opportunity Commission, 
Legal Services, Office of Legal Counsel, 
202 634-6592 


RIN: 3046-AA19 
| RRR ER 0 EELS NAPE O A PRENRERORAEISS 
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Abstract: consideration of 


Commission 
ee eeneaane Action 


and policies to assure 
nondiscrimination for handicapped 
individuals in Commission employment 


Authority: 29 USC 794 Section 504, 20d programs. 
Rehabilitation Act of 1973, es amended 


CFR Citation: 29 CFR 1615 


EQUAL EMPLOYMENT OPPORTUNITY COMMISSION (EEOC) 


provisions of the Guidelines which 
relate to the maintenance of data 
necessary to determine adverse impact. 
Pursuant to that vote, the Commission 
published in the Federal Register a 
notice seeking public comment in 
general and on several specific 
questions about UGESP 

48 Fed. Reg. 34766 (Aug. 1, 1983). 
Comments were to be received by 
August 31, 1983. Thereafter the 
Commission intended to review the 
comments and determine further 


Current and Projected Rulemakings 


Timetable: 
Date 


NPRM 00/00/00 


Small Entity: No 


Agency Contact: S. Jennifer Johnson, 
eae 

ion, Legal Services, Office of 
Saesl Cousin @ueadie 


RIN: 3046-AA20 


Existing Regulations Under Review 


Timetabie:_ 

Action Date 

End Review 00/00/00 

Next Action Undetermined 

Smail Entity: No 

Agency Contact: Anthony DeMarco, 
Equal Employment Opportunity 
Commission, Legal Services, Office of 
Legal Counsel, 202 634-6592 


RIN: 3046-AA00 


Completed Actions 


Completed: 

Reason Date FR Cite 
Final Action 01/03/83 48 FR 138 
Smail Entity: No 

Agency Contact: John J. Pagano 202 
634-6592 


RIN: 3046-AA08 
[FR Doc. 83-28047 Filed 10-14-83: 8:45 am] 
BILLING CODE 6570-06-T 
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BRVRRRSRVB 


Nondiscrimination in Federaily-Assisted 

National Flood insurance Program Flood Plain Management Criteria for Flood-Prone Areas (44 CFR 60) .... jaoandaeedaeitete 
Flood insurance Policy and Other Changes in Policy Coverage...... ieiapciapcadtlaeioaiesindaiimeltciitans 
National Food Insurance Program, Waling Period Rule Change and Other Changes in Terms and Conditions of | 


contact William L. Harding, Assistant 
General Counsel, Legislation and 

tions, Office of General Counsel, 
F Management 
Agency, W: DC 20472 (202) 
287-0377. For information 
about a specific regulation contact the 
person listed as the contact point in the 
agenda. 


Regulations,” (46 FR 13193) directs each 
Executive agency to adopt procedures to 
and future regulations. 
agenda of significant 
regulations is called for at least 
semiannually in order to give the public 


on a substantial number of small entities 
must be published in accordance with 5 
U.S.C. 602 and 605. 


In fulfillment of requirements imp 
by the Executive Order and 5 U.S.C. 601, 
et seq., this agenda describes current 


Current and Projected Rulemakings 


I i innit ctiincincscsticapaiajepnentiors 


ee ceeeeseceeccsccecsscccecsnerereceeesssswnces: 


seeecececceceterecscccecsceesessooes! 


and projected regulations, and 
regulations which will be under review 
during the period October 1, 1983 to 
October 1, 1984. This agenda also 
contains information on regulations on 
which action was completed since the 
last FEMA semiannual 
published April 25, 1983 at 48 FR 18526. 


Public comment on the agenda, 
including that by State and local 
governments, is invited and should be 
submitted to the Rules Docket Clerk. 


The agenda is not limited to major or 
t rules and contains as much 

information as possible concerning all 
FEMA regulations to be published in the 
next 12 months except for routine flood 
elevation determinations, listing of 
eligible communities under the National 
Flood Insurance Program, listing of 
suspended communities and similar 
designations. 
DATED: August 25, 1983. 


George Jett, 
General Counsel. 


eeeeceseneenecececcccessecerceeccsoeesorsccesccerees, 


eee: a eeercccccsocccoccs| 


aeeeeereeeceeencenccenccscnsencneccecesescerrccsnscncerereceseeweeneceeess ees emeneasseeeeeeeeseseeeseeesseeeeees Heeeeeee 





Federal Register / Vol. 48, No. 201 / Monday, October 17, 1983 / Unified Agenda 


“Executive Order 11988, Floodpiain Management -- Regulatory Review 
Preservation of the Mobilization Base Through the Placement of Procurement and Facilities in Labor Surplus Areas 
Policy Guidance and Delegation of Authorities for Use of Priorities and Allocations to Maximize Domestic Energy | 


Existing Regulations Under Review 


Title 


Engineering Manpower (DMO-5) 
Guidance on Priority Use of Resources in Immediate Post Aftack Period (DMO-4) 
Authority 


———. > 


RIN 


| 3067-AA18 
3067-AA32 


| 3067-AA33 
3067-AA34 
| 3067-AA35 
| 3067-AA36 
3067-AA37 
3067-AA38 
3067-AA43 
3067-AA44 
3067-AA45 
3067-AA46 
| 3067-AA47 
| 3067-AA48 
| 3067-AA49 





National Flood Insurance Program, Schechlad Policy. 

National Flood Insurance Program, New Rating System 

Disaster Assistance - Individual Assistance & (Subpart D) Temporary Housing 
Disaster Assistance - Individual Assistance (Subpart D) Cora Brown 

State and Local Consultation: Executive Order 12372 Implementation 








FEDERAL EMERGENCY MANAGEMENT AGENCY (FEMA) 


1. NONDISCRIMINATION IN 
FEDERALLY-ASSISTED PROGRAMS 


Legal : 42 USC 2000d-1; 29 
USC 794; 20 USC 1682; 42 USC 6103; 42 
USC 5151; Ri ization Plan No. 3 of 
1978; EO 12127; EO 12148 


CFR Citation: 44 CFR 7 


Abstract: This rule effectuates for 
FEMA the nondiscrimination 
requirements of Title VI of the Civil 
Rights Act of 1964, section 504 of the 
Rehabilitation Act of 1973, Title [X of 
the Education Amendments of 1972, the 
Age Discrimination Act of 1975 and 
section 311 of the Disaster Relief Act of 
1974. A draft regulation is undergoing 
interagency review. The Notice of 
proposed rulemaking will be issued as 


soon as interagency clearances are 
obtained. 


Timetable: 





Action Date FR Cite 


NPRM 02/00/84 
NPRM Comment 02/00/84 

Period Beci 
NPRM Comment 04/00/84 

Period End 
Smali Entity: No 
Agency Contact: John J. Brosnahan, 
Directer, Office of Equal Opportunity, 
Federal Emergency Management 
Agency, 500 C Street, SW, Washington, 
DC 20472, 202 287-0700 


RIN: 3067-AA00 


Current and Projected Rulemakings 


2. FINANCIAL ASSISTANCE, GRANTS 
AND COOPERATIVE AGREEMENTS 


Legal Authority: R Plan No. 
3 of 1978; EO 12127; EO 12148 


CFR Citation: 44 CFR 13 


Abstract: These proposed rules apply 
to grants and cooperative agreements 
entered into by FEMA. It defines terms, 
and sets forth certain general policies 
applicable to discretionary grants, 
including standard clauses. Payments 
procedures and closeouts are covered. 


Timetable: 
Action Date 


NPRM 09/15/83 
NPRM Comment 09/15/83 
Period Beai 
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CFR Citation: 44 CFR 59; 44 CFR 60 


Abstract: The Federal 
Se ee eee 


Date FR Cite 
12/13/82 47 FR 55752 
Comment 12/13/82 
Begin 
ANPRM Comment 03/14/83 
End 


01/00/84 
Small Entity: No 
Agency Contact: Melinda Hulsey, 
Federal Emergency Management 
Agency, 500 C Street, SW, Washington, 
DC 20472, 202 287-0269 
RIN: 3067-AA03 


Legal Authority: 42 USC 4001 et seq; EO 
12127 

CFR Citation: 44 CFR 61 

Abstract: This exclusion relates to new 
construction and substantial 
improvements in coastal barriers. After 
October 1, 1983, new construction and 
substantial improvements in 


be insurable. Other items of exclusion 
include finished basements below 
lowest elevated floor, also deductible 
and other items. 


Timetabie: 
Date FR Cite 


04/08/83 48 FR 15278 
Comment 04/08/83 


Action 
NPRM 
NPRM 


Period 
NPRM Comment 06/07/83 
Period End 


interim Final Rule 08/30/83 

Final Action 10/01/83 

Smaii Entity: No 

Agency Contact: Donald L. Collins, 
Assistant Administrator, Federal 
Emergency Management Agency, 
Federal Insurance Administration, 500 
C Street, SW, Washington, DC 20472, 
202 287-0740 


RIN: 3067-AA06 


5. NATIONAL FLOOD INSURANCE 
PROGRAM, WAITING PERIOD RULE 
CHANGE AND OTHER CHANGES IN 
TERMS AND CONDITIONS OF POLICY 


Legal Authority: 42 USC 4001 et seq; EO 
12127 


CFR Citation: 44 CFR 61 


grounds for denial of coverage, adding 
a policyholder questionnaire to assist in 
rating policies, etc. 


Date FR Cite 


04/08/83 48 FR 15278 
A Comment 04/08/83 


Begin 
Comment 06/07/83 
Period End 
im Final Rule 08/30/83 


Current and Projected Rulemakings 


10/01/83 


Action 
Final Action 


Small Entity: No 

Agency Contact: Donald L. Collins, 
Assistant Administrator, Federal 
Emergency Management Agency, 
Federal Insurance Administration, 500 
C Street, SW, Washington, DC 20472, 
202 287-0740 


RIN: 3067-AA07 


6. DISASTER ASSISTANCE - 
DECLARATION PROCESSING 


Legal Authority: 42 USC 5121 et seq Dis- 
aster Relief Act of 1974 

CFR Citation: 44 CFR 205 

Abstract: This regulation pertains to - 
Governors’ requests for declaration of 
major disasters or emergencies, 
processing of their requests, declaration 
by the President, activities of Federal 
Coordinating Officers, designation of 
areas eligible for assistance, and types 
of assistance to be provided. Comments 
from the Proposed Rule are being 
reviewed. 


Timetable: 
Action Date FR Cite 


NPRM 04/26/82 47 FR 17066 
NPRM Comment 06/26/82 

Period Begin 
Interim Final Rule 12/13/82 47 FR 55756 
Final Action 09/00/83 
Final Action 10/00/83 

Effective 


Small Entity: No 

Agency Contact: Sewall H.E. Johnson, 
Office of Disaster Assistance Programs, 
Federal Emergency Management 
Agency, Direct of St and Loc Programs 
and Support, 500 C Street, SW, 
Washington, DC 20472, 202 287-0501 


RIN: 3067-AA08 


7. DISASTER ASSISTANCE - 
INDIVIDUAL ASSISTANCE - CRISIS 
COUNSELING 


Legal Authority: 42 USC 5183 Disaster 
Relief Act of 1974, as amended 

CFR Citation: 44 CFR 205.59 
Abstract: This proposed rule will 
implement the Crisis Counseling 
Assistance and Training provisions of 
the Disaster Relief Act. It will include 
eligibility criteria, application and 
appeal procedures, and requirements 
for State planning. The Crisis 
Counseling Assistance and Training 
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program provides mental health 
services to those who may have 
disaster-related needs. 


NPRM 11/15/83 
NPRM Comment 11/15/83 
Period Begin 
NPRM Comment 
Period End 


FR Cite 


01/14/84 


04/15/84 
05/15/84 


Federal Emergency Management 
Agency, 500 C Street, SW, Washington, 
DC 20472, 202 287-0555 


RIN: 3067-AA11 


8. PART 205 - FEDERAL DISASTER 
ASSISTANCE (PL 93-288, SUBPART M 
- HAZARD MITIGATION) 


Legal : 42 USC 5121 et seq Dis- 
aster Relief Act of 1974 


CFR Citation: 44 CFR 205.400 


Abstract: The proposed rule revision 
clarifies the hazard mitigation 
provisions of the Disaster Relief Act of 
1974 by specifying general plan 
requirements and guidelines as well as 
other procedural requirements. The 
Hazard Mitigation Requirement is 
intended to serve as an aid to State and 
local governments in developing an 
overall mitigation program to minimize 
the costs of natural disasters. 


Small Entity: No 

Agency Contact: Laurence W. 
Zensinger, Acting Chief, Hazard 
Mitigation Branch, Federal Emergency 
Management Agency, Disaster 
Assistance Programs, Room 713, 500 C 
Street, SW, Washington, DC 20472, 202 
287-0520 


RIN: 3067-AA13 


9. CIVIL DEFENSE, STATE AND 
LOCAL EMERGENCY MANAGEMENT 
ASSISTANCE (EMA) 


Legal Authority: 50 USC App 2286 Feder- 
al Civil Defense Act of 1950 


CFR Citation: 44 CFR 302 


Abstract: The proposed rule will elicit 
comments on the entire 44 CFR 302 and 


specifically on a revised allocation 
formula promulgated by an amendment 
to the Federal Civil Defense Act 
requiring that in allocating EMA funds, 
due regard be given to areas prone to 
natural disaster. 


Timetable: 
Action Date FR Cite 


ANPRM 04/08/82 47 FR 14500 

ANPRM Comment 05/05/82 
Period End 

NPRM 06/13/83 

NPRM Comment 06/13/83 
Period Begin 

NPRM Comment 08/12/83 
Period End 

Final Action 

Final Action 
Effective 

Small Entity: No 

Agency Contact: Donald J. Carbone, 

Chief, Management Development 

Branch, Federal Emergency 

Management Agency, Office of 

Emergency Management Programs, 

Direct of St and Loc Prog and Support, 

500 C St., SW, Washington, DC 20472, 

202 287-3850 


RIN: 3067-AA14 


48 FR 27105 


08/15/83 
10/15/83 


10. REVIEW AND APPROVAL OF 


Legal Authority: 50 USC App 2251 et 
seq; 42 USC 5121 et seq; EO 12148 


CFR Citation: 44 CFR 350 


Abstract: Rule establishes procedures 
by which FEMA reviews and approves 
State and local plans and preparedness 
for coping with the offsite effects of 
radiological emergencies which may 
occur at nuclear power facilities. Plans 
voluntarily submitted for review. The 
FEMA findings can be used by NRC in 
its licensing proceedings. Rule sets out 
criteria telling how and when a State 
submits plans and describes FEMA 
process for reviewing and approving 
plans. 


Timetable: 


Action Date FR Cite 


Previous NPRM 06/24/80 45 FR 42341° 
NPRM 08/19/82 47 FR 36386 
NPRM Comment 10/18/82 
Period End 
Final Action 
Final Action 
Effective 


Small Entity: No 


09/10/83 
10/10/83 


47937 


Current and Projected Rulemakings 


Agency Contact: Marshall E. Sanders, 
Chief, Program Development Branch, 
Federal Emergency Management 
Agency, Technical Hazards Division, 
Drctrt of State & Local and 
Support, 500 C St., SW, Washington, DC 
20472, 202 287-0179 


RIN: 3067-AA15 
AT AAA EN AOA ERRT GI 


11. CLAIMS UNDER THE MILITARY 


Legal Authority: 31 USC 3721 
CFR Citation: 44 CFR 11.60 to 11.69 


Abstract: The Military Personnel and 
Civilian Employees’ Claims Act of 1964 
31 USC 241, authorizes the head of an 
agency, with certain exceptions, to pay 
the claim made by a member of the 
uniformed services under the 
jurisdiction of that agency or by a 
civilian officer or employee of that 
agency, for damage to, or loss to, 
personal property incident to his or her 
service. This rule would implement the 
statute. 


Timetable: 
Action Date 


NPRM 10/17/83 
NPRM Comment 10/17/83 

Period Begin 
NPRM Comment 12/17/83 

Period. End 
Small Entity: No 
Agency Contact: George W. Watson, 
Associate General Counsel, Federal 
Emergency Management Agency, 500 C 
Street, SW, Washington, DC 20472, 202 
287-0376 


RIN: 3067-AA20 


12. APPEALS OF COST COMPARISON 
DECISIONS UNDER OMB CIRCULAR 
A-76 


Legal = 31 USC 1 et seq; 41 
USC 401 et seq 


CFR Citation: 44 CFR 14 


Abstract: OMB Circular A-76 
establishes Federal policy regarding the 
operation of commercial activities. In 
compliance with OMB Circular A-76 the 
Federal Emergency Management 
Agency is establishing an informal 
administrative procedure to resolve 
appeals from directly affected parties 
questioning the determination between 
contract and in-house performance. The 
appeal procedure will apply only to 
decisions resulting from cost 
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Legal Authority: EO 12127; EO 12148; 
EO 11490; EO 10421; 40 USC 318 to 318d 


10/17/83 
10/17/83 


enable program to be carried out under 
highest insurance standards in use in 
private sector. NFIP will broaden 
marketing base Regulation establishes 
procedure by which NFIP coverage is 
provided to policyholders by private 
insurance companies through their 
policies. 

Timetable: 

Action Date FR Cite 


NPRM (7/29/83 48 FR 34482 
NPRM Comment 07/29/83 


10/27/83 


Agency Contact: Donald L. Collins, 
Assistant Administrator, Federal 


Emergency Management Agency, 500 C 
Street, SW, Washington, DC 20472, 202 
287-0740 


RIN: 3067-AA23 


15. DISASTER ASSISTANCE, PUBLIC 
ASSISTANCE SUBPART E 


Legal Authority: 42 USC 5201 
CFR Citation: 44 CFR 205 


Abstract: This rule will implement 
FEMA responsibilities under the 
Coastal Barrier Act which was recently 
adopted. 


Timetable: 
Action Date 


NPRM 12/01/83 
NPRM Comment 12/01/83 

Period Begin 
NPRM Comment 02/01/84 

Period End 
Small Entity: No 
Agency Contact: Charles Stuart, 
General Engineer, Federal Emergency 
Management Agency, 500 C Street, SW, 
Washington, DC 20472, 202 287-0580 


RIN: 3067-AA24 


FR Cite 


16. INDIVIDUAL AND FAMILY GRANT 
PROGRAM 

Legal Authority: 42 USC 5178; 42 USC 
5201 


CFR Citation: 44 CFR 205.54 


Abstract: The Individual and Family 
Grant program relations are being 
revised to provide privacy protection to 
individuals who apply for assistance. 
Currently, unless the State 


Current and Projected Rulemakings 


administering the program has a 
privacy act, nothing prevents a State 


from making names of grant applicants 


and the amounts of assistance received 
available to the public. This rule adds a 
condition protecting confidentiality. 
This is a proposed amendment to the 
Individual and Family Grant program 
regulations, 44 CFR 205.54, which are 
already published as a final rule at 47 
FR 10553. 


Timetable: 
Action Date FR Cite 


NPRM 05/20/83 48 FR 22756 
NPRM Comment 05/20/83 
Period Begin 
NPRM Comment 07/19/83 
Period End 
Final Action 
Final Action 
Effective 
Smaii Entity: No 


Agency Contact: Agnes 


09/15/83 
10/00/83 


C. Mravcak, 


Disaster Program Specialist, Federal 


Emergency Management Agency, 500 C 
Street, SW, Washington, DC 20472, 202 
287-0550 


RIN: 3067-AA25 


17. DEBARRED, SUSPENDED, AND 
INELIGIBLE BIDDERS 


Legal Authority: 41 USC 405 
CFR Citation: 41 CFR 44-1.6 


Abstract: The regulation governing 
debarred, suspended and ineligible 
bidders is changed to comport with FPR 
Temporary Regulation 65. The 
regulations prescribe the Federal 
Emergency Management Agency’s 
policy and procedures for (1) 
distribution, use, and maintenance of 
the General Services Administration's 
(GSA) consolidated Government-wide 
list of debarred, suspended and 
ineligible contractors; and (2) 
debarment and suspension of 
Government contractors. The intended 
effect of this stated policy and 
procedures is to ensure that 
Government contracts are awarded for 
responsible contractors. 


Timetable: 
Action Date 


NPRM 10/17/83 

NPRM Comment 10/17/83 
Period Begin 

NPRM Comment 12/17/83 
Period End 


Small Entity: No 
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GOVERNMENT UNDER THE DEBT 
COLLECTION ACT OF 1962 


Legal = PL 97-365; 31 USC 3711 
et seq; 31 USC 951 to 955 


CFR Citation: 44 CFR 11.30 to 11.59 


Abstract: The proposed rule amends 
the existing FEMA collection of claims 
by the Government to reflect changes 
made by the Debt Collection Act of 
1982 (PL 97-365). Changes are made to 
provisions relating to reporting 
information to consumer reporting 
agencies, Federal employee and retiree 
salary set-offs, administrative offset 
procedures, charging of interest, 
penalties, and charges for overdue 
debts, contracts for the collection of | 
debts. Procedures are set forth for 
administrative review of amounts owed 
and scheduling of payments. 


Date FR Cite 


NPRM 06/17/83 48 FR 27791 
NPRM Comment 06/17/83 
Period Begin 
NPRM Comment 08/16/83 
Period End 
Interim Final Rule 09/10/83 
Final Action 10/10/83 


Small Entity: No 
Public Compliance Cost: initial Cost: $0; 
~ Yearly Recurring Cost: $0 


W. Watson, 
Associate General Counsel, Federal 
Emergency Management Agency, 500 C 
Street, SW, Washington, DC 20472, 202 


Legal Authority: 42 USC 5201; EO 11988; 
EO 11990 

CFR Citation: 44 CFR 9.5; 44 CFR 9.6; 44 
CFR 9.11; 44 CFR 9.13 

Abstract: This regulation reduces the 
number of actions subject to the full 8- 
step process required by the regulation, 
while nevertheless obtaining a 


maximum amount of mitigation for the 
resources used. The rule adds use of 
existing resources for temporary 
housing to list of exemptions (except for 
Step 1). 

Timetabie: 

Action Date 


NPRM Comment 07/01/83 
Period Begin 

NPRM Comment 09/01/83 
Period End 

NPRM 


Contact: John L. Scheibel, 
Assistant General Counsel, Federal 


Emergency Management Agency, 500 C 
Street, SW, Washington, DC 20472, 202 


287-0387 
RIN: 3067-AA30 


10/01/83 


20. INFORMATION SECURITY 
PROGRAM 


Legal Authority: EO 12356 
CFR Citation: 44 CFR 8 


Abstract: Regulation implements 
provisions of EO 12356 and sets forth 
guides and guidelines for classifying, 
declassifying and downgrading national 
security information under the agency 
information security program. 
Timetable: 


Action Date 


NPRM 09/30/83 
NPRM Comment 09/30/83 

Period Begin 
NPRM Comment 11/29/83 

Period End 
Smail Entity: No 
Agency Contact: Arian L. Kinney, 
Director, Office of Security, Federal 
Emergency Management Agency, 500 C 
Street, SW, Washington, DC 20472, 202 
287-0700 


RIN: 3067-AA31 


21. @PUBLIC SAFETY AWARDS TO 
PUBLIC OFFICERS 


Legal Authority: 15 USC 2214 
CFR Citation: 44 CFR 150 


Abstract: This regulation revises the 
procedure for public safety awards to 
firefighters, law enforcement officers 
and civil defense officers. It describes 
the nomination criteria and the 
selection process for such awards 
which are made by the President, 
Attorney General, or Director, FEMA. 


Current and Projected Rulemakings 


Timetable: 


Action Date 


09/15/83 

rie Comment 09/15/83 

Period Begin 
NPRM Comment 11/15/83 

Period End 
Smaii Entity: No 
Agency Contact: Thomas Ainora, 
Attorney Advisor, Federal Emergency 
Management Agency, 500 C Street, SW, 
Washington, DC 20472, 287-0379 


RIN: 3067-AA39 


22. @PURCHASE OF INSURANCE AND 
ADJUSTMENT OF CLAIMS 


Legal Authority: 12 USC 1749 bbb-17 
CFR Citation: 44 CFR 81.1 

Abstract: Rules amend list of eligible 
States under Federal Crime Insurance 
Program to remove 4 States from those 
where Federal Crime Insurance is 
available. 


Timetable: 
Action Date FR Cite 


NPRM 07/21/83 48 FR 31892 
NPRM Comment 07/21/83 
Period Begin 
NPRM Comment 09/21/83 
Period End 
Final Action 
Final Action 
Effective 


Smail Entity: No 

Agency Contact: Robert J. DeHenzel, 
Director, Urban Property Insurance 
Operation, Federal Emergency 
Management Agency, 500 C Street, SW, 
Washington, DC 20472, 202 287-0800 


RIN: 3067-AA40 


09/22/83 
10/01/83 


23. @INSURANCE COVERAGE AND 
RATES NATIONAL FLOOD 

INSURANCE PROGRAM EMERGENCY 
PHASE 


Legal Authority: 42 USC 4001 et seq 


CFR Citation: 44 CFR 61.9 
Abstract: This regulation increases 
chargeable rates for insurance under 
the National Flood Insurance Program. 
Timetable: 
Action Date FR Cite 
NPRM 07/15/83 48 FR 32368 
NPRM Comment 07/15/83 

Period Begin 
NPRM Comment 09/15/83 

Period End 





Justice. 
Timetabie: 
Action 
NPRM 
NPRM Comment 


i 


i 
2 


[ 
: 


Legal Authority: EO 12241 
CFR Citation: 44 CFR 352 


lead responsibility for all Federal offsite 
nuclear and 


emergency 
response. In EO 12241, he also 
delegated to FEMA the responsibility 
for the development and promulgation 
of a National Contingency Plan for 
Radiological Emergencies to be 
prepared in response to the provisions 
of sec. 304 of the Nuclear Regulatory 
Commission Appropriation 
Authorization (PL 96-295, June 30, 1980.) 
The Federal Radiological Emergency 
Response Plan (FRERP) will supersede 
the National Contingency Plan. 
Timetable: 

Action Date 


Interim Final Rule 12/00/83 
Final Action 08/00/84 


Small Entity: No 
Agency Contact: Vernon Adler, Test 
and Exercise Officer, Federal 


Emergency Management Agency, 500 C 
Street, SW, Washington, DC 20472, 202 
287-3766 


RIN: 3067-AA51 


27. @CONSOLIDATED GRANTS TO 
INSULAR AREAS 


Legal Authority: 50 USC App 2251 et seq 
CFR Citation: 44 CFR 304 
Abstract: This regulation concerns 
consolidation of various types into one 
grant to an insular area (Virgin Islands, 
Guam, Samoa, Northern Marianas). The 


changes may expand the numbers of 
grants which may be consolidated. 
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NPRM 

NPRM Comment 11/01/83 
Period Begin 

NPRM Comment 01/01/84 
Period End 


Small Entity: No 


Agency Contact: John Dickey, 
Assistant Associate Director, F 
Emergency Management Agency, 500 C 
Street, SW, Washington, DC 20472, 202 
287-3830 


RIN: 3067-AA52 


28. @COST ELIGIBILITY 
REGULATIONS - PROPOSED 
AMENDMENTS 


Legal Authority: 42 USC 5201 
CFR Citation: 44 CFR 205.76 


Abstract: This proposed rule makes 
changes in the FEMA disaster 
assistance regulations implementing the 
Disaster Relief Act of 1974 (PL 93-288). 
Changes are made in the eligibility of 
costs of publ assistance to State and 
local gov ts. This is being done 
in recognition of the commitment to the 
disaster effort now being made by 
applicants in the form of cost sharing of 
eligible costs. 


Timetable: 
Action 

ANPRM 

Small Entity: No 
Agency Contact: Charles B. Stuart, 
General Engineer, Public Assist. 
Division, Federal 


Emergency 
Management Agency, 500 C Street, SW, 
Washington, DC 20472, 202 287-0580 


RIN: 3067-AA53 


Date 
00/00/00 


29. @REIMBURSEMENT FOR COSTS 
OF FIREFIGHTING ON FEDERAL 
PROPERTY 

Legal Authority: 15 USC 2210; 15 USC 
2218(b)(5) 

CFR Citation: 44 CFR 151 

Abstract: This rule updates an existing 
regulation which describes procedure 
for a local fire service to make a claim 


under section 11 of the Federal Fire 
Prevention and Control Act for 


needed because of an organizational 
change. 
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NPRM 09/01/83 
NPRM Comment 09/01/83 
Period Begin 


Action Date 

NPRM Comment 11/01/83 
Period End 

Smail Entity: No 


FR Cite 


FEDERAL EMERGENCY MANAGEMENT AGENCY (FEMA) 


30. EXECUTIVE ORDER 11988, 
FLOODPLAIN MANAGEMENT — 
REGULATORY REVIEW 


Priority: Task Force 
Legal Authority: 42 USC 4001 et seq; 42 
Environmental 


USC 4321 et seq National 
Policy Act 1969; EO 11988; EO 12148 


CFR Citation: 44 CFR 9; 44 CFR 59 to 70 


Abstract: Review of Federal agency 
compliance with Executive Order 11988. 
Determination of impact on level of 
unwise Federal support in designated 
floodplain areas. Review 
appropriateness of 100 year flood 


05/00/83 
09/00/83 


Assistant Associate Director, Federal 
Emergency Management Agency, Office 
of State and Local Programs, 500 C 
Street, SW, Washington, DC 20472, 202 
287-0176 


RIN: 3067-AA18 


31. @PRESERVATION OF THE 

MOBILIZATION BASE THROUGH THE 
PLACEMENT OF PROCUREMENT AND 
FACILITIES IN LABOR SURPLUS 
AREAS 


Legal Authority: EO 10480; EO 12148 
CFR Citation: 44 CFR 331 


Abstract: This part sets policy and 
makes assignments with respect to 


award of contracts, etc. in labor surplus- 


areas for purposes of preserving the 
mobilization base. 


08/15/83 
02/15/84 


FR Cite 
Begin Review 
End Review 
Small Entity: No 


Agency Contact: Paul Krueger, 
Assistant Associate Director, Federal 
Emergency Management Agency, 500 C 
Street, SW, Washington, DC 20472, 202 
287-3916 


RIN: 3067-AA32 
Ra AA RE SE ANCOR ORR I 


32. @POLICY GUIDANCE AND 
DELEGATION OF AUTHORITIES FOR 
USE OF PRIORITIES AND 
ALLOCATIONS TO MAXIMIZE 
DOMESTIC ENERGY SUPPLIES 


Legal : 50 USC 2061 et seq; PL 
94-163, Sec 104 


CFR Citation: 44 CFR 330 


Abstract: This regulation establishes 
policy guidauce on determinination and 
use of priorities and allocations for 
materials and equipment to maximize 
domestic energy supplies pursuant to 
section 101(c) of the Defense Production 
Act. 


Timetable: 
Action 

Begin Review 
End Review 
Small Entity: No 


Agency Contact: Paul Krueger, 
Assistant Associate Director, Federal 
Emergency Management Agency, 500 C 
Street, SW, Washington, DC 20472, 202 
287-3916 


RIN: 3067-AA33 


08/15/83 
02/15/84 


FR Cite 


(FSC) COMMON USE ITEMS (DMO-12) 


Legal Authority: 50 USC App 2061 et 
seq; EO 10480 


CFR Citation: 44 CFR 329 

Abstract: This part provides policy 
guidance concerning the use of 
priorities and allocations authority in 
Title I of Defense Production Act for 


the procurement of common use items 
in the Federal Supply Classification. 


Current and Projected Rulemakings 


Agency Contact: Arthur Curry, 
Director, Policy Division, Comptroller, 
Federal Emergency Management 
Agency, 500 C Street, SW, Washington, 
DC 20472, 202 287-0630 


RIN: 3067-AA54 


Existing Regulations Under Review 


Timetable: 
Action 

Begin Review 
End Review 
Smail Entity: No 


Agency Contact: Paul Krueger, 
Assistant Associate Director, Federal 
Emergency Management Agency, 500 C 
Street, SW, Washington, DC 20472, 202 
287-3916 


RIN: 3067-AA34 


08/15/83 
04/15/84 


34. @GENERAL POLICIES FOR 
STRATEGIC AND CRITICAL 
MATERIALS STOCKPILING (DMO-11) 
Legal Authority: 50 USC 98 et seq 
CFR Citation: 44 CFR 328 

Abstract: This part sets forth policies 
for the administration of strategic and 
critical materials stockpiling under the 
Strategic and Critical Materials Stock 
Piling Act. 
Timetable: 
Action 

Begin Review 
End Revi 

Small Entity: No 
Agency Contact: Paul- Krueger, 
Assistant Associate Director, Federal 


Emergency Management Agency, 500 C 
Street, SW, Washington, DC 20472, 202 
287-3916 


RIN: 3067-AA35 


08/15/83 
02/15/84 


35. @POLICY ON USE OF 
GOVERNMENT-OWNED INDUSTRIAL 
PLANT EQUIPMENT BY PRIVATE 
INDUSTRY (DMO-10A) 

Legal = 50 USC 404; 50 USC 
App 2061 et seq; EO 12148 


CFR Citation: 44 CFR 327 


Abstract: This part establishes policy 
on use by private industry of 
Government-owned industrial plant 
equipment to maintain a reserve of such 
equipment for emergency preparedness. 
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40. @DEFENSE PRODUCTION 
PRIORITIES AND ALLOCATIONS 
AUTHORITY 


Legal Authority: 50 USC App 2061 et 
seq; EO 10480 
CFR Citation: 44 CFR 322 
SS es 
icy guidance and delegates au ty 
AND with respect to priorities and allocation 
ENGINEERING MANPOWER (DMO-5) functions in the Defense Production 
Legal Authority: 50 USC 404; 50 USC Act. 
CFR Citation: 44 CFR 324 a a 


Abstract: This part provides policy on 
Begin Review 08/15/83 
the training and utilization of the End Revi 02/15/84 


Small Entity: No 

Agency Contact: Paul Krueger, 

Assistant Associate Director, Federal 

Emergency Management Agency, 500 C 

Street, SW, Washington, DC 20472, 202 
End Review 04/15/84 287-3916 


RIN: 3067-AA45 


41. @OMAINTENANCE OF THE 
MOBILIZATION BASE 


Legal Authority: 50 USC 404; 50 USC 
App 2061 et seq; EO 12148 

CFR Citation: 44 CFR 321 
Abstract: This regulation deals with 
policies concerning the mobilization 


base for Department of Defense, 
ATTACK PERIOD (DMO-4) Department of Energy, and Maritime 


Legal Authority: 50 USC 404; 50 USC Administration and includes procedures 
App 2061 et seq; EO 12148 relating to selection and maintenance of 
CFR Citation: 44 CFR 323 the base. 


Abstract: This regulation states policy eee 

on use of resources in a post attack Action Date FR Cite 
Begin Review 08/15/83 

governments on activities to be pore — 

accorded priority in use of resources, Smaii Entity: No 

and list items essential to national Agency Contact: Paul Krueger, 
Assistant Associate Director, Federal 


Emergency Management Agency, 500 C 
Street, SW, Washington, DC 20472, 202 
287-3916 


RIN: 3067-AA46 


42. @DISPERSION AND PROTECTIVE 
CONSTRUCTION: POLICY, CRITERIA 
RESPONSIBILITIES (DMO-1) 

Legal Authority: 50 USC 404; 50 USC 
App 2061 et seq; EO 12148 

CFR Citation: 44 CFR 320 
Abstract: This regulation establishes 


policy and criteria to encourage 
dispersal of facilities important to the 





Federal Register / Vol. 48, No. 201 / Monday, October 17, 1983 / Unified Agenda 


national security and that these be 
located so as to reduce the risk of 
damage in event of attack. 


Timetable: 
Action 


08/15/83 
07/15/84 


Gein Raden 
End Review 
Small Entity: No 
Agency Contact: Paul Krueger, 
Assistant Associate Director, Federal 
Emergency Management Agency, 500 C 
Street, SW, Washington, DC 20472, 202 
287-3916 


RIN: 3067-AA47 


43. @CONTRIBUTIONS FOR CIVIL 
DEFENSE EQUIPMENT 


Legal Authority: 50 USC App 2281(i) 
CFR Citation: 44 CFR 301 


Abstract: This regulation prescribes 
procedures and sets terms and 
conditions under which FEMA provides 
financial assistance to States and local 
governments for civil defense 
equipment, including emergency 
operations centers. 

Timetable: 


Action 

Begin Review 
End Review — 
Smail Entity: No 
Agency Contact: Joseph-Mealy, Chief, 
Emergency Management System 
Support, Federal Emergency 
Management Agency, 500 C Street, SW, 
Washington, DC 20472, 202 287-3886 


RIN: 3067-AA48 


10/01/83 
01/01/84 


FR Cite 


FEDERAL EMERGENCY MANAGEMENT AGENCY (FEMA) 


COMPLETED RULEMAKINGS 


45. FLOOD INSURANCE: REDUCTION 
OF PUBLICATIONS 


CFR Citation: 44 CFR 59; 44 CFR 64; 44 
CFR 65; 44 CFR 67; 44 CFR 70 


Completed: 
Reason 


Final Action 
Final Action 
Effective 

Small Entity: No 
Agency Contact: Richard Sanderson 
202 287-0270 


RIN: 3067-AA02 


Date FR Cite 


06/21/83 48 FR 28277 
06/21/83 





46. NATIONAL FLOOD INSURANCE 
PROGRAM, SCHEDULED POLICY 


CFR Citation: 44 CFR 61 





Date 
Withdrawn 08/01/83 
Small Entity: No 


Agency Contact: Donald L. Collins 202 
287-0740 


RIN: 3067-AA04 





47. NATIONAL FLOOD INSURANCE 
PROGRAM, NEW RATING SYSTEM 


CFR Citation: 44 CFR 61 


Completed: 

Reason Date 
Withdrawn 08/01/83 
Smaii Entity: No 


Agency Contact: Donald L. Collins 202 
287-0740 


RIN: 3067-AA05 





FR Cite 


48. DISASTER ASSISTANCE - 
INDIVIDUAL ASSISTANCE & 
(SUBPART D) TEMPORARY HOUSING 


CFR Citation: 44 CFR 205.52 
Completed: 
Reason 


Final Action 
Final Action 
Effective 
Small Entity: No 


Agency Contact: Agnes Mravcak 202 
287-0550 


RIN: 3067-AA09 


Date FR Cite 


07/18/83 48 FR 32734 
09/16/83 


49. DISASTER ASSISTANCE - 
INDIVIDUAL ASSISTANCE (SUBPART 
D) CORA BROWN 


CFR Citation: 44 CFR 205.60 


Existing Regulations Under Review 


44. @ADVISORY COMMITTEES 


Legal Authority: 5 USC App 1 
CFR Citation: 42 CFR 12 


Abstract: This regulation implements 
for FEMA the Federal Advisory 
Committee Act and GSA regulations. 
The latter have recently been revised 
and the review will determine what 
modifications if any are needed in the 
FEMA regulation. 
Timetable: 
Action 

in Revi 
9 - ; 
Smaii Entity: No 
Agency Contact: Wesley Moore, 
Management Planning Officer, Federal 
Emergency Management Agency, 500 C 
Street, SW, Washington, DC 20472, 202 
287-3875 


RIN: 3067-AA49 


09/15/83 
11/15/83 


FR Cite 


Completed Actions 


Compieted: 
Reason 


Final Action 
Final Action 
Effecti 

Smali Entity: No 
Agency Contact: Agnes Mravcak 202 
287-0550 


RIN: 3067-AA10 


06/24/83 48 FR 28990 
06/24/83 


50. STATE AND LOCAL 
CONSULTATION: EXECUTIVE ORDER 
12372 IMPLEMENTATION 


CFR Citation: 44 CFR 4 
Completed: 
Reason 


Final Action 
Final Action 
Effective 


Small Entity: No 


Agency Contact: William L. Harding 
202 287-0377 


RIN: 3067-AA17 


Date FR Cite 


06/24/83 48 FR 29308 
09/30/83 





51. SOLICITATION OF SOCIAL 
SECURITY NUMBERS 


CFR Citation: 44 CFR 6.3(c) 
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CFR Citation: 44 CFR 59; 44 CFR 67 


Completed: 
FR Cite 


07/11/83 48 FR 31642 
07/11/83 


Final Action 
Final Action 
Effective 


Small Entity: No 
Agency Contact: Brian Mrazik 202 287- 
0230 


RIN: 3067-AA28 


ACTIONS THAT STARTED AND 
ENDED BETWEEN ISSUES OF THE 
UNIFIED AGENDA 

54. @IMPLEMENTATION OF COASTAL 
BARRIERS RESOURCES ACT 

Legal Authority: PL 97-348 Coastal Bar- 
rier Resources Act 

CFR Citation: 44 CFR 71 


Abstract: This rule implements section 
11 of the Coastal Barrier Resources Act 
which prohibits new flood insurance 
coverage on or after October 1, 1983 for 
new construction or substantial 
improvement of structures on coastal 
barriers located within the Coastal 
Barrier Resourses system. 


Timetable: 
Action Date FR Cite 


Final Action 08/07/83 48 FR 37036 
Final Action 10/01/83 
Effective 


Smail Entity: No 


Completed Actions 


Agency Contact: John Scheibel, 
Assistant General Counsel, Federal 
Emergency Management Agency, 500 C 
Street, SW, Washington, DC 20472, 202 
287-0387 


RIN: 3067-AA55 


55. @FEDERAL CRIME INSURANCE 
PROGRAM - COVERAGE RATES AND 
PRESCRIBED POLICY FORM 


Legal Authority: 12 USC 1749 bbb et seq 
CFR Citation: 44 CFR 83 


Abstract: This regulation redefines and 
simplifies terms in the Federal Crime 
Insurance residential policy and the 
commercial policy also. It is designed to 
provide greater clarity and reflect 
program experience. 
Roa ee cee. 
Action Date FR Cite 
Final Action 04/29/83 48 FR 19371 


Final Action 05/31/83 

Effect 
Small Entity: No 
Agency Contact: Robert J. DeHenzel, 
Director, Urban Property Insurance 
Operation, Federal Emergency 
Management Agency, 500 C Street, SW, 
Washington, DC 20472, 202 287-0800 
RIN: 3067-AA56 


[FR Doc. 83-28048 Filed 10-14-83; 8:45 am] 
BILLING CODE 6718-01-T 
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Legal Authority: 29 USC 172: 5 USC 552. 


amend 29 CFR 1404 by (1) Deleting the 
first sentence of Sec. 1404.16(a) which — 


ACTION: Semiannual agenda required 


by the Regulatory Flexibility Act of 1980. 


SUMMARY: The Federal Mediation and 


Conciliation Service is considering the 

rewriting of one regulation subject to the 
Regulatory Flexibility Act during the six 
month period from October 1983 to April 


September 1983. If the Service does 
rewrite the regulation, a Notice of 
Proposed Ri ing would be 


ulemaking 
published and public comments 
solicited. 


agency's Division of Arbitration 
Services. The appropriation provisions 
for FMCS currently before the Congress 
provide that no part of the 
appropriation shall be available for 
arbitration services except to the extent 
that fees are collected from the users of 
such services, and that the Director of 
FMCS shall prescribe fees to recover 
the total expense of the service 
furnished. If these are 
enacted, compliance by FMCS will be 
initiated by the issuance of final fee 
regulations within one month of 
enactment. The impact on small 


1984. That regulation is Arbitration 
Policy and Practice. 

FOR FURTHER INFORMATION 
CONTACT: Daniel P. Dozier, Associate 
General Counsel, 2100 K Street, N.W., 
Washington, D.C. 20427, (202) 653-5305. 


September 29, 1983. 


Director. 


Existing Regulations Under Review 


Smaii Entity: No 

Agency Contact: Daniel P. Dozier, 
Associate General Counsel, Federal 
Mediation and Conciliation Service, 
2100 K Street NW, Washington, DC 
20427, 202 653-5305 


RIN: 3076-AA01 


Completed 


business would be analyzed after 
congressional authorization. 
Timetabie: 
Action 
Withdrawn 09/01/83 

End Review 00/00/00 

Smaii Entity: Yes 

Agency Contact: Daniel Dozier, 
Associate General Counsel, Federal 
Mediation and Conciliation Service, 262 
653-5305 

RIN: 3076-AA00 

[FR Doc. 83-28049 Filed 10-14-83; 8:45 am] 

BILLING CODE 6372-01-T 


Date FR Cite 





Part XXIV 


_ General Services 
Administration 
Unified Agenda of Federal Regulations 





41 CFR Chs. 1, 101, and 105 
Unified Agenda of Federal Regulations 


AGENCY: Office of Oversight, GSA. 
ACTION: Semiannual agenda. 


SUMMARY: This agenda announces the 


proposed regulatory actions that GSA 


plans for the next 12 months and those 
actions that were completed since April 
1983. This agenda was developed under 


the guidelines in OMB Bulletin No. 83-15, 


dated June 28, 1983. GSA's purpose in 
publishing this agenda is to allow 
interested persons an opportunity to 
participate in the rulemaking process. 
FOR FURTHER INFORMATION 
CONTACT: john F. Gilmore, Acting 
Chief, Directives and Reports 
Management Branch (202-535-7658). 


Current and Projected Rulemakings 
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SUPPLEMENTARY INFORMATION: 
GSA has two priority regulations 
designated by the Presidential Task 
Force on Regulatory Relief. These 
regulations are listed under the category 
of current and projected rulemakings. 
None of the regulations listed are 
considered major under Executive Order 
12291, Federal Regulation, or have 
effects on small businesses or other 
entities. 

DATED: August 26, 1983. 

Ray Kline, 

Acting Administrator of General Services. 
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Current and Projected Rulemakings—Continued 
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Completed Actions—Continued 


enda 











GENERAL SERVICES ADMINISTRATION (GSA) 


Legal : 10 USC 133; 40 USC 
481(a); 40 USC 486(c); 42 USC 2473(c); EO 


12352 


CFR Citation: 32 CFR 1 to 39; 41 CFR 1; 
41 CFR 18; 48 CFR 1 to 53 

Abstract: The Federal Acquisition 
Regulation will provide a single uniform 
Government-wide regulation to replace 
the Federal Procurement Regulations, 
the Defense Acquisition Regulation, and 
NASA it regulations. The 
consolidated regulation will streamline 
and improve coverage and will 
decrease the total number of pages of 
the superseded regulations by 
approximately 46 percent. 


09/30/83 
04/01/84 


FR Cite 





availability of portions of the Federal 
Acquisition Regulation for review have 
been issued on an ongoing basis as 
sections were completed. Comments 
from the public and other agencies have 
been duly incorporated into the final 
product. 


Government Levels Affected: Federal 


Contact: John R. Van Pelt, 
Executive Assistant, General Services 
Administration, Office of Acquisition 
Policy (V), Washington, DC 20405, 202 
566-1178 


RIN: 3090-AA96 


OFFICE OF THE COMPTROLLER 


2. REVISION OF U.S. GOVERNMENT 
BILL OF LADING STANDARD FORMS 


Legal Authority: 40 USC 486(c); 31 USC 
3726 


CFR Citation: 41 CFR 101-41 


Abstract: This amendment prescribes 
the use of revised SF 1103, U.S. 
Government Bill of Lading (GBL); SF 
1109, U.S. GBL Continuation Sheet, and 
SF 1131, U.S. Government Transit Bill of 
Lading. These revisions will make these 
transportation documents more efficient 
and more responsive to data 
information systems. To accomplish the 
provisions of this directive, there will 
be an outlay of resources by GSA to 
print the forms but this expenditure will 
be offset by income derived from 
purchases of these forms by other 
Federal agencies. The amendment will 
have no impact on the public. 


Timetable: 
Action Date FR Cite 


NPRM 08/24/81 46 FR 42686 
NPRM Comment 08/24/81 46 FR 42686 
Period Begin 
NPRM Comment 10/08/81 
Period End 








Current and Projected Rulemakings 


Action 
Final Action 


Smaii Entity: No 
Agency Contact: Louis Rosengarten, 


Date 
03/31/84 


FR Cite 





.General Services Administration, 


Regulations and Procedures Section 
(BWCPR), Washington, DC 20405, 202 
786-3012 


RIN: 3090-AA04 


3. DEPARTMENT OF DEFENSE 
RESERVIST/RETIREE MILITARY 
EMERGENCY TRAVEL WARRANT 


Legal Authority: 31 USC 3726; 40 USC 
486(c) 


CFR Citation: 41 CFR 101-41 


Abstract: This regulation provides for 
the procurement of passenger 
transportation services and billing and 
payment for such services in connection 
with the DOD Reservist/Retiree 
Military Emergency Travel Warrant 
system. During periods of national 
emergency, the DOD will use travel 
warrants as an exception to U.S. 
Government Transportation Requests 
(GTR) to obtain transportation for 
selected military reservists and retirees 
who are ordered to active duty with the 
armed forces of the United States. The 
travel warrant will be included in a 
DOD Mobilization Order which will be 
sent to the member’s home by Western 
Union Mailgram. Use of this system will 
simplify and expedite the procurement 
of transportation for the military 
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CFR Citation: 41 CFR 101-41 


Abstract: This tion revises 
procedures for co carrier refunds 
of unused tickets. It provides for 
carriers to refund to the Government 
the value of expired unused tickets for 


02/02/82 47 FR 4707 


47 FR 4707 


Extension of 03/16/82 47 FR 11296 
Comment 


Legal Authority: 31 USC 3726; 40 USC 
486(c) 


CFR Citation: 41 CFR 101-41 


Abstract: This rule revises the U.S. 


Government Transportation Request, SF 
1169, to incorporate a reference to 41 


* CFR 101-41 as part of the contract of 


carriage. This change will avoid 
potential legal problems in connection 
with the use of the GTR. 


(BWCPR), Washington, DC 20405, 202 
786-3014 


RIN: 3090-AB11 


TOTALLY UNUSED TICKETS 


Legal Authority: 31 USC 3701 to 3711; 
31 USC 3726; 40 USC 486(c) 


CFR Citation: 41 CFR 101-41 
Abstract: This rule will enable 


It will further improve the efficiency of 
Government-wide efforts to collect 
debts owed the U.S. as prescribed by 
applicable Federal regulations. 


Timetabie: 
Action Date 


NPRM 05/24/83 
NPRM Comment 05/24/83 
Period Begin 

Extension of 

Comment Period 
(end 08/11/83) 
NPRM Comment 07/25/83 
Period End 
Final Action 


07/12/83 48 FR 31890 


11/00/83 


Contact: E 
Chief, General Services Administra 


8. @CANCEL STANDARD FORM 1131, 
U.S. GOVERNMENT TRANSIT BILL OF 
LADING 


Legal Authority: 31 USC 952; 31 USC 
3726; 31 USC 486(c) ° 
CFR Citation: 41 CFR 101-41 


Abstract: This rule proposes to amend 
the Federal Property Management 


regular 

1103. Removal of this form from the 
Standard forms inventory is a cost 
effective action. 
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es 
SF 1103-A's to be positioned following 
the SF 1103-B. The purpose of this 
change is to provide a clearer copy for 
those agencies that transfer this 
eee, Orso 


Legal Authority: 31 USC 952: 31 USC 
3726, 40 USC 486(c) 


CFR Citation: 41 CFR 101-41 
Abstract; This rule requires Federal 


for improved accountability procedures 
and the establishment of potential 
liability shoud! travelers and 
accountable persons be negligent in the 
handling of accountable documents. 
Timetabie: 
Action 
Final Action 


Small Entity: No 

Agency Contact: John W. Sandfort, 
Chief, General Services Administration, 
Regulations, Procedures, and Claims 
Branch (BWCP), Washington, DC 20405, 
202 786-3014 


RIN: 3090-AB16 


Date 
10/00/83 


FEDERAL PROPERTY RESOURCES 
SERVICE 

11. CONVEYANCE FOR HISTORIC 
MONUMENT PURPOSES 


Legal Authority: 40 USC 486(c) 

CFR Citation: 41 CFR 101-47.308-3(a)(3); 
41 CFR 101-47.308-2(e) 

Abstract: These regulations are being 
amended to prevent the possibility of 
windfall profits to the grantee, 
sublessor, or developer when surplus 
real property is conveyed for historic 
monument purposes with revenue 
producing activities. 

Timetable: 
Action 

Final Action 
Small Entity: No 
Agency Contact: James H. Pitts, 
Director, General Services 
Administration, Special Programs 
Division (DRP), Washington, DC 20405, 
202 535-7067 

RIN: 3090-AA35 


Date 
12/00/83 


FR Cite 


12. NATIONAL DEFENSE STOCKPILE 
DISPOSAL REGULATIONS 


Legal Authority: 50 USC Sec 98 et seq 
Strat. & Crit. Materials Stock Piling Act; EO 
12155 

CFR Citation: 41 CFR 101-14.4 


Abstract: These regulations indicate the 
procedures for disposing of strategic 
and critical materials that are excess to 
National Defense Stockpile needs and 
have been authorized for disposal by 
Congress, pursuant to the Stock Piling 
Act of 1979 50 USC 98 et seq. 


Current and Projected Rulemakings 


Timetable: 
Action 

Final Action 
Small Entity: No 


Public Compliance Cost: initial Cost: $0; 
ee 
Dollar Estimates: 1983 


Government Levels Affected: Federal 


Contact: Kent N. Knowles, 
Assistant Commissioner, General 
Services Administration, Office of 
Stockpile Transactions (DS), 
Washington, DC 20405, 202 535-7132 


RIN: 3090-AA40 


Date 
06/00/84 


13. @DELEGATION OF MINERAL 
RIGHTS DISPOSAL AUTHORITY 


Legal Authority: 40 USC 486(c) 
CFR Citation: 41 CFR 101-47.603 


Abstract: The regulations are being 
amended in order to delegate authority 
to the Department of the Interior (DOI) 
to dispose of (a) mineral rights 
associated with Federal real property 
and (b) mineral rights reserved by the 
Government on formerly owned Federal 
real property. By utilizing DOI’s 
expertise and experience in this area, 
the Government eliminates expensive 
and time-consuming instances of 
duplication of effort and financial 
resources. 


Timetabie: 
Action 
Final Action 


Small Entity: No 

Agency Contact: James Kearns, Deputy 
Director, General Services 
Administration, Technical Services & 
Surveys Division (DRT), Washington, 
DC 20405, 202 535-7074 


RIN: 3090-AA46 


Date FR Cite 


12/00/83 


14. PUBLIC BENEFIT DISPOSALS 


Legal Authority: 40 USC 486(c) 


CFR Citation: 41 CFR 101-47.308-4; 41 
CFR 101-47.308-7 


Abstract: Current regulations describing 
the procedures for the disposal of 
surplus real property for educational or 
public health purposes contain 
references to the former Department of 
Health, Education, and Welfare (HEW). 
The elimination of HEW and the 
concurrent reorganization which 
created the Department of Education 
and the Department of Health and 
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Timetable: 

Action Date 
Final Action 12/00/83 
Small Entity: No 


CFR Citation: 41 CFR 101-47.203-5(b) 
Abstract: In the past, screening of 


as screening with local public bodies 
for such uses and subsequent to the 
screening of property at the excess 


stage for direct use by Federal agencies. 


Addition of section 101-47.203-5(b) will 
provide for concurrent screening of 
properties for direct use by Federal 
agencies and for public benefit uses 
sponsored by Federal agencies. This 
change will expedite the disposal 
process by eliminating screening in 
cases where no potential for public 
benefit use is indicated by sponsoring 
Federal agencies. 


12/00/83 


Director, General Services 
Administration, Special Programs 
Division, Washington, DC 20405, 


CFR Citation: 41 CFR 101-47.203-7 


Abstract: This amendment deletes the 
requirement for obtaining OMB 
approval in transfers of excess real 


.Final Action 


property among Federal agencies when 
the transferee agency is providing 100% 
reimbursement of the fair market value 
for the requested property. 

Timetable: 


12/00/83 


Smaili Entity: No 

Agenoy Contact: James Hl. Pitts, 
Director, General Services 
Administration, Special Programs 
Division, Washington, DC 20405, 202 
535-7067 


RIN: 3090-AA78 


17. RESPONSIBILITY FOR FUNDING 
CARE, HANDLING, PROTECTION, 
MAINTENANCE AND REPAIR COSTS 
OF EXCESS AND SURPLUS REAL 
PROPERTY 


Legal Authority: 40 USC 486(c) 
CFR Citation: 41 CFR 101-47.402-2(b) 


Abstract: The regulation will reflect 
current General Services 
Administration policy requiring a 
written agreement between the disposal 
See 
real property in cases where the 

disposal agency will be required to 
fund care, handling, protection, 
maintenance and repair costs. The 
written agreement provides a basis for 
budget requests. 
Timetable: 
Action 

Final Action 
Smaii Entity: No 
Agency Contact: James H. Pitts, 
Director, General Services 
Administration, Special Programs 
Division (DRP), Washington, DC 20405, 
202 535-7067 

RIN: 3090-AA81 


Date 
12/00/83 


18. @NEGOTIATED SALES TO PUBLIC 
AGENCIES 


Legal Authority: 40 USC 486(c) 
CFR Citation: 41 CFR 101-47.304-9 


Abstract: In order to eliminate the 
possibility of windfall profits and 
establish uniformity of the terms and 
conditions in all such negotiated sales 
of real property, GSA proposes to 
include a requirement for an excess 
profits clause in all negotiated sales to 
public bodies. The excess profits clause 


Current and Projected Rulemakings 


will run with the land for a period of 


Legal Authority: 40 USC 486(c) 

CFR Citation: 41 CFR 101-44.000; 41 CFR 
101-44.001; 41 CFR 101-44.105; 41 CFR 101- 
44.106; 41 CFR 101-44.108; 41 CFR 101- 
44.112; 41 CFR 101-44.118; 41 CFR 101- 
44.120; 41 CFR 101-44.200; 41 CFR 101- 
44.204; 41 CFR 101-44.205; 41 CFR 101- 
44.207; 41 CFR 101-44.208; 41 CFR 101- 
44.4701; 41 CFR 101-44.4901-123; ... 


donation program. Jt would: (1) 
prescribe new and revised definitions; 
(2) implement Title IX of the Education 
Amendments of 1972; (3) change 
procedures for donating aircraft, drugs, 
biologicals, and reagents; (4) clarify 
cannibalization procedures; (5) add 
additional terms to the State agency 
distribution documents; (6) clarify that 
conditional title, not unrestricted title, 
passes to a donee at the time it takes 
possession of the property; (7) prohibit 
reimbursement to State agencies for 
certain sales expenses; (8) change 
reporting requirements; (9) establish an 
informal appeals and (10) 


to comply with the provisions of Title 
IX of the Education Amendments of 
1972, section 502{a) of Public Law 94- 
241, and the Congressional 

Elimination Act of 1980 (Public Law 96- 
470). Its intent is to increase the 
efficiency and effectiveness of the 
donation program. There should be no 
significant costs to the public as a 
result of this regulatory action. It has 
been determined that potential benefits 
to (cont) 
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been determined that potential benefits 
to society from this rule will outweigh 


Timetable: 
Action 
Final Action 


Date 
00/00/00 


Small Entity: No 

Agency Contact: ame w. iene. 
Director, General Servi 

Administration, Donation | Division 
(FMD), Washington, DC 20406, 703 557- 
1234 


RIN: 3090-AA25 


22. RECOVERY OF PRECIOUS 
METALS 


Legal Authority: 40 USC 486(c) 

CFR Citation: 41 CFR 101-42.3, (Revision); 
41 CFR 101-45 

Abstract: This revision clarifies agency 
responsibilities in the Government-wide 
precious metals recovery program; 
provides further guidelines on the 
recovery of silver by agencies 
regardless of the amount of precious 
metals bearing material generated; and 
expands the options for civil agencies 
participation in the Department of 
Defense Precious Metals Recovery 
Program. This revision also clarifies 
reporting requirements and information 
to be provided to the General Services 
Administration (GSA) on Standard 
Form 291, Report of Activities 
Generating Precious Metals. These 
changes result from the 
recommendations made by the General 
Accounting Office and the GSA 
Inspector General. 


Timetable: 
Action 

Final Action 
Small Entity: No 


Agency Contact: John Hansley, 
Property Marketing Specialist, General 
Services Administration, Office of 
Federal Supply and Services, Sales 
Division (FMS), Washington, DC 20406, 
703 557-0614 


RIN: 3090-AA26 


Date 
02/28/84 


FR Cite 


23. APPEARANCE RECONDITIONING 
OF CIVIL AGENCY VEHICLES, PRIOR 
TO SALE 


Legal Authority: 40 USC 481 (201(c)) 
CFR Citation: 41 CFR 101-46.4 
Abstract: GSA obtains increased 
proceeds from the sale of selected 
vehicles from the Interagency Motor 
Pool by reconditioning their appearance 
prior to sale. This proposed amendment 


Current and Projected Rulemakings 


will require civil agencies to 
appearance-recondition selected 
vehicles prior to reporting them to GSA 
for sales action. Increased proceeds 
should accrue from the sais of those 
vehicles receiving this cosmetic 
reconditioning. 
Timetable: 
Action 
Final Action 
Smail Entity: No 
Contact: Milton L. Herman, 
Chief of Sales Management, General 
Services Administration, Office of 
Federal Supply and Services, Sales 


Division (FMS), Washington, DC 20406, 
703 557-0614 


RIN: 3090-AA27 


Date 
11/30/83 


24. ABANDONMENT OR 
DESTRUCTION OF SURPLUS 
PROPERTY 


Legal Authority: 40 USC 483(h) 
CFR Citation: 41 CFR 101-45.5, (Revision) 
Abstract: This revision clarifies 


procedures for agencies’ use in the 
abandonment and destruction of 


property. 
Timetable: 
Action 
Final Action 


Small Entity: No 

Agency Contact: John Hansley, 
Property Marketing Specialist, General 
Services Administration, Office of 
Federal Supply and Services, Sales 
Division (FMS), Washington, DC 20406, 
703 557-0614 


RIN: 3090-AA28 


01/31/84 


25. ACQUISITION AND USE OF 
EXCESS PERSONAL PROPERTY 
Legal Authority: 40 USC 486(c) 
CFR Citation: 41 CFR 101-43 


Abstract: A number of miscellaneous 
changes will be made to clarify 
procedures for the acquisition and use 
of excess personal property by federal 
agencies and other authorized 
recipients. 
Timetable: 
Action 

Final Action 
Small Entity: No 


12/01/83 
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CFR Citation: 41 CFR 101-43.315 
Abstract: This final rule will rescind 
the authority of agencies to transfer 
excess office furniture and office 
machines without prior approval by 
GSA. Informal comments by affected 
agencies were solicited and responded 


to. 

Timetable: 

Action Date 
Final Action 12/01/83 
Small Entity: No 


Agency Contact: Mr. Stanley M. Duda, 
Director, General Services 
Administration, Utilization Division 
(FMU), Washington, DC 20406, 703 557- 
0807 


RIN: 3090-AA33 


27. TRANSPORATION AND TRAFFIC 
MANAGEMENT 


Legal Authority: 40 USC 486(c) 

CFR Citation: 41 CFR 101-40 

Abstract: The revision to 41 CFR 101-40 
will update policy and procedures that 
apply to the management of 
transportation matters affecting the 
Federal civilian executive agencies. 
Timetable: 

Action Date 


NPRM 04/01/83 
NPRM Comment 04/01/83 
Period Begin 
NPRM Comment 05/01/83 
End 


10/31/83 


Agency Contact: John B. 

Chief, General Services Administration, 

Transportation Regulations Branch 

(FTAR), Office of Federal Supply and 

Services, Washington, DC 20406, 703 
1256 


28. OFPMR TEMPORARY 
REGULATION G - RECONDITIONING 
Legal Authority: 40 USC 491; 40 USC 
486(c) 

CFR Citation: 41 CFR 101-38 
Abstract: This regulation prescri! 


passenger 

light trucks prior to sale. 
Timetable: 

Action 


Review Completed 09/00/83 

Final Action 11/30/83 

Smaii Entity: No 

Agency Contact: Lowell A. Stockdale, 
Chief, General Services Administration, 
Motor Vehicle Regulations Branch, 
Office of Federal Supply and Services, 
Washington, DC 20406, 703 557-1288 
RIN: 3090-AA99 


29. @TRANSPORTATION AND MOTOR 
VEHICLES 


Legal Authority: 40 USC 491; 40 USC 
486(c) 
CFR Citation: 41 CFR 101-38 


Abstract: The revision to 41 CFR 101-38 
updates policy and procedures that 
apply to the management of the Federal 
Motor Vehicle Fleet affecting the 
Federal executive agencies and 
incorporates certain paragraphs from 
101-25, 101-26, and 101-39 that apply to 
the Federal fleet. 


Timetabie: 

Action Date 

Review Completed 09/00/83 

Final Action 11/00/83 

Smaii Entity: No 

Agency Contact: Lowell A. Stockdale, 
Chief, General Services Administration, 
Motor Vehicle Regulations Branch, 


Office of Federal Supply and Services, 
Washington, DC 20406, 703 557-1288 


RIN: 3090-AB0O 


30. @FPMR TEMPORARY 
REGULATION E- USE OF GASOHOL IN 
FEDERAL MOTOR VEHICLES 


Legal Authority: 40 USC 491; 40 USC 
486(c) 


CFR Citation: 41 CFR 101-38 


Abstract: This regulation establishes 
policy and procedures governing the 


use of unleaded gasoline to gasohol. 
Timetable: 
Action Date 


Review Completed09/01/83 

Final Action 12/00/83 

Smaii Entity: No 

Agency Contact: Lowell A. Stockdale, 
Motor Vehicle Regulations Branch, 
Office of Federal Supply and Services, 
Washington, DC 20406, 703 557-1288 
RIN: 3090-AB01 


31. @USE OF CARRIER 
CONTRACTORS FOR 
SMALL PACKAGE TRANSPORTATION 
FEDERAL PROPERTY MANAGEMENT 
REGULATION (41 CFR 101-40) 
TEMPORARY REGULATION A- 

Legal Authority: 40 USC 486(c) 

CFR Citation: 41 CFR 101-40 

Abstract: This regulation prescribes 
policies and procedures for contracted 
overnight express small package 
transportation for Federal executive 
agencies from five major cities to 24 
destinations at reduced rates over 
existing commerical tariff rates. 
Timetable: 
Action 
Final Action 


Smaii Entity: No 

Additional information: This regulation 

expires 09/30/84. 

Agency Contact: John B. 

Chief, General Services Administration, 
rtation Regulations Branch 

(FTAR), Office of Federal Supply and 

Services, Washington, DC 20406, 783 

557-1256 

RIN: 3090-AB17 


10/00/83 


32. @PROMOTIONAL MATERIALS, 
TRADING STAMPS OR BONUS 
GOODS 


Legal Authority: 40 USC 486(c) 

CFR Citation: 41 CFR 101-25 

Abstract: This regulation incorporates 
and codifies existing policies regarding 
the disposition of promotional materials 
(e.g., bonus flights, reduced-fare 
coupons, cash, merchandise, gifts, etc.) 





received by Federal employees in 
connection with official travel and 
based on the purchase of a ticket or 
other service (e.g., car rental). 


Date 
10/00/83 


Legal = 40 USC 486(c); 5 USC 
5707; EO 12609 

CFR Citation: 41 CFR 101-7 

Abstract: Supplement 8 to the FTR will 


10/00/83 


Travel Regulations Branch (FTAV), 
Office of Federal Supply and Services, 
Washington, DC 20406, 703 557-1253 
RIN: 3090-AB19 


34. @SUPPLEMENT 9 TO THE 
FEDERAL TRAVEL REGULATIONS 
(FTR) 


: 40 USC 486(c); 5 USC 


Legal 
5707; EO 12609 
CFR Citation: 41 CFR 101-7 


Abstract: Supplement 9 to the FTR will 
incorporate the provisions of OMB 
Bulletin No. 82-11, dated April 19, 1982, 
entitled “Strengthening Travel 
Authorization Policies and Procedures 
to Eliminate Wasteful Spending on 
Travel” and add procedures for control 
of unusued pa passenger transportation 
tickets and services, denied 
compensation and disposition of bonus 
— received by travelers on official 
travel. 


Timetable: 
Action 

Final Action 
Small Entity: No 


Agency Contact: Audrey Rish, Chief, 
General Services Administration, 
Travel Regulations Branch (FTAV), 
Office of Federal Supply and Services, 
Washington, DC 20406, 703 557-1253 


RIN: 3090-AB20 


Date 
11/00/83 


FR Cite 


OFFICE OF INFORMATION 
RESOURCES MANAGEMENT 


35. PROCUREMENT AND 
CONTRACTING FOR 
TELECOMMUNICATIONS—PROJECT 
79.50A 


Legal Authority: 40 USC 486(c) 
CFR Citation: 41 CFR 1-4.13 


Abstract: This FPR amendment adds 
telecommunications procurement and 
contracting policies and procedures to 
the FPR. The directive will replace FPR 
Temporary Regulation 51 and Federal 
Property Management Regulation 
(FPMR) Subpart 101-37.4. 

Timetable: 


Action Date FR Cite 
a 


Next Action Undetermined 

Smaii Entity: No 

Additional information: Changes in the 
Telecommunications marketplace due 
to FCC Computer II and AT&T 
divestiture activity have delayed this 
project. The government contracting 
policy of competition where available 
and to the maximum extent practicable 
is contained in FPR Temporary 
Regulation 51. Therefore, no date is 
shown in the timetable. 


Agency Contact: John F. Stewart, 
Supervisory Communications Specialist, 
General Services Administration, Policy 
Branch (KMPP), Office of Information 
Resources Management, Washington, 
DC 20405, 202 566-0194 


RIN: 3090-AA14 





36. CONSOLIDATE ADP AND 
TELECOMMUNICATIONS 
REGULATIONS INTO A SINGLE 
REGULATION 


Legal Authority: 40 USC 486(c) 
CFR Citation: 48 CFR 1; 48 CFR 39; 41 
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Current and Projected Rulemakings 


CFR 1-4.11; 41 CFR 1-4.12: 41 CFR 101-35; 
41 CFR 101-36; 41 CFR 101-37 


Abstract: This project will merge FPR 
and FPMR (41 CFR 1 and 101) 
provisions relating to ADP and 
telecommunications into a single 
Federal Information Resources 
Management Regulation. A proposal to 
establish this new proposed single 
regulation is bejng formulated. A draft 
of the regulation was prepared and 
distributed as Part 39 of the Federal 
Acquisition Regulation (48 CFR 39). The 
proposal anticipates the establishment 
of the regulation as a new chapter in 41 
CFR. 


Timetable: 


Action Date FR Cite 


Next Action Undetermined 

Small Entity? No 

Additional information: An exposure 
draft of the single regulation was 
distributed to agency contact points 
who regularly participate in GSA OIRM 
regulatory development projects. The 
draft is primarily a reformatting of 
existing regulations. 

Agency Contact: Roger W. Walker, 
Chief, General Services Administration, 
Policy Branch (KMPP), Office of 
Information Resources Management, 
Washington, DC 20405, 202 566-0194 


RIN: 3090-AA15 


37. EXEMPTION OF ADP 
PROCUREMENT AUTHORITY BASED 
ON THE DEFENSE AUTHORIZATION 
ACT OF 1982 - PROJECT 82.23T 


Legal Authority: 40 USC 486(c) 


CFR Citation: 41 CFR 1-4.11; 41 CFR 1- 
4.12 


Abstract: This directive will address 
Department of Defense exemptions to 
GSA Government-wide ADP 
regulations. 

Timetable: 


Action 





Date 


Next Action Undetermined 
Small Entity: No 


Agency Contact: Roger W. Walker, 
Chief, General Services Administration, 
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CFR Citation: 41 CFR 1-4; 41 CFR 101-35; 
41 CFR 101-36 

Abstract: This project will update and 
revise ADP reutilization management 
procedures. The intent is to reduce 
obsolescent ADP equipment in the 
Government inventory and reduce 
paperwork through interagency sharing 
and reutilization. Exchange/sale 
procedure for contracting activities will 
be added. Amendments to both the FPR 
and FPMR will be published. 


Office of Information Resources 
Management, Washington, DC 20405, 


CFR Citation: 41 CFR 101-11.9; 41 CFR 
101-35.2; 41 CFR 1-4.11; 41 CFR 101-36.5 


Abstract: Projects 82.36T/83.25T - This 
reoriented project involves both FPR 
and FPMR temporary regulations. The 
FPR issuance will update the ADPE 
definition, clarify ADPE schedule use, 
revise blanket procurement authority 
thresholds, and simplify acquisition of 
end user computing equipment. The 
FPMR issuance will establish the 
ADPE/DS to replace the ADP/MIS and 
modify 41 CFR 101-35.2 to replace 41 
CFR 101-11.9 in regard to word 
processing provisions in requirements 


analysis, record management 
responsibilities, and analysis and 
evaluation of acquisition alternatives. 
Timetable: 
Action 

Final Action 
Smaii Entity: No 
Additional information: In addition to 
the planned FPR and FPMR temporary 
regulations, a dual issuance FPMR 
bulletin (B-129 and F-153) was issued 
June 13, 1983 describing GSA activities 
relating to the management of small 
computers. i 

Agency Contact: David R. 
Mullins/Phillip R. Patton, Procurement 
Analysts, General Services 
Administration, Policy Branch (KMPP), 
Office of Information Resources 
Management, Washington, DC 20405, 
202 566-0194 


Date 
10/00/83 


CFR Citation: 41 CFR 101-36.13 


Abstract: As Federal Information 
Processing Standards (FIPS) and 
Federal Standards (FED-STD) for 
telecommunications are adopted, GSA 
reviews and implements new and 
revised standards for use by agencies 
in the management, acquisition and use 
of information resources. From time to 
time amendments to the FPMR are 
issued to accomplish this action. This 
project implements FED-STD 1062, 
Facsimile apparatus, FED-STD 1063, 
Procedures for document facsimile 
transmission, and FIPS PUB 86, 
Information Exchange. The second 
project implements FED-STD 1027, Data 
encryption and FIPS PUB 95, Federal 
codes. 


Timetable: 
Action Date 


Second Project 03/01/83 
Proposal for 
comment 


04/01/83 


agency 
comment 


Final Action 
Smaii Entity: No 


10/00/83 


CFR Citation: 41 CFR 101-36.13 
Abstract: This procject implements the 
following Federal Standards for agency 
use: Joint FIPS PUB 100/FED-STD 1041 
Interface between data terminal 
equipment (DTE) and data circuit- 
terminating equipment (DCE) for 
operation with packet-switched data 
communication networks; FIPS PUB 97 
Operational specifications for fixed 
block rotating mass storage su 

and FIPS PUB 98 Message format for 
computer based message systems. 


Timetable: 


Action 
Proposal for : 
agency review 
Small Entity: No 
Agency Contact: Phillip R. Patton, 
Procurement Analyst, General Services 
Administration, Policy Branch (KMPP), 
Office of Information Resources 
Management, Washington, DC 20405, 
202 566-0194 


Date 
10/00/83 


RIN: 3090-AB07 


42. @REVISION OF MANAGEMENT 


CFR Citation: 41 CFR 101-37 

Abstract: This project revises FPR and 
FPMR provisions relating to Federal 
telecommunications management and 
acquisition based upon regulatory 
bodies, the Department of Justice, and 
the Judicial Branch in regard to the 
Federal Communications Commission 
Computer II inquiry and the divestitute 
of AT&T. 
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CFR Citation: 41 CFR 1-4.13 (Temp Regu- 
lation 51, Supp. 2); 41 CFR 101-37 


April 12, 1983 to enable American 
Telephone and Telegraph Company 
components to provide customer 
premises equipment to Government 
agencies when necessary to meet 


certain critical communications 
requirements. 


Timetabie: 

Action 

Final Action _ 10/00/83 
Small Entity: No 


Legal Authority: 40 USC 486(c) 

CFR Citation: 41 CFR 101-11.302 
Abstract: This project provides a new 
section in Subpart 101-11.3- 
Organization Maintenance and Use of 
Current Records. It sets forth copy 
management responsibilities of GSA 
and the other Federal agencies. 


Timetabie: 
Action 

Final Action 
Smail Entity: No 
Agency Contact: Sandra S. Lambert, 
Program Analyst, General Services 
Administration, Policy Branch (KMPP), 
Office of Information Resources Mgmt., 
Washington, DC 20405, 202 566-0194 


Date 
10/00/83 


FR Cite 


INFORMATION SYSTEM (C/MIS) - 
PROJECT 83.35T 


Legal Authority: 40 USC 486(c) 

CFR Citation: 41 CFR 101-37.2 
Abstract: This project abolishes the 
C/MIS and its agency reporting 
requirement as a central management 
data telecommunications inventory 
system. 


Timetable: 
Action 

Final Action 
Small Entity: No 


Agency Contact: John F. Stewart, 
Supervisory Communications Spec., 
General Services Administration, Policy 
Branch (KMPP), Office of information 
Resources Management, Washington, 
DC 20405, 202 566-0194 


RIN: 3090-AB23 


Date 
10/00/83 


FR Cite 


NATIONAL ARCHIVES AND RECORDS 
SERVICE 


46. DECLASSIFICATION AND PUBLIC 
ACCESS TO NATIONAL SECURITY 
INFORMATION 


Legal Authority: 40 USC 486(c) 
CFR Citation: 41 CFR 101-11.3a 


Abstract: This rule will revise the 
procedures for the declassification of 
and public access to national security 
information in the legal custody or 
under the declassification jurisdiction of 
the National Archives and Records 
Service (NARS). This revision is 
required by the signing of Executive 
Order 12356 of April 2, 1982 (National 
Security Information) and the issuance 
of the Information Security Oversight 
Directive Number 1 of June 22, 1982. 
This rule will affect the process for the 
mandatory declassification review of 
classified records by NARS. 


Current and Projected Rulemakings 


Timetable: 
Action Date FR Cite 


NPRM 03/01/83 “48 FR 8498 
NPRM Comment 03/01/83 

Period Begin 
NPRM Comment 03/31/83 

Period End 
Final Action 
Final Action 

Effective 
Small Entity: No 
Agency Contact: Adrienne C. Thomas, 
Director, General Services 
Administration, Program Analysis and 
Improvement Division, (NAA), 
Washington, DC 20408, 202 523-3214 
RIN: 3090-AA61 


10/00/83 
10/00/83 


47. FEDERAL ADVISORY COMMITTEE 
MANAGEMENT 


Legal Authority: 40 USC 486(c); 5 USC 
App | 


CFR Citation: 41 CFR 101-6.10; 41 CFR 
101-11.12 

Abstract: This regulation provides 
administrative and interpretive 
guidelines and management controls for 
Federal agencies concerning the 
implementation of the Federal Advisory 
Committee Act (FACA), as amended. It 
fulfills GSA’s responsibilities under 
FACA and Executive Order 12024 and 
replaces OMB Circular A-63. 


Timetable: 
Action Date FR Cite 
ANPRM 11/22/79 44 FR 66852 


Previous NPRM 08/21/80 45 FR 55769 
Interim Final Rule 04/28/83 48 FR 19324 
Next Action Undetermined 

Small Entity: No 

Agency Contact: Adrienne C. Thomas, 
Director, General Services 
Administration, Program Analysis and 
Improvement Division, (NAA), 
Washington, DC 20408, 202 523-3214 


RIN: 3090-AA62 





48. PUBLIC ACCESS TO NATIONAL 
SECURITY INFORMATION , 


Legal Authority: 40 USC 486(c) 
CFR Citation: 41 CFR 105-61.104 


Abstract: This rule will revise 
procedures for public access to national 
security information in the legal 
custody of NARS. This revision is 
required by the signing of Executive 
Order 12365 of April 2, 1982 (National 
Security Information) and the issuance 
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02/10/83 48 FR 6139 
NPRM Comment 02/10/83 
Period Begin 
NPRM Comment 03/14/63 
Period End 
Final Action 


Small Entity: No 
Agency Contact: Adrienne C. Thomas, 


Director, General Services 
Rien bate hints ond 
ImprovementDivision, (NAA), 


10/00/83 


CFR Citation: 41 CFR 105-61.52 


Abstract: This rule will revise the fees 
charged for reproduction services 
established by the National Archives 
and Records Service. 


10/00/83 


Final Action 12/00/83 


Smaii Entity: No 

ee 
Director, General Services 

Administration, Program Analysis and 

ImprovementDivision, (NAA), 

Washington, DC 20408, 202 523-8214 


RIN: 3090-AA85 


51. RESEARCH ROOM RULES 


Legal Authority: 40 USC 486(c) 


CFR Citation: 41 CFR 105-61.001; 41 CFR 
105-61.101; 41 CFR 105-61.102 


Abstract: These proposed changes 
impact on the use of microfilm reading 
rooms only, and clarify the legal status 
of records in Federal records centers 


will be responsible for locating the 
designated roll. The use of microfilm 
readers may be restricted to ensure 
equitable availability of equipment. 
Timetable: 
Action Date FR Cite 
NPRM 07/19/83 48 FR 32838 
NPRM Comment 07/19/83 

Period Begin 
NPRM Comment 08/18/83 

Period End 


Final Action 03/00/84 


Legal Authority: 40 USC 486(c) 
CFR Citation: 41 CFR 105-61.53 


Abstract: This rule will update existing 
restrictions on the use of archival 


Current and Projected Rulemakings 


records in the National Archives of the 
United States. 


Timetable: 

Action 

Final Action 

Smaii Entity: No 

Agency Contact: Adrienne C. Thomas, 
Director, General Services 


patie Naeiemadieied 
Improvement Div. (AAA), Washington, 
DC 20408, 202 523-3214 

RIN: 3090-AA98 


Date 
10/31/83 


Legal Authority: 40 USC 486(c) 
CFR Citation: 41 CFR 101-36.12 


Abstract: The Nationa! Archives and 
Records Service is providing procedures 
to agencies on the care and handling of 
flexible disk cartridges used in a 
variety of microcomputers and word 
processors. Agencies need regulatory 
ideues oo tek neeeaee ae 
disks will not destroy information — 
necessary for the administration of the 
agency, Ss ane Ae Se 
authorized bodies, for are S 


Legal Authority: 40 USC 486(c) 

CFR Citation: 41 CFR 101-11.404-1; 41 
CFR 101-11.406-7; 41 CFR 101-11.410-8; 41 
CFR 101-11.502; 41 CFR 101-11.506-1 
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Se ee ereen 

should include the volume of records in 
physical custody of private contractors 
or firms. 


CFR Citation: 41 CFR 101-8 


Abstract: The General Services 
Administration proposes this regulation 
to implement all of the above cited 
Federal laws. These statutes prohibit 
discrimination, in whole or in part, so 
that no person in the United States 
shall on the grounds of race, color, 
national origin, handicap, sex, or age be 
excluded from participation in, be 
denied the benefits of, or be subject to 
discrimination under any program or 
activity receiving Federal assistance 
from the General Services 
Administration. In addition, the 
objectives of the regulation are to 
streamline certain administrative 
procedural requirements by 
consolidating prohibitions of 
discrimination into one regulation and 
to make requirements clear and 
convenient for applicants and recipients 


separate regulations for each of the four 
distinct laws for preventing 
discrimination. 


10/00/83 
10/00/83 


FR Cite 


11/00/83 


02/00/84 
onli Entity: No 
Agency Contact: Thomas E. 
Henderson, EEO Specialist, General 
Services Administration, Office of Civil 
Rights, Washington, DC 20405, 202 566- 
1368 


RIN: 3090-AA00 
POLICY AND MANAGEMENT 


57. @GSA FREEDOM OF 
INFORMATION ACT REGULATION 


Legal Authority: 40 USC 486(c) 

CFR Citation: 41 CFR 105-60.3; 41 CFR 
105-60.303; 41 CFR 105-60.305-6; 41 CFR 
105-60.305-8; 41 CFR 105-60.402-1; 41 CFR 
105-60.403; 41 CFR 105-60.404; 41 CFR 105- 
60.601-1 


Abstract: The regulations are being 
revised to reflect the transfer of 
responsibility within GSA for 
administering the Freedom of 


Current and Projected Rulemakings 


Information Act. Also included is the 
current fee schedule and the 
Administrator has been added to the 
list of persons authorized to accept 
subpoenas. 


Timetable: 
Action 


NPRM 
NPRM Comment 
Period Begin 
NPRM Comment 
Period End 
Final Action 
Small Entity: No 
Agency Contact: William Hiebert, 
Chief, General Services Administration, 
Records and Forms Management 
Branch, Washington, DC 20405, 535- 
7644 


RIN: 3090-AB10 


07/12/83 48 FR 31890 
07/12/83 


08/11/83 


10/30/83 


PUBLIC BUILDINGS SERVICE 


58. UNIFORM FEDERAL 
ACCESSIBILITY STANDARD 

Priority: Task Force 

Legal Authority: 42 USC 4151 et seq 
CFR Citation: 41 CFR 101-19 

Abstract: This proposed rule will 
consolidate four differing handicapped 
accessibility standards prescribed by 
GSA, HUD, DOD, and USPS into a 
single, government-wide standard. In 
addition, this proposed rule will 
conform accessibility standards to the 
recently issued “Minimum Guidelines 
and Requirements for Accessible 
Design” published by the Architectural 
and Transportation Barriers Compliance 
Board (29 USC 792). 


02/15/83 
02/15/83 


FR Cite 


04/01/83 


00/00/00 


Final Action 
Small Entity: No 
Additional information: This regulation 
has been designated for review by the 
Presidential Task Force on Regulatory 
Relief. 

Four agencies currently responding to 
ATBCB resolution requesting that 
agencies resolve apparent differences 


00/00/00 
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CFR Citation: 41 CFR 103-17 
Abstract: This regulation provides 
revised 


Federal facilities under the custody and 
control of GSA. It supersedes 
provisions in 41 CFR 101-17. The intent 
of the rule is to simplify and streamline 
GSA’s space management regulations. 


Date FR Cite 
Temporary 03/08/83 48 FR 9822 
Extend D-68 12/00/83 


expiration 
Final Action 01/00/85 


Smail Entity: No 

Contact: ° 
— phe ey: Acting 
hdantasdaan, theese 


Management 
Division (PRM), Washington, DC’ 20405, 
202 566-1875 


RIN: 3090-AA67 


Legal Authority: 40 USC 486(c) 
CFR Citation: 41 CFR 101-20 


parking spaces at federally controlled 
facilities. 


Timetable: 
Action 


Temporary 
Extend D-69 


Date FR Cite 
04/15/83 48 FR 16272 


12/00/83 
expiration 

Final Action 

Small Entity: No 


Agency Contact: John Quigley, Acting 
Director, General Services 
Administration, Space Management 
Division (PRM), Washington, DC 20405, 
202 566-1875 


RIN: 3090-AA68 


01/00/85 


61. @WORK SPACE MANAGEMENT 
PLANS (FPMR TEMPORARY 
REGUALTION D-70, SUPP. 1) 
Legal Authority: 40 USC 486(c) 
CFR Citation: 41 CFR 101 


GENERAL SERVICES ADMINISTRATION (GSA) 


Abstract: Defines nonappropriated fund 
property as nonreportable and 
introduces other miscellaneous changes. 


Date 
12/01/83 


FR Cite 


Agency Contact: Emily Karam, 
Director of Regulatory Review, General 
Services Administration, Office of 
Acquisition Policy (V), Washington, DC 
20405, 566-1176 


RIN: 3090-AA45 


63. MANAGEMENT OF BUILDINGS 
AND GROUNDS 


Legal Authority: 40 USC 486(c) 

CFR Citation: 41 CFR 101-20 

Abstract: GSA proposes to amend its 
regulations regarding the standard level 
of protective services provided to 
building occupants to provide a more 
definitive description of these services 


_ Timetable: 


~ Final Action 


minimum work space and related 
furnishings needed for known and 
verified mission requirements, and to 
excess unneeded to the 
maximum extent feasible. In addition, 
this supplement promulgates additions 
and changes to data elements of the 
world-wide inventory, establishes 
quarterly reporting of changes to the 
world-wide inventory (Part 101-3), and 
—— new procedures for identifying 

and reporting excess automated data 
processing and telecommunications 
equipment. 


Action Date FR Cite 

FPMR Temporary 07/01/83 48 FR 30592 
Regulation D-70 

10/00/83 

Small Entity: No 

Agency Contact: Arthur O. Barton, 

Assistant Deputy Commissioner, 

General Services Administration, Office 

of Real Estate (PZD), Washington, DC 

20405, 202 535-8120 


RIN: 3090-AB24 


Existing Regulations Under Review 


in keeping with current program 
emphases. 
Timetable: 
Action 

End Review 
Smaii Entity: No 
Agency Contact: Emily Karam, 
Director of Regulatory Review, General 
Services Administration, Office of 
Acquisition Policy (V), Washington, DC 
20405, 202 566-1176 


RIN: 3090-AA69 


10/00/83 





64. VENDING FACILITY PROGRAM 

FOR BLIND PERSONS 

Legal Authority: PL 93-516 

CFR Citation: 41 CFR 101-20.2 

' Abstract: Update the subpart to reflect 

pads ance chan berry 
provisions granted licensed blind 


vendors in GSA-contrlled buildings by 
the Randolph-Sheppard Act 
Amendments of 1974 (Pub. L. 93-516). 


emphasis on assignment of 
vending machines to State licensing 
agencies (SLA), permits, operation of 
cafeterias by blind vendors, and 


ye Policy (V), Washington, DC 
20405, 202 566-1176 


RIN: 3090-AA70 


65. SUPPLY SOURCES AND RELATED 
PROGRAMS 


Legal Authority: 40 USC 486(c) 

CFR Citation: 41 CFR 101-26 
Abstract: Part 101-26 prescribes policies 
and procedures that govern the 
procurement of personal property and 
nonpersonal services by Federal 
agencies from or through GSA supply 
sources. A number of executive 
agencies have indicated that the current 
policies and procedures in this part 
need to be revised to clarify the 


requirements for these types of items. 


Representatives from the major 
executive agencies are currently 
developing a revised draft of this part 
that will be designed to more 
adequately meet their needs. 


Timetabie: 

Action Date 
Interim Final Rule 08/31/83 
End Review 11/30/83 
Smail Entity: No 
Agency Contact: Emily Karam, 
Director of Regulatory Review, General 
Services Administration, Office of 


Acquisition Policy (V), Washington, DC 
20405, 202 566-1176 


Legal Authority: 40 USC 486(c) 


CFR Citation: 41 CFR 101-47.308-3; 41 
CFR 101-47.308-7 


Abstract: The Federal Property 
Management Regulations currently 
provides only for Department of the 
Interior letter notification of pending 
reversions of title. Use of Standard 
Form 118 as the notification medium 


‘will result in a significant savings in 


GSA resources required to screen and 
dispose of the reverted property. 


Timetable: 
Action 

End Review 
Smail Entity: No 


Agency Contact: James H. Pitts, 
Director, General Services 
Administration, Special 

Division (DRP), Washington, DC 20405, 
202 535-7067 


RIN: 3090-AA47 


Date 
12/00/83 


FR Cite 


67. NEGOTIATED SALES FOR PUBLIC 
USE 


Legal Authority: 40 USC 486(c) 
CFR Citation: 41 CFR 101-47.302-1; 41 
CFR 101-47.303-2 

Abstract: In order to dispose of surplus 
Federal real property in the most 
efficient and economical manner, GSA 
is reviewing a possible regulation 
change which would permit the 
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Existing Regulations Under Review 


disposal agency to exercise discretion 
as to whether or not to afford public 
bodies an opportunity to acquire 
surplus real property by negotiated sale 
before offering such property to the 
general public. 


Timetable: 
Action 

Begin Review 
End Review 
Small Entity: No 
Agency Contact: James H. Pitts, 
Director, General Services 
Administration, Special Programs 


Division, Washington, DC 20405, 202 
535-7067 


RIN: 3090-AA79 


02/00/83 
12/00/83 


FR Cite 


68. UTILIZATION AND DISPOSAL OF 
REAL PROPERTY-DELEGATIONS 


Legal Authority: 40 USC 486(c) 

CFR Citation: 41 CFR 101-47.601; 41 CFR 
101-47.602; 41 CFR 101-47.603 

Abstract: This regulation is being 
amended in order to increase the 
thresholds under which the 
Administrator delegates authority for 
utilization and disposal of real property 
from less than $1,000 to $50,000 or less. 
In view of todays inflated property 
values, the $1,000 disposal limitation 
does not delegate any meaningful 
authority as a practical matter. The 
$50,000 limit represents low value 
properties which the agencies could 
dispose of if they felt it was in the best 
economic interest of the Government. 


Timetable: 
Action 

Beain Revi 

End Review 
Small Entity: No 
Agency Contact: James H. Pitts, 
Director, General Services 
Administration, Special Programs 
Division (DRP), Washington, DC 20405, 
202 535-7067 


01/00/83 
12/00/83 


FR Cite 


Legai Authority: 40 USC 486(c) 

CFR Citation: 41 CFR 101-43; 41 CFR 
101-44; 41 CFR 101-45; 41 CFR 101-46; 41 
CFR 101-48; 41 CFR 101-49 
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GSA 


Abstract: Revisions and additions to 
existing rules are proposed to establish 
a separate regulatory section 
concerning the utilization, donation, 
sale, abandonment or destruction of 
hazardous materials. 


to be circulated among Federal agencies 
on an information basis before 
rulemaking consideration. 


Agency Contact: Mr. Stanley M. Duda, 
Director, General Services 
Administration, Utilization Division 
(FMU), Washington, DC 20406, 703 557- 
0807 


RIN: 3090-AA42 


70. NEW PART 101-24-PERSONAL 
PROPERTY MANAGEMENT 


Legal Authority: 40 USC 486(c) 
CFR Citation: 41 CFR 101-24, (New) 


Abstract: Significant savings can be 
achieved by reducing Federal 
expenditures for items of personal 
property. An effective means of 
reducing expenditures for personal 
property is through effective property 
management. This regulation is the 
initial step in establishing a 
Government-wide personal property 
management program. The regulation 
will provide general policy on the 
management of personal property and 
when fully implemented will enable 
agencies to reduce support costs 
through effective property management. 


Date 
10/02/85 


FR Cite 





End Review 
Small Entity: No 


Agency Contact: Robert A. Renner, 
Director, General Services 
Administration, Regulations 
Management Division (FFY), 
Washington, DC 20406, 703 557-7990 


RIN: 3090-AA48 


71. WAIVER FROM USE OF GSA 
SUPPLY SOURCES 


Legal Authority: 40 USC 486(c) 


CFR Citation: 41 CFR 101-26.100-2; 41 
CFR 101-26.102-1(a); 41 CFR 101-26.301(b); 


41 CFR 101-26.401-3; 41 CFR 101-26.501(b}, 
41 CFR 101-26.505-3 


Abstract: The Office of Federal Supply 
and Services (FSS) has submitted 
legislation to Congress to effect “Full 
Cost Pricing” and its companion 
“Industrial Funding.” This legislation 
will permit FSS, for the first time, to 
charge customers for the purchase price 
of commodities and all direct and 
indirect costs associated with providing 
the goods or services. The legislation 
also makes FSS the mandatory source 
of supplies and services for items under 
its control. This proposed FPMR 
Temporary Regulation will establish 
parameters for agencies that consider it 
necessary to obtain a product from a 
non-GSA supply source. A request for 
waiver shall be based on either of two 
criteria: (1) Unforeseen urgency does 
not permit the application of the normal 
GSA supply source processing time or 
(2) a fully suitable product is available 
from a non-contract source at a lower 
total cost to the Government. This 
temporary regulation is intended to 
stimulate competition within the 
Federal community and force FSS to 
maintain price competitiveness, thereby 
achieving overall greater savings to the 
Government. 


Timetable: 
Action 


Begin Review 
Final Action 
Final Action 
Effective 
End Review 


Small Entity: No 

Agency Contact: Richard Jeanneret, 
Director, General Services 
Administration, Office of Federal 
Supply and Services, Office of 
Management, Washington, DC 20406, 
703 557-8644 


RIN: 3090-AA95 


Date FR Cite 
04/00/83 
10/00/84 


10/00/84 


00/00/00 


72. @TRANSPORTATION AND MOTOR 
VEHICLES 


Legal Authority: 40 USC 491; 40 USC 
486(c) 

CFR Citation: 41 CFR 101-39 

Abstract: The revision to 41 CFR 101-39 
updates policy and procedures that 
apply to the operation and management 
of the GSA Interagency Motor Pool 
System. 


Existing Regulations Under Review 


Timetable: 


roa li ced 
End Review 01/00/84 
Final Action 03/30/84 
Smail Entity: No 


Agency Contact: Lowell A. Stockdale, 
Chief, General Services Administration, 
Motor Vehicle Regulations Branch, 
Office of Federal Supply and Services. 
Washington, DC 20406, 703 557-1288 


RIN: 3090-ABO02 


OFFICE OF INFORMATION 
RESOURCES MANAGEMENT 


73. CONTRACTS WITH THE SMALL 


Legal Authority: 40 USC 486(c) 
CFR Citation: 41 CFR 1-4.11 


Abstract: This proposed FPR 
amendment changes sections 1-4.1103-5 
and 1-4.1206-8 regarding contracts with 
the SBA for ADP requirements in 
accordance with Section 8a) of the 
Small Business Act {15 USC 637(a)). 
This change responds to GAO report 
AFMD 82-9, October 16, 1981. 


Timetabie: 


Action 
Next Action Undetermined 

Smaii Entity: Yes 

Additional information: SMALL 
BUSINESSES CONT: OMB has directed 
that the need for this regulation be re- 
examined. If such a need can be 


demonstrated, then the question of who . 
should issue it can be addressed. 


Agency Contact: William R. Loy, 
Procurement Analyst, General Services 
Administration, Policy Branch (KMPP). 
Office of Information Resources 
Management, Washington, DC 20405, 
202 566-0194 


RIN: 3090-AA13 
SER OE FGR S AH 


74. FORMS MANAGEMENT 
RESPONSIBILITIES - PROJECT 82.38P 


Legal Authority: 40 USC 486(c) 
CFR Citation: 41 CFR 101-11 


Abstract: This proposed FPMR 
amendment requires agency actions 
that will contribute to an effective 
forms management program. Effective 
forms management programs can 
substantially reduce costs, minimize 


Date FR Cite 
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difficult to use in the ADP acquisition 
selection process. A project is 
underway to develop guidance and 
criteria for the use of benchmarks. The 
objective is to raise the threshold for 
benchmark use and to develop 
provisions for use in evaluation both 
below and above the new threshold. 





01/01/84 
04/01/84 


FR Cite 


CFR Citation: 41 CFR 101-41 


Smail Entity: No 

Agency Contact: William R. Loy. 
Procurement Analyst, General Services 
Administration, Policy Branch (KMPP), 
Office of Information Resources 
Management, Washington, DC 20405, 
202 566-0194 


RIN: 3090-AASO 


NATIONAL ARCHIVES AND RECORDS 
SERVICE 

76. DISPOSITION OF FEDERAL 
RECORDS 


Legal Authority: 40 USC 486(c) 
CFR Citation: 41 CFR 101-11.4 


Abstract: The National Archives and 
Records Service is undertaking a 
review of its records appraisal and 
disposition policies and procedures. As 
part of this review, existing regulations 
on records disposition (41 CFR 101-11.4) 
will be evaluated for possible changes. 
Further rulemaking actions, such as 
NPRM, are dependent on the result of 
the review. 


Timetable: 
Action 

End Review 
Smaii Entity: No 
Agency Contact: Adrienne C. Thomas, 
Director, General Services 
Administration, Program Analysis and 


Improvement Division, (NAA), 
Washington, DC 20408, 202 523-3214 


RIN: 3090-AA63 


10/00/83 


77. @ADEQUATE AND PROPER 
DOCUMENTATION 


Legal : 44 USC 3101; 44 USC 
2901 to 2909; 40 USC 486(c) 


CFR Citation: 41 CFR 101-11.202 





FR Cite 





Reg G-47 
Correction 
05/17/83, 48 
FR 22149 
Final Action 
Effective 


05/12/83 


Existing Regulations Under Review 


Abstract: The head of each Federal 
agency is required to make and 
preserve records containing adequate 
and proper documentation of the 
organization, functions, policies, 
decisions, procedures, end essential 
transactions of the agency. The 
introduction of modern technology into 
Federal records systems presents 
problems in meeting this requirement 
because of the erasable storage media 
and complex storage formats. The 
Administrator of General Services is 
required to provide guidance and 
standards to agencies and has 
delegated the responsibility to the 
Archivist of the United States. Thus the 
National Archives and Records Service 
is reviewing the regulations regarding 
proper and adequate documentation to 
determine if they are sufficient to insure 
proper retention and retrievability of 
the information until its authorized 
disposition under an approved records 
control schedule. If this review 
determines agencies need different or 
new guidance, consideration is being 
given to providing such information 
through the FPMR Bulletin Structure. 


Timetable: 
Action 

Begin Review 
End Review 
Smaii Entity: No 
Agency Contact: Linda N. Brown, 
Acting Assistant Archivist, General 
Services Administration, Office of 


Federal Records Centers (NC), 
Washington, DC 20408, 202 724-1614 


RIN: 3090-AB03 





Date FR Cite 


06/01/83 
09/30/84 


Completed Actions 


Small Entity: No 
Agency Contact: Betty Brown 202 786- 
3011 


RIN: 3090-AA06 


79. FACSIMILE SIGNATURE ON SF 
1113 


CFR Citation: 41 CFR 101-41 
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03/11/83 48 FR 1031 


COMMERCIAL FORMS AND 
PROCEDURES 


CFR Citation: 41 CFR 101-41 


Date FR Cite 
06/14/83 48 FR 27235 


(CLAIMS) AND PAYMENT OF 
TRANSPORTATION CLAIMS 


CFR Citation: 41 CFR 101-41 


FR Cite 


08/05/83 48 FR 35649 


Small Entity: No 
Agency Contact: Douglas MacEwen 
202 786-3018 


RIN: 3090-AA92 


82. DISPOSAL AUTHORITY 
DELEGATED TO HOLDING AGENCIES 


CFR Citation: 41 CFR 101-47.302-2 





~ Date FR Cite 


03/25/83 48 FR 12526 


Small Entity: No 
Agency Contact: james H. Pitts 202 


83. IDENTIFICATION OF UNNEEDED 
FEDERAL REAL PROPERTY 


CFR Citation: 41 CFR 101-47.8 


Completed: 

Reason Date FR Cite 
Final Action 06/06/83 48 FR 25199 
Small Entity: No 


Agency Contact: B. Michael O’Hara 
202 535-7074 . 


RIN: 3090-AA38 


84. INTERGOVERNMENTAL REVIEW 
OF GSA PROGRAMS 


CFR Citation: 41 CFR 101 
Completed: 
Reason 


Final Action 
Final Action 
Effective 
Small Entity: No 


Agency Contact: Robert L. MacKinnon 
202 535-7215 


RIN: 3090-AA41 


Date FR Cite 


06/24/83 48 FR 29322 
08/30/83 48 FR 29322 


85. DELETION OF COVENANT 
AGAINST CONTINGENCY FEES 


CFR Citation: 41 CFR 101-47.315 
Completed: 

Reason Date FR Cite 
Final Action 06/03/83 48 FR 24879 
Small Entity: No 


Agency Contact: James H. Pitts 202 
535-7067 


RIN: 3090-AA76 


86. GUIDELINES FOR SELLING SMALL 
LOTS OF SURPLUS PERSONAL 
PROPERTY 


CFR Citation: 41 CFR 101-45.304-3 
Compieted: 

Reason Date FR Cite 
Final Action 06/14/83 48 FR 27236 
Smail Entity: No 


Agency Contact: Dona Gamble 703 
557-0814 


RIN: 3090-AA29 


87. THE UTILIZATION, DONATION, 
AND DISPOSAL OF FOREIGN GIFTS 
AND DECORATIONS 


CFR Citation: 41 CFR 101-49 


CFR Citation: 41 CFR 101-48 


Reason 

Temporary 
a , 
Small Entity: No 


Agency Contact: Mr. Stanley M. Duda 
703 557-0807 


RIN: 3090-AA32 


Date FR Cite 
05/04/83 48 FR 20056 


occur. 
Small Entity: No 

Agency Contact: Mr. Stanley M. Duda 
703 557-0807 

RIN: 3090-AA43 


90. PROCUREMENT AND 
REQUISITIONING OF SUPPLIES AND 
SERVICES 


CFR Citation: 41 CFR 101-29 
Completed: 

Reason Date FR Cite 
Final Action 06/06/83 48 FR 25196 
Small Entity: No 


Agency Contact: Walter Eckbreth 763 
557-0536 


RIN: 3090-AA52 


91. SUBPART 101-27.5-RETURN OF 
GSA STOCK ITEMS 


CFR Citation: 41 CFR 101-275 
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05/20/83 48 FR 27212 
Sup.5; Sup.4 - 
10/01/82; Sup. 
6 - 05/09/83, 


"07/01/83 


RINs 3090- 
AA19,-AA22 
RIN: 3090-AA09 
A A SE EARNERS aE Oe 


94. STATIONERY STANDARDS 
CFR Citation: 41 CFR 101-11 


" 07/06/83 48 FR 31033 
09/06/83 48 FR 31033 


Date 
07/01/83 


FR Cite 
Combined with 
RIN 3090-AA22 


RIN: 3090-AA20 
ROL NTE EOS OA RE 8 


Combined with 07/01/63 
RIN 3090-AA88 


RIN: 3090-AA87 
ROR IRN CORRE LR A RRR 


97. METHYLENE BLUE TESTING 
CFR Citation: 41 CFR 101-11.506-3 
Completed: 
Reason 
Final Action 
Final Action 
Effective 
Smaii Entity: No 


Agency Contact: Carlton L. Brown 202 
523-3159 


RIN: 3090-AA60 


(Date sR Cite 
05/19/83 48 FR 22555 
05/19/83 





98. PUBLIC USE OF PRESIDENTIAL 
LIBRARY FACILITIES 


CFR Citation: 41 CFR 105-61.305 


09/19/83 48 FR 41770 


Agency Contact: Adrienne C. Thomas 
202 523-3214 


RIN: 3090-AA84 


99. ACCOMMODATIONS FOR THE 
PHYSICALLY HANDICAPPED 


CFR Citation: 41 CFR 101-19 


Reason “Date —-FR Cite 


Final Action ‘04/12/83 48 FR 15628 


Smail Entity: No 
Agency Contact: Kathleen Fields 202 
566-0038 


RIN: 3090-AA66 
RELI IE EE MRE IEY ik ED A KB 


COMPLETED REVIEWS 


100. DELEGATION OF MINERAL 
RIGHTS DISPOSAL AUTHORITY 


CFR Citation: 41 CFR 101-47.603 


07/00/83 


Agency Contact: James Kearns 202 535- 
7081 
RIN: 3090-AA46 


ACTIONS THAT STARTED AND 
ENDED BETWEEN ISSUES OF THE 
UNIFIED AGENDA 


101. @FEDERAL PROPERTY 
MANAGEMENT REGULATIONS; 
CHANGES IN LEGAL CITATIONS AND 
CORRESPONDENCE SYMBOLS 


Legal Authority: 31 USC 952; 31 USC 
3726; 40 USC 486(c) 


CFR Citation: 41 CFR 101-41 


Abstract: This rule amends citations of 
law and correspondence symbols and 
mail address appearing in the FPMR 
relating to the Office of Transportation 
Audits. This is necessary because of 
the codification of Title 31 U.S.C., into 
postive law, and the recent 
reorganization and relocation of the 
Office of Transportation Audits. It will 
provide users of the FPMR with current 
information to enable correspondence 
and other information to reach this 
office expeditiously. 


Timetable: 


Action 


Final Action 
Smail Entity: No 

Agency Contact: John W. Sandfort, 
Chief, General Services Administration, 
Regulations, Procedures, and Claims 


Branch (BWCP), Washington, DC 20405, 
202 786-3014 


RIN: 3090-AB14 


Date FR Cite 


06/17/83 48 FR 27724 


102. @SUPPLEMENT 7 TO FEDERAL 
TRAVEL REGULATIONS (FTR) 


Legal Authority: 40 USC 486(c); 5 USC 
5707; EO 12609 


CFR Citation: 41 CFR 101-7 


Abstract: Supplement 7 to the FTR 
implements changes to the overseas 
tour renewal agreement travel 
entitlements for employees serving a 
tour of duty in Alaska or Hawaii. This 
change results from Public Law 97-253 
(Omnibus Budget Reconciliation Act of 
1982) approved September 8, 1983, and 
Public Law 97-346, approved October 
15, 1982. 





‘ . ‘ 
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Completed Actions 


2p Able Action Date FR Cite Agency Contact: Audrey Rish, Chief, 
Date FR Cite apa ranean elie sheen General Services Administration, 

— cas anaes Final Action 08/05/63 48 FR 35720 = Travel Regulations Branch (FTAV), 
Final Action 09/08/82 Smail Entity: No Office of Federal Supply and Services. 
Effective Washington, DC 20406, 703 557-1253 

RIN: 3090-AA97 
{FR Doc. 83-28050 Filed 10-14-83; #:45 am] 
BILLING CODE 6820-24-T 








Part XXV 


International 
Development 
Cooperation Agency 


Agency for international Development 


Agency Regulatory Agenda; Semiannual 
Summary 
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AGENCY: Agency for International 
Development, IDCA. 


ACTION: Agency Regulations Agenda. 


Section 5{a) of Executive Order 12291, 


Federal Regulation (46 FR 13193, 
February 19, 1981) and by the Regulatory 
Flexibility Act (Pub. L. 96-354, 
September 30, 1980). This Agenda 
reports the status of those regulations 
currently under review and gives 
A.LD.’s plan for the issuance of 
proposed regulations during the next 
twelve months. It is expected that the 


_ information provided in this Agenda will 


enable the public to be more aware of, 
and more effectively participate in 
A.LD.’s rulemaking process. 


FOR FURTHER INFORMATION 
CONTACT: 


General 


For further information on the Agenda 
or the Review list, in general, Contact: 
Mr. Richard F. Calhoun, Office of 


UNITED STATES INTERNATIONAL DEVELOPMENT COOPERATION 


regulation provides that no person in 
the United States on the ground of race, 
color or national origin, be excluded 


activity receiving Federal financial 
assistance from AID. The regulation 
provides procedures for 1) assuring that 
such discrimination does not occur and 
2) effecting compliance. The Agency is 
not considering any alternatives for 
addressing the problem. There will be 
some minor costs in administering the 
regulation; there are potential benefits 
to individuals who might otherwise be- 
discriminated against. 


Date 
00/00/00 


FR Cite 
End Review 
Small Entity: No 
Agency Contact: Nancy Frame, United 
States International Development 
Cooperation Agency, Office of the 
General Counsel, Washington, DC 
20523, 202 632-8218 

RIN: 0412-AA01 


PUBLIC INFORMATION 


Legal Authority: PL 89-487; 5 USC 552 
CFR Citation: 22 CFR 212 

Abstract: The regulation is being 
reviewed within the Agency to 
determine whether a modification is 
necessary. Further action will be 
determined by congressional 
determination on the future 
requirements of the Act. 

Timetable: 
Action 


Date FR Cite 


Information Resources Management, 
Agency for International Development, 
Washington, D.C. 20523, Telephone (202) 
632-3378. 


Specific - 
For further information about any 
particular item on the Agenda, contact 


the individual listed as the contact for 
that item. 
Regulatory Flexibility Act (RFA) 

The Agency does not have any 
rulemaking activity that falls within the 
requirements of RFA and does not 
anticipate any during the next reporting 
period. 

R. T. Rollis, jr., 


Assistant to the Administrator for 
Management. 


Existing Reguiations Under Review 


Contact: Mr. Rhea Johnson, 
United States International 
Development Cooperation Agency, 
Office of Public Affairs, Washington, 
DC 20523, 202 632-9614 


RIN: 0412-AA02 


REGULATION FOR IMPLEMENTATION 
OF PRIVACY ACT OF 1974 
Legal Authority: PL 93-579; 5 USC 552a 
CFR Citation: 22 CFR 215 
Abstract: The regulation is in the 
clearance process within the Agency 
and will be published for public 
comment. 
Timetable: 
Action 
Published for 
public comment 
Next Action Undetermined 
Smail Entity: No 


Agency Contact: Mr. Rhea Johnson, 
United States International 
Development Cooperation Agency, 
Office of Public Affairs Washington, 
DC 20523, 202 632-9614 


RIN: 0412-AA03 
[FR Doc. 83-28051 Filed 10-14-83; 8:45 am] 
BILLING CODE 6116-01-T 


Date 
00/00/00 





Part XXVI 


National Aeronautics 
and Space 
Administration 


Regulatory Agenda 
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AGENCY: National Aeronautics and 
Space Administration. 


ACTION: Regulatory agenda. 


SUMMARY: This regulatory agenda 
describes the proposed regulations 
being considered for development or 


~ 


| Payload Specialists for NASA or 
| Reimbursement for Shuttie 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 


amendment by NASA, the need and 
legal basis for the actions being 
considered, the name and telephone 
number of a knowledgeable official, 
whether a regulatory analysis is 
required, and the status of regulations 
previously reported. 


ADDRESS: Director, Logistics 
Management and Information Programs 
Division, (Code NIM-12) Office of 
Management, NASA Headquarters, 
Washington, DC 20546. 


FOR FURTHER INFORMATION 
CONTACT: Margaret M. Herring, 
202/755-3550. 


Current and Projected ee 


Title 


"Space Transportation System (STS) Insurance Indemnification ——— 
| Space Transportation System; Reimbursement for Spacelab Services 
| Nondiecrimination on the Basis of Age in Programs and Acthiies Recehing Federal Financial Assistance 


| Space Transportation System, Duty-Free Entry of Space Materials ... 
NASA-Related 


SUPPLEMENTARY INFORMATION: 
OMB Bulletin No. 83-15, “Unified 
Agenda of Federal Regulations,” - 
Executive Order 12291, “Federal 
Regulation,” and NASA Management 
Instruction 1410.10E, “Federal Register: 
Delegation of Authority and 
Requirements for Publication of NASA 
Documents,” require that a regulatory 
agenda of proposed regulations under 
development and review be published in 
the Federal Register each October and 
April. 

James M. Beggs, 


Administrator. 


2700-AA10 
2700-AA11 
2700-AA12 


Services Provided to Civil U.S. Government Users and Foreign Users Who Have Made | 
| Substantial investment in the STS Program 
| Reimbursement for Shuttle Services Provided to Non-U.S. Government Users 


Space Transportation System; Nonscientific Space Transportation System I ee ae nn 
ne en eee en ery 


2700-AA13 
2700-AA14 
2700-AA18 





heoumesced Actions 


Title 


| Tracking and Data Relay Satellite System (TDRSS) Use and Reimbursement Policy for non-U.S. Government Users 


| Intergovernmental Review of NASA Programs and Activities 


NATIONAL AERONAUTICS AND SPACE ADMINISTRATION (NASA) 


1. SPACE TRANSPORTATION SYSTEM 
(STS) INSURANCE INDEMNIFICATION 
REQUIREMENTS 


Legal Authority: PL 96-48 
CFR Citation: 14 CFR 1214, Subpart 13 


Abstract: Describes the policy on when 
users of the Space Transportation 
System must obtain financial protection 
against third-party claims and the 
conditions under which NASA will 
provide insurance or indemnification of 


users. Comments on the NPRM were 
received from several individuals. 
Timetable: 


Action 

NPRM 

Final Action 
Small Entity: No 


“Date FR Cite 


41/10/80 45 FR 219 
10/00/83 


2700-AA03 
2700-AA09 
2700-AA16 


Current and Projected Rulemakings 


Agency Contact: Robert J. Wojtal., 
National Aeronautics and Space 
Administration, Office of General 
Counsel, Code GK, Washington, DC 
20546, 202 755-3169 


RIN: 2700-AA00 


2. SPACE TRANSPORTATION 
SYSTEM; REIMBURSEMENT FOR 
SPACELAB SERVICES 

Legal Authority: 42 USC 2473 

CFR Citation: 14 CFR 1214, Subpart 8 
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NASA 


Abstract: Describes the policy for 
Spacelab services provided by NASA 
to users during the Second Phase of 
STS operations. 


Final Action 11/00/83 

Small Entity: No 

Agency Contact: Robert Haltermann, 
National Aeronautics and Space 
Administration, Office of Space Flight, 
Code M, Washington, DC 20546, 202 
755-2342 


RIN: 2700-AA01 


3. NONDISCRIMINATION ON THE 
BASIS OF AGE IN PROGRAMS AND 
ACTIVITIES RECEIVING FEDERAL 
FINANCIAL ASSISTANCE 


Legal Authority: 42 USC 6101 et seq Age 
Discrimination Act of 1975 as amended 


CFR Citation: 14 CFR 1252, Subpart 1 


Abstract: Sets forth NASA's policies to 
implement the procedures under the 
Age Discrimination Act of 1975. 


Timetable: 
Action 


Date 


Final Action 10/00/83 > 


Small Entity: No 


Additional information: LEGAL 
AUTHORITY: 45 CFR 90 also applies. 


Agency Contact: Richard N. Wolf, 
National Aeronautics and Space 
Administration, Office of General 
Counsel, Code GK, Washington, DC 
20546, 202 755-3160 . 


RIN: 2700-AA02 


4. EQUAL ACCESS TO JUSTICE ACT 


Legal Authority 5 USC 504 
CFR Citation: 14 CFR 1262 


Abstract: Implements the Act in 
Agency proceedings which are 
adversary adjudications, in accordance 
with model regulations of the 
Administrative Conference of the 
United States. Interim rule published 
with request for comment. To remain as 
interim rule pending further 
legislative/judicial developments. 


FR Cite 


Date 
10/01/81 


Interim Final Rule 01/27/82 47 FR 3758 


Date ‘FR Cite 
01/27/82 47 FR 3758 
comment on 
interim Rule 
Final Action 00/00/00 
Next Action Undetermined 
Smali Entity: No 
Contact: Sara Najjar, National 
Aeronautics and Space Administration, 


Office of General Counsel, Code GS, 
Washington, DC 20546, 202 755-3920 


RIN: 2700-AA04 


5. PATENT WAIVER REGULATIONS 


Legal Authority: 42 USC 2457 et seq 
CFR Citation: 14 CFR 1245, Subpart 1 


Abstract: To adopt Presidential 
Memorandum on Government Patent 
Policy of 02/18/83. 


Timetable: 


Action Date FR Cite 


interim Final Rule 05/17/83 48 FR 22132 
NPRM - 92/00/84 
Final Action 00/00/00 


Next Action Undetermined 


Small Entity: No 

Agency Contact: Robert F. Kempf, 
Asst. Gen. Counsel for Patent Matters, 
National Aeronautics and Space 
Administration, Code GP, NASA 
Headquarters, Washington, DC 20546, 
202 755-3932 


RIN: 2700-AA10 





6. SPACE TRANSPORTATION 
SYSTEM; DUTY-FREE ENTRY OF 
SPACE MATERIALS 


Legal Authority: PL 97-446 
CFR Citation: 14 CFR 1214 


Abstract: Describes the policy for the 
duty-free entry of materials imported to 
be launched into space by NASA or 
spare parts, or necessary and uniquely 
associated support equipment. 


Timetable: 


Action Date 
Final Action 10/00/83 
Smali Entity: No 


Agency Contact: Robert J. Wojtal, 
Office of General Counsel, Code GK. 
National Aeronautics and Space 
Administration, NASA Headquarters, 
Washington, DC 20546, 202 755-3169 


RIN: 2700-AA11 
PRE REM ERA OREN ES OST TSE 


47973 


Current and Projected Rulemakings 


7. PAYLOAD SPECIALISTS FOR NASA 
OR NASA-RELATED PAYLOADS 


Legal Authority: 42 USC 2473 
CFR Citation: 14 CFR 1214, Subpart 3 


Abstract: Revises NASA's policy on 
Payload Specialists aboard STS flights 
to provide an opportunity to major 
payload reimbursable customers to 
select and utilize their own payload 
specialists. 


~ 40/00/83 


Agency Contact: Robert Haltermann. 
Office of Space Flight, Code M, 
National Aeronautics and Space 
Administration, NASA Headquarters. 
Washington, DC 20546, 202 755-2342 


RIN: 2700-AA12 


8. REIMBURSEMENT FOR SHUTTLE 
SERVICES PROVIDED TO CIVIL U.S. 
GOVERNMENT USERS AND FOREIGN 
USERS WHO HAVE MADE 
SUBSTANTIAL INVESTMENT IN THE 
STS PROGRAM 


Legal Authority: 42 USC 2473 
CFR Citation: 14 CFR 1214, Subpart 2 


Abstract: Sets forth the general 
provisions regarding flight of 
reimbursable payloads aboard the 
NASA Space Shuttle. Incorporates 
pricing principles for the Second Phase 
of STS operations. 


40/00/83 


Small Entity: No 

Agency Contact: Robert Haltermann. 
Office of Space Flight, Code M, 
National Aeronautics and Space 
Administration, NASA Headquarters. 
Washington, DC 20546, 202 755-2342 


RIN: 2700-AA13 


9. REIMBURSEMENT FOR SHUTTLE 
SERVICES PROVIDED TO NON-U.S. 
GOVERNMENT USERS 


Legal Authority: 42 USC 2473 
CFR Citation: 14 CFR 1214, Subpart 1 


Abstract: Sets forth the general 
provisions regarding flight of 
reimbursable payloads aboard the 
NASA Space Shuttle. Incorporates 
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Final Action 
Smaii Entity: No 
Agency Contact: Robert Haltermann, 
Office of Space Flight, Code M, 
National Aeronautics and Space 
Administration. NASA Headquarters, 


10/00/83 


Abstract: Revised regulations clarify 
policy on carrying mementos aboard 
Space Shuttle flights and use of both 
official flight kits and personal 
preference kits. 


Date 
Final Action 10/00/83 


Small Entity: No 

Agency Contact: Nathaniel B. Cohen, 
Mgmt Sup Div Off of External Relat, 
Code LB, National Aeronautics and 
Space Administration, NASA 
Headquarters, Washington, DC 20546, 
202 755-8383 


RIN: 2700-AA18 


11. @SPACE TRANSPORTATION 
SYSTEM; NONSCIENTIFIC SPACE 
TRANSPORTATION SYSTEM 
PAYLOADS 

Legal Authority: 42 USC 2473 
CFR Citation: 14 CFR 1214 


Abstract: Sets forth the policy on the 
services provided by NASA for the 
launch of nonscientific payloads aboard 
the Space Shuttle. 


Timetable: 
Action 

Final Action 
Small Entity: No 


Date 
11/00/83 


NATIONAL AERONAUTICS AND SPACE ADMINISTRATION (NASA) 


RIN: 2700-AA03 


14. INTERGOVERNMENTAL REVIEW 
OF NASA PROGRAMS AND 
ACTIVITIES 


CFR Citation: 14 CFR 1204, Subpart 15 


Completed: 
Reason Date FR Cite 


Final Action 06/24/83 48 FR 29334 
Small Entity: No 

Agency Contact: James M. Bayne 202 
755-3647 


Current and Projected Rulemakings 


Agency Contact: Russell Ritchie, Office 
of External Relations, Code L, National 
Aeronautics and Space Administration, 
NASA Headquarters, Washington, DC 
20546, 202 755-8433 


RIN: 2700-AA19 


12. @INSPECTION OF PERSONS AND 
PERSONAL EFFECTS ON NASA 
PROPERTY 

Legal Authority: 42 USC 2455(a) 

CFR Citation: 14 CFR 1204 

Abstract: Regulation is being revised to 


reflect the current organization within 
NASA. 


Timetable: 
Action 
Final Action 


Small Entity: No 

Agency Contact: Erwin V. Minter, 
NASA Security Office, Code NIS, 
National Aeronautics and Space 
Administration, NASA Headquarters, 
Washington, DC 20546, 202 755-3400 


RIN: 2700-AA20 


Date 
08/00/83 


Completed Actions 
RIN: 2700-AA09 


15. FEE SCHEDULE 

CFR Citation: 14 CFR 1212.503 
Completed: 

Reason Date FR Cite 
Final Action 03/23/83 48 FR 12084 
Small Entity: No 

Agency Contact: George E. Reese 202 
755-3924 . 


RIN: 2700-AA16 
{FR Doc. 83-28052 Filed 10-14-83; 8:45 amj 


BILLING CODE 7510-01-T 





Part XXVIII 


National Capital 
Planning 
Commission 


Semiannual Regulatory Agenda 
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ACTION: Semiannual Regulatory 
Agenda. 


SUMMARY: Pursuant to Executive 
Order 12291 and the Regulatory 
Flexibility Act, the Commission is 
publishing its regulatory agenda. 


NATIONAL CAPITAL PLANNING COMMISSION (NCPC) 


@ENFORCEMENT OF 
NONDISCRIMINATION ON THE BASIS 
OF HANDICAP IN THE NATIONAL 
CAPITAL PLANNING COMMISSION 


Priority: Agency Determination 
Authority: 20 USC 794 Sect. 504 of 
the Rehabilation Act of 1973, as amend 
Abstract: These regulations are 
i to implement section 504 of 
the Rehabilitation Act of 1973, as 


amended, which requires each 
Executive agency to promulgate such 
regulations. The regulations are 
patterned on prototype regulations 
provided by the Department of Justice, 
under Executive Order 12280 (45 F.R. 
72995, 3 CFR, 1980 Comp., p. 298) 


NATIONAL CAPITAL PLANNING COMMISSION (NCPC) 


RULEMAKINGS 
REVISED PUBLIC PARTICIPATION 


Date FR Cite 
Final Action 08/21/83 48 FR 3371 


Small Entity: No 


Agency Contact: Samuel K. Frazier 202 
724-0178 


RIN: 3125-AA00 


REGULATIONS FOR THE 
INTERGOVERNMENTAL REVIEW OF 
FEDERAL PLANS IN THE NATIONAL 
CAPITAL REGION 


FOR FURTHER INFORMATION 
CONTACT: Daniel H. Shear, General 
Counsel, National Capital Planning 
Commission, 1325 G Street, N.W., 
Washington, D.C. 20576, (202) 724-0170. 
Daniel H. Shear, 

Secretary. 


Current and Projected Rulemakings 


Timetable: etabie: 
Action 
ANPRM 
Small Entity: No 
Public Compliance Cost: initial Cost: $0; 
Yearly Recurring Cost: $0 

Contact: Kathleen K. McKay, 
Assistant General Counsel, National 
Capital Planning Commission, 1325 G 


Street, NW, Washington, DC 20576, 202 
724-0170 


RIN: 3125-AA02 


Date FR Cite 


10/00/83 


Completed Actions 


Completed: 

Reason 

Published as 
Proposed 
Procedures 

Small Entity: No 

Agency Contact: Donald F. Bozarth 202 

724-0168 

RIN: 3125-AA01 

(FR Doc. 63-28053 Filed 10-14-83; 8:45 am| 

BILLING CODE 7520-01-T 


Date FR Cite 
06/10/83 48 FR 28924 





Part XXVIII 


National Foundation 
on the Arts and the 
Humanities 

National Endowment for the Humanities 


Semiannual Agenda of Regulations 
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OF AGE IN PROGRAMS OR 
RECEIVING FEDERAL 
FINANCIAL ASSISTANCE FROM NEH 


= 42 USC 6101 et seq Age 
75 








10/04/79 44 FR 57130 
00/00/00 


SUMMARY: Pursuant to the Regulatory 
Flexibility Act, Pub. L. 96-354, and 
Executive Order 12291, “Federal 
Regulations,” dated February 17, 1981 
the National Endowment for the 
Humanities is required to publish in 
April and October of each year an 


agenda of proposed regulations that the 


Endowment has issued or expects to 
issue and current rules that are under 


OF SEX 


Legal Authority: 20 USC 1681 et seq Title 
IX of the Education Amendments of 1972 
CFR Citation: 45 CFR 1171 

Abstract: This regulation will prohibit 
discrimination on the basis of sex under 
any education program or activity 
receiving financial assistance from the 
National Endowment for the 
Humanities. The final regulation is 
being drafted and will need approval 
by the Department of Justice and the 
Office of Management and Budget 
before it can be published. 





Agency 

Director, National Endowment for the 
Humanities, Office of Equal 
Opportunity, 806 15th Street, NW, 
Washington. DC 20506, 202 724-0331 


NATIONAL ENDOWMENT FOR THE HUMANITIES (NEH) 


NONDISCRIMINATION ON THE BASIS 
OF RACE, COLOR OR NATIONAL 


CFR Citation: 45 CFR 1175; 45 CFR 1110 


Abstract: The regulation will be 
applicable only to National Endowment 
for the Humanities grantees. 


Modifications will be made in 
procedures and definitions. The draft 
notice of proposed rulemaking is 
currently under review within the 
Endowment. It will be published after 
completion of that review and review 
by the Department of Justice, and the 
Office of Management and Budget. 





FOR FURTHER INFORMATION 
CONTACT: Mr. Stephen J. McCleary, 
Deputy General Counsel, National 
Endowment for the Humanities, 1100 
Pennsylvania Avenue, N.W., 
Washington, D.C. 20506, (202) 786-0322. 
William J. Bennett, 

Chairman. 


Current and Projected Rulemakings 


RIN: 3136-AA01 


STATEMENT FOR THE GUIDANCE OF 
THE PUBLIC - ORGANIZATION, 
PROCEDURES AND AVAILABILITY OF 
INFORMATION 

Legal Authority: 5 USC 552(a)(4)(A) Free- 
dom of information Act 

CFR Citation: 45 CFR 1100 

Abstract: The revised regulation will 
clarify the fees charged for document 
search and duplication. Information on 
the organization will be updated. 


Action 

NPRM 

Small Entity: No 

Agency Contact: Mr. Stephen J. 
McCleary, Deputy General Counsel, 
National Endowment for the 
Humanities, Office of the General 
Counsel, 806 15th Street, NW, 
Washington, DC 20506, 202 724-0367 


RIN: 3136-AA03 


Existing Regulations Under Review 


Small Entity: No 


Additional information: LEGAL 
AUTHORITY: 28 CFR 42 subpart F and 
Section 50.3 also apply. 


Agency Contact: Ms. Carol M. Gordon, 
Director, Office of Equal Opportunity, 
National Endowment for the 
Humanities, 806 15th Street, NW, 
Washington, DC 20506, 202 724-0331 


RIN: 3136-AA02 
[FR Doc. 63-28054 Filed 10-14-83; 845 amj 
BILLING CODE 7536-01-T 





Part XXIX 


National Science 
Foundation 
Semiannual Regulations Agenda 





SUMMARY: The National Science 
Foundation (NSF) publishes its 
semiannual agenda of regulations under 
development or review as required by 
Executive Order 12291, Federal 
Regulation (46 FR 13193, February 17, 
1981). This agenda has been prepared in 
accordance with OMB Bulletin No. 83- 
15, Unified Agenda of Federal 
Regulations. 

FOR FURTHER INFORMATION 
CONTACT: For additional information 
regarding any particular regulatory 


NATIONAL SCIENCE FOUNDATION (NSF) 


AGE DISCRIMINATION REGULATIONS 


= 42 USC 6101 et seq The 
Age Discrimination Act of 1975; Section 11 of 
the NSF Act 


Timetable: 


Action Date 


Next Action Undetermined 
Small Entity: No 


Agency Contact: Perry W. Hooks, 
National Science Foundation, Office of 
Equal Opportunity, Washington, DC 
20550, 202 357-9819 


RIN: 3145-AA00 


FR Cite 


NATIONAL SCIENCE FOUNDATION (NSF) 


COMPLETED RULEMAKINGS 


REGULATIONS GOVERNING 
CONSULTATION WITH STATE AND 
LOCAL GOVERNMENTS 


CFR Citation: 45 CFR 660 


Date FR Cite 
Final Action 06/24/83 48 FR 29358 
Small Entity: No 


Agency Contact: Ruth L. Greenstein 
202 357-9438 


RIN: 3145-AA02 


PATENTS 
CFR Citation: 45 CFR 650 


\ 


/ 
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action contained in the agenda, contact 
the individual identified as the contact 
person in the agenda. Comments or 
inquiries of a general nature about the 
agenda should be directed to Lucylynn 
Petitt, Office of the General Counsel, 
National Science Foundation, 
Washington, DC 20550, (202) 357-7439. 
Charles H. Herz, 

General Counsel. 


September 9, 1983. 


Current and Projected Rulemakings 


CIVIL RIGHTS - TITLE VI 
REGULATIONS 


Legal Authority: Section 11 of the NSF 
Act; Title Vi of the Civil Rights Act of 1964 


CFR Citation: 45 CFR 611 


Abstract: These regulations prohibit 
discrimination on the basis of race, 
color, or national origin in all NSF- 
assisted programs. 


Timetable: 
Action 


Next Action Undetermined 
Small Entity: No 


Agency Contact: Perry W. Hooks, 
National Science Foundation, Office of 
Equal Opportunity, Washington, DC 
20550, 202 357-9819 


RIN: 3145-AA01 


Date FR Cite 


Completed Actions 


Completed: 
Reason 


Final Action 
Final Action 
Effective 

Small Entity: No 
Agency Contact: John Chester 202 357- 
9435 


Date _— FR Cite 
05/02/83 48 FR 19860 
05/02/83 48 FR 19860 


RIN: 3145-AA03 
[FR Doc. 83-28055 Filed 10-14-83; 8:45 am] 


BILLING CODE 7555-01-T : 





Part XXX 


Office of 
Management and 
Budget 


Federal Regulations; OMB Directives 
Included in the Semiannual Agenda of 
Upcoming Activities : 
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Order No. 12291. OMB directives are management or personnel of Federal 
issued under authority derived from agencies. 
AY. ee OMB, in coordination with agency 
Sesion Order No 11541, and other Assistant Secretaries for Management, 
specific authority anatind Wis agenda is currently conducting a review of all 
includes actions on issuances which are OMB Circulars pr esently in effect, - 
not regulations, but which are of public part of the Reform 66 initiative. That 
tntavest. — Sens in ages > 
ENCY: e specific actions listed in this agenda. 
Sole ee OMB Circulars and OFPP Policy As additional actions result from that 
: 2 Letters are directives that communicate _ review, they will be included in future 
ACTION: Publication of Semiannual significant government-wide policy ofa = agendas. 


Agenda. continuing nature. For purposes of this 
agenda, we have included Circulars and FOR FURTHER INFORMATION 


—e ee Policy Letters which are designed CONTACT: See agency person listed for 
SUMMARY: The Office of Management implement, interpret, or prescribe law or each entry in the agenda, c/o Office of 
and Budget (OMB) is publishing its policy, or describe the procedure or Management and Budget, Washington, 
semiannual agenda of upcoming practice requirements of an agency. DC 20503. On the overall agenda, 
activities on OMB Circulars and Office Excluded are directives that outline contact Candice C. Bryant at the above 
of Federal Procurement Policy Letters procedures to be followed in connection address. 

(OFPP Policy Letters). This action is in with the President's budget and Candice C. Bryant, 

accordance with OMB's internal legislative programs and directives that Deputy Associate Director for 

procedures for implementing Executive affect only the internal functions, Administration. 


OFFICE OF MANAGEMENT AND BUDGET (OMB) Current’ and Projected Rulemakings 


@WRITING AND ADMINISTERING PATENTS - SMALL BUSINESS FIRMS 
PERFORMANCE WORK STATEMENTS AND NONPROFIT ORGANIZATIONS 
PART If OF SUPPLEMENT TO (CIRCULAR NO. A-124) 


CIRCULAR NO. A-76 Legal Authority: PL 96-517; See preambie 
Legal Authority: PL 93-400; See preamble CFR Citation: Not applicable 


CFR Citation: Not Applicable Abstract: This Circular implements P.L. 
Abstract: Nearly twenty years have Abstract: This document describes a 96-517 which esiablishes uniform patent 
elapsed since this Circular was issued. § systematic means for developing policy for universities, nonprofits, and 
It requires updating and, to the extent Performance Work Statements and small business with respect to 
possible, simplification. Some of the Quality Assurance Surveillance plans inventions made under Government 
issues to be addressed are (1) for Government management of funding arrangements. The President's 
calculation of unusual transportation commercial activities. It describes how February 18, 1983 statement on 
costs, and (2) the definition of an to write performance standards for Government Patent Policy extended, to 
established community. Among the service activities and how to measure the extent permitted by law, the policy 
principal benefits to be sought are more _ performance at a reasonable cost. It in P.L. 96-517 to large business. An 
equitable rental rates for government also includes procedures for contracting amendment to Circular No. A-124 will 
quarters and simplified guidelines for personnel who review and administer be proposed to implement the 
determining such rates. service contracts. President's statement. 


Action Date FR Cite Action 


Draft Circular for 08/08/83 48 FR 36032 Draft for public 11/00/83 
comment 
11/30/83 Final 02/00/84 


Small Entity: Yes Final Revision 12/00/83 


4 Contact: David L. Muzio, Dep. Small Entity: Yes 
Assoc. Admin. for Management Assoc. Adm. for Policy Development, Agency Contact: William Maraist, Dep. 
Controls (Actg), Office of Management Office of Management and Budget, Assoc. Admin. for Policy Development, 
and Budget, Office of Federal Office of Federal Procurement Policy, Office of Management and Budget, 
Procurement Policy, Washington, D.C. Washington, D.C. 20503, 202 395-6810 Office of Federal Procurement Policy, 
RIN: 0348-AA34 Washington, D.C. 20503, 202 395-3300 


RIN: 0348-AA14 














Federal Register / Vol. 48, No. 201 / Monday, October 17, 1983 / Unified Agenda 


@PROMPT PAYMENT (CIRCULAR NO. 
A-125) 


Legal Authority: PL 97-188 Prompt Pay- 
ment Act; See preambie 


CFR Citation: Not Applicable 


Abstract: The purpose of the proposed 
revision is to clarify the applicability of 
the Circular to progress payments, 
advance payments, and other forms of 
contract financing. 

Timetable: 3 
Action 


Date FR Cite 


Proposed revision 09/08/83 48 FR 40582 
published 


12/00/83 


Deputy Assoc. Dir. for Finance & 
Accounting, Office of Management and 
Budget, Washington, D.C. 20503, 202 
395-6823 


RIN: 0348-AA36 


FEDERAL PROCUREMENT POLICY ON 
SUBCONTRACTING UNDER FEDERAL 
CONTRACTS (PROPOSED 
MODIFICATION TO OFPP POLICY 
LETTER) 


Legal Authority: PL 93-400; See preamble 
CFR Citation: Not applicable 


Abstract: The proposed modification to 
Policy Letter 80-2, April 29, 1980, would 
authorize departments and agencies, 
under appropriate circumstances to 
relieve a prime contractor of the 
responsibility under the existing policy 
letter of reviewing and approving a 
subcontractor’s plan. Subcontracting 


plans are required under Section 211 of 
Public Law 95-507. 


Action Date —FRR Cite 


Proposed Policy 07/28/83 48 FR 34376 
Letter Published 

Final Letter 
Scheduled to be 
issued 


12/15/83 


Smaii Entity: Yes 


Agency Contact: Owen Birnbaum, Dep. 
Assoc. Admin. for Policy Development, 
Office of Management and Budget, 
Office of Federal Procurement Policy. 
Washington, D.C. 20503, 202 395-3254 


RIN: 0348-AA17 


PROCUREMENT PROCEDURES, 
ADVANCE PROCUREMENT PLANNING 
AND REVIEW OF END-OF-YEAR 
PURCHASES (OFPP POLICY LETTER 
81-1) 


Legal Authority: PL 93-400; See preamble 
CFR Citation: Not applicable 


Abstract: The Policy Letter requires 
agencies to establish management 
controls to reduce wasteful end-of-year 
purchases. It was issued in August 1981. 
All agencies have established such 
controls and end-of-year spending has 
been reduced. It is duplicative of the 
general requirement of OMB Circular A- 
123, “Internal Controls.” 


Timetable: 


Action 


End Review 08/15/83 
Recission Notice 11/15/83 
to be issued 


Small Entity: No 


Date FR Cite 


OFFICE OF MANAGEMENT AND BUDGET (OMB) 


@OFFICE OF MANAGEMENT AND 
BUDGET’S DIRECTIVES SYSTEM TO 
EXECUTIVE DEPARTMENTS AND 
AGENCIES (CIRCULAR NO. A-1) 


Legal Authority: See Preamble 
CFR Citation: Not Applicable 


Abstract: OMB Circular A-1, last 
revised in August 1952, describes the 
OMB directives system used to convey 
policy, provide guidance, and 
communicate instruction to executive 
departments and agencies. 


12/00/83 
issued 
Small Entity: No 
Contact: Candice C. Bryant, 
Associate Director for Administration, 
Office of Management and Budget, 
Washington, D.C. 20503, 202 395-7250 


_ RIN: 0348-AA33 


47983 


Current and Projected Rulemakings 


Agency Contact: Joseph Zimmer, Dep. 
Assoc. Admin. for Policy Development. 
Office of Management and Budget. 
Office of Federal Procurement Policy. 
Washington, D.C. 20503, 202 395-6803 


RIN: 0348-AA18 


@FEDERALLY FUNDED RESEARCH & 
DEVELOPMENT CENTERS (FFRDCS) 


Legal Authority: PL 93-400; See preamble 
CFR Citation: Not Applicabie 


Abstract: Sets forth guidelines for 
establishing, using, reviewing, and 
ending the sponsorship of FFRDCs. 
Requires a thorough assessment of 
existing alternative sources before 
establishing an FFRDC or expanding 
the scope of an existing FFRDC’s 
sponsoring agreement. A sponsoring 
agreement will clearly delineate the 
purpose of the FFRDC and describe the 
scope of effort to be performed by the 
FFRDC. It will also describe the role the 
FFRDC has in accomplishing the scope 
of this sponsoring agreement. - 


Proposed Policy 08/12/83 48 FR 36711 
Letter Published 

Final Letter 
Scheduled to be 
issued 


Small Entity: Yes 

Agency Contact: Judy Hendrickson. 
Dep. Associate Admin. for Policy 
Development, Office of Management 
and Budget, Office of Federal 
Procurement Policy, Washington, D.C. 
20503, 202 395-6810 


RIN: 0348-AA37 


11/30/83 


Existing Regulations Under Review 


POLICIES ON CONSTRUCTION OF 
FAMILY HOUSING (CIRCULAR NO. A- 
18) 


Legal Authority: See preamble 
CFR Citation: Not applicable 


Abstract: OMB Circular A-18, last 
revised in August 1967, sets forth 
policies for budgeting, planning, and 
undertaking the construction of 
federally-owned housing (exclusive of 
military barracks) for Federal personnel 
and for employees of Government 
contractors. Housing standards, 
concepts of living space requirements. 
the housing market and economic 
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agencies on administering user charges 
and formulating legislative proposals 
regarding user charges are set forth in 
OMB Circular No. A-25. This Circular is 
under review. It is expected that 
modifications will be considered 
reflecting current policies, enacted 
legislation, and court decisions. 





= 03/01/84 ns 
Small Entity: Yes 
Agency Contact: Charles Goldsmith. 
Financial Economist, Office of 
Management and Budget, Budget 
Review Division, Washington, D.C. 
20503, 202 395-4574 


RIN: 0348-AA41 = 


MANAGEMENT AND OPERATING 
CONTRACTS (CIRCULAR NO. A-49) 
Legal Authority: PL 93-400; See preamble 
CFR Citation: No‘ applicable 

Abstract: This Circular was published 
in 1967, and is currently being 
examined to determine whether it is 
still necessary. Draft FAR regulations 


have been issued which may eliminate 
the need for the Circular. 


04/01/84 
Small Entity: Yes 


Office of Management and Budget, 
Office of Federal Procurement Policy, 
Washington, D.C. 20503, 202 395-6810 


RIN: 0348-AA10 


@FEDERAL CREDIT POLICIES 
(CIRCULAR NO. A-70) 

Legal Authority: Budget and Accounting 
Act of 1921; PL 93-344; See preamble 


Federal credit activities. This Circular is 
under review in light of current 
economic conditions and established 
credit policies. The review will include 
consideration of more uniform 
accounting definitions and improved 
management practices. 





Review Division, Washington, D.C. 
20503, 202 395-3672 


RIN: 0348-AA40 


UNIFORM REQUIREMENTS FOR 
ASSISTANCE TO STATE AND LOCAL 
GOVERNMENTS (CIRCULAR NO. A- 
102) 

Legal : 31 USC 65 et seq; 42 
USC 4212 et seq; 41 USC 401 et seq; See 
preamble 


CFR Citation: Not applicable 

Abstract: The purpose of the review is 
to develop changes to administrative 
policies which will further reduce the 


regulatory burden on state and local 
governments. 


Preliminary review 09/30/63 
Advance proposal 12/31/83 
Published 


Smaii Entity: No 


Existing Regulations Under Review 


Agency Contact: James Kelley, Deputy 
Associate Director, Management 
Reform, Office of Management and 
Budget, Washington, D.C. 20503, 202 
395-3774 


RIN: 0348-AA11 


MAJOR SYSTEM ACQUISITIONS 
(CIRCULAR NO. A-109) 


Legal Authority: PL 93-400; See preamble 
CFR Citation: Not applicable 


Abstract: Seven years have elapsed 
since this Circular was issued. A 
review, in light of experience gained, is 
warranted with a goal of revision and _ 
simplification while maintaining the 
current general policy thrust of A-109. 
Timetable: 


Action Date 
End Review 12/00/83 
Smaii Entity: Yes 

Agency Contact: judith D. 
Hendrickson, Dep. Assoc. Admin. for 
Policy Development, Office of 
Management and Budget, Office of 


Federal Procurement Policy, 
Washington, D.C. 20503, 202 395-6810 


RIN: 0348-AA12 


FR Cite 


UNIFORM ADMINISTRATIVE 
REQUIREMENTS FOR GRANTS AND 
AGREEMENTS WITH INSTITUTIONS 
OF HIGHER EDUCATION, HOSPITALS 
-AND OTHER NONPROFIT 
ORGANIZATIONS (CIRCULAR NO. A- 
110) 

Legal 31 USC 65 et seq: 41 
USC 401 et seq; See preambie 

CFR Citation: Not applicable 

Abstract: The review will develop 
proposed changes to the Circular 
needed to call for “Single audit” of 
Colleges and Universities by auditors 
they choose as an alternative to 
detailed Federal Auditing. 

Action 

End Review 
Small Entity: No 

Agency Contact: james Kelley, Deputy 
Associate Director, Management 
Reform, Office of Management and 


Budget, Washington, D.C. 20503, 202 
395-3774 


RIN: 0348-AA05 


Bate 
03/31/84 


FR Cite 
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Abstract: Circular A-114 was issued in 
April 1978. The Circular prescribes 
policies and procedures for improving 
the management of Federal audiovisual 
activities. Since the issuance of the 
Circular, several recommendations have 
been received (including two 
Comptroller General's decisions) 
regarding the need to revise the 
Circular, particularly Attachment E 
thereto, “Contracts for Motion Picture 
Productions.” It is OMB’s intent to 
review the Circular in response to the 
various recommendations and agencies’ 
operating experiences. 


Agency Contact: Charles W. Clark, 
Dep. Assoc. Admin. for Policy 
Development, Office of Management 
and Budget, Office of Federal 
Procurement Policy, Washington,-D.C. 
20503, 202 395-3254 


RIN: 0348-AA13 


GUIDELINES FOR THE USE OF 
CONSULTING SERVICES (CIRCULAR 
NO. A-120) 


Legal Authority: 41 USC 401; See pream- 
ble 


CFR Citation: Not applicable 


Abstract: The Circular was issued in 
April 1980 to address the need for 
controls for consultant contracting. 
Subsequently, in October 1981, Circular 
No. A-123 was issued which addressed 
the use of internal controls in program 
and admininstrative activities. 
Therefore, the need for a separate 
Circular addressing only controls for 
consulting contracts is under further 
review. 


Timetable: 


Action Date 

End Review 01/00/84 

Small Entity: Yes 

Agency Contact: Joseph F. Zimmer, 
Deputy Associate Administrator for 
Policy, Office of Management and 


Budget, Office of Federal Procurement 
Policy, Washington, D.C. 20503, 202 395- 
6803 


RIN: 0348-AA03 


COST PRINCIPLES FOR NONPROFIT 
ORGANIZATIONS (CIRCULAR NO. A- 


_ 122) 


Legal Authority: See preamble 
CFR Citation: Not applicable 


Abstract: The purpose of this proposed 
revision is to establish a government- 
wide set of cost principles regarding 
lobbying and related activites that will 
provide clear guidelines for grantees 
where none now exist, and protect 
grantees against audit harassment and 
excessive paperwork requirements. It is 
designed to ensure that federally- 
appropriated funds are not used by 
contractors or grantees for such 
activities and to assure compliance 
with a myriad of statutory provisions 
mandating that no federal funds be 
used for lobbying purposes. The intent 
is not to discourage or in any way 
penalize organizations for lobbying 
efforts with their own funds, but to 
ensure that the federal government 
does not subsidize such activities. 


Parallel revisions are being proposed 
for defense and civilian contractors by 
the Department of Defense and the 
General Services Administration. A 45- 
day public comment period will follow 
the publication of the proposed 
revision. 


Revised Proposal 10/00/83 
to be issued 
Smaili Entity: Yes 


Agency Contact: John J. Lordan, Dep. 
Assoc. Dir. for Financial Management, 
Office of Management and Budget, 
Washington, D.C. 20503, 202 395-6823 


RIN: 0348-AA06 


@FEDERAL INFORMATION 
RESOURCES MANAGEMENT 
POLICIES 

Legal Authority: PL 96-511; PL 89-306; 
PL 93-579; EO 11893; EO 12046; See pream- 
ble 

CFR Citation: Not Applicable 


Abstract: In accordance with statutory 
requirements, the Office of Management 


47985 


Existing Regulations Under Review 


and Budget has issued a number of 
policies regarding the management of 
Federal information resources such as 
computers and personal records. The 
enactment of the Paperwork Reduction 
Act, P.L. 96-511, requires that these 
policies be brought up-to-date, 
integrated and made uniform. The 
Assistant Secretaries for Management 
group made a similar recommendation. 
The objective of this initiative is to 
develop a government-wide policy 
structure that will provide positive 
incentives for the efficient and effective 
management of Federal information 
resources. 


Timetable: 


Action Date FR Cite 


Notice published 09/12/83 48 FR 40964 


soliciting 

comments 
Proposed — to02/00/84 

be published for 

comment 
Small Entity: No 
Agency Contact: Timothy Sprehe, 
Office of Management and Budget, 
Office of Information and Regulatory 
Affairs, Washington, D.C. 20503, 262 
395-4814 


RIN: 0348-AA31 


BOARD OF CONTRACT APPEALS - 
POSITION ALLOCATION PURSUANT 
TO PUBLIC LAW 95-563 (OFPP 
POLICY LETTER 79-2, SUPPLEMENT 
NO. 1) 


Legal Authority: 41 USC 601; See pream- 
bie = 


CFR Citation: Not applicable 


Abstract: The Contract Disputes Act 
provides for establishment of Boards of 
Contract Appeals (BCAs) in the various 
executive agencies; initial allocation of 
positions was made by the 
Administrator, OFPP, based on 
workload studies of existing BCAs. The 
Act provides for update of workload 
studies every three years; update of the 
Policy Letter is necessary, based on the 
update of workload studies. 

Timetable: 


Action Date FR Cite 


End Review 12/00/83 ; 
Draft Policy Letter 12/00/83 
for Comment 


Small Entity: No 
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CFR Citation: 48 CFR Chapter 1 (when 


Abstract: This Policy Letter established 
the Federal Acquisition Regulation 
System including some details regarding 
its implementation and the organization 
for its maintenance. During the five 
years of the FAR development, some of 
these details have changed. The Policy 
Letter will be amended to reflect these 


Assoc. Admin. for Policy Development. 
Office of Management and Budget, 
Office of Federal Procurement Policy, 
Washington, D.C. 20503, 202 395-3300 


_ facilities capital cost-of-money cost 
principle for contracts with commercial 


organizations and uniform policies for 


. establishing the profit or fee portion of 


the Government prenegotiation 
objective. Agencies were required to 
develop a structured approach for 
determining the profit or fee portion of 
the Government prenegotiation 
objective in acquisitions requiring cost 
analysis. The structured approach 
adopted by the agency had to permit 
tailoring of profit or fee on an 
individual contract to fit the particular 
circumstances of that contract. Sunset 
review was established as January 1, 
1984. Need for continuation of the 
policy letter is under review. 
Timetabie- 
Action 

End Rew 


Date 
11/00/83 


FR Cite 


Small Entity: Yes 

Agency Contact: Judy Hendrickson, 
Dep. Assoc. Administrator for Pol. 
Devel., Office of Management and 
Budget, Office of Federal Procurement 
Policy, Washington, D.C. 20503, 202 395- 
6810 


. procurement dollars today are awarded 


without obtaining competition. The 
purpose of the policy letter, pursuant to 
the Administration's proposal for a 
Uniform Federal Procurement System, 
is to establish restrictions on 
noncompetitive procurement. 


Timetable: 


Action 


Date FR Cite 


Draft Policy Letter 05/15/83 48 FR 37323 


Agency Contact: LeRoy J. Haugh, 
Assoc. Admin. for Policy Development. 
Office of Management and Budget. 


Existing Regulations Under Review 


Office of Federal Procurement Policy, 
Washington, D.C. 20503, 202 395-6166 


RIN: 0348-AA15 


@FEDERAL PROCUREMENT POLICY 


Abstract: The proposed policy letter 
would modify Part 19 (Small Business) 
of the Federal Acquisition Regulation 
and amplify the regulatory guidance on 
small business set forth in the part. 


Action Date FR Cite 
need fora 12/15/83 
policy letter is 
being reviewed 
Small Entity: Yes 
Agency Contact: Owen Birnbaum, Dep. 
Assoc. Adm. for Policy Development, 
Office of Management and Budget, 
Office of Federal Procurement Policy, 
Washington, D.C. 20503, 202 395-3254 


RIN: 0348-AA38 


@POLICY PERTAINING TO THE 
ACQUISITION OF COMMERCIAL 
PRODUCTS 


Legal Authority: PL-93-400; See preamble 
CFR Citation: Not Applicable 


Abstract: The proposed policy letter 
will promulgate policies necessary to 
ensure that agencies purchase 
commercial products whenever such 
products adequately satisfy the 
Government's essential needs. 


Timetable: 


Action 


Publish D tt 
Policy Letter for 
comment 

Smafi Entity: Yes 


Agency Contact: Charles W. Clark. 
Office of Management and Budget, 
Office of Federal Procurement Policy, 
Washington, D.C. 20503, 202 395-3254 
RIN: 0348-AA39 

ELSE A ORE TE A TT TTT 


Date 
03/01/84 
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OFFICE OF MANAGEMENT AND BUDGET (OMB) 


COMPLETED RULEMAKINGS 


CONTROLLING PAPERWORK 
BURDENS ON THE PUBLIC 
(CIRCULAR NO. A-40) 

CFR Citation: 5 CFR 1320 
Completed; ee 
Reason Date FR Cite 
Final Action 03/31/83 48 FR 13666 
Smali Entity: Yes 


Agency Contact: Arnold M. Strasser 
202 395-6880 


RIN: 0348-AA01 


PERFORMANCE OF COMMERCIAL 
ACTIVITIES (CIRCULAR NO. A-76) 


Completed: 
Reason —_~—C=Date 
Final Action 08/04/83 48 FR 37110 
Small Entity: Yes 


Agency Contact: Curt Holland 202 395- 
6810 


RIN: 0348-AA02 


INTERNAL CONTROL SYSTEMS 
(CIRCULAR NO. A-123) 


CFR Citation: Not applicable 


Revised Circular 08/16/83 
issued 


Small Entity: No 
Agency Contact: John Lordan 202 395- 
6823 


RIN: 0348-AA07 


RETAINAGE POLICY FOR FEDERAL 
CONSTRUCTION CONTRACTS (OFPP 
POLICY LETTER 83-1) 


CFR Citation: Not applicable 
Completed: rs 
Reason Date FR Cite 
Final Action 05/20/83 48 FR 22831. 
Smali Entity: Yes 


Agency Contact: Charles W. Clark 202 
395-3254 


RIN: 0348-AA29 


PUBLICIZING THE DEVELOPMENT OF 
PROCUREMENT POLICIES AND 
REGULATIONS (OFPP POLICY 
LETTER 83-2) e 


CFR Citation: Not applicable 
Completed: 

Reason Date 
Final Action 05/25/83 48 FR 24492 
Smaii Entity: Yes 


Agency Contact: LeRoy J. Haugh 202 
395-6166 








FR Cite 


Compieted Actions 


COMPLETED REVIEWS 


AUDIT OF FEDERAL PROGRAMS 
(CIRCULAR NO. A-73) 

CFR Citation: Not applicable 
Completed: 


Reason Date 
Revised Circular 06/20/83 
issued 
Smali Entity: No 
Agency Contact: John P. Sheehan 202 
395-3993 


RIN: 0348-AA04 


ACTIONS THAT STARTED AND 
ENDED BETWEEN ISSUES OF THE 
UNIFIED AGENDA 

@POLICY FOR PROCUREMENT OF 
ARCHITECT-ENGINEER SERVICES 
(OFPP POLICY LETTER 83-3) 


CFR Citation: Not applicable 


Date FR Cite 
06/17/83 48 FR 27861 


Agency Contact: Charles W. Clark, 
Office of Management and Budget, 202 
395-3254 


RIN: 0348-AA32 
{FR Doc. 83-28056 Filed 10-14-83, &45 amj 


BILLING CODE 3110-01-T 








Part XXXI 


Office of Personnel 
Management 
Regulatory Agenda 
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AGENCY: Office of Personnel 
Management. 


ACTION: Semiannual agenda of 


regulations. 


summary: The following Office of 
Personne! Management regulations are 
scheduled for review or development 
from November 1, 1983 through October 
31, 1984. This agenda carries out OPM's 
responsibilities to publish a semiannual 
agenda under E.O. 12291, Federal 
Regulation, and the Regulatory 
Flexibility Act (5 U.S.C. Chapter 6). This 
publication in the Federal Register does 
not impose a binding obligation on the 


Office of Personnel Management with 
regard to any specific item on the 
agenda. Regulatory action in addition to 
the items listed is not precluded. 


FOR FURTHER INFORMATION CONTACT: 
Terry W. Culler, Assistant Director, 
Office of Planning and Evaluation. (202) 
254-3134. 

Office of Personnel Management 

Donald J. Devine, 

Director. 


Part I—List of Current and Projected Regulations Scheduled for Development 


November 1, 1983 Through October 31, 1984 


“P” indicates a regulation designated for priority development or review by the Director, OPM. 


*New Item. 


———_—_-~ . 


| Tite of affected part | Lega! authority 


+ eee 


5 USC. 1104, 


and | Proposed » 


1302,3301 3302. 


EO. 10577 


5 USC. 1104, 1302, | 
3301, 3302; £.0. 


10577 


Time table 


(48 FR 22728). 
Target date for final: | 


11/83 


| Proposed regulations 
| published 5/20/83 


(48 FR 22728). 
Target date for final: 


11/83 


Changes improve 
integrity of the CFR by eliminating 
redundancies and streamlining OPM's 


on reguiavons 
publisned 10/19/62 
(47 FR 46513). 
Target date for final 
reguiations: 11/83 


Target date tor 

| proposed 
under the Freedom of information Act. | 
We plan to review our fee schedule | 
and update it to more accurately re-{| 3/84 
flect the current costs of providing the | 


| Target date for final 


| 3/84 
cunyclasticaton of OPM documents 


| The Privacy Act (5 U.S.C. 552a) requires | Target date for 
| agencies to issue regulations to impie- | 
ment the Act. OPM's regulations aiso 
require that agencies follow OPM’s | 
tule for those records maintained by 


regulations: 11/83. 
For final regulations: 


proposed 
regulations: 6/84 


| Llewellyn M. Fisher, Attorney, Office of | 
} the General Counsel, U.S. Office of 


20415, (202) 632-5506. 
} William H. Lynch, information Specialist, 








| 
| 20415, (202) 632-5433 
| 
j 
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Affects 
comact, title of person, mailing 
rye eae a Wadivoss and pone ruber | geieg? 


7. 5 CPR Parts 300, ‘Pertormance 5 U.S.C. 4902, 4305, '|‘Findl regulations ‘Proposed rules | James Wetitsi, Personnel Management | No. 
33h, 430, 431, 454, ‘Management. 4312-5315. ft 188 develop published 7/14/83 Specialist, Office of Performance Man- 
SM. Sa2, S40. j (48 FR 32288). agemem, ©S. Office of Personnel 

Management, 1900 E St NW., Wash- 

ington, D.C. 20415, (202) 632-7630. 


A easiapeeA gaa 
ee 
Hat 


9. 5 CFR Past 315, Probationay Peted | 5 U.S.C. 3321... 
Subpart |. for Managers and 


3f 
$7 
i 
; 


i 
i 


; 
| 


i} 
| 
| 1 


10. 5GFR Pats B15 =| Career anti Carreer- 


if 
i 
i 


13. SICFR Part 317, 5 U.S.C. 3593 and 
Subpart G. f ii 3595. 


Hi 


i 


pny 
i 
: 


| 


Be 





No 


Te 


Personnel Management, 
1900 E St NW., Washington, D.C 


20415, (202) 254-5517. 


| Gust Pappas, Chief, Classification Ap- | No 


D.C. 20415, (202) 632-6000 
1900 E St NW., Room 648, Wash- 
ington, D.C. 20415, (202) 632-4625 


peais Office, U.S. Office of Personnel 
Management, Compliance and Investi- 


Target date for finat: gations Group, Office of Agency Com- 
pliance and Evaluation, Room 6130, 


1900 E St NW., Washington. D.C. 


20415, (202) 632-7744 


Office of Planning and Evaluation, U.S. | 
of 


Target date for finat | Office 


| Cynthia Field, Employee Relations Spe- | No 


} 
| 
i 
| 
| 
| 
| 
j 


11/12/82 (47 FR 
219). Target date 


‘asget date tor 
proposed 
regulations: 1/84. 
for final: 1/84 
published 7/31/79 
published 7/1/83 
(48 FR 30398) 
proposed 


10/83 
1/64 


service im the Economic Stabilization | 


Program because applicable law was | 
Final regulations on (1) the removai of | interim regulations 


| 


| Target dates for 


policy | Ti 


COA 
ih 


pend 
to implement the provisions in the law | 
dealing with OPM’s responsibility to | 


HY 
te ite 


Committee on Appropriations under | 
provision of 2 U.S.C. 67a, delete Sub- 
part F covering reemployment after 
heip place career executives identified | 


for reduction in force. 


pertaming to a transfer of function 
following service with the U.S. Senate | 
-| Final regulation clarifying agency's obii- | Proposed regulation 
gations when employee raises issue of | 
health. The regulation would define | 
agency and employee obligations to | 
avoid costly reversals of actions based 
on unacceptable performance. } 
.| OPM published final rules on classifica- 
tion appeals under the General Sched- 


orannenaes 
Add new subpart covering reempioyment | 


it 





5 USC. 1302. 3603..., Changes to clarify existing OPM 


| 5 USC. 3131, 3301... 


is US.C.1302, 3596... 


Reduction in Force 
22. 5 CFR Part 362 Reempioyment 
3 Remstatement and 
Placement in the 
Semor Executve 


| 2US.C.67a, £0. 


i 
| 
| 
| 
i 
i 


}SUSC 3502 
5 US.C.4305 


R 
g 


Classification, Under | 5US.C 115 
the | 
Schedute 


511.701, 511.702, 


511.605, 511.611, 


25. 5 CFR Part 432 Reducton im Grade 
and Removal 
Based on 


26. 5 CFR Part 511 





Severance Pay.......... = 


31. 5 CFR Part 550° || ‘Pay Administration 
||. Genera). 


Compliance. 


‘Hours of Duty, 
Alternative Work 
Schedules. 


|| Mbsence ant Laave _. 


40. 5 CFR Part 733 


5S USC. 5505.............. revision of regulations as they | Praposed regulations: 
apply to separated employees who de- 12/83. : 


51U.S.C. 5542(b)(1) | Meguiate that 


28 U.S.C. 204(f, 
21Ha){1). 


fh 


ll 
fps 
i 


fl 


i 
i 
7 
{ 
| 


if 
oe 
g 
i 
g 
z 
i 


3 
8 


seq. 


it 
i 


SW.SC. 6311 


{ 
E 
i 
fF 
ue 
at 


SWSC. 1302, 3301, 
8302, 7301; £0. 
0577, Ei. 11222. 


3S U.S.C. 3301, 3302, 
7301; £.0. 40577, 
EO. 11222;'5 
CFR Rule V. 


5 U.S.C. 3301, 3302, 
7301, 7312; 50 
U.S.C. 403; E.0. 
10450; E.0. 
10577; 5 CFR 
Rule V. 

5 U.S.C. 1308, 3301, regulation expanding 
3302, 7301, 7324, of “employee” (§ 773.101). 
7325; 42 U.S.C. 

2729; E.0. 10577; 
3 CFR 1954- 
1958, Comp. p. 
218. 





—_ ‘ « @ a 
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' 
icine Scie cee 
Executive Personne! | 5 U.S.C. 207(a). i 
Financial | Pub & 95-521 


Tasget date unknown 


Target date for 
proposed 


EO. 10577. 5 reguiations: 12/83. 


} 
| 
| 


| taspet dene tor fas | Davis and Bob Fiynn, Staff Attor- | 
3/84 and Program Analyst, US Office | 
Management, Office of 
Government Ethics, 1900 E St NW. 
Washington, D.C. 20415, (202) 632- | 
i 7642. 
| Proposed reguiations | Cynthia Field, Employee Relations Spe- | f 
| published 7/1/63 cialist, Appellate Policies Division, | 
(48 FR 30398) Office of Planning and Evaluation, US 
Target date for final: | of Personnel Management, 
10/83. 1900 E St NW., Washington. D.C 
j 20415, (202) 254-5517. 
| Proposed reguiations | Cynthia Field, Employee Relations Spe- | 
| published 4/29/63 | cialist, U.S. Office of Personnel Mar- | 
(48 FR 19379). | 
Target date for final: | 
10/83. 


16 USC 


23 
il] 


, 





| 





| 


| 5 USC. 7513, 7514, 
} 1302 


i 


|; 5SUSC. 7543 anna] Fi ’ intenim regulations 
j published 7/31/79 . 
j 1 (44 FR 44818) Management, Office of Executive Per- 
i ' i Target date for final: sonnel, Workforce Effectiveness and 
| 9/83 Development Group, 1900 E St. NW., 
Room 6R48, Washington, D.C. 20415, 
(202) 632-4625 


| 5 USC. 8347, 4 ; ; Target date for final | Patricia Rochester, Pay and Benefits | 
CFR sec. 101.1 tor ; j 
et seq 


45 USC. 6347 


| 
. Cynthia Field, U.S. Office of | 

Managment. Appellate Poli- 
cies Division, Office of Planning and 


valuation, 1900 E St. NW., Washing- 
D.C. 20415, (202) 254-5517 


50. 5 CFR Parts 670, | Life insurance and isusc 8716. 
871, 672, 873 Optiona! insurance | 


51. 5 CFR Part 890, ISUSC. s901e =| a Myers, Pay and Benefits Spe- 

Miscellaneous | seq | , | | cialist, Office of Pay and Benefits 
changes. 
' 


Programs tor | 40 USC. 471: 5 
Specific Positions USC. 1104 
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aoe [aren] me 
Regulations 
Governing 


53. 5 CFR Part 10071... £0. 11222, 30 FR 
6469 3 CFR 
1964-65, Comp. 
p. 306; 5 CFR 
735.1001 et seq. 


dassaagitgatae 
igi 
Hite 
! fetid: 


54. 41 CFR Ch. 16, Price Negotiation 40 U.S.C. 486 (c): 
Subpart, 16-3.8. Policies and USC. 6913. 
Techniques. 


j 
| 
i 


gre pgb ay 
Hi 
hi 
HELE 


| 
| 


Part Il—List of Existing Regulations Scheduled for Review 
November 1, 1983 Through October 31, 1984 


CFR citation Titie of affected part 


1. 5 CFR Part 7 Personne! Reports; 
(Section 7.2) and Training. 4115, 4116; 5 
410. U.S.C. 2951. 


. 


ze 


Cen 
data 
rain 


¢ 


Part [fi—Completed Actions 





CFR citation Title Contact Publication date 


1. 5 CFR Part 213........ Wiliam Bohiing, (202) 632-6000... ...] Mar. 22, 1983, 48 FR 11923... 
2. 5 CFR Part 213...... ; William Bohiing, (202) 632-6000...............| June 5, 1983, 48 FR 24857 


3. 5 CFR Part 274....... einstein SOM INN QIU UOMO 
4. 5 CFR Part 297 Bruce Hughes, (202) 632-4634... PEELS SES a5 


5. 5 CFR Part 315...... f --4 William Bohiing, (202) 632-6000...............| Apr. 1, 1983, 48 FR 13851... 

6. 5 CFR Parts 315 Noncompetitive Appointment a William Bohiing, (202) 632-6000...............| June 28, 1983, 48 FR 29667... 
and 316. 1SSs 

7. 5 CFR Part 390........ 2 ) Wiliam Bohiing, (202) 632-6000. 


8. 5 CFR Part 334 Ardrey Harris, (202) 632-7647 nap eovins-neronnscesnsereesnsnennennensnenesnametiaa 


Authority 
9. 5 CFR Part 368........ iecaneas sossasservneseres, Mar. 22, 1983, 48 FR 11924... 
10. 5 CFR Part 410...... .| Constance Guiti weed JUNG 28, 19863, 48 FR 29668......... 
11. 5 CFR Part 412...... [ Sinctapedhsssstnatiecanponenvebstinaiebbicitameanntinninalicennaes 


12. 5 CFR Part 532...... i ; , Mar. 30, 1983, 48 FR 13984... 


.| June 7, 1983, 48 FR 26279. 


16. 5 CFR Part 752......| Adverse Actions: Recision of Exception to | Cynthia Field, (202) 254-5517..................., Apr. 29, 1963, 48 FR 19349... 
30-Day Advance Notice. 

17. 5 CFR Part 831..... Amended Omnibus Reconciliation Act Reg- | Mery Sugar, (202) 632-4634_...................}- 
ulations. 

16. 5 CFR Part 631......) Retirement: Benefits for Survivors of Former | Doris Reeves, (202) 632-4634... 
CIA Employees. 

19. 5 CFR Part 690......| FEHB: Benefits for Medically Underserved . Apr. 5, 1983, 48 FR 14563... 
Areas. 

20. 5 CFR Part 890 FEHB: Carriers’ Benefit and Rate Proposais .. ' cevsereeeel Apr. 15, 1983, 48 FR 16231.......... 

21. 5 CFR Part 950......| Solicitation of Federal Personnel for Contri- -wevvvvvene Aug. 1, 1983, 48 FR 34910... 
butions to Charitable Organizations. 
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ES INI E 2 S IE |  e  TATEE NRL  ART S Eey RS ES TT 
ee aD Michaet D. Clogston, (202) 632-5691 
23. 45 CFR Past 801 _/ Voting Rights Program: Rulewille, Mississippi_| Michael D. Ciogston, (202) 632-5601 ....| July 26, 1989, 48 FR 39872 _. _-| et regstations pushed 








Part XXXII 


Panama Canal 
Commission 
Unified Agenda of Federal Regulations 
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AGENCY: Panama Canal Commission. 


ACTION: Publication of semiannual 
agenda of regulations. 


SUMMARY: The purpose of this agenda 


is to report the proposed rulemaking 
activities of the Panama Canal 
Commission. This information will allow 
the public to participate in the 
rulemaking process. 


FOR FURTHER INFORMATION 
CONTACT: For information about a 
particular regulatory project, contact the 
person listed in the subheading “Agency 
Contact” for that project. 


For general information, contact 
Michael Rhode, Jr., Secretary, Panama 
Canal Commission, Suite 312, Penn 
Building, 425 13‘ Street, N.W., 
Washington, D.C. 20004, (202) 724-0104; 
or Dwight A. McKabney, Esquire, 
General Counsel, Panama Canal 
Commission, APO Miami 34011. 


SUPPLEMENTARY INFORMATION: 
Executive Order 12291, Federal 
Regulation, and the Regulatory 
Flexibility Act, 5 U.S.C. 601, ef seg. 


PANAMA CANAL COMMISSION (PANAMA) 


RULES FOR THE PREVENTION OF 


Legal = 22 USC 3811 Panama 
Canal Act of 1979; EO 12215 


CFR Citation: 35 CFR 111 


Abstract: The planned revision of the 
Panama Canal Rules for the Prevention 
of Collisions, Part 111 of 35 CFR, will 
be designed to update the existing rules 
which have not undergone a 
comprehensive, substantive revision for 
many years. In an effort to standardize 
the rules for the prevention of collisions 
and in keeping with the international 
character of the Panama Canal, the 
revision will follow generally the 
format, language and substance of the 
International Regulations for Preventing 
Collisions at Sea (72 COLREGS), 
incorporating where appropriate 
throughout the text rules of particular 
applicability to the Panama Canal. 


Date FR Cite 


08/08/83 48 FR 35905 
08/08/83 


09/19/83 


AGENCY CONTACT: Dwight A. 
McKabney, General Counsel, Panama 
Canal Commission, APO Miami Florida 
34011. Telephone in Balboa Heights, 
Republic of Panama, 52-7511. 


Agency Contact: Michael Rhode, Jr., 
Secretary, Panama Canal Commission, 
Suite 312, Penn Building, 425 13th 
Street, NW, Washington, DC 20004, 202 
724-0104 


RIN: 3207-AA00 


CLASSIFIED INFORMATION 


Legal Authority: EO 12356 
CFR Citation: 35 CFR 60 


Abstract: Revision of the regulation will 
bring agency into compliance with E.O. 
12356 which mandated changes 
concerning the maintenance, 
classification, downgrading, 
declassification, and disposition of 
official information requiring protection 
against unauthorized disclosure in the 
interest of the national security. 


Timetable: 

Action Date 
NPRM 12/30/83 
Interim Final Rule 00/00/00 
Smaii Entity: No 
Additional information: AGENCY 
CONTACT TELEPHONE NUMBER: 52- 


7757, in Balboa Heights, Republic of 
Panama. 

Agency Contact: K. E. Goldsberry, 
Chief, Administrative Services Division, 
Panama Canal Commission, APO 
Miami, 34011, 202 724-0104 


RIN: 3207-AA01 


require that executive agencies publish 
in the Federal Register a semiannual 
notice of regulations which are under 
development or review or for which 
action has been completed. The Panama 
Canal Commission agenda contains 
certain regulations which are limited in 
public impact, but they are included to 
increase public awareness of 
Commission activities and to allow for 
increased public participation in the 
agency's regulatory review and 
development process. This agenda was 
prepared under the guidelines 
established by OMB Bulletin No. 83-15. 


DATED: August 25, 1983. 
Michael Rhode, Jr., 
Secretary, Panama Cana! Commission. 


Current and Projected Rulemakings 


FEES FOR FREEDOM OF 
INFORMATION ACT REQUESTS 


Lega! Authority: 5 USC 552(a)(4)(A) Free- 
dom of information Act as amended 


CFR Citation: 35 CFR 9.11 


Abstract: Revision of the regulation will 
update the fees charged for direct 
search and duplication incurred by the 
agency in providing records to 
requesters under the FOIA. 


Timetabie: 
Action 
NPRM 


Final Action 
Effective 


Small Entity: No 


Additional Information: AGENCY 
CONTACT TELEPHONE NUMBER: 52- 
7757, in Balboa Heights, Republic of 
Panama. 


Agency Contact: K. E. Goldsberry, 
Chief, Administrative Services Division, 
Panama Canal Commission, APO 
Miami, 34011, 202 724-0104 


RIN: 3207-AA02 





Date 


12/30/83 
00/00/00 


FR Cite 


@DANGEROUS CARGO; VESSEL 
PILOT LICENSING 


Legal Authority: 22 USC 3811 Panama 
Canal Act of 1979 


CFR Citation: 35 CFR 113, (Revision); 35 
CFR 101, (Revision); 35 CFR 103, (Revision); 
35 CFR 119, (Revision) 


Abstract: The International Maritime 
Organization Conventions concerning 
hazardous cargoes, tank ships, gas 
carriers, training and other maritime 
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PANAMA 


matters have been adopted by Panama, 
the United States and most maritime 
nations using the Panama Canal. New 
hazardous cargoes are being added to 
the trade. The existing regulations 
should be revised. Revisions would 
substitute the provisions of certain 
international conventions. Using 
international standards would improve 
safety through ease of compliance and 
enforcement. The 35 CFR 119 revision 


would affect the intermediate license 
requirements for Canal pilots. 


Timetable: 


FR Cite 


Action Date 


Next Action Undetermined 
Smali Entity: No 


Additional information: The thrust of 
the revision is toward dangerous 


47999 
Current and Projected Rulemakings 


cargoes, 35 CFR 113. The Arrival 
Requirements, 35 CFR 101, and General 
Provisions, 35 CFR 103, are related and 
require revision for compatibility. The 
35 CFR 119 revision would relate to the 
size of vessels covered by a limited 
license for Panama Canal pilotage. 
Agency Contact: Michael Rhode, Jr., 
Secretary, Panama Canal Commission, 
Panama Canal Commission, Suite 312, 
Penn Building, 425 13th Street, NW, 
Washington, DC 20004, 202 724-0104 


RIN: 3207-AA07 


PANAMA CANAL COMMISSION (PANAMA) 


RULES FOR MEASUREMENT OF 
VESSELS 


Legal Authority: 22 USC 3791 Panama 
Canal Act of 1979 
CFR Citation: 35 CFR 135 


Abstract: In July 1982 forty-eight 
nations, representing more than eighty 
percent of world shipping, began 
implementing a new, uniform method 
for tonnage determination in 
accordance with the International 
Convention on Tonnage Measurement 
of Ships, 1969. The present Panama 


Canal measurement system is based 
upon the old national tonnage 
measurement systems. To continue the 
present Panama Canal System may 
require that new ships be measured 
twice, once under the new system and 
again under the now out-dated national 
system. No timetable for rulemaking 
has been established. This proposal is 
still under study by the Panama Canal 
Commission. The Commission is in the 
process of obtaining comments from 
Canal users which will be evaluated to 


Existing Regulations Under Review 


assist in determining whether the 
present system should be changed. 


Timetable: 
Action 


End Review 


Date FR Cite 


00/00/00 


Small Entity: No 

Agency Contact: Michael Rhode, Jr. 
Secretary, Panama Canal Commission, 
Suite 312, Penn Building, 425 13th Street 
NW, Washington, DC 20004, 202 724- 
0104 


RIN: 3207-AA03 
{FR Doc. 83-28057 Filed 10-14-83; 845 am| 
BILLING CODE 3640-04-T 
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Pennsylvania Avenue 
Development 
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Unified Agenda of Federal Regulations 
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AGENCY: Pennsylvania Avenue 
Development Corporation. 


ACTION: Unified Agenda of Federal 
Regulations. 


SUMMARY: This document lists 
regulations that are currently under 
development or that PADC expects to 
have under development during the next 
six months. It was prepared in response 
to OMB Bulletin 83-15. 


PENNSYLVANIA AVENUE DEVELOPMENT CORPORATION (PADC) 


Abstract: Supplements existing 
relocation regulations by providing 
additional relocation assistance as 
required by the PADC plan. No definite 
timetable. 

Timetable: 


Action Date 


Next Action Undetermined 


FOR FURTHER INFORMATION 
CONTACT: Ms. Madeleine B. Schaller. 
Attorney, Office of the General Counsel. 
Pennsylvania Avenue Development 
Corporation, 425 13th Street, N.W., 
Washington, D.C. 20004; (202) 566-1078. 


DATED: August 17, 1983 
Thomas J. Regan, Jr.. 


Executive Director. 


Current and Projected Rulemakings 


Small Entity: No 

Contact: Mr. Jerry Smedley, 
Director of Real Estate, Pennsylvania 
Avenue Development Corporation, 425 
13th Street, NW, Washington, DC 20004, 
202 523-3726 


RIN: 3208-AA00 
{FR Doc. 83-28058 Filed 10-14-43. 845 am| 
BILLING CODE 7630-01-T 





Part XXXIV 


Pension Benefit 
Guaranty 
Corporation 


Agenda of Regulations Under 
Development 
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ACTION: Agenda of regulations. 


SUMMARY: This document sets forth 


twelve months. The effect of this agenda 
is to advise the public of PBGC’s current 
and future regulatory activities. 
ADDRESS: Legal Department (210). 
Pension Benefit Guaranty Corporation, 
2020 K Street, N.W., Washington, D.C. 


FOR FURTHER INFORMATION 
CONTACT: For further information on 
the agenda in general, contact Melanie 
Franco Nussdorf, Special Counsel, Legal 

t, 202-254-6476. For 
information about a specific regulation 
project listed on the agenda, contact the 
person designated in the agenda for that 
regulation. 


SUPPLEMENTARY INFORMATION: 
Under the President’s Order on Federal 
Regulation, Executive Order 12291, 46 
FR 13193 (the “Executive Order’), each 


agency is required to publish in April 
and October an agenda of regulations 
currently or soon to be under 
development. The Executive Order 
requires that the agenda also include 
those currently effective regulations that 
are being reviewed by the agency 
pursuant to the Executive Order. The 
Regulatory Flexibility Act, 5 U.S.C. 601, 
Pub. L. 96-354, 94 Stat. 1164, has a 
similar agenda requirement. Under that 
law, the agenda must list any regulation 
that is likely to have a significant 
economic impact on a substantial 
number of small entities. 


The Office of Management and Budget 
has issued guidelines (OMB Bulletin No. 
83-15) prescribing the form and content 
of the regulatory agenda. Under those 
guidelines, the agenda must list all 
regulatory activities being conducted or 
reviewed in the next twelve months and 
provide certain specified information on 
each regulation. All the items on this 
agenda are current or projected 
rulemakings. Two items, the rule on 
reportable events and the rule for 
determining plan sufficiency are 
amendments to existing regulations that 
PBGC determined advisable after 
review pursuant to the Executive Order. 


The guidelines also require that 
“priority regulations” be designated. 
Priority regulations are those designated 
as such by the agency head or those that 
are “major rules” under the Executive 
Order. PBGC has determined that all the 
regulations listed in this agenda are 
necessary to the effective 
implementation of the insurance 
program and, therefore, each is 
considered a “priority regulation.” 


PENSION BENEFIT GUARANTY CORPORATION (PBGC) 


ARBITRATION OF DISPUTES IN 
MULTIEMPLOYER PLANS 


Legal : 29 USC 
ERISA; 29 USC 1321(a)(2) ERISA 


CFR Citation: 29 CFR 2641 


Abstract: Section 4221 of ERISA 
provides that any dispute between an 
employer and the sponsor of a 
multiemployer plan regarding the 
determination of the employer's 
withdrawal liability to the plan shall be 
resolved through arbitration. Section 
4221(a)(2)} of ERISA provides that an 
arbitration proceeding under this 
section shall be conducted in 
accordance with fair and equitable 


1302(b\{3) 


procedures prescribed by the PBGC. 
The regulation will set forth those 
procedures. This regulation is needed to 
provide the rules of procedure under 
which an arbitration proceeding will be 
conducted. PBGC expects that the rule 
will minimize costs on plan sponsors 
and contributing employers because it 
provides a clear set of rules designed to 
clarify the Act’s provisions and the 
responsibilities of the respective 


Action Date 


NPRM 07/07/83 48 FR 31251. 
NPRM Comment 07/07/83 
Period Begin 


Finally, the guidelines require a 
description of the potential costs and 
benefits of each regulation. The 
regulations listed on the agenda fall into 
three general categories. Some lessen 
statutory requirements, thereby 
lowering costs to the public and 
minimizing burden on plans and plan 
sponsors. Others simply implement 
statutory requirements and, although 
costs may be imposed because of these 
statutory requirements, the public is 
benefited by clear and unambiguous 
rules which lessen the probability of 
disputes, litigation and public confusion. 
Others of the regulations in the agenda 
reallocate costs necessarily imposed by 
the statute so that, although certain 
contributing employers may experience 
greater costs, others will experience an 
equivalent reduction in costs resulting in 
a net effect of zero. Where applicable, 
additional costs and benefits are stated 
separately in the item relating to the 
particular regulation. 


Unless otherwise indicated, all 
citations in the agenda are to sections of 
the Employee Retirement Income 
Security Act of 1974, 29 U.S.C. 1001 ef 
seq. (1976), as amended by the 
Multiemployer Pension Plan 
Amendments Act of 1980 (“the 
Multiemployer Act”), Pub. L. No. 96-364. 
94 Stat. 1208 (“ERISA”). 


Issued at Washington, D.C., this ist 
day of September, 1983. 


Charles C. Tharp, 


Acting Executive Director, Pension Benefit 
Guaranty Corporation. 


Current and Projected Rulemakings 


NPRM Comment 09/06/83 
Period End 

Final Action 

Smail Entity: No 


Agency Contact: Mrs. Renae Hubbard. 
Special Counsel, Pension Benefit 
Guaranty Corporation, Legal 
Department (210), 2020 K Street, NW, 
Washington, DC 20006, 202 254-6476 


RIN: 1212-AA05 


03/00/84 


NOTICE AND COLLECTION OF 
WITHDRAWAL LIABILITY 


Priority: Agency Determination 
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Legal Authority: 29 USC 
ERISA; 29 USC 1399(c) ERISA 


CFR Citation: 29 CFR 2644 


Abstract: Section 4219(c}(6} of ERISA 
provides that the interest rate charged 
by a multiemployer plan in the event of 
delinquency or default in the payment 
of withdrawal liability shall be based 
on prevailing market rates for 
comparable obligations, in accordance 
with PBGC regulations. This regulation 
will implement that section by 
establishing the interest rate to be used. 
In addition, PBGC is considering giving 
plans authority to establish their own 
rates, consistent with section 4219{c)(6). 


1302(b)(3) 


Date FR Cite 


02/14/83 48 FR 6559 
NPRM Comment 02/14/83 
Period : 


Agency Contact: Mr. James M. 
Graham, Attorney, Pension Benefit 
Guaranty Corporation, Corporate 


Planning and Program Devel. Dept., 
Policy and Planning, 202 254-4862 


RIN: 1212-AA06 


POWERS AND DUTIES OF PLAN 


1441(d) ERISA 
CFR Citation: 29 CFR 2675 


Abstract: Section 4281 of ERISA 
contains rules relating to the 
administration and payment of benefits 
under multiemployer plans that have 
terminated by mass withdrawal. Under 
certain circumstances, the plan sponsor 
is required to amend the plan to 
eliminate benefits not eligible for 
PBGC’s guarantee under Section 4022A. 
In addition, if the terminated plan 
becomes insolvent, the sponsor is 
required to suspend payment of any 
benefits that are in excess of those 
guaranteed under Section 4022A. The 
PBGC is authorized to modify the 
statutory duties of the plan sponsor, 
including the duty to provide 
participants and beneficiaries with 
notice of benefit reductions, and is 


\ 


required to prescribe rules that ensure 
that plan participants and beneficiaries 
receive adequate notice of the benefit 
suspensions. This regulation will 
prescribe the requirements for these 
two notices, and will also modify the 
statutory rules concerning when a plan 
sponsor must make determinations of 
plan solvency, This regulation will 
benefit multiemployer plans by 
reducing the number of notices that 
would otherwise be required under 
ERISA, thus reducing plan costs. In 


. addition, the regulation will {cont} 


Timetable: 
Action Date FR Cite 


NPRM 06/13/83 48 FR 27092 
NPRM Comment 06/13/83 

Period Begin 
NPRM Comment 08/12/83 

Period End 
Final Action 
Small Entity: No 


Additional information: ABSTRACT 
CONT: benefit plan participants and 
beneficiaries by requiring that they 
receive timely and informative notices 
of benefit reductions and suspensions. 
These benefits cannot be quantified. 
While providing the notices required by 
the regulation will obviously entail a 
cost to plans, the aggregate cost will be 
low: PBGC estimates that fewer than 10 
plans per year will terminate by mass 
withdrawal, and only a very few of 
those will ever be required to reduce or 
suspend benefits. 

Agency Contact: Mr. J. Ronald 
Goldstein, Attorney, Pension Benefit 
Guaranty Corporation, Corporate 
Planning and Program Devel. Dept., 
Policy and Planning, 202 254-4862 

RIN: 1212-AA07 


00/00/00 


VARIANCES FOR SALES OF ASSETS 
Priority: Agency Determination 
Legal Authority: 29 USC 
ERISA; 29 USC 1384(c) ERISA 
CFR Citation: 29 CFR 2643 


Abstract: Section 4204 of ERISA 
provides that the sale of assets by an 
employer who contributes to a 
multiemployer plan, which would — 
normally constitute a withdrawal from 
the plan, will not be considered a 
withdrawal if certain requirements are 
met. This regulation will provide 
exemptions or variances from the 
purchaser's bond/escrow requirement 
and the sales-contract requirement of 
section 4204 (a)(1)(B) and (C) of ERISA 


1302(b)(3) 


Current and Projected Rulemakings 


under certain conditions. This 
regulation will assist employers who 
engage in sales of assets to structure 
those transactions so as to avoid any 
immediate liability for the seller's 
withdrawal from a multiemployer plan. 
Further, by waiving the requirement 
that the purchaser post a bond or 
establish an escrow account, the 
regulation frees up funds that the 
purchaser may use for other purposes. 
In 22 cases decided so far in which the 
PBGC has granted individual 
exemptions from this requirement, the 
total amount of the bonds/escrows 
waived is approximately $11.4 million. 


Timetabie: a 
Action Date FR Cite 


NPRM 02/14/63 48 FR 6555 
NPRM Comment 02/14/83 

Period Bedi 
NPRM Comment 04/15/83 

Period End 
Final Action 
Small Entity: No 
Agency Contact: Mr. James M. 
Graham, Attorney, Pension Benefit 
Guaranty Corporation, Corporate 
Planning and Program Devel. Dept.. 
Policy and Planning, 202 254-4862 
RIN: 1212-AA08 


00/00/00 


NOTICE OF INSOLVENCY 


Legal Authority: 29 USC 
ERISA; 29 USC 1426(e) ERISA 
CFR Citation: 29 CFR 2674 


Abstract: Section 4245(e) of ERISA 
requires the plan sponsor of a 
multiemployer, upon determining that 
the plan may become insolvent, to give 
notice of that fact to the PBGC, 
contributing employers, affected 
employee organizations and plan 
participants. In addition, the plan 
sponsor must inform those parties of 
the plan's resource benefit level for the 
insolvency year. Section 4245(e)(4) of 
ERISA requires that the notices be 
given in accordance with regulations 
prescribed by the PBGC. This regulation 
will establish the procedures for issuing 
and the contents of the insolvency 
notices. The early notice of potential 
plan insolvency to the collective 
bargaining parties will enable the 
parties, if they so choose, to tiate 
additional contributions in order to 
avoid insolvency and the consequent 
benefit suspensions. This is of benefit 
to plan participants and beneficiaries, 


1302(b)(3) 
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although it is not possible to quantify 


NPRM oo/oo/00t—t«*” 


Small Entity: No 


Agency Contact: Mr. j. Ronald 
ane Attorney, Pension Benefit 
Guaranty Corporation, Corporate 
Planning and Program Devel. Dept., 
Policy and Planning, 202 254-4862 


RIN: 1212-AA09 


MERGERS AND TRANSFERS 
BETWEEN MULTIEMPLOYER PLANS 


Legal Authority: 29 USC 
ERISA; 29 USC 1411 ERISA 


CFR Citation: 29 CFR 2672 


Abstract: Section 4231(b)}{1) of ERISA 
requires the plan sponsor of a 
multiemployer plan to notify PBGC, in 
accordance with regulations prescribed 
by PBGC, of a merger or transfer of 
assets or liabilities to another 
multiemployer plan. In addition, section 
4231(b) contains three other conditions 
that all mergers or transfers between 
multiemployer plans must satisfy. This 
regulation will establish the 
requirements for the notice to PBGC, as 
well as provide guidance to plan 
sponsors in complying with the other 
three conditions. The primary benefit of 
this regulation is that it will protect the 
multiemployer insurance system and 
the premium payers by helping to 
insure that plans do not engage in 
transactions that would have the effect 
of weakening any of the plans involved 
in the transaction. By requiring the 
notice to include data that will enable 
PBGC to monitor compliance with 
section 4231(b), the regulation does 
impose new costs on the public. PBGC 
expects these costs to be approximately 
$12,000 per year, assuming 40 mergers 
and transfers of assets ¢ or liabilities per 


1302(b)(3) 


Agency Contact: Mr. James M. 
Graham, Attorney, Pension Benefit 
Guaranty Corporation, Corporate 
Planning and Program Devel. Dept.. 
Policy and Planning, 202 254-4862 


RIN: 1212-AA10 


SUPPLEMENTAL GUARANTEE 
PROGRAM 


Legal Authority: 29 USC 
ERISA; 29 USC 1322a(g)(2) ERISA 


CFR Citation: 29 CFR 2690 to 2699 


Abstract: Section 4022A(g)(2) of ERISA 
requires PBGC to issue regulations 
establishing a supplemental program to 
guarantee benefits under multiemployer 
plans that would otherwise be 
guaranteed but for the limitations in 
section 4022A(c) of ERISA. Participation 
by plans in this supplemental program 
is optional. These regulations will 
address premiums, eligibility 
requirements, applications for coverage, 
the amount of coverage provided, and 
financial assistance from PBGC under 
the supplemental program. Since ERISA 
requires that the supplemental 
guarantee program be entirely self- 
supporting, it follows that the costs to 
the public (the premiums) will have to 
at least equal the insurance benefits 
provided plus the PBGC’s cost of 
administering this program. Because 
participation in this program is 
voluntary and because PBGC received 
very few comments in response to the 
notice of proposed rulemaking, PBGC 
does not have any reliable data on the 
number of plans that will participate 
and the amount of insurance coverage 
they will purchase. Accordingly, PBGC 
is unable to quantify the costs and 
benefits. 


1302(b)(3) 





02/01/83 48 FR 4632 
NPRM Comment 02/01/83 
Period Begin 
NPRM Comment 
Period End 
Final Action 
Smaii Entity: No 


Agency Contact: Mr. J. Ronald 
Goldstein, Attorney, Pension Benefit 
Guaranty Corporation, Corporate 
Planning and Program Devel. Dept.. 
Policy and Planning, 202 254-4862 


RIN: 1212-AA12 


04/04/83 


00/90/00 


Current and Projected Rulemakings 


RULES DEFINING THE “BUILDING 
AND CONSTRUCTION INDUSTRY” 


Legal Authority: 29 USC 
ERISA; 29 USC 1383(b) ERISA 
CFR Citation: 29 CFR 2646 


Abstract: Section 4203(b) of ERISA 
contains special withdrawal rules 
applicable to the building and 
construction industry. ERISA does not. 
however, contain a definition of the 
term “building and construction 
industry”; nor does it define two other 
terms critical to the special rules, 
“primarily” and “substantially.” This 
regulation would provide those 
definitions. Because there are 
conflicting views among the public as 
to the need for this regulation, and 
because of the difficulty in developing 
appropriate definitions of these terms. 
PBGC issued an advance notice of 
proposed rulemaking on this matter. 
PBGC is still studying the question of 
whether to proceed with a regulation. 
Timetable: 


2 cael 


ANPRM 09/28/82 47 FR 42588 
ANPRM Comment 09/28/82 

Period Begin 
ANPRM Comment 11/29/82 

Period End 
NPRM 
Smail Entity: No 


Agency Contact: Mr. James M. 
Graham, Attorney, Pension Benefit 
Guaranty Corporation, Corporate 
Planning and Program Devel. Dept.. 
Policy and Planning, 202 254-4862 


RIN: 1212-AA13 
SOS NRE IMENTS A SRR AE AREE A RETO 


REDUCTION OR WAIVER OF 
COMPLETE WITHDRAWAL LIABILITY 


Priority: Agency Determination 


Legal A s 29 USC 
ERISA; 29 USC 1387(a) ERISA 


CFR Citation: 29 CFR 2647 


Abstract: Section 4207(a) of ERISA 
requires the PBGC to establish rules for 
reducing or waiving the liability of an 
employer who has completely 
withdrawn from a multiemployer plan 
and subsequently resumes covered 
operations or renews the obligation to 
contribute under the plan. This 
regulation will prescribe the 
circumstances under which an 
employer's liability will be reduced or 
waived and the rules for computing the 
employer's liability for a complete or 


1302(b)(3) 


00/00/00 


1302(b)(3) 





Federal Register / Vol. 48, No. 201 / Monday, October 17, 1983 / Unified Agenda 


partial withdrawal after it has 
reentered the plan. This regulation will 
benefit multiemployer plans by 
encouraging some employers who have 
withdrawn from these plans to renew 
their participation in the plans. By the 
same token these employers will 
benefit by having some or all of their 
withdrawal liability waived. While the 
plans will incur the cost of foregoing 
collection of some of the withdrawal 
liability owed them, the assumption 
underlying this statutory provision is 
that these costs will be offset by the 
contributions employers will make to 
the plans after their reentry. PBGC is 
unable to quantify these benefits and 
costs, because it cannot predict the 
number of employers who will avail 
themselves of this rule. 


00/00/00 
Small Entity: No 
Agency Contact: Mr. j. Ronald 
Goldstein, Attorney, Pension Benefit 
Guaranty Corporation, Corporate 
Planning and Program Devel. Dept., 202 


RIN: 1212-AA14 


TRANSFERS OF LIABILITIES TO 
SINGLE-EMPLOYER PLANS: WAIVER 
OF MULTIEMPLOYER PLAN’S 
CONTINGENT LIABILITY 


Priority: Agency Determination 


Authority: 29 USC 
ERISA; 29 USC 1412(c) ERISA 


CFR Citation: 29 CFR 2679 


Abstract: Under section 4232{c), a 
multiemployer plan that transfers 
liabilities to a single-employer plan is 
contingently liable to PBGC, up to the 
amounts specified in section 4232(c), if 
the single-employer plan terminates 
within five years after the transfer. 
PBGC is authorized, however, to waive 
the contingent liability if it determines . 
that its interests and the interests. of 
plan participants and beneficiaries are 
adequately protected. This regulation 
will provide procedures for applying to 
PBGC for a waiver and standards under 
which waivers will be granted. This 
regulation will benefit those 
multiemployer plans that will qualify 
for a waiver of their contingent liability. 
To date, PBGC has received nine 
requests for waivers, involving potential 


1302(b){3) 


maximum liabilities of approximately 
$2,885,000. PBGC is unable to predict 
how many more plans may apply for 
waivers once this regulation is issued. 
Insofar as the intended purpose of this 
regulation is achieved, there will be no 
costs associated with it, because the 
contingent liability will be waived only 
in those situations where it is extremely 
unlikely that the liability would ever 
become an actual claim of PBGC 
against (cont) 
Timetable: 
Action 

NPRM 


Smaii Entity: No 

Additional information: ABSTRACT 
CONT: the multiemployer plan. 
Agency Contact: Mr. James M. 
Graham, Attorney, Pension Benefit 
Guaranty Corporation, Corporate 


Planning and Program Devel. Dept., 
Policy and Planning, 202 254-4862 


RIN: 1212-AA15 


REDETERMINATION OF 
WITHDRAWAL LIABILITY UPON MASS 
WITHDRAWAL 


Priority: Agency Determination 
29 USC 


Date FR Cite 


00/00/00 


1302(b)(13) 


Legal 
ERISA; 29 USC 1389(c) ERISA; 29 USC 
1389(d) ERISA; 29 USC 1399(c)(1)(D) ERISA 


CFR Citation: 29 CFR 2648 


Abstract: The rules for determining an 
employer's withdrawal liability do not 
necessarily allocate a plan's total 
unfunded vested benefits because of 
the rules reducing or eliminating 
withdrawal liability, such as the de 
minimis rule. Therefore, if all or 
substantially all the employers in a 
plan withdraw, there may be large 
unallocated amounts that would 


* constitute a potential claim on the 


insurance system. In order to avoid this 
result, section 4219({c)(1)(D) requires the 
determination or redetermination of 
withdrawal liability, in order to fully 
allocate a plan’s unfunded vested 
benefits, upon either the termination of 
the plan through the withdrawal of 
every employer, or the withdrawal of 
substantially all the employers pursuant 
to an agreement or arrangement to 
withdraw. This regulation will set forth 
rules implementing this requirement. 
This regulation primarily benefits the 
multiemployer insurance program and 
the plans that are required to pay 
premiums under it, by insuring that in 


Current and Projected Rulemakings 


the event of a mass withdrawal (or the 
withdrawal of substantially all the 
employers pursuant to an agreement to 
withdraw), the liability for all untunded 
vested benefits is allocated to the (cont) 


Timetable: 


Action 

NPRM 

Smaii Entity: No 
Additional information: ABSTRACT 
CONT: withdrawing employers. In 
addition, in the case of the withdrawal 
of substantially all employers, the rule 
will benefit the employers remaining in 
the plan by preventing them from being 


left with more than their fair share of 
the plan’s unfunded vested benefits. 


Agency Contact: Mr. J. Ronald 
Goldstein, Attorney, Pension Benefit 
Guaranty Corporation, Corporate 
Planning and Program Devel. Dept., 
Policy and Planning, 202 254-4862 


RIN: 1212-AA16 
1 ARR HR ARR SO OBES IN 


Date 
00/00/00 


VALUATION OF PLAN ASSETS AND 


Legal Authority: 29 USC 
ERISA; 29 USC 1441(b) ERISA 


CFR Citation: 29 CFR 2676 


Abstract: A plan that has terminated 
by mass withdrawal is required under 
section 4281(b) of ERISA to perform an 
annual valuation of the plan's 
nonforfeitable benefits and assets 
{including outstanding claims for 
withdrawal liability). This valuation is 
to be done in accordance with 
regulations. In addition, when a plan 
experiences a mass withdrawal, section 
4219{c}{1)(D) requires the plan sponsor 
to allocate fully the plan’s unfunded 
vested benefits to all withdrawing 
employers. In order to do this 
allocation, the plan sponsor must first 
value the plan’s benefits and assets. 
This regulation will prescribe the rules 
for these valuations. The regulation on 
valuing outstanding claims for 
withdrawal liability listed on PBGC’s 
prior agenda (RIN 1212-AA17) has been 
merged into this regulation. 


1302(b){3) 


Timetabie: 
NPRM 00/00/00 
Smail Entity: No 
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plans. Under section 4041A(f}(2), PBGC 
is authorized to prescribe rules for the 


insurance system. Under section 
4281(b). the plan sponsor of a plan that 
terminated by 


itable 
benefits and assets. If the value of the 
benefits exceeds the value of the 
assets, the sponsor must amend the 


prescribed by 
would establish the rules for 
administering plans that have 


CONT: and benefit of this tion 
will be to establish rules that encourage 
the efficient administration of these 
plans. By thus helping to preserve plan 
assets, these rules will, in the first 
instance, benefit plan participants and 
beneficiaries and secondarily, the 
multiemployer insurance system and 


premium payers. PBGC lacks adequate 
data to be able to quantify these 
benefits. 


Agency Contact: Mr. J. Ronald 
Goldstein, Attorney, Pension Benefit 
Guaranty Corporation, Corporate 
Planning and Program Devel. Dept., 
Policy and Planning, 202 254-4862 
RIN: 1212-AA19 


@TRANSFERS FROM 
MULTIEMPLOYER PLANS TO SINGLE- 
EMPLOYER PLANS 


Legal Authority: 29 USC 1302(b)(3); 29 
USC 1412; 29 USC 1414 

CFR Citation: 29 CFR 2679 

Abstract: Sections 4232 and 4234 of 
ERISA prescribe rules governing the 
transfer of liabilities and assets from a 
multiemployer plan to a single-employer 
plan and prohibit certain transfers 
unless approved by PBGC. The 
regulation will establish procedures for 
approval of transfers which require 
approval and guidelines for satisfying 
the statutory requirements pertaining to 
other transfers. 


Timetable: 
Action 

NPRM 

Small Entity: No 
Agency Contact: James M. Graham, 
Attorney, Pension Benefit Guaranty 
Corporation, Corporate Planning & 
Program Devel. Dept., (140), 2020 K St., 
NW, Washington, DC, 202 254-4862 


RIN: 1212-AA20 


Date 
00/00/00 


FR Cite 


@ALLOCATING UNFUNDED VESTED 
BENEFITS 


Priority: Agency Determination 


Legal Authority: 29 USC 1302(b\3); 29 
USC 1391(c) 


CFR Citation: 29 CFR 2642 
Abstract: On January 19, 1981, PBGC 


‘issued an interim regulation dealing 


with alternative methods for allocating 
unfunded vested benefits in 
multiemployer pension plans. PBGC 
now plans to re-promulgate that 
regulation in order to correct 
ambiguities that have arisen under it, to 
conform the procedures contained in it 
to other PBGC regulations, and to 
reduce the information reporting 
requirements in the regulation. The 


Current and Projected Rulemakings 


regulation will impose no new costs on 
the public and may reduce costs for 
plans adopting certain alternative 
allocation rules by reducing the 
reporting requirements. 

Temotatie:_ 
Action 

NPRM 

Small Entity: No 
Agency Contact: J. Ronald Goldstein, 
Attorney, Pension Benefit Guaranty 
Corporation, Corporate Planning & 
Program Devel. Dept., (140), 2020 K St. 
NW, Washington, DC, 202 254-4862 


RIN: 1212-AA21 


Date 
00/00/00 


@REDUCTION OR WAIVER OF 
PARTIAL WITHDRAWAL LIABILITY 


Legal : 29 USC 1302(b) (3); 29 
USC 1388(e) (3) 
CFR Citation: 29 CFR 2649 


Abstract: Section 4208(e}(3}] of ERISA 
requires PBGC to issue a procedural 
regulation under which a multiemployer 
plan may adopt rules for the reduction 
or elimination of partial withdrawal 
liability. This regulation will allow 
plans to ease the statutory partial 
withdrawal liability rules where, for 
example, the rules are harmful to the 
plan because they discourage an 
employer from increasing its 
participation under the plan, or where 
the statutory rules create administrative 
burdens which outweigh the protections 
afforded by the rules. 


Timetable: 
Action 

NPRM 

Smaff Entity: No 


Agency Contact: J. Ronald Goldstein, 
Attorney, Pension Benefit Guaranty 
Corporation, Corporate Planning & 
Program Devel. Dept., (140), 2020 K St., 
NW, Washington, DC, 202 254-4862 


RIN: 1212-AA22 


Date 
00/00/00 


FR Cite 





@LIMITATIONS ON WITHDRAWAL 
LIABILITY FOR SALES AND 
EMPLOYER LIQUIDATIONS 


Legal = 29 USC 1302(b) (3); 29 
USC 1405 


CFR Citation: 29 CFR 2650 


Abstract: Section 4225 of ERISA limits 
the amount of unfunded vested benefits 
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under a multiemployer plan that can be 
allocated to an employer in the event 
that the employer (1) sells all or 
substantially all of its assets, or (2) is 
insolvent and undergoing liquidation or 
dissolution. The regulation will provide 
guidance on the application of the 
limits, including their application in the 
case of withdrawals from more than 
one plan. 


00/00/00 
Small Entity: No 
Contact: J. Ronald Goldstein, 
Attorney, Pension Benefit Guaranty 
Corporation, Corporate Planning & 
Program Devel. Dept., (140), 2020 K St., 
NW, Wash., DC, 202 254-4862 


RIN: 1212-AA23 


@APPROVAL OF PLAN AMENDMENTS 
UNDER SECTION 4220 


Legal Authority: 29 USC 1302(b) (3); 29 
USC 1400 ; 
CFR Citation: Not yet determined 


Abstract: Under section 4220, certain 
amendments that multiemployer plans 
are authorized by ERISA to adopt and 
which are adopted after April 29, 1983, 
are effective only if PBGC approves the 
amendment or fails to disapprove the 
amendment within 90 days after being 
notified of it. This regulation will 
prescribe the procedures for requesting 
PBGC approval of these plan 
amendments. 


00/00/00 


Agency Contact: J. Ronald Goldstein, 
Attorney, Pension Benefit Guaranty 
Corporation, Corporate Planning & 
Program Devel. Dept., (140), 2020 K St., 
NW, Wash., DC, 202 254-4862 


RIN: 1212-AA24 


RULES FOR VALUING GROUP 
INSURANCE CONTRACTS 
(AMENDMENT TO THE VALUATION 
OF PLAN ASSETS REGULATION) 


s- 29 USC 1302(b){3) 


Legal 
ERISA; 29 USC 1341 ERISA; 29 USC 1344 
ERISA; 29 USC 1362(b)(1) ERISA 


CFR Citation: 29 CFR 2620 


Abstract: This amendment to the 
existing PBGC regulation on valuing 
plan assets, 29 CFR Part 2620, will set 
forth rules for valuing group insurance 
contracts as plan assets. This regulation 
applies to single-employer plans. This 
rule is necessary to provide uniform 
standards for plan administrators and 
employers to use in valuing insurance 
contracts. The rule will enable plans 
which are funded through insurance 
contracts to have clear guidance on 
how this asset should be treated in the 
plan termination context, and alleviate 
time-consuming costly delays due to 
uncertainty on how this commonly used 
plan funding vehicle should be valued. 


Timetable: 
Action 


Date FR Cite 


NPRM 05/07/76 44 FR 18992 
Final Action 02/28/84 

Small Entity: Not Applicable 

Agency Contact: Ms. Joan Segal, 
Deputy Assistant General Counsel, 
Pension Benefit Guaranty Corporation, 
Legal Department (210), Office of the 
General Counsel, 2020 K Street, N.W. 
Washington, DC 20006, 202 254-4895 


RIN: 1212-AA01 


BENEFIT REDUCTION IN 
TERMINATED SINGLE-EMPLOYER 
PENSION PLANS IN RECOUPMENT OF 
BENEFIT OVERPAYMENTS 


Legal Authority: 29 USC 1302(b)(3) 
ERISA; 29 USC 1322 ERISA; 29 USC 1341 


ERISA; 29 USC 1342 ERISA; 29 USC 1344 
ERISA; 29 USC 1361 ERISA 


CFR Citation: 29 CFR 2623 


Abstract: The PBGC is developing a 
proposed regulation to set forth rules 
designed: (a) to reduce benefit 
overpayments made to plan 
participants after the date of plan 
termination by requiring plan 
administrators to reduce benefit 
payments to the estimated level of Title 
IV benefits payable; (b) to define the 
circumstances under which the PBGC 
will recover overpayments from plan 
participants; and (c) to describe the 
method(s) by which the PBGC will 
recover overpayments. The proposed 
regulation applies only to single- 
employer plans. This regulation is 
needed to establish rules and 
procedures for the prompt reduction of 
benefits after the date of plan ° 
termination in order to minimize 


Current and Projected Rulemakings 


overpayments to participants and to 
establish a formal procedure for PBGC 
recovery of overpayments to 
participants. This regulation will 
provide guidance to plan administrators 
and participants and minimize costs to 
the insurance system. No new costs will 
be added to plan sponsors because 
PBGC presently requests plan 
administrators to cut back benefits after 
termination to estimated guaranteed 
benefits. The effect of the rule in this 
respect will be simply to provide clear 
(cont) 
Timetable: 
Action 


NPRM 

Small Entity: No 
Additional information: ABSTRACT 
CONT: guidance as to the method and 
form of the cutback. The rule will 
greatly minimize losses to the insurance 
system because it will be far more 
likely that the overpayments in benefits 
will be small and will be capable of 
complete recoupment during the 
participant's lifetime. 

Agency Contact: Mrs. Renae Hubbard, 
Special Counsel, Pension Benefit 
Guaranty Corporation, Legal 
Department (210), Office of the General 
Counsel, 2020 K Street, NW, 
Washington, DC 20006, 202 254-6476 


RIN: 1212-AA02 


Date FR 
11/30/83 


REPORTING AND NOTIFICATION 
REQUIREMENTS FOR REPORTABLE 
EVENTS 


Legal Authority: 29 USC 1302(b)(3) 
ERISA; 29 USC 1343 ERISA; 29 USC 1365 
ERISA 


CFR Citation: 29 CFR 2615 


Abstract: Section 4043 of ERISA sets 
forth several types of events with 
respect to which plan administrators 
must notify the PBGC and authorizes 
the PBGC to waive the thirty-day 
notification requirements for any of 
those events. The Multiemployer Act 
amended section 4065 of ERISA to 
authorize PBGC to waive the 
requirement that a list of reportable 
events be included in the Annual 
Report filed with the PBGC. In addition, 
the Multiemployer Act established 
separate reporting and notification 
requirements for multiemployer plans. 
Accordingly, the PBGC is amending its 
reportable events regulation, 29 CFR 
Part 2615, which modifies certain of the 
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06/17/83 


ae 


Comment 
End 


10/17/83 


f 


08/17/83 48 FR 37230 


Priority: Agency Determination 
Legal Authority: 29 USC 1302; 29 USC 
1341; 29 USC 1344 

CFR Citation: 29 CFR 2617 


Abstract: On January 28, 1981, PBGC 
issued a final rule on Determination of 
Plan Sufficiency and Termination of 
Sufficient Plans, requiring 
administrators of plans that are not 
“clearly insufficient” to follow a 
specified procedure for demonstrating 
whether the plan is sufficient. Pursuant 
to this procedure, the plan 
administrator must, inter alia, value the 
plan's assets and liabiliteis as of a 
proposed distribution date and submit 
the valuation data to the PBGC. In light 
of its experience in processing plans 
under this regulation, the PBGC has 
concluded that for some plans the data 
submission requirement is unnecessary. 
Accordingly, PBGC now plans to amend 
that regulation to set forth, as an 


PENSION BENEFIT GUARANTY CORPORATION (PBGC) 


VALUATION OF OUTSTANDING 


CLAIMS FOR WITHDRAWAL 
LIABILITY 


Merged with RIN 08/26/83 
1212-AA18 


RIN: 1212-AA17 


FR Cite 


demonstrating sufficiency and may 
reduce costs for (cont) 


Timetabie: 
Action 

Final Action 
Smail Entity: No 
Additional information: ABSTRACT 
CONT: terminating plans. 


Agency Contact: Joan Segal, Deputy 
Assistant General Counsel, Pension 
Benefit Guaranty Corporation, Legal 
Department (210), Office of the General 
Counsel, 2020 K Street, NW, 
Washington, DC 20006, 202 254-4895 


RIN: 1212-AA25 


Date 
02/00/84 


Completed 





Part XXXV 


Railroad Retirement 
Board 


Semiannual Agenda of Regulations 
Under Development or Review 
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AGENCY: Railroad Retirement Board. 


ACTION: Agenda of regulations under 
development or review. 


SUMMARY: This agenda contains lists 
of regulations that the Board is 


developing or proposes to develop in the 
next twelve months and regulations that 
are scheduled to be reviewed in that 
period. 


ADDRESS: 844 Rush Street, Chicago, 
Illinois 60611. 


FOR FURTHER INFORMATION 
CONTACT: Steven A. Bartholow, 
Deputy General Counsel, Railroad 
Retirement Board, 844 Rush Street, 
Chicago, Illinois 60611, (312) 751-4944 
(FTS 387-4944). 


Current and et ee 





SUPPLEMENTARY INFORMATION: 
Regulations that are routine in nature or 
pertain solely to internal agency 
management have not been included in 
the agenda. Current regulations that are 
proposed to be modified based on a 
completed review of the regulations are 
listed in the agenda as regulations under 
development. 

DATED: August 24, 1983. 

By Authority of the Board. 

For the Board. 

Beatrice Ezerski, 

Secretary. 





Regulations Under the Regional Rail Reorganization Act of 1973 


Disclosure of Business Information 





penne 


| 


19 | Initial Determinations Under the Railroad a insurance Act and Reviews of and Appeals from Such | 


Titie 


RAILROAD RETIREMENT BOARD (RRB) 


1. ADJUSTMENT OF ANNUITIES 
WHEN REVENUES ARE NOT 
SUFFICIENT TO PAY FULL TIER | AND 
TIER i BENEFIT COMPONENTS 


Legal Authority: 45 USC 231f(b)(5); 45 
USC 231u 


CFR Citation: 20 CFR 299 


Abstract: The Omnibus Budget 
Reconciliation Act of 1981 added a new 
section 22 to the.Railroad Retirement 


Act of 1974. This new section imposes 
certain responsibilities on the Board if 
the Board in any fiscal year borrows 50 
percent or more of the moneys that it is 
authorized to borrow by section 15(b)(2) 
of the Railroad Retirement Act. If 50 
percent or more is borrowed in a fiscal 
year, the Board must submit a report to 
Congress and the President which 
among other things must identify the 
first year, if any, in which the amount 


3220-AA00 
3220-AA01 
3220-AA02 
3220-AA03 
3220-AA04 
3220-AA05 
3220-AA06 
3220-AA07 
3220-AA08 
3220-AAC9 
3220-AA10 
3220-AA12 
3220-AA13 
3220-AA14 
3220-AA15 
3220-AA16 


3220-AA11 


Current and Projected Rulemakings 


of moneys available will not be 
sufficient to pay full benefits. Within 
180 days after submission of a report to 
the President and Congress identifying 
a year in which benefits will exceed 
available funds, the Board must publish 
regulations in the Federal Register 
providing for the reduction of annuities 
in such fiscal year. The proposed 
regulation would implement Section 22 
of the Railroad Retirement Act. 
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12/00/82 


07/08/83 
07/08/83 


48 FR 31410 


09/06/83 


Final Action 00/00/00 
Smali Entity: Not Applicable 
Additional Information: FTS 387-4944 


Agency Contact: Steven A. Bartholow, 
Deputy General Counsel, Railroad 
Retirement Board, 844 Rush Street, 
Chicago, IL 60611, 312 751-4944 


RIN: 3220-AA00 


2. PART 220 DISABILITY 
DETERMINATIONS 


Legal Authority: 45 USC 231f(b)(5) 
CFR Citation: 20 CFR 220 


Abstract: The Board's regulations with 
respect to disability determinations 
have not been updated for several 
years and they are, in certain respects, 
obsolete. When revised, this regulation 
should ease the administration of 
disability benefits and result in greater 
consistency in disability 
determinations. 


Tene: 


Action Date 


NPRM 03/00/84 
Smali Entity: Not Applicabie 
Additional information: FTS 387-4818 


Agency Contact: Marilyn Berg, 
Program Analyst, Railroad Retirement 
Board, Bureau of Retirement Claims, 
844 Rush Street, Chicago, IL 60611, 312 
751-4818 


RIN: 3220-AA01 
ARRON RAIN ie Ie RS CR 


3. PRIMARY INSURANCE AMOUNT 
DETERMINATIONS 


Legal Authority: 45 USC 231f(b)(5) 
CFR Citation: 20 CFR 225 


Abstract: The computation of benefits 
under the Railroad Retirement Act of 
1974 is quite complex and is not easily 
understood by beneficiaries. This 
proposed regulation would explain 
primary insurance amount 
determinations in a manner that will 
enable claimants and beneficiaries to 


more easily understand this phase of 
benefit computations. 


Date FR Cite 
09/07/83 48 FR 40390 
Next Action Undetermined 
Small Entity: Not Applicable 
Additionai information: FTS 387-4818 

Contact: Marilyn Berg, 
Program Analyst, Railroad Retirement 
Board, Bureau of Retirement Claims, 


844 Rush Street, Chicago, IL 60611, 312 
751-4818 


RIN: 3220-AA02 


oe 


4. COMPUTING THE EMPLOYEE AND 
SPOUSE ANNUITY 


Legal Authority: 45 USC 231f(b)(5) 
CFR Citation: 20 CFR 226 


Abstract: The Board's regulations on 
the computation of employee and 
spouse annuities must be updated to 
conform to the Railroad Retirement Act 
of 1974 and to amendments to the Act 
made by the Omnibus Budget 
Reconciliation Act of 1981. 


Timetable: 





Action FR Cite 
NPRM  —=—=s‘12/00/83 ~~ 
Small Entity: Not Applicable 

Additional Information: FTS 387-4818 


Contact: Marilyn Berg, 
Program Analyst, Railroad Retirement 
Board, Bureau of Retirement Claims, 
844 Rush Street, Chicago, IL 60611, 312 
751-4818 


RIN: 3220-AA03 


Date 


5. DEFINITION AND CREDITABILITY 
OF SERVICE 


Legal Authority: 45 USC 231f(b)(5) 
CFR Citation: 20 CFR 210 


Abstract: The Board's regulations on 
creditability of service have not been 
revised recently and a review of the 
regulations revealed that revisions are 
necessary to conform to amendments to 
the Act and to clarify the regulations in 
several respects. 


Timetab:e: 

Action Date 
NPRM 10/00/83 
Smali Entity: Not Applicable 





* Additional information: FTS 387-4875 


Current and Projected Rulemakings 


Agency Contact: George Traynere, 
Director, Bureau of Compensation and 
Certif., Railroad Retirement Board, 
Methods and Procedures,, Data 
Processing and Accounts, 844 Rush 
Street, Chicago, IL 60611, 312 751-4876 


RIN: 3220-AA04 


6. MILITARY SERVICE 


Legal Authority: 45 USC 2311(b)(5) 
CFR Citation: 20 CFR 212 

Abstract: The Board's regulations on 
military service have not been sevised 
recently and it was determined based 
on a review of the current regulations 
that revisions would be advisable to 
clarify and simplify the regulations. 


Timetable: 

Action Date 

NPRM 40/00/83 

Small Entity: Not Applicable 

Additional information: FTS 387-4875 
George Traynere. 


Director, Bureau of Compensation and 
Certif., Railroad Retirement Board, 
Methods and Procedures, Data 
Processing and Accounts, 844 Rush 
Street, Chicago, IL 60611, 312 751-4876 


RIN: 3220-AA05 





7. DEFINITION AND CREDITABILITY 
OF COMPENSATION 


Legal Authority: 45 USC 231f(b)(5) 
CFR Citation: 20 CFR 211 


Abstract: The Board's regulations on 
creditability of compensation have not 
been revised recently and it was 
determined based on a review of the 
current regulations that revisions would 
be advisable to clarify and simplify the 
regulations. 


Timetable: _ 
Action 
NPRM 10/00/83 


Small Entity: Not Applicabdie 
Additional information: FTS 387-4875 


Agency Contact: George Traynere, 
Director, Bureau of Compensation and 
Certif., Railroad Retirement Board, 
Methods and Procedures, Data 
Processing and Accounts, 844 Rush 
Street, Chicago, IL 60611, 312 751-4876 


RIN: 3220-AA06 
(SL ACO SARTRE RES 
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Legal Authority: 45 USC 231f(b)(5) 
CFR Citation: 20 CFR 209 


Abstract: The Board's regulations on 
reports and information to be filed by 
employers have not been revised 
recently and it was determined based 
on a review of the current regulations 
that revisions would be advisable to 
clarify and simplify the regulations. 





Date 
10/00/83 

Smaii Entity: Not Applicable 
Additional information: FTS 387-4875 
Agency Contact: George Traynere, 
Director, Bureau of Compensation and 
Certif.. Railroad Retirement Board, 
Methods and Procedures, Data 


Processing and Accounts, 844 Rush 
Street, Chicago, IL 60611, 312 751-4876 


RIN: 3220-AA07 


FR Cite 





Abstract: Section 12{0) of the Railroad 
Unemployment Insurance Act provides 
that sickness benefits shall be payable 
to an individual for days of sickness 
regardless of the liability of any person 
for the infirmity for which the benefits 
are paid. However, that section also 
provides that the Board is to be 
reimbursed for the sickness benefits 
actually paid from any sum or damages 
paid or payable to the individual by 
reason of the infirmity. The proposed 
regulation will explain when a lien is 
established under section 12(0) of the 
Railroad Unemployment Insurance Act, 
how the amount of the lien is 
determined, what procedures must be 
followed by the Board in establishing 
the lien, and how the lien may be 
satisfied. In addition, the proposed 
regulation will establish procedures to 
be followed by the Board in terminating 
sickness benefits where it has been 
reported to the Board that the 
beneficiary has recovered through 
settlement or judgment any sum or 
damages for the same injury or sickness 
for which sickness benefits under the 
Railroad Unemployment Insurance Act 
have been paid. Comments on the 
NPRM were received from the public 


and consideration has been given to 
those comments. 


FR Cite 
49/10/80 45 FR 74510 
NPRM 12/00/83 
Smail Entity: Not Applicable 
Additional information: FTS 387-4810 


Agency Contact: Walter Witkovich. 
Chief of Adjudication, Railroad 
Retirement Board, Bur of 
Unemployment and Sickness Insurance. 
844 Rush Street, Chicago, IL 60611, 312 | 
751-4810 


RIN: 3220-AA08 


10. REGULATIONS UNDER THE 
REGIONAL RAIL REORGANIZATION 
ACT OF 1973 


Authority: 45 USC 362()); 45 USC 
797; PL 97-102 


CFR Citation: 20 CFR 390 


Abstract: Pursuant to the Northeast 
Rail Service Act of 1981, appropriations 
statutes authorized by that Act, and the 
benefit schedules prescribed by the 
Secretary of Labor, the Board has 
certain duties, responsibilities, and 
powers to administer programs under 
Title VII of the Regional Rail 
Reorganization Act of 1973. Regulations 
are necessary to establish procedures 
to be followed in making claims under 
these programs and to establish 
procedures for resolving disputes and 
appeals. 


Timetabie: 

Action Date 
Interim Final Rule 10/00/83 
Smaii Entity: Not Applicable 
Additional Information: FTS 387-4810 


Agency Contact: Walter Witkovich, 
Chief of Adjudication, Railroad 
Retirement Board, Bur of 
Unemployment and Sickness Insurance, 
844 Rush Street, Chicago, IL 60611, 312 
751-4810 


RIN: 3220-AA09 


FR Cite 


11. DISCLOSURE OF BUSINESS 
INFORMATION 


Legal Authority: 5 USC 552 
CFR Citation: 20 CFR 200.3 


Abstract: The Department of Justice 
recently directed Federal agencies to 
establish procedures, preferably as 


Current and Projected Rulemakings 


regulations, to cover requests under the 
Freedom of Information Act for 
business information provided by 
private business concerns. A regulation 
is under development to comply with 
this directive. 


Timetabie: os 
Action ~ Date 
NPRM —=séi1000/83 
Small Entity: Not Applicable 
Additional information: FTS 387-4567 


Agency Contact: Arthur A. Arfa, 
General Attorney, Railroad Retirement 
Board, 844 Rush Street, Chicago, IL 
60611, 312 751-4567 


RIN: 3220-AA10 


12. REGULATIONS UNDER THE ROCK 
ISLAND RAILROAD TRANSITION AND 
EMPLOYEE ASSISTANCE ACT 


Legal Authority: PL 97-424, Sec 231 
CFR Citation: 20 CFR 396 


Abstract: The Bankrupt Railroad 
Service Preservation and Employee 
Protection Act of 1982 amended the 
Rock Island Railroad Transition and 
Employee Assistance Act to provide for 
the adoption of a benefit program for 
protection of employees of the Rock 
Island Railroad who are adversely 
affected by a reduction in service by 
the Railroad. The Railroad Retirement 
Board is authorized to administer this 
benefit program and is authorized to 
prescribe regulations for administration 
of the program. 


Timetable: _ 
Action 


"FR Cite 
Interim Final Rule 10/00/83 


_ Small Entity: Not Applicable 


Agency Contact: James Verplaetse, 
Chief, Program Evaluation & Field 
Operations, Railroad Retirement Board, 
Bureau of Unemployment & Sickness 
Insurance, 844 Rush St., Chicago, 
Illinois 60611, 312 751-4830_ 


RIN: 3220-AA12 


13. ANNUITY BEGINNING AND 
ENDING DATES 

Legal Authority: 45 USC 231f(b)(5) 

CFR Citation: 20 CFR 218 

Abstract: Part 218 is being revised to 
incorporate changes required as a result 


of amendments to the Railroad 
Retirement Act of 1974 made by the 
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Omnibus Budget Reconciliation Act of 
1981. : 


12/00/83 


Agency Contact: Marilyn Berg, 
Program Analyst, Railroad Retirement 
Board, Bureau of Retirement Claims, 
844 Rush St., Chicago, Illinois 60611, 312 
751-4818 


RIN: 3220-AA13 


14. EVIDENCE REQUIRED FOR 
PAYMENT . 

Legal Authority: 45 USC 231f(b)(5) 

CFR Citation: 20 CFR 219 

Abstract: Part 219 is being revised to 
incorporate changes required as a result 
of amendments to the Railroad 
Retirement Act of 1974 made by the 
Omnibus Reconciliation Act of 1981. 


Date 
12/00/83 
Small Entity: Not Applicable 
Agency Contact: Marilyn Berg, 
Program Analyst, Railroad Retirement 
Board, Bureau of Retirement Claims, 


844 Rush St., Chicago, Illinois 60611, 312 
751-4818 


RIN: 3220-AA14 


FR Cite 


15. ELIGIBILITY FOR AN ANNUITY 


Legal Authority: 45 USC 231f(b)(5) 
CFR Citation: 20 CFR 216 


Abstract: Part 216 is being revised to 
incorporate changes required as a result 
of amendments to the Railroad 
Retirement Act of 1974 made by the 
Omnibus Budget Reconciliation Act of 
1981. 


Timetabie: 

Action Date 
NPRM 12/00/83 
Smail Entity: Not Applicable 
Agency Contact: Marilyn Berg, 
Program Analyst, Railroad Retirement 
Board, Bureau of Retirement Claims, 
844 Rush St., Chicago, Illinois 60611, 312 
751-4818 


RIN: 3220-AA15 


FR Cite 


16. APPLICATION FOR ANNUITY OR 
LUMP SUM 

Legal Authority: 45 USC 231f(b)(5) 

CFR Citation: 20 CFR 217 

Abstract: Part 217 is being revised to 
incorporate changes required as a result 
of amendments to the Railroad 
Retirement Act of 1974 made by the 


Omnibus Budget Reconciliation Act of 
1981. 


Timetable: 





Action Date FR Cite 


NPRM 12/00/83 

Small Entity: Not Applicable 

Agency Contact: Marilyn Berg, 
Program Analyst, Railroad Retirement 
Board, Bureau of Retirement Claims, 


844 Rush St., Chicago, Illinois 60611, 312 
751-4818 


RIN: 3220-AA16 


RAILROAD RETIREMENT BOARD (RRB) 


19. INITIAL DETERMINATIONS UNDER 


Legal Authority: 45 USC 355(b); 45 USC 
362(\) 


CFR Citation: 20 CFR 320 


Abstract: The Board's regulation on 
initial determinations and appeals 


under the Railroad Unemployment 
Insurance Act have not been reviséd 
recently and accordingly, a review of 
this regulation is necessary to 


determine whether it should be revised. . 


Date FR Cite 


Current and Projected Rulemakings 


17. COMPUTING SUPPLEMENTAL 
ANNUITIES 

Legal Authority: 45 USC 231f(b)(5) 
CFR Citation: 20 CFR 227 


Abstract: Part 227 is being developed to 
describe how supplemental annuities as 
provided by the Railroad Retirement 
Act of 1974 are computed. 

Timetable: Re eF, 
Action Date FR Cite 
NPRM 09/07/83 48 FR 40390 
Next Action Undetermined ~ 

Small Entity: Not Applicable 


Agency Contact: Marilyn Berg, 
Program Analyst, Railroad Retirement 
Board, Bureau of Retirement Claims, 
844 Rush St., Chicago, Illinois 60611, 312 
751-4818 


RIN: 3220-AA17 


18. LUMP-SUM PAYMENTS 


Legal Authority: 45 USC 231f(b)(5) 

CFR Citation: 20 CFR 234 

Abstract: Part 234 is being revised to 
incorporate changes required by 
amendments to the Railroad Retirement 
Act and to simplify and clarify the 
language of that Part. 


Timetable: 

Action Date 
NPRM 03/00/84 
Smail Entity: Not Applicable 
Agency Contact: Eloise Sandle, 
Program Analyst, Railroad Retirement 
Board, Bureau of Retirement Claims, 
844 Rush St., Chicago, Illinois 60611, 312 
751-4818 


RIN: 3220-AA18 


FR Cite 


Existing Regulations Under Review 


Small Entity: Not Applicable 

Additional information: FTS 387-4810 
Agency Contact: Walter Witkovich, 
Chief of Adjudication, Railroad 
Retirement Board, Bur of 
Unemployment and Sickness Insurance, 
844 Rush Street, Chicago, IL 60611, 312 
751-4810 


RIN: 3220-AA11 
[FR Doc. 83-28060 Filed 10-14-83; 8:45 am] 
BILLING CODE 7905-01-T 
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AGENCY: Selective Service System. 
ACTION: Regulatory Agenda. 


SUMMARY: The purpose of this agenda 


is to report the proposed rulemaking 


activities of the Selective Service 
System that might affect the processing 
of registrants under the Military 
Selective Service Act (50 U.S.C. App. 
451 et seq.). This information will allow 
the public to participate in the System's 
decisionmaking at an early stage. 


FOR FURTHER INFORMATION 
CONTACT: Henry N. Williams, General 
Counsel, Selective Service System, 
Washington, D.C. 20435. Telephone (202) 
724-1167. 


SELECTIVE SERVICE SYSTEM (SSS) 


Legal Authority: 50 USC App. 451 et seq 
Military Selective Service Act; EO 11623 

CFR Citation: 32 CFR Chapter Xv! 
Abstract: Various sections in 32 CFR 
Chapter XVI will be revised to increase 


clarity or expression and make them 
consistent with 32 CFR Part 1656 which 


was added at 48 FR 16675 (April 19, 
1983). 32 CFR Parts 1662 and 1665 were 
published as final rules at 47 FR 7223 
(February 18, 1982). The remainder of 32 
CFR Chapter XVI (except 32 CFR Part 
1660 which appears in 32 CFR Part 1660 
(July 1, 1981)) was published as final 
rules at 47 FR 4640 (February 1, 1982). 


SELECTIVE SERVICE SYSTEM (SSS) 


CFR Citation: 32 CFR 1660; 32 CFR 1656 





Date FR Cite 


04/19/83 48 FR 16675 
04/19/83 





Final Action 
Effective 


SUPPLEMENTARY INFORMATION: 
This agenda is published in accord with 
the requirements of E.O. 12291. Selective 
Service Regulations appear in 32 CFR 
Chapter XVI. 

DATED: August 19, 1983. 

Thomas K. Turnage, 

Director of Selective Service. 


The agenda follows: 


Current and Projected Rulemakings 


Action 
NPRM 10/00/83 
NPRM Comment 10/00/83 
Period Begin 
Smaili Entity: No 
Agency Contact: Henry N. Williams, 
General Counsel, Selective Service 


System, 1023 31st Street, NW, 
Washington, DC 20435, 202 724-1167 


RIN: 3240-AA01 
Completed Actions 


Smaii Entity: No 
Agency Contact: Henry N. Williams 
202 724-1167 


RIN: 3240-AA00 
{FR Doc. 63-28061 Filed 10-14-83; 6:45 amj 
BILLING CODE 8015-01-T 





Part XXXVII 


Small Business 
Administration 


Semiannual Agenda 
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Administration. 

ACTION: Publication of the Semiannual 
Agenda of Regulations Under Review or 
Development by the Smal! Business 
Administration. 


SUMMARY: This is SBA’s ninth 
semiannual agenda of regulations. 
Although not a regulatory Agency, SBA 
has attempted to draft agendas that met 
both the criteria and the spirit of the 
regulatory review process. This agenda 
is published pursuant to Executive 
Order 12291 and the Regulatory 
Flexibility Act, 5 U.S.C. 601 et seq., Pub. 
L. 96-354. effective January 1, 1981. 


FOR FURTHER INFORMATION 
CONTACT: For further information on 
agenda items, the public is encouraged 
to contact the individual Agency official 
listed for the particular item. 


For information concerning SBA 
overall Regulatory Review and 
Development Program or general 
semiannual agenda questions, contact 
Martin D. Teckler, Associate General 
Counsel for Legislation, Small Business 
Administration, 1441 L Street, N.W., 
Washington, D.C. 20416, 202/653-6662. 


SUPPLEMENTARY INFORMATION: 
The SBA agenda will contain many 
regulations which are limited in public 
impact, but they are included to increase 
public knowledge of all SBA regulatory 
activities and allow for increased public 
participation in the review and 
development process. 


Public comments on SBA's previous 
agendas have been general, and all were 
positive. None were directed at specific 


SMALL BUSINESS ADMINISTRATION (SBA) 


CFR Citation: 13 CFR 121 


Abstract: Revision of SBA's standards 
for determining what is a small 
business for purposes of SBA 
assistance. 


Date FR Cite 

Previous ANPRM 03/10/80 45 FR 15442 

ANPRM 05/03/82 47 FR 18992 

NPRM Comment 05/05/83 48 FR 20560 
Period Begin 


05/06/83 48 FR 20560 


12/00/83 


Contact: Andrew A. Canellas, 
Director, Small Business 
Administration, Office of Industry 
Analysis, 1441 L St.,.NW, Washington, 


Legal Authority: 15 USC 687(c) 


CFR Citation: 13 CFR 107 


Abstract: Revision of regulations 
governing the Small Business 
Investment Company program. 


Timetabie: 


Action 
NPRM 08/16/82 47 FR 35498 
Final Action 09/00/83 

Small Entity: Yes 

Agency Contact: Robert G. Lineberry, 
Deputy Associate, Small Business 
Administration, Administrator for 


Investment, 1441 L St., NW, 
Washington, DC 20416, 202 653-6843 


RIN: 3245-AA01 


FR Cite 


= 


ELIGIBILITY REQUIREMENTS FOR 
CERTIFICATE OF COMPETENCY 
APPLICANTS 


Legal Authority: 15 USC 637(b)(7) 
CFR Citation: 13 CFR 125.5 

Abstract: Revision of the conditions 
under which SBA will provide a 
certificate of competency relative to a 


small concern's ability to perform a 
government contract. 


Date FR Cite 
Interim Final Rule 08/12/82 47 FR 34972 
Final Action 10/00/83 


contents, nor were any changes 
suggested or recommended. 


The agenda format is now slightly 
modified. Part 1, Current and Projected 
Rulemakings, includes rulemaking 
currently underway and scheduled to be 
completed shortly. Part II, Reviews of 
Existing Regulations, includes existing 
regulations being reviewed within the 
Agency to determine whether to propose 
modifications through rulemaking. Part 
Ill, Completed Actions, includes 
regulations completed or withdrawn, 
and reviews completed since the 
preceding agenda. 

Publication of this agenda does not 
impose any binding obligation on SBA 
with regard to any specific item in the 
agenda. Additional regulatory action not 
listed on the agenda is not precluded. 
DATED: August 28, 1983. 

James C. Sanders, 
Administrator. 


Current and Projected Rulemakings 


Smail Entity: No 


Agency Contact: Robert J. Moffitt, 
Director, Small Business 
Administration, Office of Industrial 
Assistance, 1441 L St. NW, Washington, 
DC 20416, 202 653-7035 


RIN: 3245-AA03 


BUSINESS LOAN POLICY 


| Authority: 15 USC 636(a); 15 USC 
634(b)(6) 


CFR Citation: 13 CFR 122 


Abstract: Business Loan Policy, 
Miscellaneous revisions based on 
changes in authorizing legislation. 


Timetable: mrt 
Date 
12/00/83 
Small Entity: No 
Agency Contact: Edwin T. Holloway, 
Assoc. Admin. for Finance and 
Investment, Small Business 


Administration, 1441 L St., NW, 
Washington, DC 20416, 202 653-6632 


RIN: 3245-AA07 


FR Cite 


DISASTER LOANS 
Legal Authority: 15 USC 636(b); 15 USC 
634(b)(6) 

CFR Citation: 13 CFR 123 
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Abstract: Disaster loans, Miscellaneous 
revisions based on changes in 
authorizing legislation. 

MS re a 
Action Date FR Cite 
NPRM 


"(05/27/83 48 FR 23836 
NPRM Comment 05/27/83 48 FR 23836 
Memlbea ex 


NPRM Comment 06/27/83 
Period End 
10/00/83 


Agency Contact: Edwin T. Holloway, 
Assoc. Admin. for Finance and 
Investment, Small Business 
Administration, 1441 L St., NW, 
Washington, DC 20416, 202 653-6632 


RIN: 3245-AA08 


ELIGIBLE LOAN PARTICIPANTS 


Legal Authority: 15 USC 636(a); 15 USC 
634(b)(6) 


CFR Citation: 13 CFR 120.4 


Abstract: Revision of criteria 
concerning eligible loan participants. 


41/00/83 
Small Entity: No 
Agency Contact: Edwin T. Holloway, 
Assoc. Admin. for Finance and 
Investment, Small Business 
Administration, 1441 L St., NW, 
Washington, DC 20416, 202 653-6632 


RIN: 3245-AA09 


MINORITY SMALL BUSINESS AND 
CAPITAL OWNERSHIP 
DEVELOPMENT 


Priority: Agency Determination, Major 
Legal Authority: 15 USC 637(a) 
CFR Citation: 13 CFR 124 


Abstract: These regulations would 
completely revise eligibility and 


program management for the SBA‘s 
Minority Enterprise Program. 
Timetable: _ 
Action 
NPRM 10/00/83 
NPRM Comment 10/00/83 

Period Begin 
NPRM Comment 12/00/83 

Period End 
Smaii Entity: Yes 
Agency Contact: Robert Wright, 
Associate Administrator, Small 
Business Administration, 1441 L St., 


NW, Room 317, Washington, DC 20416, 
202 653-6407 


RIN: 3245-AA12 


Date 


@PROCEDURES OF THE OFFICE OF 
HEARINGS AND APPEALS FOR 
DETERMINING APPEALS OF SIZE 
STATUS AND PRODUCT OR SERVICE 
CLASSIFICATIONS 


Legal Authority: 15 USC 632; 
634(b)(6) 


CFR Citation: 13 CFR 121 


Abstract: Procedural rules governing 
practice in size appeals cases before 
SBA’s Office of Hearings and Appeals. 


Action FR Cite 


NPRM 08/02/83 48 FR 34966 
NPRM Comment 08/02/83 
Period Begin 
NPRM Comment 09/01/83 
Period End 
Final Action 11/00/83 


Small Entity: Yes 


Agency Contact: Roger Jones, 
Assistant Administrator, Small Business 
Administration, Office of Hearings & 
Appeals, 1441 L St., NW, Washington, 
DC 20416, 202 653-6805 


RIN: 3245-AA15 


15 USC 


= 


SMALL BUSINESS ADMINISTRATION (SBA) 


CERTIFIED DEVELOPMENT COMPANY 
PROGRAM 


Legal Authority: 15 USC 687 
CFR Citation: 13 CFR 108 


Abstract: Revision of criteria for 
eligibility to be a certified lender. 


Timetable: — 
Action 
NPRM 
Review and 
development is 
ongoing 


Date 


FR Cite 
05/24/82 47 FR 22374 
00/00/00 


Current and Projected Rulemakings 


@VARIABLE RATE LOAN 
REGULATION 


Legal Authority: 15 USC 634(b)(6) 
CFR Citation: 13 CFR 120.3 
Abstract: Regulation governs terms and 


conditions of interest rates for SBA 
loans. 


Timetable: 

Action 

NPRM 

NPRM Comment 
Period Begin 

NPRM Comment 
Period End 

Small Entity: Yes 

Agency Contact: James Hammersley, 

Financial Analyst, Small Business 

Administration, 1441 L Street, NW, 


Room 800, Washington, DC 20416, 202 
653-6268 


RIN: 3245-AA16 





~ Date FR Cite 


08/16/83 48 FR 37044 
08/16/83 48 FR 37044 


10/17/83 


@BUSINESS LOANS VETERANS LOAN 
PROGRAM 


Legal Authority: 15 USC 636(a) 
CFR Citation: 13 CFR 122 


Abstract: Standards and guidelines for 
a loan assistance program. 


08/15/83 48 FR 36825 
08/15/83 48 FR 36825 


NPRM Comment 
Period End 
Final Action 11/00/83 

Small Entity: Yes 


Agency Contact: Everett Shell, 
Director, Office of Business Loans, 
Small Business Administration, 1441 L 
Street, NW, Room 800, Washington, DC 
20416, 202.653-6470 


RIN: 3245-AA17 


09/14/83 


Existing Regulations Under Review 


Small Entity: No 


Agency Contact: William Hogbin, 
Financial Analyst, Small Business 
Administration, Office of Lender 
Relations and Certification, 1441 L St., 
NW, Washington, DC 20416, 202 653- 
9181 
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Legal Authority: 15 USC 501; 15 USC 
502; 15 USC 503; 15 USC 634(b)(6) 


CFR Citation: 13 CFR 108 


Abstract: State and local development 
companies, Miscellaneous revisions. 


Action 


= 
NPRM 


Date 


11/00/83 
11/00/83 


FR Cite 


SMALL BUSINESS ADMINISTRATION (SBA) 


COMPLETED RULEMAKINGS 
DEFINITION OF SMALL BUSINESS 


FOR PREFERENTIAL TREATMENT IN 
TIMBER SALES 


Legal Authority: 15 USC 632 
CFR Citation: 13 CFR 121.2 -9{c} 


Abstract: Revision of regulations 
governing eligibility for preferential 
treatment for purchase of government 
timber set-asides. 


Date FR Cite 


08/23/82 47 FR 36651 
Second NPRM 03/07/83 48 FR 9350 
06/10/83 48 FR 26760 


Agency Contact: Joseph E. Kernan, 
Chief, Small! Business Administration. 
Natural Resources Sales Assistance 
Branch, 1441 L St., NW, Washington, 
DC 20416, 202 653-6078 


RIN: 3245-AA02 


INTERGOVERNMENTAL REVIEW OF 
SBA PROGRAMS AND ACTIVITIES 


Legal Authority: EO 12372 

CFR Citation: 13 CFR 135 

Abstract: These regulations implement 
EO 12372 te provide for coordination 
between SBA and State governments in 
implementation of certain SBA 
programs which affect the states. 


01/24/83 48 FR 3262 
01/24/83 
03/11/83 


06/24/83 


Agency Contact: Martin D. Teckler, 
Aésociate General Counsel, Small 
Business Administration, 1441 L St., 
NW, Room 700, Washington, DC 20416, 
202 653-6797 


RIN: 3245-AA11 


Existing Regulations Under Review 


Small Entity: No 


Agency Contact: Edwin T. Holloway, 
Assoc. Admin. for Finance and 
Investment, Small Business 
Administration, 1441 L St., NW, 
Washington, DC 20416, 202 653-6632 


RIN: 3245-AA10 


Compieted Actions 


BUSINESS LOAN POLICY 
Legal Authority: 15 USC 634 
CFR Citation: 13 CFR 120.5 


Abstract: This regulation prohibits the 
use of SBA's lending program for 
provision of real estate forward 
commitments. 


Timetable: 


Action Date ‘FR Cite 


NPRM 11/15/82 47 FR 51403 
Final Action 05/11/83 48 FR 21110 


Smaii Entity: Yes 


Agency Contact: Charles Hertzberg, 
Deputy Associate Administrator, Small 
Business Administration, 1441 L St., 
NW, Room 800, Washington, DC 20416, 
202 653-6574 


RIN: 3245-AA13 
[FR Doc. 63-28062 Filed 10-14-83, 8:45 am| 
BILLING CODE 8025-01-T 
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AGENCY: Veterans Administration. 


ACTION: Publication of Agenda of 
Regulations. 


SUMMARY: This agenda announces the 
regulations that the Veterans 
Administration will have under review. 
development or revision during the 12 
month period from October 1983 to 
October 1984. The purpose in publishing 
this Agency's regulatory development 
activities is to allow all interested 
persons the opportunity to participate in 
the rulemaking process. 

ADDRESSES: Interested persons are 
invited to comment on the regulations 


poaadanee 


listed in the agenda by contacting the 
individual agency contact listed for each 
regulation, or by writing to: Information 
and Regulations Staff (004A1), Veterans 
Administration, 810 Vermont Avenue, 
NW, Washington, DC 20420. 


FOR FURTHER INFORMATION 
CONTACT: Celia Fasone (202) 389-2308. 


SUPPLEMENTARY INFORMATION: 
Executive Order 12291, Federal 
Regulation, and the Regulatory 
Flexibility Act (Pub. L. 96-354) require 
that executive agencies publish in the 
Federal Register, in April and October of 
each year, an agenda of regulations 
under development and review. 

The Veterans Administration has no 
regulations considered major under the 
terms of E.O. 12291; however all of this 
agency's proposed rules and current 
rules under review, except those 
considered to be internal agency 
management or routine regulations, 


Current and Projected Rulemakings 


Title 


have been listed in accordance with 
section 5.({a) of the executive order. This 
agenda incorporates those categories of 
information required pursuant to 5 
U.S.C. 602{a) and 610{c) (Regulatory 
Flexibility Act). 

The Veterans Administration has 
found that all rules listed in this agenda, 
if promulgated, will not have a 
significant economic impact on a 


substantial number of small entities as 
they are defined in 5 U.S.C. 601 - 612. 


This agenda has been prepared in 
accordance with OMB Bulletin 83-15. 
DATED: August 25, 1983. 


By direction of the Administrator. 
Dominick Onorato, 

Associate Deputy Administrator for 
Information Resources Management. 


Recognition Representatives, ttorneys 
Ehgibility for Hospital, Domiciliary, ir eaten Seas tithe at Pamemiadacinida Ranainbd tases Des Clie. | 


en ne ee rnny eureere Chatiay Wier or Maton Emergency . 
Consumer-Patient Radiation Health and Safety 22... -eeececcneececeeeeeceseneeesneeeescececnensnenencecece 


Nondiscrimination in the admission of alcohol and drug abusers to Veterans Administration health care facilities .. 


Treatment of CHAMPVA (Civilian Health and Medical Program of the Veterans Administration) beneficiaries in non- | 
Federal heaith care facilities at VA expense 


Outreach Program, Fee Contract Program 
Veterans Education; Educational Assistance Test Program. 


Manufactured Housing Loans; 


BRESSLSBBVRRRSK 


Education; Adjustments 
Veterans Education; Special Restorative Training and Specialized Vocational Training .. 
Refinancing of a Manufactured Home in Order to Acquire a Lot 


Computation 
Regulatory Amendments Required by PL 97-306 
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Current and Projected Rulemakings—Continued 


Title 





Veterans Education: _Submvssion of 
Depende 


| Veterans Education, Gua of Program 
Special allowance payable under section 156 of Public Law 97-377... 
Veterans Education; Program of Education 
Social Security Numbers i in Veterans Benefits Matters 


| Charging of interest on Loan Guaranty indebtedness 
| Veterans Education, Accreditation of Medical Residencies 
Veterans Education; Central Office Education and a Review Panel 
| Veterans Education; Additional Period of Eligibility. 
| Veterans’ Group Life insurance 
National Service Life insurance - Dividends ... 


SRLSRVSSSSELSFEERSESSS 


| Veterans Education; — Medical Schools 


—_—————————S— nas 





57 Waiver - Other Than Loan Guaranty 
58 Authorization of Outpatient Dental Treatment . 
59 

60 

61 

62 

63 

64 

65 

66 

67 

68 

69 

70 

71 

72 

73 





VETERANS ADMINISTRATION (VA) Current and Projected Rulemakings 


EQUAL OPPORTUNITY STAFF determining what age discrimination is are provided free from prohibited 

1. NONDISCRIMINATION ON THE and procedures for enforcing the Age discrimination based on age. 
Discrimination Act of 1975, according to 

BASIS OF AGE IN PROGRAMS AND ree t-wide agp diegsiaiination 
regulations at 45 CFR Part 90. There are 
no alternatives to issuing these 

Legal Authority: 42 USC 6101 et seq regulations. Beneficiaries, potential 

CFR Citation: 38 CFR 18 beneficiaries and the general public will 

Abstract: To establish standards for beset tome ted programs which 
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discrimination on the basis of handicap. 


There is no other alternative to the 
issuance of this regulation since it 
implements a legislative mandate. 
Qualified handicapped ‘individuals will 
be assured of equal participation in 
programs or activities conducted by the 
VA. 


’ Timetable: — 
Action 





Date 
11/00/83 


os 
Smaii Entity: No 

Agency Contact: Ana M. del Toro, 
Equal Opportunity Specialist, Veterans 


Administration, Equal Opportunity 
Staff, 810 Vermont Avenue, NW, 


Abstract: Provides procedures for 
administrative appeals by persons 
aggrieved by decisions.concerning the 
licensing of inventions in VA control 
and custody. These procedures are 
required by 41 CFR 101-4.105. No 
significant costs are anticipated. 


FR Cite 


04/08/83 48 FR 15272 
04/08/83 


05/08/83 


08/00/83 


Contact: Chauncey Durden. 
Staff Attorney, Veterans 
Administration, Office of the General 
Counsel, 810 Vermont Avenue, NW, 
Washington, DC 20420, 202 389-2638 


RIN: 2900-AA35 


4. DELEGATION OF AUTHORITY 


Legal Authority: 38 USC 212(a) 
CFR Citation: 38 CFR 2.6 


Abstract: This change implements the 
provisions of PL 97-226 which raised to 
$25,000 the maximum payable to 
resolve claims filed under the Military 
and Civilian Employees Claims Act of 
1964. The change also promulgates a 
shift of responsibility for reviewing 
claims activities within the Office of 
General Counsel. At no additional cost 
to the Government, the change will 
clarify the currently existing 
arrangements for processing and 
reviewing claims as well as amending 
the current regulations to reflect the 
new statutory maximum. No 
alternatives are being considered. The 
change benefits VA employees by 
identifying the office responsible and 
stating the maximum they may receive 
from a claim. 


NPRM 


Agency Contact: Audley Hendricks, 
Assistant General Counsel, Veterans 
Administration, Office of the General 
Counsel, 810 Vermont Avenue, NW, 
Washington, DC 20420, 202 389-5030 


RIN: 2900-AA36 


5. PROCEDURE WHERE VIOLATION 
OF PENAL STATUTES IS INVOLVED 


Legal Authority: 38 USC 210(c)(1) 
CFR Citation: 38 CFR 14.560 


Abstract: This change promulgates a 
modification in the internal handling of 
VA matters involving violations of 
penal laws-before such matters are 
referred to the Department of Justice. 
The change incorporates the VA 
Inspector General's office into the 
referral process. At no extra cost to the 
Government, the change makes public 
the procedures the VA has established. 
No alternative is being considered. The 
change will benefit the Agency by 
bringing published guidance into 


Current and Projected Rulemaxings 


conformity with internally circulated 
guidance. 


Timetable: 


Action 


NPRM ~ 42/00/83 


Small Entity: No 

Agency Contact: Audley Hendricks, 
Assistant General Counsel, Veterans 
Administration, Office of the General 
Counsel, 810 Vermont Avenue, NW, 
Washington, DC 20420, 202 389-5030 


RIN: 2900-AA37 


6. RECOGNITION OF 
ORGANIZATIONS, 
REPRESENTATIVES, AGENTS AND 
ATTORNEYS 


Legal Authority: 38 USC 210(c)(1); 38 
USC 3402; 38 USC 3404 

CFR Citation: 38 CFR 14.664; 38 CFR 
14.627 to 14.637 


Abstract: Includes definitions; 
requirements for recognition of 
organizations by the VA; requirements 
for recognition of representatives, 
agents and attorneys; powers of 
attorney; use of paralegals, law clerks 
and law students; requirements for 
space and office facilities. 


Action , 
NPRM 02/00/84 
Small Entity: No 


Agency Contact: Ed Lukey, Deputy 
Assistant General Counsel, Veterans 
Administration, Office of the General 
Counsel, 810 Vermont Avenue, NW, 
Washington, DC 20420, 202 389-2440 


RIN: 2900-AA38 


DEPARTMENT OF MEDICINE AND 
SURGERY 


7. ELIGIBILITY FOR HOSPITAL, 
DOMICILIARY, OR NURSING HOME 
CARE OF PERSONS DISCHARGED OR 
RELEASED FROM ACTIVE MILITARY, 
NAVAL OR AIR SERVICE 


Legal Authority: PL 97-37 


CFR Citation: 38 CFR 17.47(d); 38 CFR 
17.47(e) 


Abstract: Excludes nonservice- 
connected ex-POW’s from the 
requirement to sign the oath of inability 
to pay for medical care. 





Federal Register / Vol. 48, No. 201 / Monday, October 17, 1983 / Unified Agenda 


Action 


NPRM —=—=s«1 00/84 
Smali Entity: No 

Contact: Jerome Hanes, 
Medical Administration Specialist, 
Veterans Administration, Department of 
Medicine and Surgery, 810 Vermont 
Avenue, NW, Washington, DC 20420, 


202 389-2337 
RIN: 2900-AA12 
2 ET A OIE RT 


8. VA PRIMARY MEDICAL CARE 
BACKUP FOR DOD AS CONTINGENCY 
SYSTEM DURING WAR OR NATIONAL 
EMERGENCY 


Legal Authority: PL 97-174 
CFR Citation: 38 CFR 17.190 
Abstract: Assigns priority care to active 


duty personnel of the U.S. Armed 
Forces in time of war or national 


interim Final Rule 09/00/83 

Smali Entity: No 

Agency Contact: Anthony Ilardi, 
Emergency Preparedness Officer, 
Veterans Administration, Department of 


Medicine and Surgery, 810 Vermont 
Avenue, NW, Washington, DC 20420, 


9. CONSUMER-PATIENT RADIATION 
HEALTH AND SAFETY 


Abstract: Makes Federal Radiation 
Guidelines and Standards promulgated 
by HHS applicable to the provision of 
VA radiological procedures. 


‘Date FR Cite | 
02/00/84 

Small Entity: No 

Contact: James Smith, M.D., 
Director, Nuclear Medicine Service, 
Veterans Administration, Department of 
Medicine and Surgery, 810 Vermont 
Avenue, NW, Washington, DC 20420, 


202 389-3195 
RIN: 2900-AA17 
eS RIALS Sot SRR Nee ENR 


10. MEDICAL RECORDS DISCLOSURE 


Legal Authority: PL 93-282 

CFR Citation: 38 CFR 1.514 

Abstract: Permits medical records 
disclosure to treating physicians with 
verified oral consent from the veteran. 


Timetable: 


5 FR Cite 


Date 


NPRM 02/00/84 


Small Entity: No 

Contact: Harold Ramsey, 
Medical Administration Specialist, 
Veterans Administration, Department of 
Medicine and Surgery, 810 Vermont 
Avenue, NW, Washington, DC 20420, 
202 389-2589 


RIN: 2900-AA22 


11. INFORMED CONSENT 


Legal Authority: PL 94-581 
CFR Citation: 38 CFR 17.34 


Abstract: Mandates that all patient 
care be carried out with full and 
informed consent and clarifies the 
definition of a patient’s representatives. 


Timetable: 
Action Date FR Cite 


NPRM 07/14/83 48 FR 32198 
NPRM Comment 07/14/83 

Period i 
NPRM Comment 08/15/83 

Period End 
Final Action 
Smaii Entity: No 
Agency Contact: Monica Wilkins, 
Medical Administration Specialist, 
Veterans Administration, Department of 
Medicine and Surgery, 810 Vermont 
Avenue, NW, Washington, DC 20420, 
202 389-2179 


RIN: 2900-AA25 


12/00/83 


12. DOMICILIARY INCOME 
LIMITATION 


Legal Authority: PL 96-330 
CFR Citation: 38 CFR 17.48(b)(1) 


Abstract: To change the current income 
level of $415 per month by increasing 
the income limitation to an appropriate 
level taking into consideration the 
present Consumer Price Index. 


Timetable: 
Action 
NPRM 


Current and Projected Rulemakings 


Small Entity: No 

Agency Contact: James L. Fozard, 
M.D., Veterans Administration, 
Department of Medicine and Surgery, 
810 Vermont Avenue, NW, Washington, 
DC 20420, 202 389-3692 


RIN: 2900-AA26 


13. NONDISCRIMINATION IN THE 
ADMISSION OF ALCOHOL AND DRUG 
ABUSERS TO VETERANS 
ADMINISTRATION HEALTH CARE 
FACILITIES 


Legal Authority: 38 USC 4133 

CFR Citation: 38 CFR 17.48 

Abstract: Provides that veterans who 
are alcohol or drug abusers who are 
suffering from medical disabilities shall 


not be discriminated against in 
admission or treatment. 


Timetable: 





Date 
NPRM 02/00/84 
Small Entity: Not Applicable 
Agency Contact: Jerome J. Hanes, 
Medical Administration Specialist, 
Veterans Administration, Department of 
Medicine and Surgery, 810 Vermont 
Avenue, NW, Washington, DC 20420, 
202 389-2337 


RIN: 2900-AA76 


FR Cite 


14. LIMITATION ON PAYMENT FOR 
EMERGENCY HOSPITAL CARE AND 


Abstract: Existing authority provides 
the criteria for approval of claims by 
certain veterans for payment and 
reimbursement of the expenses of 
hospital care and medical services not 
previously authorized. One of the 
prerequisites is that the veterans must 
have received the care and services in 
a medical emergency of such nature 
that delay would have been hazardous 
to life or health. However, there is no 
termination point defined for the 
emergency. The new regulation 
accomplishes this. This action will 
correct an inequity which grants a 
greater benefit to veterans who file 
claims for payment or reimbursement 
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for the expenses of non-VA hospital 
care or medical services not previously 
authorized than for veterans who 

and receive prior authorization 
for such care. In the latter cases, the 
termination point for VA payment of 
costs of the emergency hospital care is 
already clearly defined. 


06/09/83 48 FR 26627 
NPRM Comment 06/09/83 
ines 
NPRM Comment 07/11/83 
Period End 
Final Action 


facilities at VA expense, as authorized 
by 38 U.S.C. 613. 
Timetable: 
Action Date 

NPRM 09/00/83 

Small Entity: No 

Agency Contact: Gene M. Lambert. 
Medical Administration Specialist, 
Veterans Administration, Department of 
Medicine and Surgery, 810 Vermont 


Avenue, NW, Washington, DC 20420, 
389-2143 


RIN: 2900-AA86 
IT ASSERT SELON IIA IO PEE AONE SE 


16. @PARTICIPATING IN A 

REHABILITATION PROGRAM UNDER 
CHAPTER 31 

Legal Authority: 38 USC 1500 to 1521 

CFR Citation: 38 CFR 17.48(g) 


Abstract: The scope and circumstances 
under which medical care and services 


may be provided to veterans 
participating in a Rehabilitation 
Program under Chapter 31 have been 
expanded to include that necessary to 
accomplish the purposes of the initial 
evaluation as well as to facilitate the 
achievement of rehabilitation goals. 


Timetable: 
Action Date FR Cite 


NPRM 08/22/83 48 FR 38007 
NPRM Comment 08/22/83 

Period Begin 
NPRM Comment 09/21/83 

Period End 
Final Action 
Smail Entity: No 
Agency Contact: Gene M. Lambert. 
Medical Administration Specialist, 
Veterans Administration, Department of 
Medicine and Surgery, 810 Vermont 
Avenue, NW, Washington, DC 20420, 
202 389-2143 


RIN: 2900-AA94 


01/00/84 


17. @CONSIDERATIONS APPLICABLE 
IN DETERMINING ELIGIBILITY FOR 
DOMICILIARY CARE 


Legal Authority: 38 USC 610(b); 38 USC 
601(7) 


CFR Citation: 38 CFR 17.48(c)(1) 


‘Abstract: The existing regulation now 


defines the domiciliary program as the 
provision of a home with medical 
services as needed to veterans who 
have a chronic disability and who are 
unable to earn a living. The proposed 
change would clarify the mission of the 
domiciliary program as an integral part 
of the provision of health care services 
by the VA by refocusing the definition 
from the provision of housing to the 
provision of continuing medical and 
rehabilitative services at a less 
intensive level than that provided in a 
hospital or nursing home, but at a 
higher level than that available in a 
residential setting. 


Timetable: 

Action Date 

NPRM 12/00/83 

Small Entity: No 

Agency Contact: Karen O. Walters, 
Medical Administration Specialist, 
Veterans Administration, Department of 
Medicine and Surgery, 810 Vermont 


Avenue, NW, Washington, DC 20420, 
202 389-2337 


RIN: 2900-AB07 
INNES OES ML EMA EEO REE IS 





Current and Projected Rulemakings 


18. @DUTY PERIOD DEFINED 


Legal Authority: 38 USC 101(22) 
CFR Citation: 38 CFR 17.31(c) 


Abstract: The existing regulation is 
inconsistent with 38 U.S.C. 101(22) in 
that it does not include duty performed 
by a member of a Senior Reserve 
Officers’ Training Corps program when 
ordered to such duty for the purpose of 
field training or a practice cruise under 
Chapter 103 or Title 10, which was 
added by Section 113 of P.L. 97-306. 


Timetable: 


Action Date 
NPRM 11/00/83 
Small Entity: No 


Agency Contact: Jerome J. Hanes, 
Medical Administration Specialist, 
Veterans Administration, Department of 
Medicine and Surgery, 810 Vermont _ 
Avenue., NW, Washington, DC 20420, 
202 389-2337 


RIN: 2900-AB08 


FR Cite 


DEPARTMENT OF VETERANS 
BENEFITS 


19. OUTREACH PROGRAM, FEE 
CONTRACT PROGRAM 


Legal Authority: PL 96-22; PL 97-72 
CFR Citation: Not yet determined 
Abstract: Provides for fee contract 
provision of readjustment counseling 
for veterans of the Vietnam Era. 
Timetabie: 
Action 


NPRM 

Small Entity: No 
Agency Contact: Edward J. Lord, Asst. 
Director, Administration & 
Development, Veterans Administration, 
Department of Medicine and Surgery, 
810 Vermont Avenue, NW, Washington, 
DC 20420, 202 389-3303 


RIN: 2900-AA00 


02/00/84 


20. VETERANS EDUCATION; . 
EDUCATIONAL ASSISTANCE TEST 
PROGRAM 


Legal Authority: PL 96-342 


CFR Citation: 38 CFR 21.5700 through 
21.5900 


Abstract: VA and DoD have negotiated 
an agreement which requires VA to 
administer payments for the 
Educational Assistance Test Program. 
These regulations will implement this 
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program. There are no alternatives. 
There must be regulations to permit 
proper administration of the program. 
The costs of the program arise from the 
law, not the regulations. 


11/00/83 
Smaii Entity: No 


Agency Contact: June Schaeffer, Asst 
Dir for Policy & Program 
Administration, Veterans 


Administration, Department of Veterans: 


Benefits, 810 Vermont Avenue, NW, 
Washington, DC 20420, 202 389-2092 


RIN: 2900-AA01 


21. DEFINITIONS : 
Legal Authority: 38 USC 210(c)(1) 
CFR Citation: 38 CFR 3.1(z) 


Abstract: Definition of the term 
“nursing home” added to provide 
precise standard for benefit 
determination. 





“Date _—s*FRR Cite 


12/21/82 47 FR 56881 
12/21/82 


01/20/83 


Final Action 10/01/83 


Small Entity: No 


Agency Contact: Robert M. White, 
Legal Consultant, Veterans 
Administration, Department of Veterans 
Benefits, 810 Vermont Avenue, NW, 
Washington, DC 20420, 202 389-3005 


RIN: 2900-AA43 


22. VOCATIONAL REHABILITATION 
AMENDMENTS 


Legal Authority: 38 USC 1500 et seq 
CFR Citation: 38 CFR 21.50 to 21.98 


Abstract: Comprehensive evaluation of 
the veteran’s situation as the basis for 
determining eligibility and entitlement 
to rehabilitation services. Conditions 
which must be met in each case before 
the veteran is eligible for and entitled 
to rehabilitation services. Content of 
the individual written rehabilitation 
plan. Limitations on duration of 
rehabilitation services. Establishes a 
multi-disciplinary group to assist 
seriously disabled veterans. Cost 


benefits are not estimated on a 
quantitative basis. 
Timetable: 5 
Action Date FR Cite 
NPRM 09/15/82 47 FR 40650 
NPRM Comment 09/15/82 
Period Begin 
NPRM Comment 10/15/82 
Period End 
Final Action 
Small Entity: No 
Agency Contact: Dr. Stephen L. 
Lemons, Director, Vocational Rehab. 
Counseling Svc., Veterans 
Administration, Department of Veterans 
Benefits, 810 Vermont Avenue, NW, 
Washington, DC 20420, 202 389-3935 


RIN: 2900-AA47 


01/28/84 


23. VOCATIONAL REHABILITATION 
AMENDMENTS 


Legal Authority: 38 USC 1500 et seq 
CFR Citation: 38 CFR 21.100 to 21.102; 38 
CFR 21.118 to 21.134; 38 CFR 21.140 to 
21.158; 38 CFR 21.160 to 21.162; 38 CFR 
21.210 to 21.232; 38 CFR 21.240 to 21.249; 
38 CFR 21.250 to 21.259; 38 CFR 21.380 to 
21.406 


Abstract: Types of services which may 
be provided and conditions under 
which services may be authorized 
including educational and vocational 
training services, special vocational 
rehabilitation services, employment 
services, medical services, independent 
living services and supplies. Authorizes 
establishment of qualification for 
personne! engaged in providing services 
under this program and research and 
staff development activities. Establishes 
the Veterans Advisory Committee on 
Rehabilitation. Cost benefits have not 
been estimated on a quantitative basis. 


Timetable: 
Action 

NPRM 

Small Entity: No 
Agency Contact: Dr. Stephen L. 
Lemons, Director, Vocational Rehab. 
Counseling Svc., Veterans 
Administration, Department of Veterans 


Benefits, 810 Vermont Avenue, NW, 
Washington, DC 20420, 202 389-3935 


RIN: 2900-AA48 


Date 
09/00/83 


FR Cite 


24. VOCATIONAL REHABILITATION 
AMENDMENTS 


Legal Authority: 38 USC 1500 et seq 


Current and Projected Rulemakings 


CFR Citation: 38 CFR 21.180 to 21. 
CFR 21.280 to 21.288; 38 CFR 21 
21.299; 38 CFR 21.360 to 21.364; 38 CFR 
21.370 to 21.378; 38 CFA 21.410 to 21.416 


Abstract: Establish a system of cast 
statuses to monitor progress and 
evaluate outcomes. Establish criteria for 
approving courses of study of facilities 
used under chapter 31. Establish criteria 
for determining satisfactory conduct 
and cooperation. Establish criteria for 
entrance or reentrance into a 
rehabilitation program. Cost benefits 
are not estimated on a quantitative 
basis. 


Timetable: 


Action 

NPRM 

Small Entity: No 
Agency Contact: Dr. Stephen L. 
Lemons, Director, Vocational Rehab. 
Counseling Svc., Veterans 
Administration, Department of Veterans 
Benefits, 810 Vermont Avenue, NW, 
Washington, DC 20420, 202 389-3935 


RIN: 2900-AA49 


Date 
10/00/83 


FR Cite 


25. VOCATIONAL REHABILITATION 
AMENDMENTS 


Legal Authority: 31 USC 1500 et seq 
CFR Citation: 38 CFR 21.260 to 21.276; 38 
CFR 21.310 to 21.314; 38 CFR 21.320 to 
21.334; 38 CFR 21.340 to 21.350 


Abstract: Assessment of the rate of 
pursuit of a rehabilitation program as a 
basis for payment of monthly 
allowances and the amount of 
entitlement used. Conditions under 
which a monthly allowance may be 
paid to the veteran and payment may 
be made to facilities for tuition and 
other charges. Conditions under which 
leaves of absence may be authorized. 
Cost benefits are not estimated on a 
quantitative basis. 


Timetable: 
Action Date FR Cite 


NPRM 05/10/83 48 FR 20939 
NPRM Comment 05/10/83 
Period i 
NPRM Comment 07/06/83 
Period End 
Final Action 
Effective 


Small Entity: No 


01/00/84 
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Department of Veterans 
Benefits, 810 Vermont Avenue, NW, 


CFR Citation: 38 CFR 21.4136, 38 CFR 
21.4137; 38 CFR 21.4232; 38 CFR 21.4503; 
38 CFR 21.4252 


Abstract: Implements those portions of 
the Budget Reconciliation Act of 1981 
which affect training under chapter 34, 
title 38, U.S.C. There are no 
alternatives. These changes are 
required by law. Any costs arise from 
the law, not the regulations. 





Date FR Cite 
_ 11/00/83 
Smaii Entity: No 
Contact: June Schaeffer, Ass’t 


Agency 

Dir for Policy & Prog Administration, 
Veterans Administration, Department of 
Veterans Benefits, 810 Vermont 


of alternatives that could be considered 
is limited only by the requirement of 
the law that reports be submitted at 


04/18/83 48 FR 16506 
A Comment 04/18/83 
Begin 


oo 05/16/83 . 


Final ae 01/00/84 


Smail Entity: No 

Contact: June Schaeffer, Ass't 
Dir for Policy & Prog Administration, 
Veterans Administration, Department of 
Veterans Benefits, 810 Vermont 
Avenue, NW, Washington, DC 20420, 
202 389-2092 


RIN: 2900-AA57 


286. VETERANS EDUCATION; 
CERTIFICATIONS OF ENROLLMENT 


Legal Authority: PL 96-466 


CFR Citation: 38 CFR 21.4137; 38 CFR 
21.4203; 38 CFR 21.4204 


Abstract: Limits certifications of 
enroliment to one term, quarter or 
semester at a time. This will prevent 
approximately $50 million per year in 
overpayments which the VA is making 
because of late reports of reductions or 
terminations in training. 

Timetable: 


Action Date FR Cite 


NPRM 06/30/83 48 FR 30151 
NPRM Comment 06/30/83 

Period Begin 
NPRM Comment 08/01/83 

Period End 
Final Action 
Smaii Entity: No 
Agency Contact: June Schaeffer, Ass’t 
Dir for Policy & Prog Administration, 
Veterans Administration, Department of 
Veterans Benefits, 810 Vermont 
Avenue, NW, Washington, DC 20420, 
202 389-2092 


RIN: 2900-AA58 





02/00/84 


29. VETERANS EDUCATION; 
MONTHLY CERTIFICATIONS OF 
ATTENDANCE 


Legal Authority: PL 96-466 


CFR Citation: 38 CFR 21.4203; 38 CFR 
21.4204; 38 CFR 21.4205 


Abstract: Requires monthly 
certifications of attendance in courses 
not leading to a standard co 

degree. This will prevent $1.5 million in 
overpayments which are now being 
created each year that will not be 
collected, and $6.8 million in 
overpayments which are collected later. 
Against the savings of $8,300,000 there 
will be increased costs to the Federal 
Government of $254,700 and increased 
costs to the public of $750,000. 


Current and Projected Rulemakings 


Date FR Cite 


06/28/83 « 48 FR 29714 
06/28/83 
Period Begin 
NPRM Comment 
Period End 
Final Action 
Smail Entity: No 


Agency Cogtact: June Schaeffer, Ass’st 
Dir for Policy-& Prog Administration, 
Veterans Administration, Department of 
Veterans Benefits, 810 Vermont 
Avenue, NW, Washington, DC 20420, 
202 389-2092 


RIN: 2900-AA59 


07/28/83 


03/00/84 


30. SUSPENSION OF PROGRAM 
PARTICIPANTS BASED ON CRIMINAL 
CONVICTION 


Legal Authority: 38 USC 1804{b); 38 USC 
1804(d); 38 USC 1819(g) 


CFR Citation: 38 CFR 36.4216; 38 CFR 
36.4235; 38 CFR 36.4331; 38 CFR 36.4361 


Abstract: Provides for suspension of 
program participants with no right to an 
administrative hearing if the person is 
convicted of a housing program crime. 
There will be no direct costs to program 
participants as a result of this proposal. 
Alternatives will be considered based 
on public comment. If adopted, these 
requlatory provisions will assist in 
assuring program integrity. 

Timetable: 

Action 


NPRM 


Small Entity: No 

Agency Contact: George D. Moerman, 
Assistant Director for Loan Policy, 
Veterans Administration, Department of 
Veterans Benefits, 810 Vermont 

Avenue, NW, Washington, DC 20420, 
202 389-3042 


RIN: 2900-AA64 





Date 
02/00/84 


31. VETERANS EDUCATION; 
EDUCATIONAL ASSISTANCE 
ADJUSTMENTS 


Legal Authority: PL 97-306 

CFR Citation: 38 CFR 21.4131; 38 CFR 
21.4133; 38 CFR 21.4134; 38 CFR 21.4135; 
38 CFR 21.4136; 38 CFR 21.4137; 38 CFR 
21.4140; 38 CFR 21.4202; 38 CFR 21.4207 


Abstract: Implements some of the 
provisions of the Veterans’ 
Compensation, Education and 
Employment Admendments of 1982 
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which affect people receiving 
educational assistance under chapters 
34, 35 and 36 title 38 U.S. Code. There 
are no alternatives to the changes 
because they are required by law. Any 
costs that may arise will derive from 
the underlying law, not the regulations. 


Date 
02/00/84 


FR Cite 





NPRM 

Small Entity: No 
Agency Contact: June C. Schaeffer, 
Ass'st Dir. for Policy and Program 
Admin, Veterans Administration, 
Department of Veterans Benefits, 810 
Vermont Ave. NW, Washington, DC 
20420, 202 389-2092 


RIN: 2900-AA72 


32. VETERANS EDUCATION; VEAP 
ADJUSTMENTS 


Legal Authority: PL 97-306 

CFR Citation: 38 CFR 21.5052; 38 CFR 
21.5071; 38 CFR 21.5072; 38 CFR 21.5138; 
38 CFR 21.5139; 38 CFR 21.5294 


Abstract: Implements those provisions 
of the Veterans’ Compensation 
Education and Employment 
Amendments of 1982 which affect 
people receiving benefits under chapter 
32, title 38, U.S. Code. There are no 
alternatives. These changes are 
required by law. Any costs that may 
arise will arise from the underlying law, 
not the regulations. 


Timetable: 
Action 


NPRM 

NPRM Comment 
Period Begin 

NPRM Comment 
Period End 

Final Action 


Small Entity: No 


Agency Contact: June C. Schaeffer, 
Ass’st Dir. for Policy and Program 
Admin, Veterans Administration, 
Department of Veterans Benefits, 810 
Vermont Ave. NW, Washington, DC 
20420, 202 389-2092 


RIN: 2900-AA73 


Date —s- FR Cite 
05/25/83 48 FR 23444 
05/25/83 
06/24/83 


01/00/84 


33. VETERANS EDUCATION; SPECIAL 
RESTORATIVE TRAINING AND 
SPECIALIZED VOCATIONAL 
TRAINING 


Legai Authority: 38 USC 1736;°38 USC 
1740; 38 USC 1741; 38 USC 1743 


, Action 


CFR Citation: 38 CFR 21.3300; 38 CFR 
21.3301; 38 CFR 21.3303; 38 CFR 21.3304; 
38 CFR 21.3306; 38 CFR 21.3307; 38 CFR 
21.3331; 38 CFR 21.4105; $8 CPR 21. 4232; 
38 CFR 21.4276 


Abstract: Replaces Vocational 
Rehabilitation Boards with Vocational 
Rehabilitational Panels. The Panel's 
role is to provide consultation and 
technical assistance in evaluating and 
developing rehabilitation plans for 
seriously handicapped dependents. The 
regulations will streamline the 
decisions being made regarding eligible 
children in special restorative training 
and regarding eligible dependents in 
specialized vocational training. The 
alternative would be to leaye the 
regulations unchanged. This would 
result in separate boards making 
decisions concerning veterans and 
dependents. The costs and benefits of 
this change have not been estimated 
yet. 


Timetable: 





Date 
02/00/84 





NPRM 
Small Entity: No 

Agency Contact: June C. Schaeffer, 
Ass’st Dir. for Policy and Program 
Admin, Veterans Administration, 
Department of Veterans Benefits, 810 
Vermont Ave. NW, Washington, DC 
20420, 202 389-2092 


RIN: 2900-AA74 


34. REFINANCING OF A 
MANUFACTURED HOME IN ORDER 
TO ACQUIRE A LOT 


Legal Authority: PL 97-306 

CFR Citation: 38 CFR 36.4204; 38 CFR 
36.4205; 38 CFR 36.4232; 38 CFR 36.4252; 
38 CFR 36.4253 


Abstract: Authorizes lenders to 
refinance an existing loan on a 
manufactured housing unit and 
purchase a lot on which to site the unit. 
These Final Regulations implement a 
new statutory authority. No costs are 
expected to result from this action. 
These regulations will assist veterans 
owning and occupying a manufactured 
home to acquire a lot on which to site 
the home. 


Timetable: 
Acton = 
NPRM —séi09/00/83 
Small Entity: No 


Current and Projected Rulemakings 


Agency Contact: D. Moerman, 
Assistant Director for Loan Policy, 
Veterans Administration, Department of 
Veterans Benefits, 810 Vermont 
Avenue, NW, Washington, DC 20420, 
202 389-3042 


- RIN: 2900-AA75 


35. MANUFACTURED HOUSING 
LOANS; COMPUTATION OF 
GUARANTY CLAIMS 


Legal Authority: 38 USC 210(c); 38 USC 
1819(g) 


CFR Citation: 38 CFR 36.4283; 38 CFR 
36.4284; 38 CFR 36.4253 


Abstract: Authorizes a change in the 
amount of interest a holder may include 
in a claim under the guaranty on a 
defaulted manufactured home loan. It is 
proposed to amend the maximum 
interest rate payable on a defaulted 
loan for post-cutoff date interest to 
allow a floating maximum rate in lieu 
of a fixed rate. Lenders should be 
benefited by this action at no direct 
cost to them. Alternatives will be 
considered based on public comment. 


Timetable: 
Action 
NPRM 








Agency Contact: Raymond L. Brodie, 
Assistant Director for Loan 
Management, Veterans Administration, 
Department of Veterans Benefits, 810 
Vermont Avenue, NW, Washington, DC 
20420, 202 389-3668 


RIN: 2900-AA78 
ELEANOR RIT ARE MEE MCAS LROE LM 


36. REGULATORY AMENDMENTS 
REQUIRED BY PL 97-306 


Legal Authority: PL 97-306 
CFR Citation: 38 CFR 3.6; 38 CFR 3.22; 


38 CFR 3.350; 38 CFR 3.1600; 38 CFR 
3.1601; 38 CFR 3.1603; 38 CFR 3.1605 


Abstract: These amendments affect 
ROTC cadet eligibility for 
compensation, DIC eligibility for certain 
nonservice-connected deaths, special 
monthly compensation for certain 
blinded veterans, and burial allowance 
eligibility for certain indigent veterans 
and those who die in nursing homes. 
Timetable: 
Action Date 


NPRM 05/13/83. 48 FR 21595 
NPRM Comment 05/13/83 3 
parting os 





Federal Register / Vol. 48, No. 201 / Monday, October 17, 1983 / Unified Agenda 


assistance allowance have to report 
any mitigating circumstances that may 
be connected with withdrawals from 


graduation requirements. This change 
will shorten the time eligible persons 
have to report mitigating circumstances. 

- The net effect will be to treat the two 
groups equally. The alternative is to 
continue unequal treatment. Estimates 
of the costs and benefits are not yet 
available. 


04/11/83 48 FR 15491 
04/11/83 


05/09/83 


01/00/84 


Admin, Veterans Administration, 
Department of Veterans Benefits, 810 
Vermont_Ave. NW, Washington, D.C. 


RIN: 2900-AA82 


Legal Authority: 38 USC 1701 
CFR Citation: 38 CFR 21.3041 
Abstract: States more clearly the 


beginning date for an eligible child's 
period of eligibility for dependents’ 


educational assistance, and addresses 
for the first time cases where someone 
between his or her 18th and 26th 
birthday is adopted or becomes the 
stepchild of a veteran. 


Date FR Cite 
06/28/83 48 FR 29716 
06/28/83 
07/28/83 
Final Action 
Small Entity: No 


Agency Contact: June C. Schaeffer. 
Ass'st Dir. for Policy and Program 
Admin., Veterans Administration, 
Department of Veterans Benefits, 810 
Vermont Ave. NW, Washington, DC 
20420, 282 389-2082 


RIN: 2900-AA88 


11/00/83 


39. @DISQUALIFICATION OF 
LENDERS 


Legal Authority: 38 USC 210(c); 38 USC 
1803(c){1); 38 USC 1819(g) 


CFR Citation: 38 CFR 36.4216; 38 CFR 
36.4331 


Abstract: Present regulations authorize 
the suspension of lenders and their 
principals and officers for practices 
detrimental to the best interests of 
veterans or the Government. In some 
cases, however, individual employees 
of lenders are found to have committed 
fraud or engaged in other improprieties. 
The amendment would authorize 
suspension of these employees from 
further participation in the Loan 
Guaranty Program. 
Timetabie: ee 

Date 
NPRM 03/00/84 
Smaii Entity: No 


Agency Contact: George D. Moerman, 


Assistant Director for Loan Policy, 
Veterans Administration, Department of 
Veterans Benefits, 810 Vermont 
Avenue, NW, Washington, DC 20420, 
202 389-3042 


RIN: 2900-AA89 


40. @VETERANS EDUCATION; 
EDUCATION LOANS 


Legal Authority: 38 USC 1798(a) 


CFR Citation: 38 CFR 21.5292; 38 CFR 
21.5294; 38 CFR 21.5500 


Current and Projected Rulemakings 


Abstract: A provision of the Omnibus 
Budget Reconciliation Act of 1981 
affects those people receiving 
educational assistance under the Post- 
Vietnam Era Veterans’ Educational 
Assistance Program. The Act provides 
that these people are no longer eligible 
for education loans from the Veterans 
Administration. These regulatory 
changes implement this provision of 
law. 


Timetable: 


Action 

NPRM 

NPRM Comment 
Period Begin 

NPRM Comment 
Period End 

Final Action 


Smaii Entity: No 


Agency Contact: June C. Schaeffer. 
Ass'st Dir. for Policy and Program 
Admin., Veterans Administration, 
Departments of Veterans Benefits, 810 
Vermont Ave. NW, Washington, DC 
20420, 202 389-2092 


RIN: 2900-AA90 


Date FR Cite 
08/02/83 48 FR 34975 
08/02/83 . 
09/01/83 


03/00/84 


41. @VETERANS EDUCATION; 
CHANGE OF PROGRAM 


Legal Authority: 38 USC 1641 
CFR Citation: 38 CFR 21.5232 


Abstract: This is a technical change 
designed to correct erroneous cross- 
references. 


Timetable: 
Action 

NPRM 

Small Entity: No 


Agency Contact: June C. Schaeffer, 
Ass’st Dir for Policy and Program 
Admin., Veterans Administration, 
Department of Veterans Benefits, 810 
Vermont Ave. NW, Washington, DC 
20420, 202 389-2092 


RIN: 2900-AA91 


Date FR Cite 


11/00/83 


42. @SPECIAL ALLOWANCE PAYABLE 
UNDER SECTION 156 OF PUBLIC LAW 
97-377 


Lega! Authority: PL 97-377, Sec 156 
CFR Citation: 38 CFR 3.812 

Abstract: This regulation implements 
section 156 of Public Law 97-377 which 
created a new federal benefit for 


survivors of certain persons who died 
on active duty or as a result of a 
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service-connected disability. This 
benefit is intended as a replacement for 
social security benefits which were 
reduced or terminated under the 
Omnibus Budget Reconcilation Act of 





12/00/83 
Small Entity: No 
_Agency Contact: Robert M. White, 
Chief, Regulations Staff, Veterans 
Administration, Department of Veterans 
Benefits, 810 Vermont Avenue NW, 
Washington, DC 20420, 202 389-3005 


RIN: 2900-AA92 


43. @VETERANS EDUCATION; 
PROGRAM OF EDUCATION 
Legal Authority: 38 USC 1641 
CFR Citation: 38 CFR 21.5230 


Abstract: This is a technical change 
designed to correct erroneous cross- 
references. 





"FR Cite 
08/03/83 48 FR 35146 
08/03/83 





09/01/83 


12/00/83 


Agency Contact: June C. Schaeffer, 
Ass’st Dir. for Policy and Program 
Admin., Veterans Administration, 
Department of Veterans Benefits, 810 
Vermont Avenue, NW, Washington, DC 
20420, 202 389-2092 


RIN: 2900-AA93 


44. @SOCIAL SECURITY NUMBERS IN 
VETERANS BENEFITS MATTERS 


Legal Authority: 38 USC 210(c); PL 97- 
365, Sec 4 7 


CFR Citation: 38 CFR 1.575 


Abstract: Authorizes the collection of a 
veteran's social security number and 
subsequent disclosure to the Internal 
Revenue Service as a condition of 
receiving a VA Guaranteed Home Loan 
or other extension of credit. This 
amendment is required by section 4 of 
Public Law 97-365, the Debt Collection 
Act of 1982, in order that Federal credit 
assistance decisions can be made with 


full knowledge of whether or not the 
applicant is a delinquent taxpayer. 


Current and Projected Rulemakings 


title. The regulations would implement 
this statutory change. 





Assistant Director for Loan Policy, 
Veterans Administration, Department of 
Veterans Benefits, 810 Vermont 

Avenue, NW, Washington, DC 20420, 
202 389-3042 


RIN: 2900-AA95 


45. COCCUPANCY REQUIREMENTS 


Legal Authority: 38 USC 210(c); 38 USC 
1803(c)(1) 


CFR Citation: 38 CFR 36.4306 


Abstract: Present regulations require 
that, for a home improvement loan or 
refinancing loan for the purpose of 
making improvements, the veteran must 
certify that he or she presently occupies 
the home. In the case of substantial 
rehabilitation, the home may not be 
available for occupancy until the 
repairs or improvements are completed. 
The amendment would authorize the 
veteran in these cases to certify that he 
or she intends to occupy the property 
upon completion of the rehabilitation. 


Timetabie: 
Date 
03/00/84 


FR Cite 
NPRM 


Small Entity: No / 

Agency Contact: George D. Moerman, 
Assistant Director for Loan Policy, 
Veterans Administration, Department of 
Veterans Benefits, 810 Vermont 

Avenue, NW, Washington, DC 20420, 
202 389-3042 


RIN: 2900-AA96 
RRS RES TES RENE EINE RE 


46. @COMPUTATION OF GUARANTIES 
OR INSURANCE CREDITS 


Legal : 38 USC 210(c); 38 USC 
1803(c)(1) 


CFR Citation: 38 CFR 36.4302(h)(3) 


Abstract: The present regulation 
permits only an “immediate” veteran- 
transferee to substitute entitlement on a 
VA Loan Assumption. Pending 
legislation would make restoration of 
entitlement available in cases where 
the substituting veteran is not the 
immediate successor in the chain of 


Assistant Director for Loan Policy, 
Veterans Administration, Department of 
Veterans Benefits, 810 Vermont 

Avenue, NW, Washington, DC 20420, 
202 389-3042 


RIN: 2900-AA97 
ee ee ee 


47. @OSUPPLEMENTARY 
ADMINISTRATIVE ACTION 


Legal Authority: 38 USC 210(c); 38 USC 
1803(c)(1); 38 USC 1819(g) 


CFR Citation: 38 CFR 36.4220; 38 CFR 
36.4335 


Abstract: Present regulations provide 
that joint loans must be made on the 
prior approval rather than the 
automatic basis. When a joint loan is 
erroneously made on the automatic 
basis, a request for waiver of this 
requirement must presently be 
submitted to VA Central Office for 
consideration of waiver. The regulatory 
change would permit field stations to 
waive the prior approval requirement in 
appropriate cases. 


Timetable: 
FR Cite 


NPRM 03/00/84 


Small Entity: No 


Agency Contact: George D. Moerman, 
Assistant Director for Loan Policy, 
Veterans Administration, Department of 
Veterans Benefits, 810 Vermont 

Avenue, NW, Washington, DC 20420, 
202 389-3042 


RIN: 2900-AA98 
RE A A AR A LRT AE 


48. @CERTAIN MANUFACTURED 
HOUSING LOANS ; 


Legal Authority: 38 USC 210(c); 38 USC 
1803(c)(1); 38 USC 1819(g) 


CFR Citation: 38 CFR 36.4300, Series 


Abstract: Present regulations permit 
only loans for conventionally built 
homes to be under the authority of 38 
U.S.C. 1810, loans for manufactured 
homes are currently guaranteed under 
separate regulations and under 
authority of 38 U.S.C. 1819. Guaranty 
under section 1810 provides more 
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those treated as real estate under state 
law, to be guaranteed under section 


Legal Authority: 38 USC 210(c); 38 USC 
1803(c)(1); 38 USC 1819{g); PL 97-365, Sec 
11 


CFR Citation: 38 CFR 36.4285(d); 38 CFR 
36.4323{e) ‘ 
Abstract: Authorizes the charging of 
interest on Loan Guaranty Indebtedness 
at a rate to be prescribed from time to 
time by the Secretary of the Treasury. 
This amendment is mandated by 
section 11 of Public Law 97-365, the 
Debt Collection Act of 1982. 


Timetable: 
Action 
NPRM 








Smaii Entity: No 

Agency Contact: Raymond Brodie, 
Assistant Director for Loan 
Management, Veterans Administration, 
Department of Veterans Benefits, 810 
Vermont Avenue, NW, Washington, DC 


ACCREDITATION OF MEDICAL 


Legai Authority: 36 USC 1788(b) 

CFR Citation: 38 CFR 21.4265 
Abstract: Takes into account the fact 
that the Accreditation Council for 
Graduate Medical Education of the 
American Medical Association is the 


Timetable: 
Action 


Date FR Cite 








NPRM 11/00/83 

Smaii Entity: No 

Agency Contact: June C. Schaeffer, 
Ass'st Dir. for Policy and Program 
Admin., Veterans Administration, 
Department of Veterans Benefits, 810 
Vermont Avenue, NW, Washington, DC 
20420, 202 389-2092 


RIN: 2900-AB01 


51. @VETERANS EDUCATION; 
CENTRAL OFFICE EDUCATION AND 
TRAINING REVIEW PANEL 


Legal Authority: 38 USC 1790 
CFR Citation: 38 CFR 21.4208 


Abstract: The Central Office Education 
and Training Review Panel reviews 
decisions made by the Committees on 
Educational Allowances located in the 
various Veterans Administration field 
stations. The Veterans Administration 
has-determined that the current panel is 
not a propely constituted Federal 
Advisory Committee as provided by the 
Federal Advisory Committee Act. This 
proposal will overcome this 
shortcoming by reconstituting the panel 
so that it no longer will be an advisory 
committee within the meaning of the 
Act. 


Timetable: 
Action 
NPRM 
Smaii Entity: No 

Agency Contact: June C. Schaeffer, 
Ass’st Dir. for Policy and Program 
Admin., Veterans Administration, 
Department of Veterans Benefits, 810 


Vermont Avenue, NW, Washington, DC 
20420, 202 389-2092 


RIN: 2900-AB02 


12/00/83 


52. @VETERANS EDUCATION; 
ADDITIONAL PERIOD OF ELIGIBILITY 


Legal Authority: 38 USC 1662(a) 
CFR Citation: 38 CFR 21.1044 


Abstract: Changes the criteria the 
Veterans Administration will consider 
in determining whether a veteran is 
entitled to an additional period of 
eligibility to educational assistance 
allowance. It has been the agency's 
administrative experience that the 
present criteria are insufficient to 
determine the stability of a veteran's 
employment situation. 


Agency Contact: June C. Schaeffer, 
Ass'st Dir for Policy and Program 
Admin., Veterans Administration, 
Department of Veterans Benefits, 810 
Vermont Avenue, NW, Washington, DC 
20420, 202 389-2092 . 


RIN: 2900-AB03 


53. @VETERANS’ GROUP LIFE 
INSURANCE 


Legal Authority: 38 USC 777(a) 
CFR Citation: 38 CFR 9.36 


Abstract: Under existing law, no person 
may carry a combined amount of 
Servicemen’s Group Life Insurance and 
Veterans’ Group Life Insurance in 
excess of $35,000 at any one time. 
Despite this provision, a significant 
number of insureds are paying 
premiums for both SGLI and VGLI in 
excess of the coverage allowed. The 
regulation will state that the Office of 
Servicemen’s Group Life Insurance will 
be responsible only for the return of 
premiums paid in excess of the 
maximum allowable amount of 
coverage. There is no cost to the 
Government. 


Timetable: 
NPRM 
Smaii Entity: No 


12/00/83 _ 


’ Agency Contact: Robert W. Carey, 


Assistant Director for Insurance, 
Veterans Administration, VA Insurance 
Center, P.O. Box 8079, Philadelphia, PA 
19101, 215 951-5360 


RIN: 2900-AB04 


54. @NATIONAL SERVICE LIFE 
INSURANCE - DIVIDENDS 


Legal Authority: 38 USC 707(c) 
CFR Citation: 38 CFR 8.26 


Abstract: Effective July 1, 1972, a new 
dividend option was authorized for 
National Service Life Insurance, under 
which a NSLI policyholder may request 
that dividends on his or her 
participating policy be used to purchase 
additional paid-up insurance. The 
regulation change will update the 
existing regulation to reflect that paid- 
up addition dividend option is 
available. 
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42/00/83 
Small Entity: No 
Agency Contact: Robert W. Carey, 
Assistant Director for Insurance, 
Veterans Administration, VA Insurance 
Center, P.O. Box 8079, Philadelphia, PA 
19101, 215 951-5360 


RIN: 2900-AB05 


55. @PAYMENT OF PROCEEDS 


Legal Authority: 38 USC 770(c) 
CFR Citation: 38 CFR 9.18(d) 


Abstract: Under prior law, when a 
Servicemen’s Group Life Insurance or 
Veterans’ Group Life Insurance claim 
was not filed within four years of the 
insured’s death, the proceeds would 
escheat to the SGLI revolving fund. The 


VETERANS ADMINISTRATION (VA) 


COMPLETED RULEMAKINGS 


57. WAIVER - OTHER THAN LOAN 
GUARANTY 


CFR Citation: 38 CFR 1.963 
Completed: 
Reason 
Final Action 


Final Action 
Effective 


Small Entity: No 


Agency Contact: Peter T. Mulhern 202 
389-3405 


RIN: 2900-AA&S3  - 


Date FR Cite _ 
06/15/83 48 FR 27400 
04/01/83 


58. AUTHORIZATION OF OUTPATIENT 
DENTAL TREATMENT 

CFR Citation: 38 CFR 17.123(b) 
Completed: 
Reason Date FR Cite 


04/19/83 48 FR 16680 
04/05/83 


Final Action 
Final Action 
Effective 


Small Entity: No 


Agency Contact: Jerome J. Hanes 202 
389-2337 


RIN: 2900-AA10 


law was amended to ensure that no 
claims are denied because of a failure 
to file within the four year period. 
There is no cost to the Government and 
beneficiaries will benefit by not being 
deprived of the proceeds. 





Date 
12/00/83 
Smaii Entity: No 
Agency Contact: Robert W. Carey, 
Assistant Director for Insurance, 
Veterans Administration, VA Insurance 


Center, P.O. Box 8079, Philadephia, PA 
19101, 215 951-5360 


RIN: 2900-AB06 


56. @VETERANS EDUCATION; 
FOREIGN MEDICAL SCHOOLS 


Legal Authority: 38 USC 1676 


59. AUTHORIZATION OF OUTPATIENT 
DENTAL TREATMENT 


CFR Citation: 38 CFR 17.123 

Completed: 

Reason 

Final Action 

Final Action 
Effective 


Date 


FR Cite 
04/19/83 48 FR 16680 
04/05/83 : 


Small Entity: No 
Agency Contact: Jerome Hanes 202 
389-2337 


RIN: 2900-AA11 


60. AUTHORIZATION OF OUTPATIENT 
DENTAL TREATMENT 


CFR Citation: 38 CFR 17.123 


Reason 

Final Action 

Final Action 
Effective 


Small Entity: No 
Agency Contact: Jerome Hanes 202 
389-2337 


(04/19/83 48 FR 16680 
04/05/83 


RIN: 2900-AA15 


Current and Projected Rulemakings ~ 


CFR Citation: 38 CFR 21.4260 


Abstract: Provides additional criteria a 
foreign medical school must meet 
before a veteran's enrollment in the 
school's courses may be approved. The 
Veterans Administration is considering 
whether to require a foreign medical 
school to meet all or some of the 
criteria it must meet in order to 
participate in the Guaranteed Student 


11/00/83 
Small Entity: No 
Agency Contact: June C. Schaeffer, 
Ass’st Dir. for Policy and Program . 
Admin., Veterans Administration, 
Department of Veterans Benefits, 810 
Vermont Avenue, NW, Washington, DC 
20420, 202 389-2092 


RIN: 2900-AB09 
Completed Actions 


61. CONSIDERATIONS APPLICABLE 
IN DETERMINING ELIGIBILITY FOR 
HOSPITAL, NURSING HOME, OR 
DOMICILIARY CARE 


CFR Citation: 38 CFR 17.48(c)(2) 


Agency Contact: Jerome Hanes 202 
389-2337 


RIN: 2900-AA27 
OI ACI A, EM NE ESR 


62. HEALTH PROFESSIONAL 
SCHOLARSHIP PROGRAM 


CFR Citation: 38 CFR 17.600 


Date FR Cite 


08/18/83 48 FR 37398 
08/03/83 


Agency Contact: Dorothy E. Reese 202 
389-5071 


RIN: 2900-AA84 
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FR Cite 
06/24/83 48 FR 29404 


Date FR Cite 
02/25/83 48 FR 8069 
12/01/81 


CFR Citation: 38 CFR 9.10 


02/25/83 48 FR 8069 
12/01/81 


CFR Citation: 38.CFR 36.4232; 38 CFR 
36.4254; 38 CFR 36.4312; 38 CFR 36.4504 


Date FR Cite 


10/20/82 47 FR 46699 
10/01/82 


Final Action 
Final Action 
Effective 


Small Entity: No 
Agency Contact: George D. Moerman 
202 389-3042 


RIN: 2900-AA07 


68. VETERANS EDUCATION; 24- 
MONTH SERVICE REQUIREMENT 


CFR Citation: 38 CFR 21.1021 
Completed: 

Reason Date 
Withdrawn 08/26/83 
Small Entity: No 

Agency Contact: June Schaeffer 202 
389-2092 





FR Cite 


RIN: 2900-AA54 


69. VETERANS EDUCATION; 
EDUCATION ASSISTANCE 


CFR Citation: 38 CFR 21.1020 to 21.4507 
Completed: 
Reason 


Final Action 
Final Action 
Effective 

Smaili Entity: Yes 
Agency Contact: June Schaeffer 202 
389-2092 





Date FR Cite 


08/22/83 48 FR 37968 
10/01/80 


RIN: 2900-AA55 


70. VETERANS EDUCATION; CHANGE 
IN THE NUMBER OF DEPENDENTS 


CFR Citation: 38 CFR 21.4135 
Completed: 
Reason 


Final Action 
Final Action 
Effective 


Smali Entity: No 
Agency Contact: June Schaeffer 202 
389-2092 


Date FR Cite 


08/08/83 48 FR 35879 
10/01/82 


RIN: 2900-AA61 


71. VETERANS EDUCATION; 
MATRICULATION 


CFR Citation: 38 CFR 21.4252 


Completed Actions 





04/04/83 48 FR 14378 
03/18/83 


Agency Contact: June Schaeffer 202 
389-2092 


RIN: 2900-AA62 


72. REFINANCING LOAN DISCOUNT 
POINTS AND AUTOMATIC CLOSING 
OF REFINANCING LOANS 


CFR Citation: 38 CFR 36.4306; 38 CFR 
36.4306a; 38 CFR 36.4312 


Completed: 

Reason 

Final Action 

Final Action 
Effective 

Small Entity: No 


Agency Contact: George D. Moerman 
202 389-3042 


RIN: 2900-AA63 


Date FR Cite 
06/15/83 48 FR 27401 
05/31/83 


73. REGULATORY AMENDMENTS 
REQUIRED BY PL 97-253 


CFR Citation: 38 CFR 3.20; 38 CFR 3.29; 
38 CFR 3.30; 38 CFR 3.31, (New); 38 CFR 
3.273; 38 CFR 3.500; 38 CFR 3.501; 38 CFR 
3.502; 38 CFR 3.660 

Completed: 
Reason 
Final Action 


Final Action 
Effective 


Small Entity: No 


Agency Contact: Robert M. White 202 
389-3005 


RIN: 2900-AA79 


Date FR Cite 


07/29/83 48 FR 34471 
10/01/82 


74. MONETARY ALLOWANCE IN LIEU 
OF A GOVERNMENT-FURNISHED 
HEADSTONE OR MARKER 


CFR Citation: 38 CFR 3.1612 
Completed: 
Reason 
Final Action 
Final Action 
Effective 
Smaii Entity: No 


Agency Contact: Robert M. White 202 
389-3005 


RIN: 2900-AA80 
[FR Doc. 63-28063 Filed 10-14-83: 6:45 am] 
BILLING CODE 8320-01-T 


Date FR Cite 


04/07/83 48 FR 15124 
10/01/82 
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CiViL AERONAUTICS BOARD 
14 CFR Ch. ll 


Unified Agenda of Federal Regulations 
AGENCY: Civil Aeronautics Board. 
ACTION: Publication of Unified Agenda 
of Federal Regulations. 


SUMMARY: As part of its 
implementation of the Regulatory 
Flexibility Act, Pub. L. 96-354, and in 
accordance with the policy announced 
in OMB Bulletin 83-15, the CAB 
publishes its part of the semiannual 
Unified Agenda of Federal Regulations. 
DATES: Adopted: August 29, 1983. 
ADDRESSES: Copies of the rulemaking 
documents listed in this agenda can be 
obtained from the Distribution Section, 
Civil Aeronautics Board, Washington, 
D.C. 20428; (202) 673-5432. Each 
document should be identified by the 
designation appearing in parentheses 
after the Federal Register citation. 


FOR FURTHER INFORMATION 
CONTACT: About a specific rulemaking 
action listed in this agenda—the contact 
person listed below. About this agenda-- 
Joanne Petrie, Office of the General 
Counsel, Civil Aeronautics Board, 1825 
Connecticut Avenue, N.W., Washington, 
D.C. 20428 (202) 673-5442. 


SUPPLEMENTARY INFORMATION: 
The Board is publishing this descriptive 
list of its rulemakings in the Unified 
Agenda of Federal Regulations in 
accordance with the Regulatory 
Flexibility Act, Pub. L. 96-354, and the 
policy announced in Bulletin 83-15, 
issued by the Office of Management and 
Budget (OMB) on June 28, 1983. The next 
agenda will be published in April 1984, 
as provided in the Regulatory Flexibility 
Act. The Board's previous agenda 
appears at 48 FR 18638, April 25, 1983. 


The agenda is divided into two 
categories, Current and Projected 
Rulemakings, and Completed Actions, in 
compliance with the Regulatory 
Information Service model of OMB. The 
Board is keeping its internal designation 
codes in the title so that items can be 
easily traced back to previous agendas. 
Two editorial changes are made in this 
agenda to correct inadvertent 
duplications of the Board's internal 
designation numbers. The designation 


for “References to Domestic Tariffs in 
Agreements” is changed from B39. to 
B17., and from B10. to B16. for “Joint 
Tariff Filing by Air Freight Forwarders.” 


For each rulemaking action listed in 
this agenda, the following information is 
set out: title, regulatory information 
number (RIN), CFR citation, abstract, 
additional information, timetable, legal 
authority, and the name, office 
abbreviation, and telephone number of a 
knowledgeable Board official to contact 
for further information. For each 
proceeding in which a notice of 
proposed rulemaking has been issued, 
an estimated final action date is listed. 
The address for all contact persons is 
Civil Aeronautics Board, Washington, 
D.C. 20428. 


The only rules that the Regulatory 
Flexibility Act requires an agency to 
include in its agenda are those that are 
“likely to have a significant economic 
impact on a substantial number of small 
entities.” This agenda is more inclusive, 
listing all significant Board rulemaking 
activity. 

None of the rulemakings included in 
this agenda appear at this time to be 
“major” within the meaning of E.O. 
12291. The Board thus does not plan to 
perform any formal Regulatory Impact 
Analyses. Each rulemaking, however, 
undergoes an analysis of benefits, costs, 
and alternatives, in a degree of detail 
and formality that is commensurate with 
the importance of the rule. The Board 
also retains the discretion to prepare a 
formal Regulatory Impact Analysis on 
any rulemaking. 


Statements in the action schedule 
column that a notice or advance notice 
of proposed rulemaking is in preparation 
indicate that the staff is preparing a 
draft for Board action: They do not 
imply that the proposal will necessarily 
be issued, that the Board has endorsed 
the substance of the proposal, or that 
the petition (if any) prompting the 
rulemaking activity will necessarily be 
granted. The dates noted for final action 
are estimates only, and so do not bind 
the Board or indicate that a final rule 
will necessarily be adopted. 


Although this agenda is intended to 
list all significant Board regulations that 
are under development or review, it is 
not a complete guide to all significant 
rulemaking activity for the six months 
until publication of the next agenda. 
First, new rulemaking actions may arise 
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and be completed between now and 
then. Second, we may have 
inadvertently omitted one or more items. 
Any such omission shall not preclude 
the Board from taking action on the 
item, and is not a ground for judicial 
review of the rule. 


Abbreviations Used in This Agenda 


“Act” means the Federal Aviation Act 
of 1958, as amended, 49 U.S.C. 1301 et 
seq., including amendments made by the 
Airline Deregulation Act and the 
International Air Transportation 
Competition Act, Pub. L. 96-192, 94 Stat. 
35. 


“Deregulation Act” means the Airline 
Deregulation Act of 1978, Pub. L. 95-504, 
92 Stat. 1705. 


“CFR” means Code of Federal 
Regulations. 


“FR” means Federal Register. 


“ANPRM” means advance notice of 
proposed rulemaking. 


“NPRM” means notice of proposed 
rulemaking. 


“SNPRM” means supplementary 
notice of proposed rulemaking. 


Office abbreviations: 


BCAA--Bureau of Carrier Accounts 
and Audits 


BDA--Bureau of Domestic Aviation 
BIA--Bureau of International Aviation 
OC--Office of Comptroller 


OCCCA--Office of Congressional, 
Community and Consumer Affairs 


OEA--Office of Economic Analysis 
OGC--Office of the General Counsel 


ER-, EDR-, SPR-, SPDR-, and similar 
designations appearing in parentheses 
are the Board's internal designations for 
final rules and proposed rules. Using 
these designations, interested persons 
can obtain copies of documents from the 
Distribution Section at the address 
listed above. The Distribution Section 
will also establish and maintain a list of 
persons wishing to receive copies of 
future agendas. 


Accordingly, the Civil Aeronautics 
Board publishes the attached Unified 
Agenda of Significant Regulations. 

By the Civil Aeronautics Board: 
Phyllis T. Kaylor, 

Secretary. 
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Current and ae ne 


i 


| 


A1. Essential air service subsidy guidelines 
i A2. Essential air service subsidy procedures 
| A3. Obligation of carriers to provide adequate service at eligible points ... 
A6. Termination notices for certificated carriers 
| B2. Elimination of mandatory joint fares 
| B4. Extension of fare flexibility to Micronesia 
| B7. Standard foreign fare level methodology 
| B10. Hawaiian joint fares 
| B13. intra-Alaska cargo tariff elimination 
| B14. Time and mileage guides 
| B15. Elimination of credit term tariffs 
| B16 Joint tariff filing by foreign air freight forwarders 
| C7. Direct carrier responsibility for returning stranded charter passengers... 
; C10. Liberalization of charter rules 
| 01. Nondiscrimination on the basis of handicap 
| D2. Consumer protections for members of scheduled-service tour groups 
| D5. Zones for mail rates 
| D8. Age discrimination 
| DY. Policy statement on preemption 
| D20. Simplified notice requirements for 401 certificate proceedings under Subpart Q 
D021. Subpart Q refinements 
| D026. insurance for on-demand air taxi operators and Canadian air taxis 
| 031. Group contractor exemptions 
32. Expansion of antitrust exemptions 
| 34. Exemption for domestic cargo carriers from unjust discrimination prohibition ... 
D35. international certificate duration 
D36. Pre-certification ticket sales 


OOnanane Qh = 


| D38. Charter price advertising 
| D39. Computer reservations systems 
D40. implementation of statute requiring interest on subsidy claims 
| D41. implementation of Federal Claims Collection Act... 
| D42. Diversion of flights within a metropolitan area 
221-3. Justification for fares or rates outside the zones of flexibility... 
221-4. Public inspection of tariffs 
| 203-4. Modification or withdrawal of exemption to foreign air carriers to carry travel agents or other travel promoters 
| free or at reduced rates 
223-2. Free and reduced-rate transportation... -...ce-eesneceeceecneneeencsesensnesneceeansndanseensessees as cigs le Sai a 
. On-time arrival standards 
. Alignment of Uniform System of Accounts and Reports with generally accepted accounting principies 
. Revise definition of revenue and nonrevenue passengers 
| 241-5. Reduce reporting requirements of the Uniform ee ee 
| 241-6. Change the applicability of Form 41... inane ‘ 
241-7. Reduce service segment data reports 
241-8. Simplify Passenger Origin-Destination Survey data reporting... 
| 241-9. Streamline Passenger Origin-Destination Survey reporting 
245-1. Exemptions from repotting stock ownership 
246-1. Revision of stock ownership reports by affiliates of air carriers 
249-1. Require specific categories of records and retention periods for essential air service carriers 
250-6. Denied boarding compensation: government requisition of confirmed reserved space 
250-7. Deniéd boarding compensation: Reconsideration of the 1-hour exemption........................ 
252-1. Smoking aboard aircraft; notice to passengers bi 


253-3. Notice of terms of contract for domestic travel sold outside the Us: ated States 
254-1. ie odanaieacciis it tndndinighs hie inaibiiauliissiagiacaicnandec 
293-1. 

298-3. Revising the definition of commuter air carrier....... ee 
298-8. Amend applicability of Part 298 and revise reporting on CAB Form 298-C.... steisa 
302-1. 
323-1. 
370-1. 
372-1. 
375-1. Navigation of foreign civil aircraft 
377-1. Effect of expiration of a bilateral on foreign air carrier ee kaha 
379-1. Nondiscrimination in Federally-assisted programs of the Board... 
| 399-3. Unfair and deceptive practices by ticket agents 
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Current and Projected Rulemakings—Continued 








Title 





399-4. Removai of policy statement on standard conditions in foreign air carrier aan Spire ne 3024-AA97 











| [D18.] Suspension of abandoned foreign air carrier 


permits i 
| (291-11. Application procedures and service requirements for permits and Certificates 2... ee ceseecenceeeeeeneescenencnscencnteee 


{248-1.] Elimination of special reconciliation report 
[250-5.] Tariff-filing requirements for carriers’ oversales practices 

[291-1.] Elimination of reports by all-cargo domestic carriers 

| £291-2.] Domestic cargo transportation; iong-term contracts for DOD charters 
[297-1.] Elimination of reports by foreign air freight forwarders 

| (320-1.] Return of unwanted Japan charter authorizations 

| [241-10.] Reduction of reporting requirements for all-cargo carriers 

| (252-3.] Republication of portions of the smoking rule 

| (263-1.] Participation of air carrier associations in Board proceedings 


3024-AA04 
3024-AA11 
3024-AA14 
| 3024-AA78 
| 3024-AA23 
3024-AA27 
3024-AA28 
3024-AA40 
3024-AA54 
3024-AAB1 
3024-AA58 
3024-AA80 
3024-AAGO 
3024-AAB4 
3024-AAQ8 
3024-AA99 


—___+—____; 
| 





CIVIL AERONAUTICS BOARD (CAB) 


SMALL COMMUNITY AIR SERVICE 
PROGRAM 

1. A1. ESSENTIAL AIR SERVICE 
SUBSIDY GUIDELINES 

Legal Authority: 49 USC 1389 

CFR Citation: 14 CFR 271, (Proposed) 


Abstract: The Board provides subsidy 
to airlines to ensure that small 
communities receive essential air 
service at a level determined in 
accordance with 14 CFR Part 398. This 
rule would implement section 419(d) of 
the Act, which directs the Board to 
establish guidelines for computing the 
fair and reasonable amount of 

tion necessary to guarantee 
that level of service. 
Timetable: 
Action Date FR Cite 


_ NPRM (EDR-415, 12/18/80 45 FR 83254 


Docket 39041) 
NPRM Comment 02/17/81 


05/00/84 


Additional Information: ADDITIONAL 
AGENCY CONTACT: David Schaffer, 
OGC, (202) 673-5442. 


Agency Contact: John R. Hokanson, 
BDA, Civil Aeronautics Board, 202 673- 
5368 


RIN: 3024-AA00 


2. A2. ESSENTIAL AIR SERVICE 
SUBSIDY PROCEDURES 

Legal Authority: 49 USC 1389 

CFR Citation: 14.CFR 327, (Proposed) 
Abstract: The Board pays a subsidy to 
airlines for providing essential air 
service to small communities. This rule 
would establish when the rate 
conference with the airline is held, 
what happens at the end of the airline’s 
rate term and other procedural matters 
involved in setting subsidy rates. 


Timetable: 
Action 


NPRM in 
preparation 


Small Entity: Yes 


Date 
00/00/00 


FR Cite 


Current and Projected Rulemakings 


Agency Contact: David Schaffer, OGC, 
Civil Aeronautics Board, 202 673-5442 


RIN: 3024-A/.c1 


3. A3. OBLIGATION OF CARRIERS TO 
PROVIDE ADEQUATE SERVICE AT 
ELIGIBLE POINTS 


Legal Authority: 49 USC 1374; 49 USC 
1389 


CFR Citation: 14 CFR 398 


Abstract: The Board has set essential 
air service levels under section 419 of 
the Act for eligible points (small 
communities). Some of these points are 
being served by air carriers that are not 
providing the Tequired level of service. 
This rule would éstablish 4 new policy 
under which the Board would rely on 
the “adequate service” provision of 
section 404(a) of the Act as authority to 
order these carriers to provide adequate 
{i.e., essential) service at points they 
now serve. 
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NPRM (PSDR-68, 10/10/80 45 FR 67357 
Docket 38807) 

NPRM Comment 12/09/80 
Period End 


Timetable: 
Action 


Smaii Entity: No 


Agency Contact: David Schaffer, OGC, 
Civil Aeronautics Board, 202 673-5442 


RIN: 3024-AA02 


4. A6. TERMINATION NOTICES FOR 
CERTIFICATED CARRIERS 


Legal Authority: 49 USC 1371; 49 USC 
1389 


CFR Citation: 14 CFR 323 


Abstract: By PR-244, the Board changed 
its notice requirements for certificated 
carriers that wanted to terminate 
service to eligible points. The Board 
eliminated some notices but continued 
to require notice before a certificated 
carrier terminated or reduced service so 
as to leave an eligible point (1) without 
essential service, (2) without any other 
certificated carrier, (3) with only one 
certificated carrier, or (4) with a 33 
percent reduction in available capacity. 
A recent decision by the U.S. Court of 
Appeals for the District of Columbia 
has cast doubt on the Board’s authority 
to require some of these notices, 
particularly the fourth one. This 
rulemaking proceeding examines 
whether and how the fourth notice 
should be modified or eliminated. 


Date FR Cite 


NPRM (PDAR-78, 06/23/82 47 FR 27081 
Docket 40757) 

NPRM Comment 08/23/82 
Period End 

Final Action 09/00/83 


. Small Entity: Yes 


Additional information: ADDITIONAL 
AGENCY CONTACT: William C. Boyd, 
BDA, (202) 673-5405 


Agency Contact: David Schaffer, OGC, 
Civil Aeronautics Board, 202 673-5442 


RIN: 3024-AA05 





FARES, RATES AND TARIFFS 
5. B2. ELIMINATION OF MANDATORY 
JOINT FARES 


Legal Authority: 
1484; 49 USC 1601 


CFR Citation: 14 CFR 399 


49 USC 1374; 49 USC 


Abstract: The mandatory joint fare 
requirements established in the 
Domestic Passenger Fare Investigation 
ended on January 1, 1983, with the end 
of the Board's jurisdiction over 
domestic passenger fares. The Board 
issued a proposal on its own initiative 
and in response to a petition filed by 
American Airlines to change the joint 
fare requirements in 1 of 3 ways. The 
Board considered eliminating the 
system in‘some or all markets, or 
making interlining mandatory upon 
request. The rulemaking will be 
terminated because the Board no longer 
has authority to regulate this area. 


Timetable: 
Action Date 


NPRM (PSDR-70, 06/03/81 
Docket 38385) 
NPRM Comment 
Period End 
Reply Comment 
Period End 
Final Action 


Rulemaking in 
Preparation 
Small Entity: Yes 


Additional information: ADDITIONAL 
AGENCY CONTACT: Julien Schrenk, 
BIA. (202) 673-5298 


Agency Contact: Joanne Petrie, OGC, 
Civil Aeronautics Board, 202 673-5442 


RIN: 3024-AA07 
SURGE EO SCREEN OL TREE AT 


6. B4. EXTENSION OF FARE 
FLEXIBILITY TO MICRONESIA 


Legal Authority: 49 USC 1302; 49 USC 
1386; 49 USC 1482 


CFR Citation: 14 CFR 399 


Abstract: In response to a petition filed 
by Air Micronesia and Continental Air 
Lines, the Board proposed to extend 
upward flexibility of 30 percent above 
the standard industry fare level (SIFL), 
and unlimited downward flexibility for 
passenger fares in and to Micronesia 
and American Samoa. The rulemaking 
will be terminated because the Board 
no longer has authority to regulate this 
area. 


Timetable: 
Action Date FR Cite 
NPRM (PSDR-71, 06/03/81 46 FR 29727 
Docket 38975) 
NPRM Comment 07/30/81 
Period End 
Final Action 11/00/83 


Smail Entity: Yes 


FR Cite 
46 FR 29719 


07/31/81 
09/03/81 


11/00/83 
00/00/00 


Current and Projected Rulemakings 


Agency Contact: Joanne Petrie, OGC, 
Civil Aeronautics Board, 202 673-5442 


RIN: 3024-AA08 


7. B7. STANDARD FOREIGN FARE 
LEVEL METHODOLOGY 


Lega! =: 49 USC 1302; 49 USC 
1372; 49 USC 1373; 49 USC 1376; 49 USC 
1377; 49 USC 1386; 49 USC 1482 
CFR Citation: 14 CFR 399 
Abstract: This notice solicited 
comments on the Board’s current 
methodology employed in adjusting the 
standard foreign fare level (SFFL) for 
airlines’ cost changes, and, additionally, 
which SFFL adjustments should be 
utilized for transborder operations. 
Timetable: é 
Action Date FR Cite 
ANPRM (PSDR- 06/01/81 46 FR 29285 

72, Docket 

39635) 
ANPRM Comment 07/10/81 

Period End 
Reply Comment 07/30/81 

Period End 
Final Action 
Smail Entity: No 


Agency Contact: Julien Schrenk, BIA, 
Civil Aeronautics Board, 202 673-5298 


RIN: 3024-AA10 


12/00/83 


8. B10. HAWAIIAN JOINT FARES 
CFR Citation: 14 CFR 399 
Abstract: The Board proposed to 


require certain airlines to provide 
interline service in Hawaii until the end 
of 1982, to aid in the transition to 
domestic fare deregulation. This 
rulemaking is being terminated because 
the Board no longer has authority to 
regulate fares in domestic air 
transportation. 


Timetable: 


Action Date 


tal 05/03/82 

NPRM (PSDR- 

75A, Docket 

38585) 
NPRM Comment 06/24/82 

Period End 
Final Action 
Smail Entity: No 


Additional information: ADDITIONAL 
AGENCY CONTACT: Lawrence Myers, 
OGC. (202) 673-5205 


FR Cite 
47 FR 19613 


12/00/83 





Agency Contact: Joanne Petrie, OGC, 
Civil Aeronautics Board, 202 673-5442 


RIN: 3024-AA12 ‘ 


9. B13. INTRA-ALASKA CARGO 
TARIFF ELIMINATION 


Legal Authority: 49 USC 1373; 49 USC 
1386 


CFR Citation: 14 CFR 221 


Abstract: This rule would exempt 
requirement for cargo service in intra- 
Alaska markets. Under the Airline 
Deregulation Act, as of January 1, 1983, 
carriers will no longer be required to 
file passenger tariffs for those markets. 
The rule would implement the statutory 
mandate and establish parity between 
passenger and cargo service. 
Timetabie: 

Action Date FR Cite 


NPRM (EDR-462, 06/10/83 48 FR 26830 


OGC, Civil Aeronautics Board, 202 673- 
5442 


RIN: 3024-AA15 


10. B14. TIME AND MILEAGE GUIDES 


Legal = 49 USC 1302; 49 USC 
1324; 49 USC 1371 to 1374; 49 USC 1381; 
49 USC 1386; 49 USC 1481; 49 USC 1482 


CFR Citation: 14 CFR 221 


Abstract: The Board currently prohibits 
fares or rates based upon units of time. 
This rule would remove these 


restrictions. 
Timetabie: 
Action 


NPRM (EDR-448, 10/27/82 47 FR 47599 
Docket 41038) 
NPRM Comment 12/13/82 


11/00/83 


Legal Authority: 49 USC 1324; 49 USC 
1373 


CFR Citation: 14 CFR 221 


Abstract: The Board requires carriers to 
file tariffs and set forth credit terms for 
the purchase of air transportation. The 
Board is considering eliminating this 
tariff requirement because regulation of 
credit practices may be outside its area 
of regulatory expertise. 


Timetable: ee 
Action Date FR Cite 


NPRM (EDR-454, 01/28/83 48 FR 3998 
Docket 41219) 
NPRM Comment 02/28/83 
Period End A 
Reply Comment 03/15/83 
Period End 
Final Action 


Smali Entity: No 

Agency Contact: Joseph A. Brooks, 
OGC, Civil Aeronautics Board, 202 673- 
5442 


RIN: 3024-AA17 


10/00/83 


12. B16. JOINT TARIFF FILING BY 
FOREIGN AIR FREIGHT 
FORWARDERS 


Legal Authority: 49 USC 1301; 49 USC 
1302; 49 USC 1324; 49 USC 1378; 49 USC 
1379; 49 USC 1386 


CFR Citation: 14 CFR 296; 14 CFR 221 


Abstract: This rule would permit 
indirect cargo air carriers to participate 
in joint tariffs filed by direct air carriers 
and direct foreign air carriers for the 
foreign air transportation of cargo. This 
exemption would require that advance 
notice be given to the shipper that the 
shipment will be interlined, and that the 
shipment is not otherwise consolidated 
for rating purposes. 


Timetable: 
Date 


NPRM in 00/00/00 

preparation 
Smaii Entity: No 
Additional information: ADDITIONAL 
AGENCY CONTACT: Joseph A. Brooks, 
OGC (202) 673-5442 
Agency Contact: Lawrence Myers, 
OGC, Civil Aeronautics Board, 202 673- 
5205 


RIN: 3024-AA73 
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Current and Projected Rulemakings 


CHARTERS 


13. C7. DIRECT CARRIER 
RESPONSIBILITY FOR RETURNING 
STRANDED CHARTER PASSENGERS 


Legal Authority: 49 USC 1324; 49 USC 
1371 


CFR Citation: 14 CFR 207; 14 CFR 208 


Abstract: This rule would make direct 
air carriers responsible for returning 
charter passengers stranded by strikes 
or other interruptions of their services 
by eliminating the force majeure clause 
from charter contracts. More recently, 
however, the Board has issued a 
comprehensive proposal (item C10 in 
this agenda) to revise and simplify air 
charter rules. The Board's final action 
in this proceeding will be consistent 
with that in item C10. 


Timetable: 
Action 


NPRM (EDR-405, 
Docket 37169) 
NPRM Comment 
Period End 
Reply Comment 
Period End 
Final Action 
Smali Entity: No 


Agency Contact: David Schaffer, OGC, 
Civil Aeronautics Board, 202 673-5442 


RIN: 3024-AA18 
SEE LT 


14. C10. LIBERALIZATION OF 
CHARTER RULES 


Authority: 49 USC 1324; 49 USC 


Date FR Cite 
07/11/80 45 FR 46812 


09/25/80 
10/10/80 


03/00/84 


1371 


CFR Citation: 14 CFR 207; 14 CFR 208; 
14 CFR 212; 14 CFR 298; 14 CFR 380 


Abstract: The Board is proposing new 
charter rules for direct and indirect air 
carriers. The proposed rules retain the 
financial protections of existing rules 
for direct air carriers while eliminating 
rules restricting the types of groups 
(such as ‘affinity’ or ‘single-entity’) to 
whom charters may be sold. The 
proposal would also retain a security 
instrument and depository system for 
indirect air carriers, along with contract 
rules for public protection. The proposal 
also highlights depository bank and 
travel agent responsibilities in handling 
passenger funds. The proposal replaces 
one made earlier (EDR-S0/ SPDR -S8, 
Docket 40336). 
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NPRM (EDR- 
439/SPDR-86, 


04/20/82 
05/10/82 


04/12/83 48 FR 15639 


06/13/83 
06/28/83 


03/00/84 
Small Entity: Yes 


Additional information: ADDITIONAL 
AGENCY CONTACT: David Schaffer, 
OGC (202) 673-5442 


Agency Contact: Patricia T. Szrom, 
BDA, Civil Aeronautics Board, 202 673- 
5088 


RIN: 3024-AA19 


MISCELLANEOUS 


15. D1. NONDISCRIMINATION ON THE 
BASIS OF HANDICAP 


Legal Authority: 29 USC 794 
CFR Citation: 14 CFR 382 


Abstract: The final rule prohibits 
unlawful discrimination against’ 
handicapped air travelers and 
implements section 504 of the 
Rehabilitation Act of 1973. The Board is 
now considering whether to include 
provisions regulating carrier 
“employment practices. 


Action FR Cite 
NPRM (SPDR-70, 06/06/79 44 FR 32401 
Docket 34030) 
NPRM Comment 09/04/79 
Period End 
Previous Final 
Rule (SPR-189) 
Previous Final 
Rule (SPR-191) 
00/00/00 


06/16/82 47 FR 25936 


11/18/82 47 FR 51857 


Smail Entity: No 


Agency Contact: David Schaffer, OGC, 
Civil Aeronautics Board, 202 673-5442 


RIN: 3024-AA21 


16. D2. CONSUMER PROTECTIONS 
FOR MEMBERS OF SCHEDULED- 
SERVICE TOUR GROUPS 


Legal s 49 USC 1324; 49 USC 
1371; 49 USC 1372; 49 USC 1374; 49 USC 
1381; 49 USC 1386 


Abstract: The Board is considering 
whether consumer protection rules are 
needed for scheduled-service tours. 


Timetable: — ie 
Action 


Date FR Cite 
ANPRM (SPDR- 07/25/79 44 FR 43481 
71, Docket 


34997) 
ANPRM Comment 10/23/79 
Period End 
Reply Comment 
Period End 
Termination of 
Rulemaking in 
preparation 
Small Entity: No 


Agency Contact: Joanne Petrie, OGC, 
Civil Aeronautics Board, 202 673-5442 


RIN: 3024~AA22 


11/22/79 


00/00/00 


17..D5. ZONES FOR MAIL RATES 


Legal s 49 USC 1302; 49 USC 
1324; 49 USC 1376 


CFR Citation: 14 CFR 233, (Proposed) 


Abstract: This rule would end the 
Board's current practice of prescribing 
fixed rates for the transportation of 
mail by air, and in its place establish 
zones for each category of mail. Each 
zone would be defined by maximum 
and minimum rates prescribed by the 
Board, and airlines would be free to 
contract with the Postal Service for the 
carriage of mail at any price within the 
zone. 
Timetable: 
Action 
NPRM (EDR- 
387/PDR-68, 
Docket 36497) 
Supplemental 
NPRM (EDR- 
387C/PDR-68C, 
Docket 36497) 
SNPRM Comment 02/17/81 
Period End 
NPRM Comment 07/17/81 
Period End 
Final Action 


Small Entity: No 


Additionai information: ADDITIONAL 
AGENCY CONTACT: Lawrence Myers, 
OGC (202) 673-5205 





Date FR Cite 
09/07/79 44 FR 52246 


12/18/80 45 FR 83510 


12/00/83 


Current and Projected Rulemakings 


Agency Contact: Barry Molar, OGC, 
Civil Aeronautics Board, 202 673-5205 


RIN: 3024-AA24 


18. D8. AGE DISCRIMINATION 


Legal Authority: 42 USC 6102 
CFR Citation: 14 CFR 376, (Proposed) 


Abstract: This rule will prohibit 
discrimination against air travelers on 
the basis of age and implement the Age 
Discrimination Act of 1975. A final rule 
was adopted by the Board on April 10, 
1980, and was forwarded to the 
Secretary of HHS for approval, as 
required by the Age Discrimination Act. 


Timetable: 2 
Action Date FR Cite 


NPRM (SPDR-74, 09/26/79 44 FR 55383 
Docket 36639) 

Final Rule 
forwarded to 
HHS 

Final Action 

Smail Entity: No 

Agency Contact: David Schaffer, OGC, 

Civil Aeronautics Board, 202 673-5442 


RIN: 3024-AA25 
RE eR IS RRR Mt 


19. D9. POLICY STATEMENT ON 
PREEMPTION 


Legal Authority: 49 USC 1305 
CFR Citation: 14 CFR 399 


Abstract: This rule will set out final 
Board policies for regulation of the 
rates, routes and services of airlines 
that have interstate authority. The 
Board has concluded that under section 
105 of the Act it, not the States, is 
responsible for economic regulation (or 
deregulation, as the case may be) of all 
the routes, rates, or services of any 
airline holding either (i) a certificate of 
public convenience and necessity to 
provide interstate air transportation, or 
(ii) an exemption under section 416 of 
the Act from the requirement for such a 
certificate. 


Timetable: % 
Action Date FR Cite 


interim Rule (PS- 02/15/79 44 FR 9948 
83, Docket 
34684) 

Requests for 
comments on 
interim Rule 
(PSDR-56, 
Docket 34684) 

' Comment Period 04/16/79 
End 


04/10/80 


00/00/00 








02/15/79 44 FR 9953 
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Date 
12/00/83 


FR Cite 


Agency Contact: Patricia Snyder, OGC. 
Civil Aeronautics Board, 202 673-5205 


Legai ty: 49 USC 1301; 49 USC 
1324; 49 USC 1371; 49 USC 1372; 49 USC 
1373; 49 USC 1376; 49 USC 1386; 49 USC 
1481; 49 USC 1462 


CFR Citation: 14 CFR 302, 14 CFR 211 


Abstract: This rule would provide that 
applicants for certificates of public 
convenience and necessity, or for 
modifications of such certificates, may 
serve a simplified notice of the 
application on specified persons, 
instead of the present requirement that 
applicants serve complete copies of 
their applications. 





Date FR Cite 
06/03/81 46 FR 29718 
08/03/81 


08/26/83 


06/00/84 


21. D21. SUBPART Q REFINEMENTS 


Lega! = 49 USC 1324; 49 USC 
1371; 49 USC 1372: 49 USC 1481 

CFR Citation: 14 CFR 302 

Abstract: This rule would correct 
omissions and inconsistencies in the 
existing procedures for granting 
certificates and foreign air carrier 


Agency 
5442 
RIN: 3024-AA30 


22. D26. INSURANCE FOR ON- 
DEMAND AIR TAX! OPERATORS AND 
CANADIAN AIR TAXIS 


Legal Authority: Pi 95-504; 49 USC 
1371; 49 USC 1374; 49 USC 1386 


CFR Citation: 14 CFR 205; 14 CFR 298 


Abstract: This rule would set the 
minimum per-person aircraft accident 
liability insurance limits for U.S. and 
Canadian on-demand air taxi operators 
at $150,000, instead of at $300,000 as it 
is for other air carriers. The NPRM 
further includes alternative proposals to 
set the per-person limit af $75,000 or 
$100,000 or to eliminate all minimum 
amounts, requiring a public notice 
instead. Other rules for insurance 
coverage for these carriers would be as 
in 14 CFR Part 205, including the 
prohibition on safety-related exclusions. 


Timetable: 


Action 


NPRM(EDR-395, 02/04/80 45 FR 7566 
Docket 37531) 

NPRM(EDR-395B, 10/27/81 
Docket 37531) 

NPRM Comment 
Period End 

Comment 

Period End 

NPRM(EDR— 
395C, se 
37531) 

Comment Period 
End 

Final Action 10/00/83 

Small Entity: Yes 

Agency Contact: Joseph Brooks, OGC, 

Civil Aeronautics Board, 202 673-5442 

RIN: 3024-AA31 


46 FR 52585 
12/28/81 
01/18/82 


03/10/83 48 FR 10073 


05/17/83 


23. D31. GROUP CONTRACTOR 
EXEMPTIONS 


Legal Authority: 49 USC 1371; 49 USC 
1386 : 


Abstract: This rule would codify the 
Board's treatment of group contractors. 
A group contractor, like a charter 
operator, is an indirect air carrier that 
purchases air transportation from a 
direct air carrier and sells it to 
passengers as a principal rather than as 
an agent. Unlike charter operators, 
however, a group contractor is backed 
up financially by the direct carrier so 
that a passenger may look to the direct 
carrier for transportation or refund if 
the group contractor defaults. Group 


Current and Projected Rulemakings 


contractors are currently governed by 
Board Order 81-7-109, July 31, 1981, as 
modified by Order 82-3-132, March 24, 
1982. They are sometimes referred to as 
“contract bulk fare operators.” 
Timetable: 
Action 
NPRM in 
preparation 
Smail Entity: No 


Agency Contact: David Schaffer, OGC, 
Civil Aeronautics Board, 202 673-5442 


RIN: 3024-AA34 


Date ‘FR Cite 


00/00/00 


24. D32. EXPANSION OF ANTITRUST 
EXEMPTIONS 


Legal Authority: 49 USC 1379 
CFR Citation: 14 CFR 251; 14 CFR 287 


Abstract: Section 409 of the Act 
requires prior Board approval of certain 
interlocking and control relationships - 
among dir carriers, other common 
carriers, persons substantially engaged 
in the business of aeronautics, and 
others. The Board's rules already 
contain some exemptions from these 
requirements. On its own initiative and 
in response to a petition from Delta Air 
Lines, the Board is considering whether 
and how to broaden the exemptions. 


Temetabte: 


NPRM (EDR-455, 02/09/83 48 FR 5950 
Docket 40543) 
NPRM Comment 03/28/83 
Period End 
Reply Comment 
Period End 
Final Action 03/00/83 


Smail Entity: Yes 


Agency Contact: Gwyneth Jones, OGC, 
Civil Aeronautics Board, 202 673-6011 


RIN: 3024-AA35 


04/12/83 


25. D34. EXEMPTION FOR DOMESTIC 
CARGO CARRIERS FROM UNJUST 
DISCRIMINATION PROHIBITION 

Legal Authority: 49 USC 1324; 49 USC 


1371; 49 USC 1373; 49 USC 1378; 49 USC 
1386 


CFR Citation: i4 CFR 291 


Abstract: This rule would exempt 
domestic cargo carriers from section 
404(b) of the Act. That section prohibits 
carriers from engaging in unjust 
discrimination in their service. Under 
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CAB 


the Airline Deregulation Act, as of 
January 1, 1983, domestic passenger 
carriers have been exempt from this 
requirement by statute. The rule would 
complement this statutory mandate for 
cargo service. 


Date FR Cite 


NPRM (EDR-459, 06/03/83 48 FR 24922 
Docket 41498) 
NPRM Comment 08/02/83 
Period End 
Reply Comment 08/17/83 
End 3 
Final Action 
Small Entity: No 


Agency Contact: Joseph Brooks, OGC, 
Civil Aeronautics Board, 202 673-5442 


RIN: 3024-AA37 


12/00/83 


26. D35. INTERNATIONAL 
CERTIFICATE DURATION 


Legal Authority: 49 USC 1371 
CFR Citation: 14 CFR 399 


Abstract: This rule would set Board 
policy to award temporary 
experimental certificates for foreign air 
transportation for U.S. air carriers. The 
Board is considering options such as 
term certificates of 5 years with or 
without a presumption of renewal, or 
indefinite certificates with a mechanism 
to “bump” the incumbent. 


Timetable: x ae 
Action Date FR Cite 


ANPRM (PSDR- 07/27/82 47 FR 32442 
78, Docket 
40823) 
ANPRM Comment 09/27/82 
Period End 
Reply Comment 
Period End 
NPRM in 
preparation 
Small Entity: No 


Additional information: ADDITIONAL 
AGENCY CONTACT: Joseph A. Brooks, 
OGC, (202) 673-5442 


Agency Contact: Donald H. Horn, 
OGC, Civil Aeronautics Board, 202 673- 
5205 


RIN: 3024-AA38 


10/12/82 


00/00/00 


27. D36. PRE-CERTIFICATION TICKET 
SALES 


Legal Authority: 49 USC 1371 
CFR Citation: 14 CFR 201 


Current and Projected Rulemakings 


Abstract: Some applicants for air 
carrier certificates have begun selling 
tickets forflights before they have 
received authority to operate. The 
Board is considering several options to 
deal with this. These include: total 
prohibition, partial prohibition, escrow 
requirements, and a notice requirement. 


Timetable: 


Action Date FR Cite 


NPRM (EDR-447, 09/22/82 47 FR 41759 
Docket 40964) 
NPRM Comment 11/22/82 
Period End 
Final Action 
Small Entity: No 


Agency Contact: David Schaffer, OGC, 
Civil Aeronautics Board, 202 673-5442 


RIN: 3024-AA39 


07/00/84 


28. D37. DIRECT FLIGHTS 


Legal Authority: 49 USC 1381 

CFR Citation: 14 CFR 399 

Abstract: Donald L. Pevsner petitioned 
the Board to institute a rulemaking 
proceeding to ban use of the term 
“direct flight” because it is deceptive, 
and to declare use of the term to be a 


prima facie violation of section 411 of 
the Act. 


Supplemental Timetable: 
(Petition filed in Docket 41217) 
Petition under consideration 00/00/00 


Small Entity: No 


Agency Contact: Joanne Petrie, OGC, 
Civil Aeronautics Board, 202 673-5442 


RIN: 3024-AA83 


29. D38. CHARTER PRICE 
ADVERTISING 

Legal Authority: 49 USC 1381 
CFR Citation: 14 CFR 380 


Abstract: Donald Pevsner petitioned 
the Board to ban the practice of stating 
taxes and service separately from the 
total charter price. 

Timetable: 


Action 








Petition filed in 


Docket 41184 
Petition under 

consideration 
Smail Entity: No 


00/00/00 


Agency Contact: David Schaffer, OGC, 
Civil Aeronautics Board, 202 673-5442 


RIN: 3024-AA87 


30. D39. COMPUTER RESERVATIONS . 
SYSTEMS 


Legal Authority: 49 USC 1381 


Abstract: The Board received three 
petitions for rulemaking on the subject 
of computerized reservation systems 
from: 1) the Association of Retail Travel 
Agents, 2) Continental Airlines, and 3) 
Eleven carriers. This rulemaking would 
consider those and other proposals to 
deal with alleged competitive abuses in 
the carrier- owned computer display of 
schedules, fares, and availability of 
reservations for airline flights. These 
computer displays are used by travel 
agents, airlines, and others to search for 
and make reservations for passengers. 
The rulemaking will also consider the 
terms and cost for competing airlines to 
gain access to carrier-owned computer 
systems and the use of confidential 
reports generated on sales from 
individual travel agent subscribers to 
the system. 


Timetable: 

Action 

Petitions filed in 
Dockets 41369, 
41621 and 
41628 

ANPRM in 
preparation 


Small Entity: No 


Agency Contact: Susan B. Jollie, OGC, 
Civil Aeronautics Board, 202 673-6011 


RIN: 3024-AA89 


00/00/00 


31. @D40. IMPLEMENTATION OF 
STATUTE REQUIRING INTEREST ON 
SUBSIDY CLAIMS 


Legal Authority: 49 USC 1324; PL 97-369 
CFR Citation: 14 CFR 326, (Proposed) 


Abstract: Under section 322 of the FY 
1983 Transportation Appropriations 
Act, interest may be paid on certain 
subsidy claims by air carriers under 
sections 419 and 406 of the Act. This 
rule would set procedures for Board 
payment of that interest and for waiver 
of the interest by the carriers. 


Timetable: 

Action 

NPRM in 
preparation 


Date 
00/00/00 
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Legal Authority: 49 USC 1324; 31 USC 
3701 to 3719 
Citation: 14 CFR 316, (Proposed) 


Small Entity: No 


Contact: Joseph A. Brooks, 


Agency 
OGC, Civil Aeronautics Board, 202 673- 


RIN: 3024-AA91 


33. @D42. DIVERSION OF FLIGHTS 
WITHIN A METROPOLITAN AREA 


Legai = 49 USC 1301; 49 USC 
1302; 49 USC 1305; 49 USC 1324; 49 USC 
1371; 49 USC 1375; 49 USC 1377 to 1379; 
49 USC 1381; 49 USC 1362; 49 USC 1386; 
49 USC 1461; 49 USC 1481; 49 USC 1482: 


14 CFR 253; 14 CFR 399 


Abstract: The Board is considering 
amending its rules requiring notice of 
contract terms for domestic travel to 
require that actual notice be given 
passengers of terms absolving carriers 
from any responsibility to transport a 
passenger to the destination named on 
the ticket, or to reimburse the passenger 
for expenses in reaching the airport 
noted on the ticket when a flight is 
diverted to another airport in the same 
metropolitan area. Alternatively, the 
Board is considering declaring it to be 
an unfair and deceptive practice to 
divert passengers without arranging and 
paying for alternate transportation to 
the destination airport named on the 
passenger's ticket. 


Smaii Entity: No 

Additional information: ADDITIONAL 
LEGAL AUTHORITIES: PL 96-354; 5 
USC 601 


Agency Contact: Dayton Lehman, 
OCCCA, Civil Aeronautics Board, 202 
673-5191 


RIN: 3024-AAS2 


34. @221-3. JUSTIFICATION FOR 
FARES OR RATES OUTSIDE THE 
ZONES OF FLEXIBILITY 


Legal = 49 USC 1302; 49 USC 
1324; 49 USC 1371 to 1374; 49 USC 1381; 
49 USC 1386; 49 USC 1481 


CFR Citation: 14 CFR 221 


Abstract: The Board is proposing to 
amend its tariff rules to require that 
U.S. and foreign air carriers justify 
fares or rates that are outside the zones 
of flexibility permitted by the Standard 
Foreign Fare Level or the Standard 
Foreign Rate Level. This amendment 
would also conform tariff-filing 
procedures to the changes made by the 
International Air Transportation 
Competition Act of 1979, which 
established zones of flexibility for 
foreign passenger fares, and a recent 
Board policy statement permitting zones 
of flexibility for cargo rates in foreign 
air transportation. The rule, if adopted, 
will allow the Board to more efficiently 


-analyze fares and rates submitted 


outside the zones. 
Timetabie: 
Action 


NPRM (EDR-460, 06/03/83 
Docket 41496) 

Extension of 
Comment Period 

NPRM Comment 09/02/83 
Period End 

Reply Comment 09/16/83 
Period End 

Final Action 


Smail Entity: No 


Agency Contact: Joanne Petrie, OGC, 
Civil Aeronautics Board, 202 673-5442 


RIN: 3024-AA93 
RN ARIE TENET IR AML ER 


FR Cite 
48 FR 24916 


07/27/83 48 FR 34060 


12/00/83 


Current and Projected Rulemakings 


35. @221-4. PUBLIC INSPECTION OF 
TARIFFS 
= 49 USC 1301; 49 USC 


Legal 
1324; 49 USC 1371 to 1374; 49 USC 1381; 
49 USC 1386; 49 USC 1481; 49 USC 1482 


CFR Citation: 14 CFR 221 


Abstract: The Air Transport 
Association pétitioned the Board to 
eliminate the requirement that airlines 
post a sign at all ticket sales locations 
alerting passengers to the fact that they 
have the right to inspect the carrier’s 
tariffs upon request and without giving 
any special reason. 


Timetable: 
Action 
Petition filed in 
Docket 41357 
Petition under 
consideration 
Smail Entity: No 
Agency Contact: Joanne Petrie, OGC, 
Civil Aeronautics Board, 202 673-5442 


RIN: 3024-AA94 





00/00/00 


36. 223-1. MODIFICATION OR 
WITHDRAWAL OF EXEMPTION TO 
FOREIGN AIR CARRIERS TO CARRY 
TRAVEL AGENTS OR OTHER TRAVEL 
PROMOTERS FREE OR AT REDUCED 
RATES 


Legal Authority: 49 USC 1324; 49 USC 
1373; 49 USC 1374; 49 USC 1386 


CFR Citation: 14 CFR 223 


Abstract: This rule would allow the 
Board te modify or terminate 
exemptions granted to foreign air 
carriers to carry travel agents or other 
travel promoters free or at reduced 
rates at any time without hearing, as 
the public interest may require. 


We ieee 
Action Date FR Cite 


NPRM (EDR-428, 07/15/81 46 FR 36714 
Docket 39794) 
NPRM Comment 08/07/81 
Period End 
Supplemental 
NPRM (EDR- 
428A) 
SNPRM Comment 08/21/81 
Period End 
Final Action 


Smail Entity: No 


Additional Information: ADDITIONAL 
AGENCY CONTACT: David Schaffer, 
OGC (202) 673-5442 


08/13/81 


09/00/84 
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Agency Contact: jeffrey Gaynes, BIA, 
Civil Aeronautics Board, 202 673-5154 


RIN: 3024-AA42 


37. 223-2. FREE AND REDUCED-RATE 
TRANSPORTATION 


Legal Authority: 49 USC 1373; 49 USC 
1386 


CFR Citation: 14 CFR 223 


Abstract: This rule would update the 
provisions governing free and reduced- 
rate air transportation, which for 
domestic transportation have become 
obsolete due to the sunset of the 
Board's tariff authority on January 1, 
1983. 


Action Date FR Cite 


NPRM (EDR-452, 01/19/83 48 FR 2385 
Docket 41193) 
NPRM Comment 03/18/83 
Period End 
Final Action 
Small Entity: No 
Agency Contact: David Schaffer, OGC, 
Civil Aeronautics Board, 202 673-5442 


RIN: 3024-AA43 © 


11/00/83 


38. 234-1. ON-TIME ARRIVAL 
STANDARDS 


Legal Ai : 49 USC 1324; 49 USC 
1374; 49 USC 1375; 49 USC 1381 


CFR Citation: 14 CFR 234 


Abstract: The Board proposed to 
amend its rules to include a policy 
statement that unrealistic scheduling 
will be considered an unfair or 
deceptive practice or an unfair method 
of competition under Section 411 of the 
Act. The requirement that certificated 
air carriers report their scheduled 
arrival performance, which has been 
waived temporarily, would also be 
eliminated because it is unnecessary. 
Timetable: 
Action Date FR Cite 
NPRM (EDR-301, 06/21/76 41 FR 24903 
Docket 27891) 
NPRM Comment 09/13/76 
Period End 
NPRM (EDR- 
3018/PSDR-79) 
NPRM Comment 08/29/83 
Period End 
Reply Comment 09/13/83 
Period End 
Final Action 
Small Entity: No 


06/29/83 48 FR 29879 


12/00/63 


Agency Contact: joanne Petrie, OGC, 
Civil Aeronautics Board, 202 673-5442 


RIN: 3024-AA44 


39. 241-3. ALIGNMENT OF UNIFORM 


Legal Authority: 49 USC 1324; 49 USC 
1371; 49 USC 1377 


CFR Citation: 14 CFR 241 


Abstract: As part of the continuing 
effort to align the Board’s accounting 
rules with generally accepted 
accounting principles, certain sections 
of the Uniform System of Accounts and 
Reports need to be deleted or amended. 
These changes would provide relief 
from the present requirements for most 





Agency 
BCAA, Civil Aeronautics Board, 202 
673-5112 


RIN: 3024-AA46 


40. 241-4. REVISE DEFINITION OF 
REVENUE AND NONREVENUE 
PASSENGERS 


Legal Authority: 49 USC 1324; 49 USC 
1373 


CFR Citation: 14 CFR 241 


Abstract: The present definition of 
revenue and nonrevenue passengers for 
reporting purposes is stated in terms of 
the exemptions for free and reduced- 
rate transportation in sections 403(b) of 
the Act. These definitions have become 
outmoded in the process of fare 
deregulation. The Board is considering 
several options for revising these 
definitions. 


Timetable: 


; avons 

NPRM in 
preparation 

Smail Entity: No 


Agency Contact: David Schaffer, OGC, 
Civil Aeronautics Board, 202 673-5442 


RIN: 3024-AA47 





Date 
00/00/00 


FR Cite 





Current and Projected Rulemakings 


41. 241-5. REDUCE REPORTING 
RE 


Legal : 49 USC 1324; 49 USC 
1371; 49 USC 1377; 49 USC 1387 


CFR Citation: 14 CFR 241 


Abstract: This rule would eliminate 
from the Uniform System of Accounts 
and Reports (USAR) 15 financial and 
statistical schedules, 4 yearly 
summarization schedules and 9 
accounting policy standards. In 
addition, it would simplify the reporting 
on some of the remaining schedules. 


Timetable: 


Action 


NPRM in 
preparation 
Small Entity: No 


Agency Contact: jack Calloway, OC, 
Civil Aeronautics Board, 202 673-6042 


Date  FRCite 


~ 00/00/00 


" RIN: 3024-AA48 


42. 241-6. CHANGE THE 
APPLICABILITY OF FORM 41 


Legal Authority: 49 USC 1324; 49 USC 
1371; 49 USC 1377; 49 USC 1387 


CFR Citation: 14 CFR 241 


Abstract: This rule would require only 
those certificated carriers operating 
large aircraft (more than 60 seats or 
more than 18,000 pounds of payload) to 
file the Form 41 report. Carriers 
operating other than large aircraft 
would report under Part 298. 


Timetabie: 
Action Date FR Cite 


NPRM (EDR-465, 08/12/83 48 FR 36601 
Docket 41607) 
NPRM Comment 10/10/83 
Period End 
Reply Comment 
Period End 
Final Action 01/00/84 
Smaii Entity: Yes 


Contact: Jack Calloway, OC, 
Civil Aeronautics Board, 202 673-6042 


RIN: 3024-AA49 








10/31/83 


43. 241-7. REDUCE SERVICE 
SEGMENT DATA REPORTS 


Legal Authority: 49 USC 1324; 49 USC 
1371; 49 USC 1377; 49 USC 1387 


CFR Citation: 14 CFR 241 


Abstract: This rule would standardize 
service segment data reporting. 





Presently, larger carriers file very 
detailed service segment data in ADP 
format while smaller carriers file a 
condensed version on a hardcopy 
report. This rule would standardize 
domestic service segment data at the 
condensed level. 


Date FR Cite 


Timetabie: 
Action 

NPRM in 
preparation - 
Small Entity: No 


Agency Contact: Jack Calloway, OC, 
Civil Aeronautics Board, 202 673-6042 


RIN: 3024-AA50 


44. 241-8. SIMPLIFY PASSENGER 
ORIGIN-DESTINATION SURVEY DATA 


Legal : 49 USC 1324; 49 USC 
1371; 49 USC 1377; 49 USC 1387 


eliminating the reporting of the dollar 
amount of fares for domestic markets 


extend the applicability of the survey 


Date FR Cite 
. 08/12/83 48 FR 36598 


10/10/83 
10/25/83 


01/00/84 


Legal s 49 USC 1324; 49 USC 
1371; 49 USC 1377; 49 USC 1382 


CFR Citation: 14 CFR 241 

Abstract: This rule would standardize 
reporting instructions for old (pre- 
deregulation) and new carriers, limit 
interline reporting to large carriers 


(over $75 million in operating revenues), 

and seek suggestions on ways to further 

reduce and simplify the survey systems’ 

reporting requirements. 

Timetable: 

Action 

NPRM in 
preparation 

Smaii Entity: No 


Agency Contact: Jack Calloway, OC, 
Civil Aeronautics Board, 202 673-6042 


RIN: 3024-AA77 


Date ‘FR Cite 


00/00/00 


46. 245-1. EXEMPTIONS FROM 
REPORTING STOCK OWNERSHIP 


Legal Authority: 49 USC 1377; 49 USC 
1386 


CFR Citation: 14 CFR 245 


Abstract: The Board is considering 
whether to change its rules to exempt 
owners of more than five percent of any 
class of capital stock or capital of an 
airline from the filing of reports 
required by section 407(c) of the Act. 
The filing of these reports has been 
waived under delegated authority 
pending the outcome of this rulemaking. 


Timetable: 

Action 

NPRM in , 
preparation 

Small Entity: No 


Agency Contact: Joseph A. Brooks, 
OGC, Civil Aeronautics Board, 202 673- 
5442 


RIN: 3024-AA52 


Date 
00/00/00 


FR Cite 





47. 246-1. REVISION OF STOCK 
OWNERSHIP REPORTS BY 
AFFILIATES OF AIR CARRIERS 


Legal Authority: 49 USC 1377; 49 USC 
1386 


CFR Citation: 14 CFR 246 


Abstract: The Board is considering 
changing a reporting requirement that 
affiliates of an airline disclose 
information on their major stockholders 
in order to improve the ability to 
monitor foreign citizen ownership of 
USS. air carriers. 
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Current and Projected Rulemakings 


Agency Contact: Joseph A. Brooks, 
OGC, Civil Aeronautics Board, 202 673- 
5442 


RIN: 3024-AA53 


48. 249-1. REQUIRE SPECIFIC 
CATEGORIES OF RECORDS AND 
RETENTION PERIODS FOR 
ESSENTIAL AIR SERVICE CARRIERS 


Legal Authority: 49 USC 1324; 49 USC 
1371 to 1374; 49 USC 1377; 49 USC 1381; 


49 USC 1386; 49 USC 1482 
CFR Citation: 14 CFR 249 


Abstract: This rule would require non- 
certificated EAS carriers to retain the 
same records as prescribed for 
certificated air carriers; extend from 1 
to 3 years the retention period for 
auditor's and flight coupons lifted by 
subsidized essential air service carriers 
for the EAS points served; modify or 
eliminate several of the records 
prescribed for retention by certificated 
carriers; and clarify one of the records 
prescribed for retention by public 
charter operators and overseas military 
personnel charter operators. In 
addition, the proposal would transfer 
the record retention requirements 
contained in Part 374a to Part 249. 


Action 


NPRM in 
preparation 
Small Entity: No 


Agency Contact: Jack Calloway, OC, 
Civil Aeronautics Board, 202 673-6042 


RIN: 3024-AA88 


Date 
00/00/00 


FR Cite 





49. 250-6. DENIED BOARDING 
COMPENSATION: GOVERNMENT 
REQUISITION OF CONFIRMED 
RESERVED SPACE 


Legal Authority: 49 USC 1324; 49 USC 
1371 to 1374; 49 USC 1377; 49 USC 1381; 
49 USC 1386; 49 USC 1482 


CFR Citation: 14 CFR 250 


Abstract: The Air Transport 
Association (ATA) petitioned the Board 
to modify its newly adopted oversales 
rule (14 CFR Part 250). In its recent 
comprehensive review of Part 250, the 
Board changed the rule to provide that 
carriers must compensate passengers 
that are denied boarding involuntarily 
because of government requisition of 
their confirmed, reserved space. ATA 
argued that this provision should be 
revoked because it is inconsistent with 
the policy of the rule and because the 
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CAB 


Board does not have authority to order 
other government agencies to reimburse 
carriers. 





Petition under 00/00/00 
iderats 


Small Entity: No 

Agency Contact: Joanne Petrie, OGC, 
Civil Aeronautics Board, 202 673-5442 
RIN: 3024-AA85 


OF THE 1-HOUR EXEMPTION 


: 49 USC 1324; 49 USC 
1371 to 1374; 49 USC 1377; 49 USC 1381; 
49 USC 1386; 49 USC 1482 


CFR Citation: 14 CFR’250 


Abstract: The Aviation Consumer 
Action Project (ACAP) petitioned the 
Board to modify its oversales rule (14 
CFR Part 250) prior to its effective date 
of January 23, 1983. In its recent 
comprehensive review of oversales, the 
Board modified Part 250 so that carriers 
need not pay denied boarding - 
compensation to passengers that can be 
accommodated on alternative flights 
that are scheduled to arrive within 1- 
hour of the scheduled arrival time of 
the original flight. ACAP argued that 
this change will increase overbooking, 
undermine volunteer solicitation, and 
result in no compensation for 
passengers that are injured. 
Timetable: 
Action Date FR Cite 
Petition filed in 
Docket 39932 
Petition under 
consideration 
Small Entity: No 


Agency Contact: Joanne Petrie, OGC, 
Civil Aeronautics Board, 202 673-5442 


RIN: 3024-AA86 


00/00/00 


51. 252-1. SMOKING ABOARD 
AIRCRAFT; NOTICE TO PASSENGERS 
Authority: 49 USC 1324; 49 USC 


Legal 
1374; 49 USC 1377; 49 USC 1381; 49 USC 
1386 


CFR Citation: 14 CFR 252; 14 CFR 253 


Abstract: This rule would inform 
passengers of their right to a seat in the 
non-smoking section of an aircraft by 


Current and Projected Rulemakings 


one of two proposed alternatives. The 
first would require airlines to include a 
prescribed notice on or with their 
tickets. The second would include 
smoking in the list of subjects 
incorporated by reference in the 
contract of carriage, which would 
inform passengers that additional 
information may be obtained from the 
place of ticketing. 
Timetable: 
Action 
NPRM Comment 
Period Begin 
NPRM (EDR-449, 11/19/82 47 FR 52190 
Docket 41009) 
NPRM Comment 12/20/82 
Period End 
Final Action 03/00/84 
Small Entity: Yes 
Agency Contact: David Schaffer, OGC, 
Civil Aeronautics Board, 202 673-5442 


RIN: 3024-AA82 
| RMB ANE NES ESSE ES AECL EIEIO EE 


52. @252-2. SMOKING ABOARD 
AIRCRAFT 


Legal Authority: 49 USC 1374 
CFR Citation: 14 CFR 252 


Abstract: The Board is considering 
various measures to strengthen its 
smoking rule. These include a ban on 
smoking on small aircraft, a ban on 
cigar and pipe smoking, and special 
provisions to protect passengers who 
are especially sensitive to tobacco 
smoke. 


Timetabie: 
Action Date FR Cite 


NPRM (EDR-461, 06/03/83 48 ER 24918 
Docket 41431) 

NPRM Comment 08/10/63 48 FR 36273 
Period Deadline 


FR Cite 
47 FR 52190 


suspended 
(EDR-461A) 
Supplemental 
NPRM in 
preparation 


00/00/00 


Small Entity: Yes 


Agency Contact: David Schaffer, OGC, 
Civil Aeronautics Board, 202 673-5442 
RIN: 3024-AA95 ; 

5 RESET EE 
53. @253-3. NOTICE OF TERMS OF 
CONTRACT FOR DOMESTIC TRAVEL 
SOLD OUTSIDE THE UNITED STATES 


Legal Authority: 49 USC 1324; 49 USC 
1374; 49 USC 1381 


CFR Citation: 14 CFR 253 


The Board has set rules by 
which air carriers may incorporate their 
conditions of carriage for domestic 
travel. The rules include notice being 
given to passengers. This proposal 
would exempt sales of tickets at foreign 
locations from the notice requirements. 
It also proposes to state as part of the 
rules that air taxi operators will not be 
held to be incorporating terms merely 
because they are ticketed on stock with 
a standard incorporation statement. 


Timetable: 
Action 


NPRM (EDR-468, 

Docket 41542) 
NPRM Comment 

Period End 
Reply Comment 

Period End 
Final Action 
Smaii Entity: No 
Agency Contact: Joseph A. Brooks, 
OGC, Civil Aeronautics Board, 202 673- 
5442 


RIN: 3024-AA96 


Date FR Cite 
06/28/83 48 FR 29707 


08/29/83 
09/19/83 


12/00/84 


54. 254-1. DOMESTIC BAGGAGE 
LIABILITY 


Legal Authority: 49 USC 1324; 49 USC 
1373; 49 USC 1374; 49 USC 1381 


CFR Citation: 14 CFR 253; 14 CFR 254 


Abstract: The Board is proposing to 
amend its recently-issued domestic 
baggage liability rule (Part 254). It 
proposes to modify the requirement that 
each airline provide specific notice on 
all tickets of its liability limitations, to 
allow the option of stating the minimum 
liability allowed by the Board rule. The 
Board also proposes to add baggage 
liability to the subjects required to be 
listed on the tickets under the rule 
allowing incorporation of contract 
terms by references (Part 253). In 
addition, the CAB is requesting 
comment on alternative levels ($1000 
and $1250) of minimum airline baggage 
liability. Pending the completion of this 
rulemaking, the effective date of the 
new rules has been stayed and the 
previous rules remain in effect. This 
action was in response to a petition by 
certain Members of the Air Transport 
Association to repeal the domestic 
liability rule prior to its effective date. 


Timetable: 
Action Date FR Cite 


NPRM (EDR-458, 05/18/83 48 FR 22323 
Docket 41443) 





Action Date 
NPRM Comment 06/17/83 


10/00/83 


Agency Contact: Joanne Petrie, OGC, 
Civil Aeronautics Board, 202 673-5442 
RIN: 3024-AA79 


55. 293-1. ALASKAN SUBCONTRACT 
AGREEMENTS 


Legal Authority: 49 USC 1386; 49 USC 
1389 


CFR Citation: 14 CFR 293 


Abstract: Part 293 applies to 
subcontract agreements involving the 
operation of scheduled air services by 
air taxi operators over Alaskan bush 
routes of a certificated air carrier. The 
Board is considering whether to revoke 
this rule and replace it with different 
filing requirements. 


Date FR Cite 
09/21/81 46 FR 46592 


NPRM Comment 
Period End 


11/20/81 


08/00/84 


Agency Contact: David Schaffer, OGC, 
Civil Aeronautics Board, 202 673-5442 


RIN: 3024-AA59 
STARR NRE RE 


56. 298-3. REVISING THE DEFINITION 
OF COMMUTER AIR CARRIER 


Legal Authority: 49 USC 1324; 49 USC 
1386 


CFR Citation: 14 CFR 298 


Abstract: This rule would clarify the 
status and obligations of air taxis that 
enter into subcontracts with commuters 
to operate some of that commuter’s 
scheduled routes. 





Agency Contact: David Schaffer, OGC, 
Civil Aeronautics Board, 202 673-5442 


RIN: 3024-AA61 


57. 2986-6. AMEND APPLICABILITY OF 
PART 298 AND REVISE REPORTING 
ON CAB FORM 298-C 


Legal : 49 USC 1324; 49 USC 
1371; 49 USC 1374; 49 USC 1386 


CFR Citation: 14 CFR 298 


Abstract: This rule would extend the 
applicability of Form 298-C reporting to 
certificated air carriers operating small 
aircraft (60 or fewer seats or 18,000 
pounds or less payload}, eliminate mail 
and cargo data from the reporting 
requirements for all but intra-Alaskan 
carriers, require all carriers to file four 
financial data elements, and require 
small certificated carriers to file direct 
operating expenses by aircraft type. 
Timetable: 
Action 
NPRM (EDR-465, 
Docket 41607) 
NPRM Comment 
Period End 
Reply Comment 
Period End 
Final Action 01/00/84 
Small Entity: Yes 
Agency Contact: Jack Calloway, OC, 
Civil Aeronautics Board, 202 673-6042 


RIN: 3024-AA62 


Date FR Cite 
08/12/83 48 FR 36001 


10/10/83 


10/31/83 


58. 302-1. REQUESTS FOR 
CONFIDENTIAL TREATMENT OF 
MATERIALS FILED WITH THE BOARD 


Legal Authority: 49 USC 1324; 49 USC 
1482 


CFR Citation: 14 CFR 302 


Abstract: This rule would revise the 
procedures governing requests for 
confidential treatment of material filed 
with the Board, to clarify the relation 
between those procedures and the 
Freedom of Information Act. 


FR Cite 


Agency Contact: Joanne Petrie, OGC, 
Civil Aeronautics Board, 202 673-5442 


RIN: 3024-AA63 


59. 323-1. SERVICE TERMINATIONS IN 
FOREIGN MARKETS 


Authority: 49 USC 1324; 49 USC 
1377 


CFR Citation: 14 CFR 323 
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Current and Projected Rulemakings 


Abstract: The Board eliminated all 
advance notice requirements for 
terminations of service in foreign air 
transportation (PR-244). This has 
created problems in some limited 
designation markets where the 
incumbent carrier has terminated 
service without informing the Board. 
The Board is proposing to require 
carriers to report to the Board if they 
are terminating foreign air service so 
that the Board would have time to find 
a replacement, if necessary. 


Timetable: 
Action Date FR Cite 
NPRM (PDR-80, 08/20/82 47 FR 36433 
Docket 40903) 
NPRM Comment 10/19/82 - 
Period End 
Final Action 
Smaii Entity: No 


Agency Contact: David Schaffer, OGC, 
Civil Aeronautics Board, 202 673-5442 


RIN: 3024-AA65 


91/00/84 


60. 370-1. EMPLOYEE 
RESPONSIBILITIES AND CONDUCT 


Legal Authority: PL 95-521 

CFR Citation: 14 CFR 370; 14 CFR 300 
Abstract: The Board is preparing 
revisions of its ethics rules to reflect 
experience since the last revision and 


to conform to the Ethics in Government 
Act. 
Timetable: 


Action 

NPRM in 
preparation 

Small Entity: No 


Agency Contact: Kenneth G. Caplan, 
OGC, Civil Aeronautics Board, 202 673- 
5790 


RIN: 3024-AA66 


Date = FR Cite 
00/00/00 


61. 372-1. OVERSEAS MILITARY 
PERSONNEL CHARTER TARIFFS 


Legal Authority: 49 USC 1373; 49 USC 
1386 


CFR Citation: 14 CFR 372 


Abstract: The reference to tariffs in the 
rule governing Overseas Military 
Personnel Charters (OMPC) has become 
obsolete, at least with respect to 
domestic air transportation. The Board 
is considering whether to eliminate the 
tariff requirement for all OMPC’s and 


- replace it with consumer protection 
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requirements similar to those in its 
Public Charter rule in Part 380. 


Agency Contact: David Schaffer, OGC, 
Civil Aeronautics Board, 202 673-5442 


RIN: 3024-AA71 


62. 375-1. NAVIGATION OF PORETEN 
CIVIL AIRCRAFT 


Legal Authority: 49 USC 1324; 49 USC 
1372; 49 USC 1508 


CFR Citation: 14 CFR 375 


Abstract: The Board is reviewing its 
regulations governing the navigation of 
foreign civil aircraft within the United 
Sfates. The review will focus on 
simplifying and clarifying the 
procedures to be followed in obtaining 
operating authority. 








Additional Information: ADDITIONAL 
AGENCY CONTACT: Joanne Petrie, 
OGC, (202) 673-5442. 

Agency Contact: George Wellington, 
BIA, Civil Aeronautics Board, 202 673- 
5878 


RIN: 3024-AA67 


63. 377-1. EFFECT OF EXPIRATION OF 
A BILATERAL ON FOREIGN AIR 
CARRIER AUTHORITY 


Authority: 49 USC 1159b; 49 USC 
1324; 49 USC 1372; 49 USC 1386; 49 USC 
1481; 49 USC 1502; 5 USC 558; 5 USC 559 


CFR Citation: 14 CFR 377 


Abstract: In the past, the Board has 
held that a foreign air carrier's permit 
or exemption authority continues after 
the underlying bilateral Service 
Agreement expired, by virtue of section 


558{c) of the Administrative Procedure 
Act. This rule would reverse that policy 
in order to ensure equal competitive 
opportunities for U.S. carriers. 


I ia isk bart 
Action Date 
NPRM (SPDR-89 06/03/83 48 FR 24923 
and SPDR-89A, 
Docket 41497) 
NPRM Comment 08/02/83 
Period End 
Final Action 
Smaii Entity: No 


Agency Contact: David Schaffer, OGC, 
Civil Aeronautics Board, 202 673-5442 


RIN: 3024-AA72 


06/00/84 


64. 379-1. NONDISCRIMINATION IN 
FEDERALLY-ASSISTED PROGRAMS — 
OF THE BOARD 


Legal Authority: 42 USC 2000d-1 
CFR Citation: 14 CFR 379 


Abstract: The Board is reviewing its 
rules that implement Title VI of the 
Civil Rights Act of 1964, in response to 
suggestions from the Department of 
Justice. An NPRM was approved by the 
Board on June 15, 1982 and was 
forwarded to the Justice Department for 
review in accordance with Executive 
Order 12250. 
Timetable: 
Action Date 
NPRM approved 06/15/82 

by Board 
Justice 

po canon 

NPRM 
Small Entity: No 
Agency Contact: David Schaffer, OGC, 
Civil Aeronautics Board, 202 673-5442 
RIN: 3024-AA68 


00/00/00 


65. 399-3. UNFAIR AND DECEPTIVE 
PRACTICES BY TICKET AGENTS 


Authority: 49 USC 1378; 49 USC 
1381 


CFR Citation: 14 CFR 399 


48051 


Current and Projected Rulemakings 


Abstract: Board enforcement policies 
currently make reference to tariffs. The 
Board is considering whether to limit 
these provisions to foreign air 
transportation or to eliminate them 
entirely. 

Timetable: 


Action 

NPRM in 
preparation 

Smaii Entity: No 


Agency Contact: David Schaffer, OGC, 
Civil Aeronautics Board, 202 673-5442 


RIN: 3024-AA76 


Date 
00/00/00 


66. @399-4. REMOVAL OF POLICY 
STATEMENT ON STANDARD 
CONDITIONS IN FOREIGN AIR 
CARRIER PERMITS 


Legal : 49 USC 1301; 49 USC 
1302; 49 USC 1305; 49 USC 1324; 49 USC 
1371 to 1379; 49 USC 1381; 49 USC 1382; 
49 USC 1386; 49 USC 1481; 49 USC 1482; 
49 USC 1502; 49 USC 1504 


CFR Citation: 14 CFR 399 


Abstract: The Board has standard 
conditions that it places on permits 
given to foreign air carriers. Some, but 
not all of those conditions are listed in 
the Board's statements of general 
policy. This rule would eliminate the 
statement of policy. It would not change 
the standard conditions. 
Timetable: 
Action Date FR Cite 
NPRM (PSDR-80, 08/03/83 48 FR 35119 
Docket 41597) 
NPRM Comment 10/03/83 
Period End 
Reply Comment 
Period End 
Final Action 
Small Entity: No 


Agency Contact: Joseph A. Brooks, 
OGC, Civil Aeronautics Board, 202 673- 


10/24/83 


02/00/84 


—_ 
RIN: 3024-AA97 





civiL AERONAUTICS BOARD (CAB) 


67. [AS.] POLICY ON OVERFLIGHTS 
AT ESSENTIAL AIR SERVICE POINTS 


Legal Authority: 49 USC 1324; 49 USC 
1389 


CFR Citation: 14 CFR 398 
Abstract: This rule prohibits an air 
carrier from refusing to land at an 
eligible point for which the Board has 
issued an essential air service 
determination unless the overflight is 
necessary due to circumstances beyond 
the airline's control or other flights 
provide essential air service. 
Timetable: pine + = 
Action Date FR Cite 
Final Action (PS- 08/09/83 48 FR 36094 
110) 


Small Entity: Yes 


Agency Contact: David Schaffer, OGC, 
Civil Aeronautics Board, 202 673-5442 


RIN: 3024-AA04 
SRR SIE eR NR URE 


68. [B9.] CHANGES TO DOMESTIC 
TARIFF RULES AFTER JANUARY 1, 
1983 


Legal Authority: PL 95-504; 49 USC 1601 
CFR Citation: 14 CFR 221 


Abstract: Airlines were not permitted 
to file tariffs concerning interstate and 
overseas air transportation that was 
provided on or after January 1, 1983. 
The Board examined its rules to 
determine what conforming changes 
needed to be made. These changes 
were made as part of a number of 
rulemakings. 

Timetable: 


Date FR Cite 





Small Entity: No 


Agency Contact: Joseph A. Brooks, 
OGC, Civil Aeronautics Board, 202 673- 
5442 


RIN: 3024-AA11 


69. [B12.] PAYMENTS TO INDIRECT 
CARGO CARRIERS AND FOREIGN AIR 
FREIGHT FORWARDERS 


Legal : 49 USC 1301; 49 USC 
1302; 49 USC 1324; 49 USC 1378; 49 USC 
1379; 49 USC 1386 


CFR Citation: 14 CFR 296; 14 CFR 297 


Abstract: The Board amended its rules 
governing U.S. indirect cargo air 
carriers and foreign air freight 
forwarders to permit direct air carriers 
to pay them fees. The Board made this 
change in response to a request by 
Trans World Airlines, and to remove 
competitive inequities and reduce 
regulatory oversight of cargo pricing 
policies and practices. 

Timetable: 


Action Date FR Cite 

Final Action (ER- 05/18/83 48 FR 22323 
1335, 1336) 

Small Entity: No 


Agency Contact: Joseph A. Brooks, 
OGC, Civil Aeronautics Board, 202 673- 
5442 


RIN: 3024-AA14 





70. [B-17.] REFERENCES TO 
DOMESTIC TARIFFS IN AGREEMENTS 


Authority: 49 USC 1302; 49 USC 
1305; 49 USC 1324; 49 USC 1371 to 1374; 
49 USC 1378; 49 USC 1379; 49 USC 1381; 
49 USC 1382; 49 USC 1386; 49 USC 1461; 
49 USC 1481; 49 USC 1482 


CFR Citation: 14 CFR 299 


Abstract: This rule would have 
modified or disapproved agreements 
filed under section 412 of the Act if 
they referred to tariffs for domestic 
passenger transportation to be 
performed on or after January 1, 1983. 


Contact: Joanne Petrie, OGC, 
Civil Aeronautics Board, 202 673-5442 


RIN: 3024-AA78 


71. [(D3.] AIR CARRIER FITNESS 
(CONTINUING FITNESS) 


Legal : 49 USC 1324; 49 USC 
1371; 49 USC 1377; 49 USC 1389 


CFR Citation: 14 CFR 204 


Abstract: The Board considered 
developing a system to monitor the 
continuing fitness of air carriers 
pursuant to section 401(r) of the Act. It 
decided, however, that this area could 
be monitored by other less regulatory 
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Completed Actions 


methods and that the initial system 
design was impractical. 


Timetable: 


Action 
Rulemaking no 

longer under 

consideration 
Small Entity: No 
Agency Contact: Gerard N. Boller, 
BDA, Civil Aeronautics Board, 202 673- 
5352 


RIN: 3024-AA23 





72. [D16.] UPDATE OF AGREEMENT- 
FILING RULES 


Legal Authority: 49 USC 1302; 49 USC 
1324; 49 USC 1382; 49 USC 1386; 49 USC 
1481 


CFR Citation: 14 CFR 261; 14 CFR 263; 
14 CFR 289; 14 CFR 302 


Abstract: This rule simplified 
provisions for filing intercarrier 
agreements. Intercarrier agreements, 
with the exception of mutual aid 
agreements, are now filed with the 
Board at the carriers’ option. An 
exception from the statutory provision 
is thus no longer needed. 


Timetable: oS ee zt 
Action Date FR Cite 


Final Action (ER- 08/03/83 48 FR 35081 
1353-1355) 


Small Entity: No 


Agency Contact: Joseph A. Brooks, — 
OGC, Civil Aeronautics Board, 202 673- 
5442 


RIN: 3024-AA27 





73. [D18.] SUSPENSION OF 
ABANDONED FOREIGN AIR CARRIER 
PERMITS 


Legal Authority: 49 USC 1372 
CFR Citation: 14 CFR 213 


Abstract: This rule would have 
provided for the automatic suspension 
of operating authority of a foreign air 
carrier permit holder if the carrier 
ceased all operations for an extended 
period of time. The Board terminated 
this rulemaking because the issue was 
disposed of in a related show-cause 
proceeding (Order 83-6-49). 
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Date FR Cite 


Small Entity: No 
Agency Contact: Allan F. Brown, BIA, 
Civil Aeronautics Board, 202 673-5134 


RIN: 3024-AA28 


74. [211-1]. APPLICATION 
PROCEDURES AND SERVICE 
REQUIREMENTS FOR PERMITS AND 
CERTIFICATES 


Legal Authority: 49 USC 1301; 49 USC 
1323; 49 USC 1324; 49 USC 1371 to 1374; 
49 USC 1376; 49 USC 1382; 49 USC 1471; 
49 USC 1481; 49 USC 1482; 49 USC 1485 


CFR Citation: 14 CFR 211; 14 CFR 302 


Abstract: The Board is proposing to 
revise its requirements and 

for applications for foreign air carrier 
permits. The revision would reduce the 
information submitted in the application 
and the number of persons on whom 
the application must be served. Service 
requirements would also be reduced for 
U.S. air carrier certificate applications. 
The proposed changes would simplify 
the processing of these applications for 
both the Board and carrier applicants. 


FR Cite 


Agency Contact: Joseph A. Brooks, 
OGC, Civil Aeronautics Board, 202 673- 
5442 . 


RIN: 3024-AA40 


75. [248-1.] ELIMINATION OF SPECIAL 
RECONCILIATION REPORT 


Legal Authority: 49 USC 1324; 49 USC 
1371 


CFR Citation: 14 CFR 248 


Abstract: This rule eliminated the 
special report reconciling a carrier’s 
audited balance sheet and income 
statement with similar statements in the 
Form 41 Report. The report has been 
removed in order to relieve the industry 
from unnecessary reporting 
requirements 


Timetable: 
Action Date FR Cite 


Final Action (ER- 07/19/83 48 FR 32756 
1351) 


Small Entity: No 

Contact: David Schaffer, OGC, 
Civil Aeronautics Board, 202 673-5442 
RIN: 3024-AA54 


76. [250-5.] TARIFF-FILING 
REQUIREMENTS FOR CARRIERS’ 
OVERSALES PRACTICES 

Legal 2 49 USC*1324; 49 USC 
1371 to 1374; 49 USC 1377; 49 USC 1381; 
49 USC 1386; 49 USC 1482 


CFR Citation: 14 CFR 250 


Abstract: The Board revised its 
oversales rule to reflect the end of its 
domestic tariff authority and to simplify 
the rule’s tariff-filing requirements for 
foreignair transportation. 

Timetable: 

Action Date FR Cite 


Final Action (ER- 06/28/83 48 FR 29678 
1337, Docket 
41220) 


Smail Entity: No 

Agency Contact: Joanne Petrie, OGC, 
Civil Aeronautics Board, 202 673-5442 
RIN: 3024-AA81 


77. [291-1.] ELIMINATION OF 
REPORTS BY ALL-CARGO DOMESTIC 
CARRIERS 


Legal Authority: 49 USC 1302; 49 USC 
1324; 49 USC 1371; 49 USC 1377; 49 USC 
1378; 49 USC 1386; 49 USC 1388 


CFR Citation: 14 CFR 291 


Abstract: The Board reduced the 
reporting requirements of all-cargo 
carriers by approximately 85 percent. 
This rule eliminated the Schedule 291- 
A, B and C reports (Balance Sheets, 
Statements of Operations and Summary 
of Traffic and Capacity Statistics, 
respectively) by all-cargo carriers that 
were required by 14 CFR Part 291 
because they were no longer needed by 
the Board in its regulatory functions. 
Instead, carriers will only file one form 
containing six operating and expense 
totals, and seven traffic and capacity 
items. 


Timetable: 
Action Date FR Cite 


Final Action (ER- 07/19/83 48 FR 32756 
1350) 


48053 
Completed Actions 


Small Entity: No 

Additional information: ADDITIONAL 
AGENCY CONTACT: David Schaffer, 
OGC (202) 673-5442. 

Agency Contact: Jack Calloway, OGC, 
Civil Asronautics Board, 202 673-5042 
RIN: 3024-AA58 


78. [291-2.] DOMESTIC CARGO 
TRANSPORT. 


Legal 
1324; 49 USC 1371; 49 USC 1377; 49 USC 
1378; 49 USC 1386; 49 USC 1388 


CFR Citation: 14 CFR 291 

Abstract: This rule exempts all-cargo 
air carriers certificated under section 
418 of the Federal Aviation Act and the 
Department of Defense from the 
provisions of section 401{0) of the Act. 
That section currently prevents the 
section 418 carriers from entering into 
long-term contracts for domestic cargo 
transportation, such as LOGAIR, a DOD 
charter program. 

Timetabie: 


Action Date FR Cite 


Final Action (ER- 08/24/83 48 FR 38458 
1358) 

Smail Entity: Yes 

Agency Contact: A. Brooks, 

OGC, Civil Aeronautics Board, 202 673- 

5442 

RIN: 3024-AA80 


79. [297-1.] ELIMINATION OF 
REPORTS BY FOREIGN AIR FREIGHT 
FORWARDERS 


Legal Authority: 49 usc 1324; 49 USC 
1386 


CFR Citation: 14 CFR 297 


Abstract: This rule eliminated the Form 
296-R report filed by foreign air freight 
forwarders and foreign cooperative 
shippers associations. A similar report 
was eliminated for domestic air freight 
forwarders after the deregulation of 
domestic cargo. This rule equalizes the 
treatment of all air freight forwarders 
and cooperative shippers associations. 


Timetable: 
Action Date FR Cite 


Final Action (ER- 07/19/83 48 FR 32759 
1352) 


Small Entity: No 





Contact: David Schaffer, OGC, 
Civil Aeronautics Board, 202 673-5442 


RIN: 3024-AA6O 


80. [320-1.] RETURN OF UNWANTED 
JAPAN CHARTER AUTHORIZATIONS 


Legai = 49 USC 1324; 49 USC 
1371; 49 USC 1377; 49 USC 1502 


-CFR Citation: 14 CFR 320 

Abstract: Flying Tiger petitioned the 
Board to amend its rules concerning 
Japan charter authorizations provided 
for in the Memorandum of 
Understanding signed with the 
Government of Japan on September 7, 
1982. Part 320 established procedures 


well as providing penalties for transfer 
or non-use. The Board amended Part 
320 to provide a limited time “window” 
within which carriers holding more 
authorizations than could realistically 
be used were able to turn them back to 
the Board without penalty. 


ie 
Final Action (PR- 07/01/83 48 FR aie 


260) 
Smali Entity: No 
Agency Contact: George Wellington, 
BIA, Civil Aeronautics Board, 202 673- 
5878 

RIN: 3024-AA84 


ACTIONS THAT STARTED AND 
ENDED BETWEEN ISSUES OF THE 
UNIFIED AGENDA 

81. @[241-10.] REDUCTION OF 
REPORTING REQUIREMENTS FOR 
ALL-CARGO CARRIERS 


Legal = 49 USC 1324; 49 USC 
1371; 49 USC 1377; 49 USC 1386; 49 USC 
1387; 49 USC 1471; 49 USC 1472; 49 USC 
1482: 

CFR Citation: 14 CFR 241 


Abstract: This rule reduced reporting 
requirements pertaining to the all-cargo 
operations of carriers that also provide 
passenger and international air service. 
This will reduce the burden on these 
carriers in furtherance of the cargo 
deregulation act and Paperwork 
Reduction Act. 


Timetable: 
Action Date FR Cite 


Final Action (ER- 07/19/83 48 FR 32753 
1349) 


Small Entity: No 


Additional information: ADDITIONAL . 


AGENCY CONTACT: David Schaffer, 
OGC (202) 673-5442 

Agency Contact: Jack Calloway, OC, 
Civil Aeronautics Board, 202 673-6042 
RIN: 3024-AA98 


82. @[252-3.] REPUBLICATION OF 
PORTIONS OF THE SMOKING RULE 


Legal : 49 USC 1324; 49 USC 
1374; 49 USC 1377; 49 USC 1386 


CFR Citation: 14 CFR 252 


Abstract: The Board republished the 
requirement that airlines ensure that if 
a no-smoking section is placed between 
two smoking sections, the nonsmokers 
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Completed Actions 


are not unreasonably burdened. This 
action was required by the United 
States Court of Appeals for the District 
of Columbia. 


Timetable: 

Action Date FR Cite 

Final Action (ER- 08/09/83 48 FR 36093 
1356) 

Small Entity: Yes 

Agency Contact: David Schaffer, OGC, 

Civil Aeronautics Board, 202 673-5442 

RIN: 3024-AA99 


83. @[263-1.] PARTICIPATION OF AIR 
CARRIER ASSOCIATIONS IN-BOARD 
PROCEEDINGS 

Legal = 49 USC 1302; 49 USC 
1324; 49 USC 1382; 49 USC 1481 


CFR Citation: 14 CFR 263 


Abstract: The Board amended its rules 
for participation by air carrier 
associations in CAB proceedings to 
reflect statutory change that made the 
agreement filing with the Board 
voluntary. The Board no longer has to. 
approve association by-laws and 
articles of incorporation. 


Timetable: 

Action Date FR Cite | 

Final Action (ER- 08/03/83 48 FR 35081 
1354) 

Smail Entity: No 


Agency Contact: Joseph A. Brooks, 
OGC, Civil Aeronautics Board, 202 673- 
5442 

RIN: 3024-AB00 

[FR Doc. 83-28064 Filed 10-14-83; 8:45 am] 
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17 CFR Ch. 1 


Regulatory Flexibility Agenda 
AGENCY: Commodity Futures Trading 
Commission. 

ACTION: Publication of Regulatory 
Flexibility Agenda. 


sumMARY: The Commodity Futures 


Trading Commission, in accordance 
with the requirements of the Regulatory 
Flexibility Act, is publishing a 
semiannual agenda of significant rules 
which the Commission expects to 
propose or promulgate over the next 
year. 

aporess: Comments should be sent to: 
Commodity Futures Trading 
Commission, 2033 K Street, NW.., 
Washington, D.C. 20581 Attention: 
Secretariat. 


FOR FURTHER INFORMATION CONTACT: 
Nancy E. Yanofsky, Office of the 
General Counsel, Commodity Futures 
Trading Commission, 2033 K Street, 
NW., Washington, D.C. 20581 (202) 254— 
9880. 


SUPPLEMENTARY INFORMATION: The 

Regulatory Flexibility Act, 5 U.S.C. 601, 

et seg. (“RFA”), sets forth a number of 

requirements for agency rulemaking. 

— other things, the RFA requires 
at: 


(a) During the months of October and April 
of each year, each agency shall publish in the 
Federal Register a regulatory flexibility 
agenda which shall contain— 

(1) a brief description of the subject area of 
any rule which the agency expects to propose 
or promulgate which is likely to have a 
significant economic impact on a substantial 
number of small entities; 

(2) a summary of the nature of any such 
rule under consideration for each subject 
area listed in the agenda pursuant to 
paragraph (1), the objectives and legal basis 
for the issuance of the rule, and an 
approximate schedule for completing action 
on any rule for which the agency has issued a 
general notice of proposed rulemaking; and 

(3) the name and telephone number of an 
agency official knowledgeable concerning the 
items listed in paragraph (1). 


5 U.S.C. 602(a). Accordingly, the 
Commission has prepared an agenda of 
significant rules which it presently 
expects may be considered during the 
course of the next year.' The agenda 


* The Commission's agenda represents its best 
estimate at this time of significant rules which will 
be considered sometime over the next twelve 
months. In this regard. section 602(d) of the RFA, 5 
U.S.C. 602{d). provides: ee in [section 602] 
precludes an agency from considering or acting on 
any matter not included in a regulatory flexibility 
agenda, or requires an agency to consider or act on 
any matter listed in such agenda.” 


lists all significant rules which may be 
considered by the Commission within 
the next year, irrespective of their 
potential impact on small entities.” 

Several of the rulemakings listed in 
this agenda result from, or have been 
significantly affected by, the 
amendments to the Commodity 
Exchange Act, 7 U.S.C. 1, et seg. (1982), 
contained in the Futures Trading Act of 
1982, Pub. L. No. 97-444, 96 Stat. 2294, 
which became effective on January 11, 
1983. The provisions of the Futures 
Trading Act of 1982 have been codified 
and all citations herein are to the 
Commodity Exchange Act, as amended, 
7 U.S.C. 1, et seg. (1982). In light of the 
significant impact of the Futures Trading 
Act of 1982 on the Commission's 
rulemaking initiatives, however, 
frequent reference is made herein to that 
Act. 

The Commission's October 1983 
Regulatory Flexibility Agenda * is as 


follows: 


L CURRENT AND ANTICIPATED 
RULEMAKING ACTIONS 


1. Title: Regulations Relating to All 


Contact: Kevin M. Foley, 
Chief Counsel, or Bruce A. Beatus, 
Esquire, Division of Trading and 
Markets, Commodity Futures Trading 


In addition to publishing the regulatory flexibility 
agenda required by section 602 of the RFA. the 
Commission alse makes available to the public, on 
a monthly basis. a calendar listing rules that the 
Commission intends to consider that month. 

* The Commission has published its definitions of 
small entity to be used by the Commission in 
connection with rulemaking proceedings. 47 FR 
18618 (Apr. 30, 1962). Pursuant to those definitions, 
the Commission is not required to list many af the 
agenda items contained in this regulatory flexibility 
agenda. See 5 U.S.C. 602{a)(1). Moreover, the 
Commission has previously certified, pursuant to 
section 605 of the RFA, 5 U.S.C. 605, that certain 
items contained in this agenda will not heve a 
significant economic impact on a substantial 
number of small entities. Accordingly, listing of an 
item in this regulatory flexibility agenda should not, 
in any event, be taken as a determination that a 
rule, when proposed or promulgated, will im fact 
require a regulatory flexibility analysis. However, 
the Commission hopes that the publication of an 
agenda which includes significant rules, regardless 
of their potential impact on small entities, may 
serve the public generally by providing an early and 
meaningful opportunity to participate in and 
comment on the formulation of new or revised 
regulations. 

* The Commission is publishing its October 1983 
Regulatory Flexibility Agenda as part of the 
October 1983 Unified Agenda of Federal 
Regulations. The Unified Agenda of Federal 
Regulations is coordinated by the Office of 
Management and Budget pursuant to Executive 
Order 12291. While participation by executive 
agencies in that Agenda is mandatory, i 
agencies, such as the Commission, participate in the 
Unified Agenda on a voluntary basis. 


Commission, 2033 K Street, NW., 
Washington, D.C. 20581 (202) 254-8955. 

Effects on Small Business: 
Undetermined. 

CFR Citation: 17 CFR Part 3. 

Legal Authority: Sections 8a(1)-(5) 
and 8d of the Commodity Exchange Act, 
7 U.S.C. 12a(1)-(5) and 12d (1982). 

Abstract: Section 8a(2) of the 
Commodity Exchange Act, as recently 
amended by the Futures Trading Act of 
1982, establishes a system of statutory 
disqualifications for registration and 
permits the Commission, upon notice but 
without a prior hearing, to refuse to 
register, to register conditionally, to 
suspend or to place restrictions upon the 
registration of any applicant or 
registrant, if a person is subject to a 
statutory disqualification listed in 
section 8a(2). Under section 8a(2), the 
Commission also may revoke the 
registration of a registrant after such a 
hearing as may be appropriate. In 
addition, the Commission may refuse to 
register, register conditionally, suspend, 
revoke, or place restrictions upon the 
registration of any person after 
opportunity for a hearing, based upon 
certain conditions, acts or omissions 
enumerated in new sections 8a (3) and 
(4) of the Act.* The Commission intends 
to develop rules to implement the 
foregoing provisions by late 1983. 

Timetable: Action expected by late 
1983. 


2. Title: Authorization To Perform 
Portions of the Commission’s 
Registration Functions 

Agency Contact: Theodore W. Urban, 
Deputy Director, Division of Trading and 
Markets, Commodity Futures Trading 
Commission, 2033 K Street, NW., 
Washington, D.C. 20581 (202) 254-8955. 

Effects on Small Business: 
Undetermined. 

CFR Citation: Undetermined. 

Legal Authority: Section 8a(10) and 
170 of the Commodity Exchange Act, 7 
U.S.C. 12a(10) and 210 (1982). 

Abstract: The Futures Trading Act of 
1982 permits the Commission to 
authorize any person to perform any 
portion of the Commission’s registration 
function. In addition, that Act 
specifically permits the Commission to 
require a registered futures association 
to perform any portion of the 
Commission's registration function. The 
Commission by order has authorized the 
National Futures Association (“NFA”) to 


‘Furthermore, section 8a(1) of the Commodity 
Exchange Act, as recently amended, explicitly 
permits the Commission to grant temporary licenses 
to any applicant for registration pursuant to such 
tules, regulations, or orders as the Commission may 
adopt. 
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process applications by, and grant 
registration to, introducing brokers and 
the associated persons of introducing 
brokers. Over the next year the 
Commission will consider authorizing 
NFA to register other classes of persons 
on behalf of the Commission. 

‘ Timetable: The Commission has 
issued two orders granting NFA the 
authority to process applications by and 
register introducing brokers and their 
associated persons. 48 FR 15940 (April 
13, 1983) and 48 FR 35158 (August 3, 
1983). Other action is expected during 
1984.* 


3. Title: Regulations Permitting the 
Grant, Offer and Sale of Options on 
Physical Commodities (Dealer Options) 

Agency Contact: Lawrence B. Patent, 
Special Counsel, Division of Trading 
and Markets, Commodity Futures 
Trading Commission, 2033 K Street, 
N.W., Washington, D.C. 20581 (202) 254— 
8955. 

Effects on Small Business: None. 

CFR Citation: 17 CFR Parts 1,3, and 32. 

Legal Authority: Sections 4c({b), 4c({d) 
and 8a(5) of the Commodity Exchange 
Act, 7 U.S.C. sections 6c(b), 6c{d) and 
12a(5) (1982). 

Abstract: Congress has directed the 
Commission to issue regulations 
permitting grantors and futures 
commission merchants to grant, offer 
and sell so-called “dealer options” on 
certain physical commodities subject to 
certain conditions specified by statute 
and such other uniform and reasonable 
requirements as the Commission may 
prescribe. At present, the only persons 
who may lawfully grant dealer options 
are United States domiciles who, on 
May 1, 1978, were in the business of 
granting options on a physical 
commodity and in the business of 
buying, selling, producing or otherwise 
using that commodity. 

« The Commission has reproposed 
rules, principally concerning registration 
of dealer option grantors, requirements 
for the segregation of customer funds, 
disclosure to customers and prospective 
customers, and minimum financial 


5In this connection, the Commission notes that, in 
the Futures Trading Act of 1982, Congress directed 
registered futures associations, subject to 
Commission oversight, to establish training 
standards and proficiency examinations for persons 
involved in the solicitation of commodity futures 
transactions, the supervisors of such persons, and 
all persons for which it has registration 
responsibilities, as well as a program to audit and 
enforce compliance with such standards. 
Accordingly, the Commission has deferred 
temporarily its rulemaking proceeding regarding 
proficiency examinations for applicants for 
registration as associated persons (see 46 FR 20679 
(Apr. 1, 1981)) pending the expected assumption by 
a registered futures association of regulatory 
responsibility in this area. 


requirements. The Commission expects 
to decide whether to adopt these rules in 
1984. 

Timetable: NPRM, 43 FR 59396 (Dec. 
20, 1978); NPRM, 46 FR 23469 (Apr. 27, 
1981); Final action is expected in mid- 
1984. 


Title: Contract Market Rules, 
Submission of Rules to the Commission, 
Exemption of Temporary Emergency 
Rules, Emergencies. 


Agency Contact: Thomas Sweat, 
Assistant Director, Division of Trading 
and Markets, Commodity Futures 
Trading Commission, 2033 K Street, 
N.W. Washington, D.C. 20581 (202) 254- 
8955. 

Effects on Small Business: None. 

CFR Citation: 17 CFR 1.41. 

Legal Authority: Sections 5a(12) and 
8a(5) of the Commodity Exchange Act, 
sections 7 U.S.C. 7a(12) and 12a(5) 
(1982). 

Abstract: The Commission has 
adopted emergency interim regulations 
to govern the submission of contract 
market rules pursuant to Section 5a(12) 
of the Commodity Exchange Act, as 
recently amended by the Futures 
Trading Act of 1982. In this regard, the 
amended section 5a({12) revised certain 
procedures for Commission review of 
contract market rules. The Commission 
expects to adopt regulations in final 
form in late 1983 after it has gained 
experience in administering the 
amended sections 5a(12) under the 
interim rules. Public comment has been 
solicited and will be considered in the 
adoption of final rules. 

In the context of this rulemaking 
proceeding, the Commission also 
intends to review, and determine 
whether to take final action on, its prior 
proposal to amend the definition of the 
term “rule” in Commission regulation 
§ 1.41(a)(1), 17 CFR 1.41{a)(1). That 
proposal, on which public comment has 
already been solicited, would amend the 
definition of the term “rule” to state 
explicitly that it includes action by a 
contract market, its governing board, or 
any of its committees or officials which 
is adopted or taken pursuant to enabling 
authority set forth in any existing rule of 
the contract market. 

Timetable: Prior Proposal: NPRM, 45 
FR 84082 (Dec. 22, 1980); Comment 
period, December 22, 1980—February 2, 
1981. Emergency Interim Rules: 48 FR 
4256 (Jan. 28, 1983); Comment period, 
January 28, 1983—March 29, 1983. Final 
action is expected in late 1983. 


5. Title: Minimum Financial and Related 
Reporting Requirements for Futures 
Commission Merchants 


Agency Contact: Paul Bjarnason, 
Chief Accountant, Division of Trading 
and Markets, Commodity Futures 
Trading Commission, 2033 K Street, 
N.W., Washington, D.C. 20581 (202) 254- 
8955. 

Effects on Small Business: Not 
Applicable. 

CFR Citation: 17 CFR 1.17. 

Legal Authority: Sections 4d, 4f, and 
8a of the Commodity Exchange Act, 7 
U.S.C. sections 6d, 6f, and 12a (1982). 

Abstract: The Commission has 
proposed amendments to certain of its 
minimum financial and related reporting 
requirements for futures commission 
merchants (“FCMs”), as well as the 
basic financial reporting form for FCMs, 
From 1-FR. One proposed amendment 
would alter the minimum dollar amount 
of adjusted net capital which must be 
maintained by FCMs. The Commission 
has also proposed a further amendment 
to the minimum financial regulations 
regarding the treatment of 
undermargined accounts. In addition, 
the Commission has proposed one 
specific capital charge relating to 
concentration of positions, and has 
invited further comment to assist it in 
the development of further appropriate 
minimum financial regulations 
concerning concentration of positions. 

Timetable: NPRM, 45 FR 42633 (June 
25, 1980), and 45 FR 79498 (Dec. 1, 1980); 
Final action is expected in mid-1984. 


6. Title: Domestic Exchange-Traded 
Commodity Options; Expansion of Pilot 
Program to Include Options on Domestic 
Agricultural Commodities 

Agency Contact: Paul M. Architzel, 
Chief Counsel, Division of Economics 
and Education, Commodity Futures 
Trading Commission, 2033 K Street, 
NW., Washington, D.C. 20581 (202) 254- 
6990. 


Effects on Smail Business: 
Undetermined. 

CFR Citation: 17 CFR Part 33. 

Legal Authority: Section 4c(c) of the 
Commodity Exchange Act, 7 U.S.C. 
Section 6c{c) (1982). 

Abstract: Recent amendments to the 
Commodity Exchange Act have removed 
a long standing ban on the trading of 
options on certain domestic agricultural 
commodities. Specifically, section 206 of 
the Futures Trading Act of 1982 
authorizes the Commission to establish 
a pilot program, not to exceed three 
years in length, for the trading on 
domestic exchanges of options on the 
domestic agricultural commodities 
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forth in the regulation, are not the 
exclusive disclosures required from an 
FCM to its existing and prospective 
futures costomers and that the FCM is 
still obliged to disclose all material 
information to its customers even if the 
information is not specifically required 
by the rule. 
Timetable: NPRM, 47 FR 52723 (Nov. 


23, 1982}; Comment period November 23, 


1982-January 24, 1983; Final action 
expected during early 1964. 


CFR Citation: 17 CFR Parts 5. 12. 145, 
146, 147 and others 


Legal Authority: 
17(d}. and 26 of the 
Exchange Act, 7 U.S.C. 4a({j}, 12a. 21(d), 


undetermined. 
Sections 2{a)(11), 8a. 
Commodity 


and 16a (1982), and the Independent 
Offices jations Act, as amended 
by Pub. L. No. 97-258, 96 Stat. 1051 
(Sept. 13, 1982) (see 31 U.S.C.A. 9701). 
Abstract: Section 26 of the Commodity 
Exchange Act, as recently amended by 
Congress, confirms the Commission's 
authority to establish a schedule of fees 
for services rendered and activities 
performed by the Commission in 
conjunction with its administration and 
enforcement of the Act. In amending 
section 26, Congress specifically 
intended the Commission to establish a 
schedule of fees for: (1) Audits of firms 
which are not members of contract 
markets or a registered futures 
association; (2) rule enforcement 
reviews and financial reviews of 
contract markets and registered futures 
associations; (3) initial and renewal 
registrations; (4) contract market 
on se te (5) reparations fees; (6) 
Commission (7) Freedom 
of Information Act requests; and (8) 
transcripts of Commission meetings. 


rulemakings, concerning 
registration and fees for applications for 
contract market designation, were 
recently completed. 48 FR 38214 (Aug. 
23, 1983); 48 FR 34732 (Aug. 1. 1983}. 
Proposals regarding filing fees for 
reparation complaints and fees for 
request for Commission records, reports 
and transcripts are pending. The 
Commission intends to take final action 
on these pending proposals, and issue 
proposals regarding other service fees, 
in late 1983. 

Timetable: NPRM, 48 FR 25218 (June 6, 
1983) (fees for filing reparation 
complaints); NPRM, 48 FR 34971 (Aug. 2, 
1983) (fees for requests for Commission 
records, reports and transcripts); Final 
action on the foregoing proposed service 
fees, and NPRM regarding other fees, 
expected in late 1983. 


9. Title: Regulation of Leverage 
Transactions 


Agency Contact: David R. Merrill, 
Assistant General Counsel, Office of the 
General Counsel, Commodity Futures 
Trading Commission, 2033 K Street, 
ae Washington, D.C. 20581 (202) 254- 


"Effects on Small Business: None. 

CFR Citation: 17 CFR Part 31. 

Legal Authority: Section 8a and 19 of 
the Commodity Exchange Act, 7 U.S.C. 
12a and 23 (1982). 

Abstract: The Commission has 
proposed rules to govern certain 
leverage transactions. These proposed 
rules concern registration, requirements 
for the segregation of funds, issuance of 


A moratorium on the entry of new 
firms into the gold and silver leverage 
business which were not in that 
business on June 1, 1978, has been in 
effect since January 4, 1979. That 
moratorium, as well as a similar existing 
moratorium relating to leverage 
transactions in commodities other than 
gold and silver, are being considered in 
the context of the Commission's 
leverage rulemaking. 

Timetable: NPRM, 48 FR 28668 (June 
23, 1983); Comment period, June 23, 
1983-August 22, 1983; Final action 
expected in late 1983. 


10. Title: Revision of Rule> Relating to 
Reparation Proceedings 

Contact: Edward S. 
Geldermann, Attorney, Office of 
General Counsel, Commodity Futures 
Trading Commission, 2033 K Street, 
NW., Washington, D.C. 20581 (202) 254— 
9880. 

Effects on Small Business: Not 
applicable. 

CFR Citation: 17 CFR Part 12. 

Legal Authority: Sections 8a(5) and 
14(b) of the Commodity Exchange Act, 7 
U.S.C. 12a{5) and 18{b) (1982). 

Abstract: Section 14({b) of the 
Commodity Exchange Act, as recently 
amended by the Futures Trading Act of 
1982, authorizes the Commission to 
“promulgate such rules, regulations, and 
orders as it deems necessary or 
appropriate for the efficient and 
expeditious administration of [section 14 
of the Act].” The effective date of this 
amendment to section 14{b} was May 11, 
1983. 

Pursuant to section 14{b}, as amended, 
the Commission has proposed revisions 
to its rules relating to reparation 
proceedings to produce greater 
efficiency in the review and processing 
stages of the proceeding, and to 
expedite the final disposition of 
reparation claims. Among the proposed 
revisions are: (1) In addition to the 
existing summary and oral hearing 
procedures, instituting a voluntary 
decisional procedure, analogous to 
commercial arbitration, that would 
result in an expeditious, final, and 
unappealable decision; (2} changing 
from $5,000 to $10,000 the monetary 
ceiling on claims that could be heard 
pursuant to the Commission's summary 
procedure; (3) in cases where an oral 
hearing may be afforded. creating the 
position of “Proceedings Officer,” an 
employee of the Commission who would 
assist in preparing a case record for a 
hearing by an Administrative Law 
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Judge; and, (4) dismissing, rather than 
staying, a reparation proceeding as to 
respondents who are in receivership or 
bankruptcy or as to which 
an arbitration or civil court proceeding 
based on the same set of facts was 
pending at the time the reparation 
complaint was filed. The Commission 
also invited public comment on any 
suggested that would simplify 
the Reparation Rules and improve or 
expedite the reparations jure. 
Timetable: ANPRM, 48 FR 6720 (Feb. 
15, 1983); NPRM, 48 FR 25218 (June 6, 
1983); Final action expected in late 1983. 


11. Title: Large Trader Reporting to 
Exchanges 


Contact: Lamont L. Reese, 
Division of Economics and Education, 
Commodity Futures Trading 
Commission, 2033 K Street, NW., 
Washington, D.C. 20581 (202) 254-3310. 

Effects on Small Business: Not 
applicable. 

CFR Citation: 17 CFR Parts 15, 16, 17, 
18 and 21. 

Legal Authority: Sections 4g, 4i, 5(d) 
and 8a(5) of the Commodity Exchange 
Act, 7 U.S.C. 6g, 6i, 7(d) and 12a(5) 
(1982). 

Abstract: The Commission has 
proposed a rule which would require 
exchanges to collect, process and 
forward to the Commission, in machine 
readable form, information which the 
Commission currently collects from 
futures commission merchants and 
foreign brokers on series’ 01 reports and 
form 102. The rule is intended to 
enhance effective market surveillance 
programs by the exchanges and to 
alleviate, to some extent, the duplicative 
reporting burden currently imposed on 
some exchange member firms. 

Timetable: NPRM, 45 FR 57141 (Aug. 
27, 1980); Final action expected in 1984. 


12. Title: Criteria for Determining 
Whether a Board of Trade Meets the 
Economic Purpose and Public Interest 
Tests for Contract Market Designation 


Contact: Paul M. Architzel, 
Chief Counsel, Division of Economics 
and Education, Commodity Futures 
Trading Commission, 2033 K Street, 
i Washington, D.C. 20581 (202) 254— 


o Eftects on Small Business: No 
significant impact on small entities 
anticipated.® 


* The Commission has previously determined that 
designated contract markets, registered futures 
commission merchants and commodity pool 
operators, and large traders are not “small entities” 
for purposes of the Regulatory Flexibility Act, 5 
U.S.C. 601, et seg. See 47 FR 18618 (Apr. 30, 1982). 
See also note 2 supra. In light of the Commission's 
definitions of small entity, it is not anticipated that 


CFR Citation: 17 CFR Part 5, Appendix 
A. 

Legal Authority: Sections 2(a), 5, 5a, 
and 6 of the Commodity Exchange Act, 7 
U.S.C. 2, 7, 7a and 8 (1982). 

Abstract: Section 218 of the Futures 
Trading Act of 1982 amends section 6 of 
the Commodity Ex: Act by 
providing a time limitation during which 
the Commission must approve or deny 
an application for designation as a 
contract market. The statute includes a 
provision staying this time period where 
an application is materially incomplete. 
In addition, section 101 of the Futures 
Trading Act of 1982 provides a 
specialized ure and requirements 
for the designation of futures contracts 
based on stock indices or options 
thereon. The Commission will consider 
whether, in light of these new 
provisions, amendments to Guideline 
No. 1, which provides criteria by which 
the Commission determines whether a 
board of trade has complied with the 
economic and public interest 
requirements for contract market 
designation, are appropriate. 

Timetable: NPRM, if any, 
undetermined. 


13. Title: Speculative Position Limits 


Contact: Paul M. Architzel, 
Chief Counsel, Division of Economics 
and Education, Commodity Futures 
Trading Commission, 2033 K Street, 
pe Washington, D.C. 20581 (202) 254— 


ye on Small Business: No 
significant impact on small entities 
anticipated.’ 

CFR Citation: 17 CFR Parts 1 and 150. 

Legal Authority: Section 4a of the 
Commodity Exchange Act, 7 U.S.C. 6a 
(1982). 

Abstract: Section 4a of the Commodity 
Exchange Act was recently amended by 
section 205 of the Futures Trading Act of 
1982 to provide that it is a violation of 
the Commodity Exchange Act for any 
person to violate any bylaw, rule, 
regulation, or resolution of any contract 
market which fixes speculative position 
limits. Rules relating to Commission set 
speculative position limits will be 
considered in light of these amendments 


to the Act.® 


Timetable: NPRM, if any, expected in 
1984. 


rules which primarily will impact those entities will 
have a significant economic impact on a substantial 
number of small entities. See 5 U.S.C. 605{b). 

7 See note 6, supra. 

*In addition, the Futures Trading Act of 1982 
amended section 4a of the Act, 7 U.S.C. 6a {1982}, to 
give the Commission additional authority with 
respect to speculative position limits. 


14. Title: Special Calls for Futures and 
Options Information 


Agency Contact: Paul M. Architzel, 
Chief Counsel, Division of Economics 
and Education, Commodity Futures 
Trading Commission, 2033 K Street, 
NW., Washington, D.C. 20581 (202) 254— 
6990. 

Effects on Small Business: None. 

CFR Citation: 17 CFR Part 21. 

Legal Authority: Sections 4c, 4f, 4g, 4i, 
5(b) and 8a(5) of the Act, 7 U.S.C. 6c, 6f, 
6g, 6i, 7(b) and 12a(5) (1982). 

Abstract: The Commission has 
proposed to amend Rule 21.02, 17 CFR 
21.02, to require that for futures and/or 
option accounts futures commission 
merchants, members of contract 
markets, foreign brokers, and, for 
options, contract markets provide to the 
Commission upon special call the phone 
numbers of persons for whom they carry 
accounts. The Commission is also 
proposing to amend Rule 21.02 by 
adding a new paragraph which would 
permit the Commission to issue 
abbreviated special calls. These 
abbreviated calls would require that the 
response be in machine readable form. 
The Commission believes that this 
proposed amendment will benefit both 
the Commission and the reporting 
entities. The Commission will benefit by 
receiving the required information in 
compatible machine readable form, and 
in a format which enables the 
Commission readily to process the 
information. Reporting entities will 
benefit from the decreased amount of 
information which is required to be 
reported under the new rule. The 
proposed amendment includes an 
exemptive provision for those reporting 
entities which are technologically 
unable to meet the requirement that the 
information be supplied in machine 
readable form. 

Timetable: NPRM, 48 FR 32188 (July 
14, 1983); Final action expected in fall 
1983. 


15. Title: Regulation of Domestic 
Exchange-Traded Commodity Option 
Transactions: Refinement of Existing 
Regulations 

Agency Contact: Theodore W. Urban, 
Deputy Director, Division of Trading and 
Markets, Commodity Futures Trading 
Commission, 2033 K Street, NW., 
Washington, D.C. 20581 (202) 254-9880. 

Effects on Small Business: No 
significant impact on small entities 
anticipated.® 


* See note 6, supra. 
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Legal Authority: Section 4c{c) of the 
Commodity Exchange Act, 7 U.S.C. 6c{c) 


of a registrant. In light of the adoption of 
the recent amendments to section 8a(2)- 


of the rule to determine whether any 
amendments to the rule should be 
proposed. In addition, the Commission is 
considering whether any alternatives to 
reregistration may be more effective in 


significant impact on small entities 
anticipated. 

CFR Citation: 17 CFR Part 4. 

Legal Authority: Sections 2(a)(1) and 
8a of the Commodity Exchange Act, 7 
U.S.C. 2{a)(1) and 12a (1982). 

Abstract: 


In connection with the 
Commission's recent reauthorization, 
the Senate Committee on Agriculture, 

recommended 


entities, that met certain criteria, from 
the commodity pool operator (“CPO”) 
definition contained in section 2({a)(1) of 
the Act, unless these entities have other 
attributes or features that would 
warrant their regulation as a CPO. 
These entities include an entity 
regulated under the Investment 
Company Act of 1940, an insurance 
company, a bank or trust company 
acting in its fiduciary capacity and 
subject to regulation by any state or the 
United States, and a defined benefit 
plan that is subject to the Employee 
Retirement Income Security Act of 1974 
and is insured by the Pension Benefit 
Guaranty Corporation. See S. Rep. No. 
97-384, 97th Cong., 2d Sess. 80 (1982). 
Accordingly, the Commission is in the 
process of drafting such a rule. 

Timetable: NPRM expected in late 
1983. 


18. Title: 
the Commission’s Regulations 
by the Futures Trading Act of 1982 
Agency Contact: Nancy E. Yanofsky, 
Attorney, Office of General Counsel, 
Commodity Futures Trading 
Commission, 2033 K Street, NW., 
Washington, D.C. 20581 (202) 254-9880. 
Effects on Small Business: 
Undetermined. 
CFR Citation: 17 CFR Ch. 1. 


Amendments to 


® See note 6, supra. 


: The Commodity 
Act, 7 U.S.C. 1, et seg. (1982), 

and the Futures Trading Act of 1982, 
Pub. L. No. 97-444, 96 Stat. 2294 (1983). 

Abstract: As discussed above, 
Congress enacted the Futures Trading 
Act of 1962 on January 11, 1983 (“1982 
Amendments”). The 1982 Amendments 
contain numerous provisions which will 
require the Commission to promulgate 
conforming amendments to its 
regulations. Over the course of the next 
year, the Commission intends to review 
and take appropriate action with respect 
to all of tis existing rules to ensure that 
they are consistent with the 1962 
Amendments." 

Timetable: Action expected in 1983 
and 1984. '? 


Il. COMPLETED ACTIONS 


1. Title: Registration of Introducing 
Brokers and Associated Persons of 


Introducing Brokers, Commodity 
Trading Advisors and Commodity Pool 
Operators, and Related Regulations. 

Agency Contact: Kenneth M. 
Rosenzweig, Associate Director, or 
Lawrence B. Patent, Special Counsel, 
Division of Trading and Markets, 
Commodity Futures Trading 
Commission, 2033 K Street, NW.., 
Washington, D.C. 20581 (202) 254-8955. 

Effect on Small Business: Rules as 
adopted are intended to minimize any 
impact on small entities. 


"1 In addition to the items discussed above, the 


pursuant 
610 of the Regulatory Flexibility Act, 5 U.S.C. 610, 
Ke 
Commission will commence review of its rules in 
November, 1985. 46 FR 29952 (June 4, 1961). 


persons 

information), and 237 (regulatory 2 

National Futures Association), 96 Stat. 2300, 2324— 

25, 2325 and 2325-26 (1983). Some of these studies 
for the 
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Action: Final rules, 48 FR 35248 
(August 3, 1983). 


2. Title: Regulations Pertaining To 
Arbitration. 


Agency Contact: Robert H. Rosenfeld, 
Esquire, Division of Trading and 
Markets, Commodity Futures Trading 
Commission, 2033 K Street, NW., 
Washington, D.C. 20581 (202) 254-8955. 

Effect on Small Business: None. 

Action: Final rules, 48 FR 22136 (May 
17, 1983). In addition, the Commission 
has proposed to amend regulation 180.3 
to extend the requirements of that rule 
to introducing brokers, commodity pool 
operators and commodity trading 
advisors and make clear that the rules 
apply to the associated persons of such 
registrants. 48 FR 22167 (May 17, 1983). 


3. Title: Monthly and Confirmation 
Statements 


Contact: Paul Thompson, 

Esquire, Division of Trading and 
Markets, Commodity Futures Trading 
Commission, 2033 K Street, NW., 
Washington, D.C. 20581 (202) 254-8955. 

Effect on Small Business: None. 

Action: Final rules, 48 FR 28631 (June 
23, 1983). 


4. Title: Registered Futures Associations; 
Mandatory Membership for Futures 
Commission Merchants. 


Contact: Karen Matteson, 

Esquire, Division of Trading and 
Markets, Commodity Futures Trading 
Commission, 2033 K Street, NW., 
Washington, D.C. 20581 (202) 254-8955. 

Effect on Small Business: None. 

Action: Final rules, 48 FR 26304 (June 
7, 1983). 


5. Title: Service Fees 


Agency Contact: Donald L. Tendick, 
Acting Executive Director, Commodity 
Futures Trading Commission, 2033 K 
Street, NW., Washington, D.C. 20581 
(202) 254-7556. 

Effect on Small Business: None. 

Action: Final rules, 48 FR 38214 (Aug. 
23, 1983) (fees for applications for 
contract market designation), 48 FR 
34732 (Aug. 1, 1983) (fees for 
registration). 

Ill. PUBLIC COMMENT 


The Commission invites public 
comment on its agenda. 

Issued in Washington, D.C., on August 26, 
1983, by the Commission. 
Jane K. Stuckey, 


. Secretary to the Commission. 


{FR Doc. 63-26331 Filed 10-14-63; &45 am] 
BILLING CODE 6351-01-™ 
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Senoune QOn- 


Asbestos in selected consumer 


Consumer Product Safety 
Washington, D.C. 20207 (202) 634-7780. 
For further information regarding a 
particular item on the agenda, consult 
the individual listed in the column 
headed “Contact” for that particular 
item. 


SUPPLEMENTARY INFORMATION: 
The Regulatory cosa dor (5 U.S.C. 
i 


governmen: 
small entities. Section 602 of the Act (5 
U.S.C. 602) requires each agency to 


summary 

basis for each agenda item and a 

schedule for acting on each item as well 

eee 
official knowledgeable about the items 

listed. Further, agencies are required to 

provide notice of their agendas to small 


Current and Projected Rulemakings 


seveceecccccscccecsscecescscsccscoees, 


entities and solicit their comments by 
direct notification or by inclusion in 
publications likely to be obtained by 
such entities. 


In addition, President Reagan's 
Executive Order 12291 requires 
executive agencies to publish, twice 
each year, a regulatory agenda of 
proposed regulations under 
development or review and further 
states that such an agenda may be 


t regula 
not oe to follow Executive 
12291, the Commission is complying 
voluntarily with those provisions 


concerning publication of a regulatory 
agenda. 


for a 12-month period anticipated 
regulatory activities under development 
or review. These include all such 
activities, not only those which may 
have a significant economic impact on a 
substantia! number of small entities. 


The agenda contains a brief 
description and summary of each 
regulatory activity, including the 
objectives and legal basis for each; an 
approximate schedule of target dates, 
subject to revision, for the development 
or completion of each activity; and the 
name and telephone number of a 


agenda. All agency contacts have the 
same address: Consumer Product Safety 
Commission, Washington, D.C. 20207. 
DATED: September 20, 1983. 

Sadye E. Dunn, 

Secretary 

Consumer Product Safety Commission. 


products .............. 
Applications SH 82-1 though 30 and SH 83-1 through & requesting ‘exemption of state/local reguations from 
preemption by 16 CFR Part 1212.2 eens = a 
“Hazardous substances labeling requirements 


A eeneecccecceerecseeceecewseccccecesseeccncereceessstcnncseeeeseeceereeseeoesees: 


eens ececcecsceceseccsccecerecessceseeecccweseceeeetsenseweseeeesees. 


~ 
° 


a neecerececcceceserescoeeessscocescesoesceseas 
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Current and Projected Rulemakings—Continued 


products 
Petition AP 83-1. Petition to require labeling of constrained-spring twist-on connectors with aluminum wire 
Requirements for the special packaging of household substances; advance notice of proposed rulemaking and notice 


of opportunity for oral 


Petition AP 83-2. Petition to require a labeling rule for crimp type electrical connectors 


Petition CP 83-1. Petition to establish standards for recuperative gas furnaces to address corrosion of the furnace 


and its venting system 


conducting 
Child-resistant 


packaging requirement containing diphenhydramine . 
Petition HP 83-1. Petition for an exemption from poison prevention packaging requirements for Premarin and Aygestin .. 
residential 


for over-the-counter drug products 


3041-AA30 


Petition HP 83-2. Petition to halt the sale of and ban the use of potassium dichromate products in 


Existing Regulations Under Review 








Completed Actions 





Title 





*Coal and woodburning stoves labeling requirements -- wood heating equipment 
Aiternate apparel test method - enforcement and administrative rule 
Requirements to address strangulation risk presented by toy chests 

Petition AP 80-2. Petition to require labeling of electrical wiring devices. 
Physician drugs samples policy statement 


34 
inte Bir a a em ae a, eek 


* Indicates priority regulation. 


CONSUMER PRODUCT SAFETY COMMISSION (CPSC) 


1. CONSUMER PRODUCT SAFETY 
STANDARD FOR “CHAIN SAWS AND 
THEIR COMPONENT AND 
REPLACEMENT PARTS” 

Priority: Major 

Legal Authority: 15 USC 2058 (a) CPSA 
CFR Citation: 16 CFR Chapter I! 


Abstract: Efforts in 1979 and 1980 to 
develop a voluntary chain saw 
standard were deemed unsuccessful. 
Subsequently, the Commission decided 
that a mandatory standard was needed 
to reduce kickback injuries and that it 
should be developed by the staff. On 
May 11, 1981, the Commission 


Current and Projected Rulemakings 


published a notice of proceeding to 
develop a safety standard. Under - 
amended statutory authority, the 
Commission issued an advance notice 
of proposed rulemaking in May, 1982, 
with a 60-day comment period. 
Commission staff has continued 
working with industry to develop a 





Legal Authority: 5 USC 553(e) Administra- 
tive Procedure Act; 15 USC 2051 Consumer 
Product Safety Act; 15 USC 2058 Consumer 
Product Safety Act 

CFR Citation: Not yet determined 


Abstvact: In correspondence received 
August 19, 1982, the Consumer 
Federation of America (CFA) petitioned 
the Commission to institute a 
mandatory product safety standard to 
limit the amount of formaldehyde that 
could be released from pressed wood 
products made with urea-formaldehyde 
resin. Work on this petition has been 
included within the Commission's 
ongoing priority project on pressed 
wood products. On January 12, 1983, the 
staff briefed the Commission 

the status of this project. A staff 
briefing package on the status of this 
project and on all currently available 
information pertaining to the CFA 
petition will be forwarded to the 
Commission late in FY °83. 
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RIN: 3041-AA03 
RN EEE TR 


4. AMENDMENTS TO CLOTHING 
TEXTILE STANDARD APPAREL 
REVISION 


Legal Authority: 15 USC 1194 FFA 


CFR Citation: 16 CFR 1610.37; 16 CFR 
1610.38 


Abstract: On August 12, 1982, a notice 
was published soliciting comments on 
amendments to regulations 
ting the Standard for the 

Flammability of Clothing Textiles (16 
CFR 1610). The notice proposes that 
persons or firms subject to the 
standard, a) be permitted to devise and 
implement reasonable and 

tative tests to support 
guaranties, b) be exempt from further 
testing requirements to support 
guaranties for fabrics made entirely 
from acrylic, modacrylic, nylon, olefin 
and polyester fibers, and c) the record 
retention period of tests supporting 
guaranties be reduced from three years 
to one year. These amendments would 
reduce industry's testing and 
recordkeeping costs while maintaining 
the level of protection the standard 
affords consumers. 


08/12/62 47 FR 3006 
NPRM Comment 08/12/82 47 FR 3006 
Period Begin 
NPRM Comment 10/12/82 
Period End 


Smaii Entity: No 

Agency Contact: James F. Hoebel, 
Program Manager, Fire and Thermal 
Burn, Consumer Product Safety 
Commission, Office of Program 
Management, Washington, D.C. 20207, 
301 492-6554 


RIN: 3041-AA04 


5. FLAMMABILITY CLASSIFICATION 
REGULATIONS 


Legal Authority: 15 USC 1261() FHSA; 
15 USC 1269 (a) FHSA 


CFR Citation: 16 CFR 1500.3(b)(10); 16 
CFR 1500.3(c)(6); 16 CFR 1500.43 
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“combustible” for purposes of labeling 
household substances which may 


compatible with flammability tests used 
by other Federal agencies. 


Legal 15 USC 1193 FFA; 15 
USC 1194 FFA 


CFR Citation: 16 CFR 1610; 16 CFR 1611 


Abstract: Clarifying amendments were 
proposed in 1981 to resolve questions 
which have arisen about interpretation 
of the standards and their applicability 
to various products, including 
multilayer fabrics with an outer layer of 
film or coated fabric, such as those 
used for disposable diapers. On Feb. 24, 
1982, the Commission published a final 
amendment to the regulation to exempt 
plastic film used as the outer layer of a 
disposable diaper from any requirement 
for separate testing if a full thickness of 
the assembled article passes the test in 
the applicable standard. A notice to 
extend the period for receipt of written 
comments on all remaining issues was 
published at the same time. 


Date FR Cite 
NPRM 02/24/82 47 FR 01836 


NPRM Comment 02/24/82 47 FR 01836 
Period Begin 


NPRM Comment 05/25/82 
Period End 


Next Action Undetermined 
Small Entity: No 

Affected Sectors: 22 TEXTILE MILL 
ae saaiaioee iene 


ISHED PRODUCTS MADE FROM FABRICS 
AND SIMILAR MATERIALS; 26 PAPER AND 
PRODUCTS 


STANDARDS 


Legal Authority: 15 USC 1194 FFA 
CFR Citation: 16 CFR 1615.64; 16 CFR 


- 1616.65 


Abstract: Dec. 11, 1981 a decision of 
U.S. Court of Appeals for the Fourth 
Circuit in National Knitwear 
Manufacturers Association v. CPSC, 666 
F. 2d 81, set aside the Commission's 
statements of policy on the applicability 
of the children’s sleepwear standards 
for procedural reasons. Since the 
enforcement policy statement serves a 
useful purpose both for industry and the 
agency, the Commission has published 
a proposal for a replacement 
enforcement policy statement. The 
Commission will consider comments 
received in response to the proposal 
and decide whether to issue the policy 
statements on a final basis. 


Timetable: 

Action Date 

NPRM 02/24/83 

NPRM Comment 02/25/83 
Period Begin 

NPRM Comment 04/22/83 
Period End 

Next Action Undetermined 

Smail Entity: No 

Agency Contact: Elizabeth J. Gomilla, 

Compliance Officer, Consumer Product 

Safety Commission, Compliance & 

Administrative Litigation, Washington, 

DC 20207, 301 492-6400 

RIN: 3041-AA10 


FR Cite 


Current and Projected Rulemakings 


8. ASBESTOS IN SELECTED 
CONSUMER PRODUCTS 


: 15 USC 1261 et seq 
; 15 USC 2058 CPSA; 15 USC 2080(b) 
CPSA 
CFR Citation: Not yet determined 


Abstract: Hazard information shows 


January 1983 and delivered its report in 
July 1983. Based on the findings of the 
Panel, the Commission will decide in 
first quarter FY 1984 what additional 
regulatory activity, including an 
ANPRM, may be appropriate. 
Timetable: 
Action 


ANPRM 

Invite CHAP 
members 
suggestions 

Next Action Undetermined 

Smail Entity: Undetermined 

Agency Contact: Sandra Eberle, Project 

Manager, Consumer Product Safety 

Commission, Directorate for Health 


Sciences, Washington, DC 20207, 301 
492-6957 


RIN: 3041-AA11 


10/17/79 44 FR 60057 
04/22/82 47 FR 17323 


PREEMPTION BY 16 CFR PART 1212 


Legal Authority: 15 USC 2075(c) CPSA 
CFR Citation: 16 CFR 1212 


Abstract: Forty-four applications have 
been received from state and local 
government officials since February 22, 
1982. These applications all request 
exemption from preemption by the 
CPSC standard for unvented gas space 
heaters (16 CFR Part 1212). If the 
Commission grants one or more of 
these petitions, it will initiate a 
rulemaking ing. On March 30, 
1983, the staff briefed the Commission 
on various options which could be 
considered in reaching a final decision 
on these applications. On May 26, 1983, 
the Commission directed the staff to 
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Legal Authority: 15 USC 1269(a) FHSA 
CFR Citation: 16 CFR 1500.121 


form suitable for household use. 
Timetabie: 
Action Date FR Cite 
NPRM 


12/13/78 43 FR 58195 
NPRM Comment 12/13/78 43 FR 58195 
Begin 


11. MATTRESS FLAMMABILITY 
STANDARD 


Legal = 15 USC 1193 FFA; 15 
USC 1194 FFA 


CFR Citation: 16 CFR 1632 


Abstract: An ANPRM has been 
Taian aise 

ble amendments to the mattress 
counshiiteatendaa ta rentite ont 
reduce the testing requirements and to 
clarify other provisions. These 
amendments are intended to reduce 
industry’s testing and recordkeeping 
costs while maintaining the level of 
protection the standard affords 
consumers. As a result of comments 
received, additional data is being 
gathered relating to compliance with 
the standard. 


Timetabie: 
Action Date FR Cite 


ANPRM .06/10/82 47 FR 25159 
ANPRM Comment 06/10/82 47 FR 25159 
Period Begin 
ANPRM Comment 08/09/82 
Period End 
5 aie 
Decision on 
Proposed 
Amendments 


Small Entity: Yes 


Affected Sectors: 25 FURNITURE AND 
FIXTURES 


Agency Contact: James F. Hoebel, 
Program Manager, Fire and Thermal 
Burn, Consumer Product Safety 
Commission, Office of Program 
Management, Washington, DC 20207, 
301 492-6554 


12/00/83 


RIN: 3041-AA16 
12. HAZARDOUS DYES IN CONSUMER 
PRODUCTS 


Legal Authority: 15 USC 2051 et seq 
CPSA; 15 USC 1261 et seq FHSA 


CFR Citation: Not yet determined 


Abstract: Hazard information shows 
that benzidine congener dyes may 
present a carcinogenic hazard. The 
review and testing of potentially 
hazardous dyes and consumer exposure 
to these dyes began in FY 1983, and 
will continue in 1984. More than 20 
dyes were studied in FY ‘83; an 
additional 10 to 15 will be analyzed in 
FY ’’84. Remedial action will be 
recommended when appropriate. 


Current and Projected Rulemakings 


Timetabie: 
Action 


Next Action Undetermined 
Small Entity: Undetermined 


Safety Commission, Directorate for 
Health Sciences, Washington, DC 20207, 
301 492-6957 


RIN: 3041-AA17 


13. PETITION AP 83-1. PETITION TO 
REQUIRE LABELING OF 
CONSTRAINED-SPRING TWIST-ON 
CONNECTORS WITH ALUMINUM 
WIRE 


Legal Authority: 15 USC 2076(e) CPSA 
CFR Citation: Not yet determined 


Abstract: In correspondence dated 
December 1, 1982, Dr. Jesse Aronstein 
petitioned the Commission to issue a 
regulation that would require the 
labeling of electrical wiring connectors 
of the constrained-spring twist-on type 
as to hazardous performance when 
connected to aluminum wiring. If the 
Commission grants the petition, it will 
begin a rulemaking proceeding to issue 
the rule requested by the petition. 


Program 

Consumer Product Safety Commission, 
Office of Program Management, 
Washington, D.C. 20207, 301 492-6554 


RIN: 3041-AA21 


Legal Authority: PL 91-601; 15 USC 1472 
PPPA 


CFR Citation: 
1700.29 


Abstract: On January 19, 1983 the 
Commission published an Advanced 
Notice of Proposed Rulemaking 
soliciting comments on ways to amend 
the existing child resistant packaging 
requirements to improve the 


16 CFR 1700.20; 16 CFR 
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CPSC 


effectiveness and efficiency of these 
requirements 


01/19/83 48 FR 2389 
ANPRM Comment 01/19/83 48 FR 2389 


Timetable: 
Action 
ANPRM 


Safety Commission, Directorate for 
Health Sciences, Washington, D.C. 
20207, 301 492-6957 


RIN: 3041-AA22 


15. @PETITION AP 83-2. PETITION TO 
REQUIRE A LABELING RULE FOR 
CRIMP TYPE ELECTRICAL 
CONNECTORS 

Legal Authority: 15 USC 2076(e) CPSA; 5 
USC 553(e) APA 

CFR Citation: 00 CFR Not Yet Determined 
Abstract: In correspondence dated May 
1, 1983, Dr. Jesse Aronstein petitioned 
the Commission to issue a regulation 
that would require the labeling of 
electrical wiring connectors of the 
hand-tool crimp type delineating the 
applications for which the manufacturer 
considers the connectors to be suitable 
and would provide a warning regarding 
possible hazardous consequences if 
used in non-rated applications. If the 
Commission grants the petition, it will 
initiate a rulemaking proceeding to 
issue the rule requested by the petition. 


Program Manager, Consumer Product 
Safety Commission, Office of Program 
Management, Washington, D.C. 20207, 
301 492-6554 


RIN: 3041-AA26 


Legal Authority: 5 USC 553(e) APA; 15 
USC 2056 CPSA; 15 USC 2058 CPSA 
CFR Citation: 00 CFR Not Yet Determined 


Abstract: In dated 
April 7, 1983, the City of Cincinnati 
(Ohio), Department of Buildings and 
Inspections petitioned the Commission 
to establish safety standards to address 
the risk of injury associated with 
combustion products, possibly including 
carbon monoxide entering the living 
space of homes where recuperative gas 
furnaces are installed. If the 
Commission grants the petition, it will 
begin a rulemaking proceeding to issue 
the standard requested by the petition. 
Timetable: 


Action 
Next Action Undetermined 
Small Entity: Undetermined 


Agency Contact: John Liskey, Program 
Manager, Consumer Product Safety 
Commission, Office of Program 
Management, Washington, D.C. 20207, 
301 492-6554 


o 


RIN: 3041-AA27 


17. @PETITION FP 83-1. PETITION TO 
REQUIRE THAT ALL WELT CORD 


Legal 2 5 USC 553(e) APA; 15 
USC 1193 FFA 


CFR Citation: 00 CFR Not Yet Determined 


Abstract: In correspondence dated June 
15, 1983, the Citizens Committee for Fire 
Protection petitioned the Commission to 
issue a flammability standard to require 
that all welt cord manufactured for use 
in upholstered furniture must be heat 
conducting. If the Commission grants 
= petition, it will begin a rulemaking 

to issue the rule requested 
& the petition. 


FR Cite 


REQUIREMENT FOR OVER-THE- 
COUNTER DRUG PRODUCTS 
CONTAINING DIPHENHYDRAMINE 


Legal Authority: 15 USC 1471 PPPA 
CFR Citation: 16 CFR 1700.14{a) 


Abstract: An evaluation of medical and 


antihistamine which is sold over-the- 
counter, may cause serious illness or 


resistant packaging for guen-tho-coutier 


drug products containing 
diphenhydramine will reduce the risk of 
accidental childhood ingestion of toxic 
amounts of this substance. 

Timetable: 

Date FR Cite 


07/11/83 48 FR 31664 

Comment 07/11/83 48 FR 31664 
Period Begin 
NPRM Comment 09/09/83 

Period End 
Gonaiien 

Decision on 

Final Regulation 
Smaii Entity: No 
Agency Contact: Virginia White, Senior 
Project Manager, Consumer Product 
Safety Commission, Directorate for 
Health Sciences, Washington, D.C. 
20207, 301 492-6957 


RIN: 3041-AA29 


Action 
NPRM 
NPRM 


11/00/83 


Legal Authority: 15 USC 1474 PPPA 
CFR Citation: 16 CFR 1702 

Abstract: In correspondence dated May 
20, 1983, Ayerst Laboratories petitioned 
the Commission for an exemption from_ 
poison prevention packaging 
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16 CFR 1303: 16 CFR 1304: 16 CFR 1305: 
16 CFR 1401; ... 


Acts administered by the Commission. 
The Commission will review these rules 
to determine if they should be revoked, 


CFR Citation: 00 CFR Not Yet Determined 


Abstract: In received 
April 26, 1983, from Public Citizen 
Health Group, the Commission was 
petitioned to initiate rulemaking to ban 
the use and sale of potassium 
dichromate products for use in 
residential humidifiers. If the 
Commission grants the petition, it will 
begin a rulemaking proceeding to issue 
the standard requested by the petition. 
Timetable: 


Action Date 


Next Action Undetermined 
Small Entity: Undetermined 


Agency Contact: Virginia White, Senior 
Project Manager, Consumer Product 
Safety Commission, Directorate for 
Health Sciences, Washington, D.C. 
20207, 301 492-6957 


RIN: 3041-AA31 


amended or continued in effect without 

change. 

Timetabie: 

Action 

Notice to solicit 
comments 

Public Comment 
Period Ends 

End Review 00/00/00 

Next Action Undetermined 

Smaii Entity: Yes 

Agency Contact: Allen Brauninger, 

Attorney, Consumer Product Safety 

Commission, Office of General Counsel, 

Washington, D.C. 20207, 301 492-6960 


RIN: 3041-AA19 


Date 
10/30/82 


FR Cite 


12/20/82 


23. RULE REVIEW 


Legal Authority: 5 USC 610 RFA; 15 USC 
1193 FFA; 15 USC 1194 FFA; 15 USC 2079 
CPSA 


Current and Projected Rulemakings 


21. @PETITION HP 62-1. PETITION TO 
DECLARE VOLATILE NITRITES 
BANNED HAZARDOUS SUBSTANCES 


Legal Authority: 15 USC 1261 FHSA . 
CFR Citation: 00 CFR Not Yet Determined 


Abstract: In co received 
September 13, 1982, Dr. Ronald Wood, 
Univ. of Rochester Medical School, 
petitioned the Commission to declare 
room odorizers containing volatile 
nitrites (i.e., butyl nitrite and iso-butyl 
nitrite) hazardous substances 
under the Federal Hazardous 
Substances Act. If the Commission 
grants the petition, it will begin a 
rulemaking proceeding to issue the rule 
requested by the petition. 

Timetabie: 


Action 
Next Action Undetermined 
Small Entity: Undetermined 


Agency Contact: Moira A. McNamara, 
Consumer Product Safety Commission, 
Directorate for Health Sciences, 
Washington, D.C. 20207, 301 492-6957 


RIN: 3041-AA32 


Existing Regulations Under Review 


CFR Citation: 16 CFR 1602; 16 CFR 1604; 
16 CFR 1605;.16 CFR 1607; 16 CFR 1608; 
16 CFR 1610; 16 CFR 1611; 16 CFR 1615; 
16 CFR 1616; 16 CFR 1630; 16 CFR 1631; 
16 CFR 1632 . 


Abstract: The Commission plans to 
publish a Federal Register Notice listing 
twelve (12) rules and standards issued 
under the Flammable Fabrics Act, and 
soliciting comments on those rules. The 
Commission will review these rules 
under provisions of the Regulatory 
Flexibility Act to determine if the rules 
should be revoked, amended, or 
continued in effect without changes. 
Timetable: 

Action 


Date FR Cite 
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Washington, D.C. 20207, 301 492-6980 
RIN: 3041-AA20 


24. @SAFETY STANDARD REQUIRING 
OXYGEN DEPLETION SAFETY 
SHUTOFF SYSTEMS (ODS) FOR 
UNVENTED GAS-FIRED SPACE 
HEATERS; PROPOSED REVOCATION 


Legal Authority: 15 USC 2058(n) 
CFR Citation: 16 CFR 1212 


Abstract: On May 26, 1983 the 
Commission directed the staff to initiate 
a rulemaking proceeding to revoke the 
safety standard for unvented gas-fired 
space heaters (16 CFR Part 1212). The 
Commision is proposing this revocation 
because it has preliminarily determined 
that the standard is not reasonably 
necessary to eliminate or reduce an 
unreasonable risk of injury by carbon 
monoxide poisoning associated with 
unvented gas-fired space heaters. A 
decision on 44 applications from local 
and state governments requesting 
exemption from preemption by the 
CPSC standard for unvented gas-fired 
space heaters has been deferred until 
the Commission takes final action in 
the revocation proceeding. A 
Commission meeting is scheduled for 
September 22, 1983 to decide on 
publication of a Federal Register Notice 
proposing revocation of 16 CFR Part 
1212. 


Date FR Cite 


10/00/83 
Small Entity: No 
Agency Contact: John F. Liskey, 
Program Manager, Consumer Product 
Safety Commission, Office of Program 
Management, Washington, D.C. 20207, 
301 492-6554 


RIN: 3041-AA23 


25. @RULE REVIEW 


Legal Authority: 5 USC 610 Regulatory 
Flexibility Act; 15 USC 1471 PPPA 


CFR Citation: 16 CFR 1700; 16 CFR 1701: 
16 CFR 1702; 16 CFR 1704 


Abstract: The Commission plans to 
publish a Federal Register Notice listing 
four (4) rules and standards issued 
under the Poison Prevention Packaging 
Act, and soliciting comments on those 


rules. The Commission will review 
these rules under the provisions of the 
Regulatory Flexibility Act to determine 
if the rules should be revoked, 
amended, or continued in effect without 
changes. 


Timetabie: 
Action 


Notice to solicit 
comments 
Public Comment 03/02/84 
Period Ends 
Small Entity: Yes 
Agency Contact: Allen Brauninger, 
Attorney, Consumer Product Safety 
Commission, Office of General Counsel, 
Washington, D.C. 20207, 301 492-6980 


RIN: 3041-AA24 


Date 
12/30/83 


26. @RULE REVIEW 


Legal Authority: 5 USC 610 Regulatory 
Flexibility Act; 15 USC 1261 FHSA 

CFR Citation: 16 CFR 1500; 16 CFR 1501; 
16 CFR 1505; 16 CFR 1507; 16 CFR 1508; 
16 CFR 1509; 16 CFR 1510; 16 CFR 1511; 
16 CFR 1512 


Abstract: The Commission plans to 
publish a Federal Register Notice listing 
nine (9) rules and standards issued 
under the Federal Hazardous 
Substances Act, and soliciting 
comments on those rules. The 
Commission will review these rules 
under provisions of the Regulatory 
Flexibility Act to determine if the rules 
should be revoked, amended, or 
continued in effect without changes. 


Timetable: 
Action 
Notice to solicit 
comments 
Public Comment 03/02/84 
Period Ends 
Small Entity: Yes 
Agency Contact: Allen Brauninger, 
Attorney, Consumer Product Safety 


Commission, Office of General Counsel, 
Washington, D.C. 20207, 301 492-6980 


RIN: 3041-AA25 





Date 
12/30/83 


FR Cite 


27. @SELF-PRESSURIZED CONSUMER 
PRODUCTS CONTAINING 
CHLOROFLUOROCARBONS -- 
SUBMISSION OF PERFORMANCE AND 
TECHNICAL DATA TO THE 
COMMISSION 


Legal Authority: 15 USC 2076(e) 
CFR Citation: 16 CFR 1401.4 


Existing Regulations Under Review 


Abstract: The existing tion 
requires that performance and technical 
data be submitted to the Commission 
by manufacturers of self-pressurized 
consumer products containing 
chlorofluorocarbons. The Commission 
will be considering revocation of this 
requirement because the products 
affected are mostly banned by the 
Environmental Protection Agency. The 
alternative is to keep the requirement in 
effect. Any action will be based on as- 
yet-undetermined analyses of the 
various costs and benefits associated 
with the alternatives. 


Timetable: 
Action 


End Review 12/30/83 
NPRM 12/30/83 


Small Entity: Undetermined 
Government Levels Affected: Federal 
Agency Contact: Harleigh Ewell, 
Attorney-Advisor, Consumer Product 


Safety Commission, OGC, Washington, 
D.C. 20207, 381 492-6980 


RIN: 3041-AA33 


Date FR Cite 


28. @EXEMPTION FOR UNLABELED 
CONTAINERS 


Legal Authority: 5 USC 553; 15 USC 
1262 


CFR Citation: 16 CFR 1500.84 


Abstract: The Commission will be 
considering revocation of an exemption 
provision that covers the shipment of 
unlabeled containers from a packaging 
to a labeling firm. The exemption may 
be unnecessary because the 
Commission staff is not aware of any 
such shipments. In addition, such a 
shipment would not violate the 
provisions of the applicable statute, the 
Federal Hazardous Substances Act. 


The alternative being considered is to 
leave the exemption in effect, but no 
costs or benefits are expected to be 
associated either with the revocation or 
with leaving the exemption in effect. 
Timetable: 
Action Date 
NPRM Comment 12/30/83 

Period Begin 
NPRM Comment 

Period End 
Next Action Undetermined 
Smaii Entity: No 


Public Compliance Cost: initial Cost: $0; 
Yearly Recurring Cost: $0 





FR Cite 





1/30/84 
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Authority: 15 USC 1261(f)1(0); 15 
1262(e(1); 15 USC 2079%a); 15 USC 
1261(qX1a); 15 USC 1261(s) 


CFR Citation: 16 CFR 1500.18(a)(5); 16 
CFR 1500.86(a)(6) 


will be based on as-yet-undetermined 
analyses of the various costs and 


CONSUMER PRODUCT SAFETY COMMISSION (CPSC) 


Final Action - the 05/16/83 48 FR 21898 
Commission 


issued the Ruie 
with minor 


10/17/83 48 FR 21898 


CFR Citation: 16 CFR 1610; 16 CFR 1615; 
16 CFR 1616 


‘05/12/83 48 FR 21310 
06/13/83 48 FR 21310 


Final Action 
Final Action 


CFR Citation: 16 CFR 1500; 16 CFR 1513 


Completed: 
Reason Date 


Terminate 08/17/83 

Smaii Entity: Yes 

Agency Contact: John Liskey 301 492- 
6554 


RIN: 3041-AA08 


Existing Regulations Under Review 


benefits associated with these two 
approaches or any other approaches 
that the Commission might pursue. 


Timetable: 

Action Date 

ANPRM 12/30/83 
Next Action Undetermined 
Small Entity: No 


Government Leveis Affected: Local, 
State, Federal 

Agency Contact: Wade Anderson, 
Compliance Officer, Consumer Product 
Safety Commission, CARM, 
Washington, D.C. 20207, 301 492-6400 


RIN: 3041-AA35 


Commission voted 03/09/83 
to deny Petition 


Small Entity: Not Applicable 
Agency Contact: Douglas L. Noble 301 
492-6554 


RIN: 3041-AA14 


34. PHYSICIAN DRUGS SAMPLES 
POLICY STATEMENT 


CFR Citation: 16 CFR 1701.2 
Completed: 
Reason 
Withdrawn - 
C vot 
voted to 


withdraw 
Proposed Policy 
Statement. 


Smaii Entity: Undetermined 
Agency Contact: Virginia White 301 
492-6957 


RIN: 3041-AA18 
[FR Doc. 63-28085 Filed 10-14-83; 8:45 am] 


BILLING CODE 6355-01-T 
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S.W., Washington, D.C. 20578, (202- 


755-4394) 


SUPPLEMENTARY INFORMATION: The 
Regulatory Flexibility Act (5 U.S.C. 601, 
several provisions 


and will not have a substantial impact 
on small entities. None of the entities 
regulated by the FCA fall within the 


each other since, as with their 
supervising banks, each serves only a 
particular geographic area. 

While FCA is an independent Agency 
exempt from coverage by Executive 


projected rulemaking and reviews of 
existing regulations. 
Donald E. Wilkinson, 

Governor. 


Unified Agenda of Federal Regulations 
FARM CREDIT ADMINISTRATION 


CFR Citation: 12 CFR 600.1. 

Legal Authority: Pub. L. 92-181, as 
amended by Pub. L. 96-592; 12 U.S.C. 
1141{b). 

Abstract: Technical amendment— 
change of address for Farm Credit 
Administration. 


TIMETABLE 


CFR Citation: 12 CFR 600.4. 

Legal Authority: Pub. L. 92-181, as 
amended by Pub. L. 96-592; 12 U.S.C. 
2211, 2252{16). 

Abstract: Technical amendment— 
correct various titles and reference 
incorporation of Fiscal Agency. 


OTHER ADMINISTRATIVE UNITS 


CFR Citation: 12 CFR 600.5. 

Legal Authority: Pub. L. 92-181; 12 
U.S.C. 2252(16). 

Abstract: Technical amendment—to 
reflect current organizational divisions 
and sections. 


FARM CREDIT DISTRICTS AND 
INSTITUTIONS 


CFR Citation: 12 CFR 600.10. 

Legal Authority: Pub. L. 92-181; 12 
U.S.C. 2252(16). 

Abstract: Technical amendment—to 
correct address of various district 
banks. 


PART 601—EMPLOYEE 
RESPONSIBILITIES AND CONDUCT 


CFR Citation: 12 CFR 601.101, 601.126, 
601.127, 601.140, 601.176. 

Legal Authority: Pub. L. 92-181; 12 
U.S.C. 2252(16). 

Abstract: Technical amendments—to 
correct division and agency name 


PART 602—RELEASING 
INFORMATION 


CFR Citations: 12 CFR 602.200- 
602.245; 614.4015; 617.7080; 618.8300- 
618.8350. 

Legal Authority: Pub. L. 92-181; 12 
U.S.C. 2246, 2252(16). 

Abstract: Clarify existing policies and 
procedures with respect to the release of 
information and/or documents obtained 
in or resulting from the conduct of 
official business by employees of the 
Farm Credit Administration and the 
Farm Credit System. 


INFORMATION 


CFR Citation: 12 CFR 602.260, 602.261. 
Legal Authority: Pub. L. 92-181; 12 
U.S.C. 2252(16). 
Authority: Pub. L. 92-181; 12 
U.S.C. 2252(16). 
Abstract: Technical amendments to 
correct division and agency name 


changes. 


PART 603—PRIVACY ACT 
REGULATIONS 


CFR Citation: 12 CFR 603.300, 603.310, 
603.340. 
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Legal Authority: Pub. L. 92-181; 12 
U.S.C. 2252(16). 

Abstract: Technical amendments—to 
indicate agency, division and address 
changes. 


PART 604—FEDERAL FARM CREDIT 
BOARD 


CFR Citation: 2 CFR 604.325, 604.340. 

Legal Authority: Pub. L. 92-181; 12 
U.S.C. 2252(16). 

Abstract: Technical amendments—to 
indicate agency, division and address 
changes. 


LIMITATION ON SPECIAL 
ASSIGNMENTS 

CFR Citation: 12 CFR 611.1031. 

Legal Authority: Pub. L. 92-181, as 
amended by Pub. L. 96-592; 12 U.S.C. 
2211. 

Abstract: Technical amendment—to 
indicate incorporation of Fiscal Agency. 


TIMETABLE 








LIQUIDATION OF ASSOCIATIONS 


CFR Citation: 12 CFR 611.1130. 

Legal Authority: Pub. L. 92-181; 12 
U.S.C. 2183{b). 

Abstract: The Farm Credit 
Administration will, on a priority basis, 
expand its existing regulation dealing 
with involuntary liquidation. Present 
regulations provide general authority for 
the Governor to declare an association 
insolvent and place it in the hands of a 
receiver or conservator under such 
terms as the Governor may prescribe on 
a case-by-case basis. The new 
regulations will address such topics as: 
who may act as receiver; the powers 
and duties of a receiver; the standards 
for the exercise of the Farm Credit 
Administration's discretion; procedural 
questions; jurisdictional questions and 
priority of claimants against the 
associations. 


COOPERATIVE ELIGIBILITY 


CFR Citation: 12 CFR 613.3110. 

Legal Authority: Pub. L. 92-181; 12 
U.S.C. 2129. 

Abstract: Amend eligibility standards 
for cooperatives, and reference services 
of cooperatives. 


TIMETABLE 


rosn | Eimated | rca 


CC ns 


coach 
lei en re 


PART 614—LOAN POLICIES AND 
OPERATIONS 


CFR Citation: 12 CFR 614.4510, 
614.4710, 614.4900. 

Legal Authority: Pub. L. 92-181, as 
amended by Pub. L. 96-592; 12 U.S.C. 
2211. 

Abstract: Technical amendments—to 
indicate Fiscal Agency incorporation. 


LOANS OUTSIDE OF BANK’S 
TERRITORY—BANKS FOR 
COOPERATIVES 

CFR Citation: 12 CFR 614.4080. 

Legal Authority: Pub. L. 92-181, as 
amended by Pub. L. 96-592; 12 U.S.C. 
2128. 

Abstract: Amend international trade 
financing regulations to eliminate 
statutory conflict and address the issue 
of which bank will finance particular 
international transactions. 


TIMETABLE 


[== [= 





Action 





To be determined ............... 


anes 


FEDERAL LAND BANKS 


CFR Citation: 12 CFR 614.4090. 

Legal Authority: Pub. L. 92-181, as 
amended by Pub. L. 96-592; 12 U.S.C. 
2012(12). 

Abstract: Authorize Federal land 
banks to participate in loans with 
Federal intermediate credit banks, 
banks for cooperatives, production 


credit associations, and other lenders 
which are not Farm Credit System 
institutions. In addition, language will 
be included to accommodate long-term 
loans to fishermen. 


BANKS 


CFR Citation: 12 CFR 614.4100. 

Legal Authority: Pub. L. 92-181, as 
amended by Pub. L. 96-592; 12 U.S.C. 
2074(b). 

Abstract: Authorize Federal 
intermediate credit banks to participate 
in loans with Federal land banks and 
banks for cooperatives. 





PRODUCTION CREDIT 
ASSOCIATIONS 


CFR Citation: 12 CFR 614.4110. 

Legal Authority: Pub. L. 92-181, as 
amended by Pub. L. 96-592; 12 U.S.C. 
2093(13). 

Abstract: Authorize production credit 
associations to participate in loans with 
Federal land banks and banks for 


cooperatives. 


TIMETABLE 








BANKS FOR COOPERATIVES 


CFR Citation: 12 CFR 614.4120. 

Legal Authority: Pub. L. 92-181, as 
amended by Pub. L. 96-592; 12 U.S.C. 
2122(11). 

Abstract: Authorize banks for 
cooperatives to participate in loans with 
Federal land banks, Federal 
intermediate credit banks, and 
production credit associations. 


TIMETABLE 
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FEDERAL LAND BANKS 
CFR Citation: 12 CFR 614.4180. 


Legal Authority: Pub. L. 92-181, as 
amended by Pub. L. 96-592; 12 U.S.C. 


regulations 
land banks to 


CFR Citation: 12 CFR 614.4190. 
Legal Authority: Pub. L. 32-181, as 
amended by Pub. L. 96-592; 12 U.S.C. 


FEDERAL LAND BANKS 


CFR Citation: 12 CFR 614.4230. 
Legal Authority: Pub. L. 92-181, as 
amended by Pub. L. 96-592; 12 U.S.C. 


FEDERAL INTERMEDIATE CREDIT 
BANKS 
CFR Citation: 12 CFR 614.4240. 
Legal Authority: Pub. L. 92-181, as 
amended by Pub. L. 96-592; 12 U.S.C. 
2074{b). 


Abstract: Accommodate other 
in the tions 
authorizing Federal intermediate credit 
banks to participate in loans with 
Federal land banks or banks for 


Legal Authority: Pub. L. 92-181, as 
amended by Pub. L. 96-592; 12 U.S.C. 

Sections 2015, 2075, 2096(b), 2205. 

Abstract: Allow Farm Credit System 
banks or production credit associations 
to establish differential interest rates 
based on costs reasonably associated 
with particular segments of their loan 
portfolios. 


CFR Citation: 12 CFR 614.4330. 


Legal Authority: Pub. L. 92-181, as 
amended by Pub. L. 96-592; 12 U.S.C. 

Sections 2012(12), 2074(b), 2093(13), 
2122(11), 2206. 

Abstract: Update present regulation to 
reflect changes in the 1980 Amendments 
of the Farm Credit Act relative to loan 
participations. 


FEDERAL LAND BANKS 


CFR Citation: 12 CFR 614.4331. 

Legal Authority: Pub. L. 92-181, as 
amended by Pub. L. 96-592; 12 U.S.C. 
2012(12). 

Abstract: Authorize Federal land 
banks to participate in loans with 
Federal intermediate credit banks, 
production credit associations, banks for 
cooperatives, and lenders that are not 
Farm Credit System institutions. 


Legal Authority: Pub. L. 92-181, as 
amended by Pub. L. 96-592; 12 U.S.C. 


intermediate credit banks to participate 
with Federal land banks and banks for 
cooperatives in loans. 


PRODUCTION CREDIT 
ASSOCIATIONS 


CFR Citation: 12 CFR 614.4333. 

Legal : Pub. L. 92-181, as 
amended by Pub. L. 96-592; 12 U.S.C. 
2093(13). 

Abstract: Clarify that production 
credit associations are authorized to 
participate, when authorized by the 
district Federal intermediate credit 
banks, with Federal land banks and 
banks for cooperatives in loans. In 
addition, $§ 614.4333(a) and (b) of the 
present regulation will be deleted. 


CFR Citation: 12 CFR 614.4334. 

Legal Authority: Pub. L. 92-181, as 
amended by Pub. L. 96-592; 12 U.S.C. 
2122{11). 

Abstract: Authorize banks for 
cooperatives to enter into loan 
participation arrangements with Federal 
land banks, Federal intermediate credit 
banks, and production credit 
associations. 
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GENERAL 


CFR Citation: 12 CFR 614.4350. 
Authority: Pub. L. 92-181, as 
amended by Pub. L. 96-592; 12 U.S.C. 
2206. 
Abstract: Clarify that the amount of 
any loan participation purchased by a 
Farm Credit System institution shall be 
used in calculating the lending limits to 
any one borrower of the same 
institution. In addition, the phrase “or 
provide financial assistance” will be 
added as a component for calculating 
the lending limit to one borrower. 


TIMETABLE 


CFR Citation: 12 CFR 614.4351. 

Legal Authority: Pub. L. 92-181, as 
amended by Pub. L. 96-592; 12 U.S.C. 
2206. 

Abstract: Clarify that the lending limit 
is the total amount of funds that a 
Federal land bank can provide any one 
borrower in the form of loans, advances, 
commitments, financial assistance, or 
through the purchase of loan 
participation(s). 


TIMETABLE 


CFR Citation: 12 CFR 614.4352. 
Authority: Pub. L. 92-181, as 
amended by Pub. L. 96-592; 12 U.S.C. 
2074(b). 

Abstract: Accommodate other 
proposed regulation changes authorizing 
Federal intermediate credit banks to 
enter into loan participations with 
Federal land banks or banks for 
cooperatives. 


TIMETABLE 


PRODUCTION CREDIT 
ASSOCIATIONS 


CFR Citation: 12 CFR 614.4353. 


Legal Authority: Pub. L. 92-181, as 
amended by Pub. L. 96-592; 12 U.S.C. 
2206. 

Abstract: Clarify that the lending limit 
is the total of funds that a production 
credit association can provide any one 
borrower in the form of loans, advances, 
commitments, financial assistance, or 
through the purchase of a loan 
participation(s). 


TIMETABLE 





BANKS FOR COOPERATIVES 


CFR Citation: 12 CFR 614.4354. 

Legal Authority: Pub. L. 92-181, as 
amended by Pub. L. 96-592; 12 U.S.C. 
2206. 

Abstract: Limit the amount of funding 
that any one borrower of the banks for 
cooperatives can obtain from the Farm 
Credit System to the lending limits set 
forth in the current § 614.4354(b). 


TIMETABLE 








GENERAL 


CFR Citation: 12 CFR 614.4510. 

Legal Authority: Pub. L. 92-181, as 
amended by Pub. L. 96-592; 12 U.S.C. 
2206. 
Abstract: Accommodate other 
proposed changes in the regulations 
authorizing the loan participation 
provisions contained in the 1980 
Amendments of the Farm Credit Act. 


TIMETABLE 














CFR Citation: 12 CFR 614.5050. 

Legal Authority: Pub. L. 92-181, as 
amended by Pub. L. 96-592; 12 U.S.C. 
2012(12). 

Abstract: Accommodate other 
proposed changes in the regulations 
authorizing Federal land banks to 
participate in loans with other Farm 
Credit System and non-System lenders. 





CFR Citation: 12 CFR 614.5060. 

Legal Authority: Pub. L. 92-181, as 
amended by Pub. L. 96-592; 12 U.S.C. 
2012(12) 

Abstract: Accommodate other 
proposed changes in the regulations 
authorizing Federal land banks to 
participate in loans with other Farm 
Credit System lenders. 


TIMETABLE 


METHODS OF FINANCING 


CFR Citation: 12 CFR 614.4600. 

Legal Authority: Pub. L. 92-181, as 
amended by Pub. L. 96-592; 12 U.S.C. 
2075. 

Abstract: Loan participation to be 
qualified as to eligibility requirements. 


TIMETABLE 





T 
} 
} 
i 


date 








OBLIGATIONS ELIGIBLE FOR 
DISCOUNT OR PURCHASE 


CFR Citation: 12 CFR 614.4610. 

Legal Authority: Pub. L. 92-181, as 
amended by Pub. L. 96-592; 12 U.S.C. 
2075. 

Abstract: Loan participations to be 
qualified as to eligibility requirements. 


TIMETABLE 





— 7 
| Estimated | FR cite 





ore 


PART 615—FUNDING AND FISCAL 
AFFAIRS, LOAN POLICIES AND 
OPERATIONS, AND FUNDING 
OPERATIONS 


CFR Citation: 12 CFR 615.5010, 
615.5103, 615.5105. 
Authority: Pub. L. 92-181, as 
amended by Pub. L. 96-592; 12 U.S.C. 
2211. 
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CFR Citation: 12 CFR 618.8010. 


Legal Authority: Pub. L. 92-181, as 
amended by Pub. L. 96-592; 12 U.S.C. 


CFR Citation: 12 CFR 619.9135. 

Legal Authority: Pub. L. 92-181, as 
amended by Pub. L. 96-592; 12 U.S.C. 
2252{16) 


DEFINE FARM CREDIT SYSTEM 
INSTITUTIONS 


CFR Citation: 12 CFR 619.9195. 

Legal Authority: Pub. L. 92-181; 12 
U.S.C. 2252{16). 

Abstract: Define 





Part XLIill 


Federal 
Communications 
Commission 


Unified Agenda of Federal Regulations 
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Bulletin No. 83-15. In addition, the 
agenda, in compliance with the 
Regulatory Flexibility Act of 1980 (Pub. 
L. 96-354) includes notations on the 
applicability of the Regulatory 
Flexibility Act to each item. The Unified 
Agenda will be published in the Federal 
Register in April and October of each 
year. 

DATE: This information is as of October 


ADDRESS: Federal Communications 
Commission, 1919 M Street, N.W., 
Washington, D.C. 20554. 

FOR FURTHER INFORMATION 
CONTACT: Claudette Pride, Office of 
the Managing Director, (202) 632-7513. 


SUPPLEMENTARY INFORMATION: 
Unified Agenda of all major and other 
significant proceedings. 
The Commission encourages public 
participation in the FCC rule making 
process. To help keep the public 
informed of significant rule making 
proceedings, the Commission has 
prepared an agenda of important 

now in progress. OMB will 
publish the Unified Agenda in the 
Federal Register in April and October of 
each year. 


The following terms may be helpful in 
understanding the status of the 
proceedings included in this report: 

A Docket Number is assigned to a 
proceeding if the Commission has issued 
either a Notice of Proposed Rule Making 
or a Notice of Inquiry in regard to the 
matter under consideration. Since 
January 1, 1978, the Commission has 
used docket numbers which consist of 
the last two digits of the calendar year 
in which the docket was established 
plus a sequential number which begins 
at 1 with the first docket initiated during 
a calendar year (e.g. Docket 80-1 or 
Docket 83-1). The abbreviation for the 


Current and Projected Rulemakings 


responsible Bureau usually precedes the 
docket number, as in “Docket 79-164.” 
When a docket number consists of only 
five digits (e.g. Docket 29622), this 
indicates that the docket was 
established before January 1, 1978. 
Notice of Inquiry (NOI) - issued by the 
Commission when it is seeking 
information on a broad subject or trying 
to generate ideas on a given topic. A 
comment period is specified during 
which all interested parties may submit 
comments. 

Notice of Proposed Rule Making 
(NPRM) - issued by the Commission 
when it is proposing a specific change to 
the FCC Rules and Regulations. Before 
any changes are actually made, 
interested parties may submit written 
comments on the proposals. 


Memorandum Opinion and Order 
(MO&O) - issued by the Commission to 
deny a petition for rule making, 
conclude an inquiry, modify a decision, 
or deny a petition for reconsideration of 
a decision. 

Rule Making (RM) Number - assigned to 
a proceeding after the appropriate 
Bureau/ Office has reviewed a petition 
for rule making, but before the 
Commission has taken action on the 
petition. 

William J. Tricarico, 

Secretary 

Federal Communications Commission. 


ficati to the Uniform System of Accounts for Class A and Class B Telephone Companies Required by 
1 ort usieeenaiararmaneaeentaiaS 


Satellite 
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Current and Projected Rulemakings—Continued 
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Current and Projected Rulemakings—Continued 


Is hdaicmneloebcsesanlpslabtmmncsbilalaelonliiesasiepaanscetninisaiacsnasthigieassosqnaicintunildh 
*in the Matter of Formulation of Policies Relating to the Broadcast Renewal Applicant, Stemming from the 


Setotite Licensing 
OE 
Amendment of Annual Report Form M Schedules for Telephone 
Amendment of Parts 34 and 35 with 
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ees pence come Aenean. Lisa idee Naaesntalidacihs caps adiaihakacseniensenst sada diaimbdcentabinasitaeangiatdpiliiteatil a 


FM Quadraphonic 
Eliminate Suburban 


Lottery 


seeceercccereseccscesessssosonscscoos: 


eeeerereeceres: eeeceecncerecesecseseccecsscesrccoes: 


Petition... 
“inthe Matter of Revision of the Federal Communications Commission's Ex Parte Rules . 
Standards 


eeeccccrcccsserscreseessscesecsesesscsssssesoes: 


eenreressccccsscersecsssessesscsscscsssese: sessecesesssccssces! 


eneceneererereesscorers: 


eeceenenercccensscecrcsescsenes| 
ecececeererecesecescccccsesasecrscsccsscoresone| 


eecercecccesssececes| 


eeceeecccccccsccccccssosswosoose 


Peccercecccsccccscsccccscsscsescccsscscoscees 


Siateate Geestean Cony Pet FM 
Procedures 


seececenreecceccscceccccssccenesecsesseesesenenesseeeseeeeeeeeeeses sees sense sees eeeeereseeessseeeesesesesseeeseseseseessesseSSseSESESSSSSESESSSSESSSSESEOSSSSSSSESSSSSSOSOS 


Shared Auxiliary Facility Usage and Revised TV Ausiliary Licensing Policies.............. siniiticliaiiatiis 


Elimination of Rules to Keep Operating and Maintenance Logs. 


proposing to amend the depreciation 
procedures for the “Station 
connections-other” subclass of account 
232 and transferring the plant to outside 
plant accounts, and classifying all 
network channel terminating equipment 
and subscriber pair gain equipment to 
account 221, “Central office 
equipment.” Comments and reply 
comments were received and a final 
Report and Order is being prepared. 
The NPRM was issued October 1, 1982 
(FCC 82-424). 


10/01/82 
11/08/82. 


Timetable: 
Action 
NPRM 
Comments 
received 


Reply Comments 11/23/82 
Report and Order 03/00/83 
to Commission 


09/00/83 


vee eee. 


Agency Contact: Gerald P. Vaughan, 
Chief, Accounting & Audits Division, 
Federal Communications Commission, 
202 634-1861 


RIN: 3060-AA84 


2. REVISION OF THE UNIFORM 
SYSTEM OF ACCOUNTS AND 
FINANCIAL REPORTING 
REQUIREMENTS FOR TELEPHONE 
COMPANIES, PARTS 31, 33, 42 AND 
43 


Legal Authority: 47 USC 154; 47 USC 
219; 47 USC 220 


CFR Citation: 47 CFR 31; 47 CFR 33; 47 
CFR 42 

Abstract: The Commission is proposing 
to revise its Uniform System of 
Accounts on a financial accounting 
basis to provide more detailed and 
relevant data for separations and 
costing purposes. 
Timetabie: 
Action 


NPRM 

NPRM 

Final Action 
Small Entity: No 
Additional information: CC Docket - 
78-196. 


10/00/81 
03/00/85 
06/00/85 


Agency Contact: Gerald P. Vaughan, 
Chief, Accounting & Audits Division, 
Federal Communications Commission, 
202 634-1861 


RIN: 3060-AB15 


Legal Authority: 47 USC 154; 47 USC 
220 


CFR Citation: 47 CFR 31 


Abstract: A Notice of Proposed 
Rulemaking (NPRM) (NPRM) was issued 
proposing to clarify the accounting for 
a) coin-operated, (2) station apparatus 
and exchanges used by telephone 
companies, (3) intrasystem wiring for 
PBXs or key systems, and (4)sale or 
lease of PBXs or key systems on a 
detariffed basis. Comments and reply 
comments were received and a final 
Report and Order is being prepared. 
The NPRM was issued October 1, 1982 
(FCC 82-426). 

Timetabie: 

Action Date 


NPRM 10/01/82 

NPRM Comment 11/08/82 
Period Begin 

NPRM Comment 11/23/82 
Period End 

R&O 

Smaii Entity: No 

Additional information: CC Docket - 

82-681. 


09/00/83 
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= 47 USC 201 to 205; 47 


Legal Authority: 

USC 151; 47 USC 154; 47 USC 403 
CFR Citation: 47 CFR 68 
Abstract: Rule amendments to 


registration of CSU in DDS. 


11/00/82 
12/31/83 


12/00/84 


Small Entity: No 
Additional information: CC Docket - 


-216. 


FR Cite, 


Agency Contact: Jim Talens, Federal 
Communications Commission, 202 634- 
1816 

RIN: 3060-AB04 

COMMON CARRIER BUREAU - 
ECONOMICS DIVISION 


6. PROCEDURES FOR IMPLEMENTING 
THE DETARIFFING OF CPE AND 
ENHANCED SERVICES 

Legal : 47 USC 4(@); 47 USC 4@); 
47 USC 201 to 205; 47 USC 403; 47 USC 
404; 47 USC 410 


CFR Citation: 47 CFR 64.702: 47 CFR 31 


Abstract: In its Second Computer 
Inquiry (CC Docket 20828) the 
Commission ordered the detariffing of 
customer premises equipment ani 
enhanced services. This proceeding 
addresses the procedures to be 
followed in fully implementing this 
decision. An NPRM is being prepared to 
institute the accounting necessary for 
nondominant carriers once CPE II goes 
into effect. 
Timetable: 
Action Date 
NOI (89 FCC 2d 12/17/81 

694) (1981) 
NPRM before 


Commission 
Final Order before 01/00/83 
C ees 


10/00/82 


NPRM 06/21/83 
NPRM Comment 08/01/83 
Period Begin 
NPRM Comment 08/22/83 
Period End 
Final Action 
Smaii Entity: No 
Additional information: CC Docket - 
81-893. ADDITIONAL AGENCY - 
CONTACT: On accounting matters, 
Gerald P. Vaughan, Chief Accounting 
and Audits Division, 2000 L Street NW, 
Suite 812, Washington, DC. (202) 634- 
1861. 


10/31/83 


Agency Contact: John Cimko, Attorney 
- Adviser (PU), Federal 
Communications Commission, 202 632- 
9342 


RIN: 3060-AB05 

COMMON CARRIER BUREAU - 
ENFORCEMENT DIVISION 

7. COMPUTER Ii IMPLEMENTATION 
ACTIONS 


Legal Authority: 47 USC 4(i); 47 USC 4@; 
Communications Act of 1934, as amended 


CFR Citation: 47 CFR 64.702 


Abstract: Commission considers 
whether to approve AT&T's 
identification and treatment of 
expenses incurred for the preparation of 
its unregulated offer of customer 
premises equipment (CPE) and whether 
to approve AT&T's plans for assuring 
that its offer of unregulated CPE is 
properly. separated from its regulated 
offerings. Commission considers 
whether to approve AT&T's plan for-the 
capitalization of its unregulated offer of 
embedded CPE. Commission considers 
whether to approve AT&T's plans for 
the capitalization of its offer of cellular 
mobile radio services. 


Timetable: 


Action Date 
NPRM - 


12/00/83 


Detariffing 
embedded CPE 

NPRM - Telec. for 12/00/83 
Disabled Act of 
19862 

Final Order - 
NPRM and NO! 
structural 


12/00/83 


‘ 
Final Action 
Small Entity: No 
Agency Contact: James Mullins, 
Computer Inquiry Implementation Staff, 
Federal Communications Commission, 
202 632-4887 


RIN: 3060-AB06 


12/00/83 


COMMON CARRIER BUREAU - 
INTERNATIONAL FACILITIES 
AUTHORIZATION DIVISION 

8. OVERSEAS COMMUNICATIONS 
SERVICES ‘ 

Legal Authority: 1934 Act, Sec 4{i); 1934 
Act, Sec 4(j); 1934 Act, Sec 201; 1934 Act, 
Sec 202; 1934 Act, Sec 204; 1934 Act, Sec 
205; 1934 Act, Sec 214; 1934 Act, Sec 403; 
APA, Sec 553(b) 

Abstract: Item eliminates voice/record 
dichotomy in the provision of 
international services. 

Timetable: 
Action 

R&O under review 
Small Entity: No - 
Additional information: Docket - 80- 
632. ADDITIONAL AGENCY 
CONTACT PHONE: (202) 632-7265. 


Date FR Cite 
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accounting system for reporting R&D 
and for allocating common costs; to 
make certain Intelsat and Inmarsat 
information available to the public; and 
to provide 90 day notice for any 
structural separation or any ventures 
which will require additional financing. 
Comsat reported to FCC on extent 
these changes instituted. 


Date 
10/00/83 

Small Entity: Yes 
a information: Docket - 80- 


FR Cite 


Contact: Joel Pearlman, 
Federal Communications Commission, 
202 632-4047 
RIN: 3060-AA94 


COMMON CARRIER BUREAU - 
INTERNATIONAL FACILITIES 
PLANNING DIVISION 

10. EARTH STATION OWNERSHIP 
POLICY 

Legal Authority: Communications Act of 
1934, as amended, Sec 4({i); Communications 
Act of 1934, as amended, Sec 4(j); Communi- 
cations Act of 1934, as amended, Sec 403 
Abstract:.An inquiry into the ownership 
of INTELSAT earth stations. 


Timetable: 
Action 


NO! adopted 08/05/82 

NO! released 08/17/82 

Extended NO! 08/31/83 
Comment Period 


Small Entity: No 


Additional information: CC Docket - 
82-540. 


Date 


Agency Contact: J. Pearlman, Federal 
Communications Commission, 202 632- 


cations Act of 1934, as amended, Sec 403 
Abstract: An inquiry into direct access 
to INTELSAT’s space segment for 
U.S.LS.C.’s. 
Timetabie: 
Action 
NO! adopted 08/05/82 
NOI released 08/20/82 
Extended NO! 08/31/83 
Comment Period 
NPRM 
Smaii Entity: No 
Additional information: CC Docket - 
82-548. 
Agency Contact: G. Dechabert, Federal 
Communications Commission, 202 632- 
4047 


RIN: 3060-AA96 


Date FR Cite 


10/00/83 


COMMON CARRIER BUREAU - 
MOBILE SERVICES DIVISION 


12. REVISION OF RULES PART 22 


Abstract: Comprehensive rewrite of 
Part 22 which governs licensing of 
common carrier mobile services. 


Timetable: 
Action 


NPRM 09/08/82 
R&O 10/30/83 


Smali Entity: Yes 
Additional Information: CC Docket - 


Date FR Cite 


. 80-57. 


Contact: Carmen Borkowski, 
Federal Communications Commission, 
202 632-6450 


RIN: 3060-AB00 
EA LTS ST 


Current and Projected Rulemakings 


‘POLICY AND PROGRAM PLANNING 


DIVISION 

13. AT&T EARNINGS ON INTERSTATE 
AND FOREIGN SERVICES IN 1978 
Legal Authority: Communications Act, as 
amended, Sec 201 to 205 

Abstract: to determine if 
AT&T's rate of return during 1978 
exceeded the limits specified by the 
Commission in Docket 20376. 
Timetabie: 

Action Date 
Unspecified Action 06/00/84 
Smaii Entity: No 
Additional information: CC Docket - 
79-187. 

Agency Contact: Claudia Pabo, Federal 
Communications Commission, 202 632- 
9342 

RIN: 3060-AA97 

oS RR Cota aR RE A ER IRA REMAIN! 


14. JURISDICTIONAL SEPARATIONS: 
FEDERAL-STATE JOINT BOARD TO 
AMEND PART 67 OF FCC RULES 


as amended, Sec 221 (c); Communications 
Act, as amended, Sec 410(c) 

CFR Citation: 47 CFR 67 

Abstract: Joint Board established to 
recommend changes where appropriate, 
to Separations Manual regarding 
exchange plant allocations, access and 
deregulation of customer premises 
equipment (CPE). 

Timetable: 

Action 


Second 

Recommenda- 

tion and R&O 
Small Entity: No 
Agency Contact: Claudia Pabo, Federal 
Communications Commission, 202 632- 
9342 


RIN: 3060-AA99 
St RRS ET ACES ES AEC 


COMMON CARRIER BUREAU - TARIFF 
DIVISION 

15. AT&T PRIVATE LINE RATE 
STRUCTURE PROCEEDING 


Legal : 47 USC 151 et seq; 47 
USC 201 to 205; 47 USC 214; 47 USC 403; 
47 USC 4i; 47 USC 4j 


CFR Citation: Not applicable 
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Abstract: Inquiry into AT&T private 
line tariff rate structures and volume 
discount policies. Staff is reviewing 


Legal = 47 USC 151 et seq: 47 
USC 201 to 205; 47 USC 214; 47 USC 403; 
47 USC 4é 47 USC 4j 


CFR Citation: 47 CFR 61; 47 CFR 63 


Legal Authority: 47 USC 303; 47 USC 
403 


CFR Citation: 47 CFR 21 


Abstract: Technical changes to MDS 
rules. 


Current and Projected Rulemakings 


Timetable: 
Action 
NPRM 
Proceeding 

expanded 
1st R&O 12/31/63 
Small Entity: Yes 


Agency Contact: Kevin Kelley, Federal 
Communications Commission, 202 634- 
1817 


RIN: 3060-AB23 


03/19/80 
04/20/82 


18. APPLICATIONS TO BE FILED BY 
AT&T FOR AUTHORITY TO 
TRANSFER FACILITIES 
NECESSITATED BY U.S. V. AT&T 


Authority: 47 USC 214; 47 USC 
310 


CFR Citation: Not applicable 


Abstract: Commission will rule on 
applications to transfer facilities to 
implement the Modified Final Judgment. 


Timetabie: 
Action Date 


Application filed 03/01/83 

Final Action 12/31/83 

Small Entity: No 

Additional information: Civ. No. 74- 
1698 & 82-0192 (D.D.C.). 


Agency Contact: Emily Williams, 
Federal Communications Commission, 
202 634-1869 


RIN: 3060-AB24 


FR Cite 


FIELD OPERATIONS 


19. REQUIREMENTS FOR LICENSED 
OPERATORS IN VARIOUS RADIO 
SERVICES 


Legal Authority: 47 USC 303(r) Communi- 
cations Act of 1934, as amended; 47 USC 
1544) Communications Act of 1934, as 
amended 


CER Citation: 47 CFR 13; 47 CFR 21; 47 
CFR 23; 47 CFR 73; 47 CFR 74; 47 CFR 78; 
47 CFR 81; 47 CFR 83; 47 CFR 87; 47 CFR 
90; 47 CFR 94; 47 CFR 95 


Abstract: Notice of Proposed 
Rulemaking will propose removing rules 
which require that certain operating, 
maintenance and installation duties be 
performed only by licensed commercial 
radio operators. Action proposed would 
be deregulatory and involves no costs. 
Benefit will be reduction of burden on 
radio station licensees. 


Timetable: 
Action Date FR Cite 


NPRM 04/20/83 48 FR 22591 
NPRM Comment 07/20/83 

Period End 
R&O 11/00/84 


Small Entity: Yes 


Additional information: RM-2643. GEN 
Docket - 83. ADDITIONAL AGENCY 
CONTACTS: (Part 21) James R. Keegan, 
Chief, Domestic Facilities Div., Common 
Carrier Bureau, Washington, DC 20554, 
(202) 634-1860; (Part 23) Theodore R. 
Waddell, Chief, Domestic Facilities, 
Common Carrier Bureau, Washington, 
DC 20554, (202) 634-1706; (Parts 73 and 
74) William H. Hassinger, Engineering 
Assistant to Chief, Mass Media Bureau, 
Washington, DC 20554, (202) 632-6460; 
(Part 78) Clifford H. Paul, Supvy. Elec. 
Engineer, Cable TV Branch, Video 
Services Mass Media Branch, 
Washington, DC 20554, (202) 254-3420; 
(Parts 81, 83 and 87) Charles D. Fisher, 
Chief, Aviation and Marine Branch, 
Special Services Div., Private Radio 
Bureau, Washington, DC 20554, (202) 
632-7175; (Part 90) John B. Richards, 
Deputy Chief, Rules Branch, Land 
Mobile and Microwave Private Radio 
Bureau, Washington, DC 20554, (202) 
634-2443; (Part 95) John B. Johnston, 
Chief, Personal Radio Branch, Special 
Services Div., Private Radio Bureau, 
Washington, DC 20554, (202) 632-4964. 


Agency Contact: (Part 13) L. R. Clance, 
Attorney Advisor, Federal 
Communications Commission, 202 632- 
7591 


RIN: 3060-AA00 
RNS REESE NTO ES ER, 


20. AGE AND EXPERIENCE 
REQUIREMENTS FOR 
RADIOTELEGRAPH FIRST CLASS 
OPERATOR LICENSE (RM-2687/RM- 


: 47 USC 303(r) Communi- 


CFR Citation: 47 CFR 13.12 


Abstract: Requests elimination of age 
and experience requirements for 
Radiotelegraph First Class Operator 
License. Adoption would result in 
increased costs to agency. 
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- FCC 


Additional iziformation: RM-2687 /RM- 
3785. 


Legal Authority: 47 USC 4(); 47 USC 
303(r) 


CFR Citation: 47 CFR 73; 47 CFR 76 


Abstract: Authorize use of teletext by 
TV stations. Reconsideration requested. 


03/31/83 

03/31/84 
Small Entity: Yes 
Additional information: BC Docket - 81- 
741. 


Agency Contact: Alan Stillwell, 
Federal Communications Commission, 


Abstract: Amend rules concerning 
technical operation of STV stations. 


Federal Communications Commission, 


202 632-7792 

RIN: 3060-AA32 
ORACLE a BE eet 
23. LOW POWER TV 

Legal Authority: 47 USC 4(); 47 USC 
303(r) 


Abstract: Reconsider the R&O 
regarding low power TV. Commission 
adopted MO&O 3/31/83. Re- 
reconsideration requested. 


Timetable: 
Action Date 


03/31/83 
Further MO&O 09/30/83 
Smaii Entity: No 
Additional information: BC Docket - 78- 
253. 


Contact: Robert Ratcliffe, 
Federal Communications Commission, 
202 632-7782 


RIN: 3060-AA33 


24. AMEND MICROWAVE BOOSTERS 
RULE 


Legal Authority: 47 USC 00 
CFR Citation: 47 CFR 74 


Abstract: Amend Part 74 rules to 
provide for operation of microwave 
boosters. See RM-2500. 


Timetable: 
Action 


NPRM 01/13/82 

R&O 12/31/83 

Smaii Entity: Yes 

Additional information: BC Docket - 82- 
20. 

Agency Contact: Jim McNally, Federal 
Communications Commission, 202 632- 
9660 

RIN: 3060-AA36 


25. USE OF ITFS BAND 
Legal Authority: 47 USC 4{); 47 USC 
303(r) 


CFR Citation: 47 CFR 74 


Abstract: Amend rules to permit a 
variety of video services in the ITFS 
Band (2500-2690 MHz). Dockets 80-112 
and 80-113 to be subsumed in this 


proceeding. 

Timetable: 

Action Date 
NPRM 05/26/83 
Smaii Entity: Yes 
es information: BC Docket - 80- 
1 

See Common Carrier docket. 


Contact: Brian Fontes, Federal 
Communications Commission, 202 632- 
6302 


RIN: 3060-AA37 


Legal Authority: 47 USC 00 
CFR Citation: 47 CFR 73 


services from cable radiation 
interference. 
Timetabie: 
Action 


NPRM 03/12/80 
R&O 06/30/84 


Smaii Entity: Yes 
Additional information: Docket - 21006. 


Agency Contact: Robert Ratcliffe, 
Federal Communications Commission, 
202 632-7792 


RIN: 3060-AA42 
| SDSL LAAT TS AMICI 


28. ELIMINATION OF RESTRICTIONS 
ON NETWORK-CABLE TV CROSS- 
OWNERSHIP 


Legal Authority: 47 USC 4(@); 47 USC 
303(r) 


CFR Citation: 47 CFR 76 

Abstract: Proposes elimination of 
restrictions on television network-cable 
system cross-ownership found in 76.501. 
Timetable: 
Action 


NPRM 07/15/82 
R&O 12/31/83 


Smaii Entity: Yes 
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NPRM adopted 06/23/82. A tentative 
decision and Request for Further 





Small Entity: Yes 

Additional information: MM Docket - 
See mmb-2. 

Agency Contact: Robert Ratcliffe, 


Federal Communications Commission, 


202 632-7792 
RIN: 3060-AB27 


Abstract: Reexamination of restrictions 
on hours of operation of daytime-only 
AM broadcast stations. 


08/04/82 
09/30/83 


Small Entity: Yes 


Additional information: BC Docket - 82- 
538. 


FR Cite 





Contact: Jonathan David, 
Federal Communications Commission, 
202 632-7792 


RIN: 3060-AB29 


32. @CHILDREN’S TV INQUIRY 
Legal Authority: 47 USC 00 
CFR Citation: 47 CFR 00 
Abstract: Children's TV inquiry. 
Timetabie: 
Action 
R&O 





12/00/83 
Small Entity: Yes 
Additional information: Docket - 19142. 


Agency Contact: Freda Thyden, 
Federal Communications Commission, 
202 632-7792 


RIN: 3060-AB46 


FR Cite 


33. @PERMIT USE OF TV 
SUBCARRIERS FOR TV STEREO 


Legal Authority: 47 USC 4(); 47 USC 
303(r) 
CFR Citation: 47 CFR 73.665; 47 CFR 
73.667 


Abstract: FNPRM to permit TV 
broadcast licensees to transmit 
multiplex aural subcarriers for a wide 
range of broadcast and non-broadcast 
uses such as, stereo programming, 
paging services, electronic mail, etc. 
Timetable: 

Action Date 

FNPRM 07/28/83 

R&O 00/00/00 

Smaii Entity: Yes 

Additional! information: Docket - 21323. 


Current and Projected Rulemakings 


Agency Contact: Jim McNally, Federal 
Communications Commission, 202 632- 
9660 


RIN: 3060-AB48 


34. @PROTECTION STANDARDS FOR 

AM STATIONS IN ALASKA 

Legal Authority: 47 USC 00 

CFR Citation: 47 CFR 73 

Abstract: Invites comments on proposal 

to amend Classes | and II AM rules to 

provide greater interference protection 

to certain Alaska AM stations. 

Timetable: 

Action Date FR Cite 

NPRM 07/28/83 

Smaii Entity: Yes 

Additional information: RM-4327. 
Contact: Jonathan David, 

Federal Communications Commission, 

202 632-7792 

RIN: 3060-AB49 


35. @FURTHER NOTICE OF 
PROPOSED RULEMAKING - RADIO 
DEREGULATION 


Legal Authority: 47 USC 154(i) 
CFR Citation: 47 CFR 73 


Abstract: Further Notice re radio 
deregulation as to whether the 
Commission should adhere to the 
original decision eliminating program 
log keeping and requiring maintenance 
of an issues/programs list or require 
licensees to keep a more comprehensive 
record of issue responsive programming 
in addition to issues/ programs list. 


Timetable: 
Action Date 
FNPRM 06/29/83 
R&O 03/31/84 
Small Entity: Yes 


Additional information: BC Docket - 79- 
219. 


Agency Contact: Robert Ratcliffe, 
Federal Communications Commission, 
202 632-7792 


RIN: 3060-AB50 


FR Cite 





36. @VHF DROP-INS 

Legal Authority: 47 USC 00 
CFR Citation: 47 CFR 00 
Abstract: VHF drop-ins. 
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01/27/83 
12/31/83 


05/12/83 
R&O 00/00/00 


Smail Entity: Yes 
Additional information: GEN Docket - 
83-484. 


Abstract: Implementation of the plan 3739 
for AM broadcasting in Region 2. nom ; 
Contact: Sue Steiman, Federal 


Agency 
Communications Commission, 202 632- 
Date FR Cite 6990 


04/01/82 RIN: 3060-AB56 
12/31/83 


41. @FAIRNESS DOCTRINE AND 
POLITICAL 


CABLECASTING 
REQUIREMENTS FOR CATV SYSTEMS 


Legal Authority: 47 USC 154 
CFR Citation: 47 CFR 76.205; 47 CFR 
76.209 


compliance 
cable operators with fairness and equal 
time provisions can be implemented 
and whether any aspects of these 
docirines can be eliminated. 
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04/15/83 
00/00/00 


Small Entity: Yes 
Additional information: MM Docket - 


83-403 

See mmb-18. 

Agency Contact: Mark Lipp, Federal 
Communications Commission, 202 634- 
RIN: 3060-AB61 

| a RRA ROR STEREO INEF 8 oS ae gS 
45. @AMEND REMOTE 


CONTROL 
RULES FOR AM, FM & TV STATIONS 
Legal Authority: 47 USC 00 

CFR Citation: 47 CFR 00 


Abstract: Amend remote control rules 
for broadcast stations. 


Date FR Cite 


12/31/83 


Agency Contact: John Reiser, Federal 
Communications Commission. 202 632- 


9660 

RIN: 3060-AB63 

EE RSP RIE RIPE ELITE SIC A I RIE EN I 
46. @AMEND ANTENNA INPUT 
POWER RULE 

Legal Authority: 47 USC 00 


CFR Citation: 47 CFR 00 


Abstract: Amend 73.51 re determination 
of antenna input power for AM 
stations. 


~ Federal Communications Commission, 


202 632-9660 
RIN: 3060-AB64 


47. @AM SCA EXPANDED USES 
Legal Authority: 47 USC 154 
CFR Citation: 47 CFR 00 


Abstract: Amend AM SCA rules to 
allow multiplex transmissions for 
purposes other than AM utility load 
management. 


Timetable: 

Action Date 
NPRM 12/31/83 
Smail Entity: Yes 
Additional information: RM-4367. 


Agency Contact: Scott Roberts, Federal 
Communications Commission, 202 632- 
6302 


RIN: 3060-AB65 


FR Cite 


48. @DELETION OF REGIONAL 
CONCENTRATION OF CONTROL 
RULES 

Legal Authority: 47 USC 154 

CFR Citation: 47 CFR 00 

Abstract: Delete rule which prohibits 
common ownership of three broadcast 
stations in one or several services 


where any two services are located 
within 100 miles of the third. 


12/31/83 
Small Entity: Yes 
Additional information: RM-4564. 


Agency Contact: Robert Ratcliffe, 
Federal Communications Commission, 
202 632-7792 


RIN: 3060-AB66 


49. @NIGHTTIME POWER 
LIMITATIONS AND ANTENNA 
SYSTEMS FOR CLASS IV AM 


Legal Authority: 47 USC 154(i) 


CFR Citation: 47 CFR 73.21; 
73.27; 47 CFR 73.182 


47 CFR 


Current and Projected Rulemakings 


Abstract: Nighttime power limitations 
and antenna systems for Class IV AM 
broadcasting stations. 


Timetable: netable: 
Action Date 
NPRM 09/30/83 


Small Entity: Yes 
Additional information: BC Docket - 79- 
265. 


Agency Contact: Fred Schottland, 
Federal Communications Commission, 
202 632-5414 


RIN: 3060-AB67 


50. ONONCOMMERCIAL STV 
OPERATION 


Legal Authority: 
303(r) 

CFR Citation: 47 CFR 00 
Abstract: Licensing of STV for 
noncommercial TV stations. 
Timetable: 
Action 


NPRM 07/15/82 
R&O 12/31/83 
Small Entity: Yes 
Additional information: BC Docket - 82- 
441. 


Agency Contact: John Kamp, Federal 
Communications Commission, 202 632- 
7792 , 


RIN: 3060-AB69 
OEE AR SES 


51. @AMEND TV AURAL POWER- 
VISUAL POWER RULE 


Legal Authority: 47 USC 154 

CFR Citation: 47 CFR 00 

Abstract: Amend 73.682 to allow TV 
stations to operate with 10% aura! 
power relative to visual power. 


(Previous item, RM-4086, adopted 
02/17/83.) 


47 USC 4{i)); 47 USC 





FR Cite 





02/17/83 

06/30/84 
Small Entity: Yes 
Additional Information: MM Docket - 
83-117. 
Agency Contact: Bernard Gordon, 
Federal Communications Commission, 
202 632-9660 
RIN: 3060-AB71 
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52. @DELETE 25 MV/M COVERAGE 
RULE FOR AM STATIONS 


Legal Authority: 47 USC 4(); 47 USC 
CFR Citation: 47 CFROO ~ 


Agency 
Federal Communications Commission, 
202 632-7782 


RIN: 3060-AB72 


Legal Authority: 47 USC 154 
CFR Citation: 47 CFR 00 


Abstract: Use of toroidal current 
transformers and impedance-matched 
transmission line relays in directional 
AM antenna monitoring systems. 


01/13/83 
12/31/83 


See RM-3740; RM-3103. 


Agency Contact: Jim McNally, Federal 
Communications Commission, 202 632- 
9660 


RIN: 3060-AB73 


OFFICE OF GENERAL COUNSEL 
54. POLICY REGARDING 


Legal Authority: 47 USC 154(); 47 USC 
308(b); 47 USC 309; Communications Act of 


1934, as amended, Secs 4(i),308(b),& 309 


Abstract: Formulation of a 
comprehensive policy statement 
establishing a detailed and systematic 


treatment of the character 
of broadcast 


Smail Entity: No 
Additional information: GEN Docket - 
81-500. 


Agency Contact: Sheldon M. 
Guttmann, Chief, Administrative Law 
Division, Federal Communications 
Commission, 202 632-6990 


Legal Authority: 5 USC 553(b); 47 USC 
154) 

CFR Citation: 47 CFR 1, Subpart | 
Abstract: The Commission's existing 
environmental rules are being revised 
to comply with guidelines issued by the 
Council for Environmental Quality 
(C.E.Q.}. 
Timetable: 
Action 
MO&O 


Small Entity: No 
Additional information: GEN Docket - 
79-163. 


Date 
09/00/83 


Agency Contact: Sheldon M. 
Guttmann, Chief, Administrative Law 
Division, Federal Communications | 
Commission, 202 632-6990 

RIN: 3060-AB30 


PRIVATE RADIO 


56. SPECIAL EMERGENCY RADIO 
SERVICE 


Legal Authority: 47 USC 154(); 47 USC 
303(r) 
CFR Citation: 47 CFR 90 


Reply Comments 05/19/83 
close 


R&O 

Smaii Entity: No 
Additional information: PR Docket - 81- 
416. 

Agency Contact: Fred Day, Federal 
Communications Commission, 202 634- 
2443 


12/00/83 


RIN: 3060-AA10 


57. AMATEUR NO-CODE 
Legal Authority: 47 USC 154(@); 47 USC 
303(r) 


CFR Citation: 47 CFR 97 
establishment of a 


in the International Morse Code. 
Timetabie: 
Action 
Reply 


Comments 07/28/83 
closed 
R&O 


Small Entity: No 


Additional information: PR Docket - 83- 
28. 


Agency Contact: J. Borkowski, Federal 
Communications Commission, 202 632- 
4964 


RIN: 3060-AA21 


12/00/83 


58. VOLUNTEER EXAMINERS IN 
AMATEUR RADIO SERVICE 

Legal Authority: PL 97-259 

CFR Citation: 47 CFR 97 

Abstract: Implements P.L. 97-259 by 
proposing to allow use of volunteers to 
prepare and administer operator 
examinations in the Amateur Radio 
Service. 

Timetable: 

Action Date 


Reply Comments 05/19/83 
closed 
R&O 


Small Entity: No 


09/00/83 
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Legal Authority: 47 USC 154(); 47 USC 
303(r) 


CFR Citation: 47 CFR 83 
Abstract: Provides initial guidelines for 
VHF communications between public 
coast and ship stations. 
Timetabie: 

Action Date 


Comments close 11/09/83 
Reply Comments 12/27/83 


03/00/84 


Legal Authority: 47 USC 154(); 47 USC 
303(r) 


CFR Citation: 47 CFR 83 

Abstract: Analyzes entire compulsoty 
ship inspection program for inspection 
frequency and issuance of certificates. 
Among other things, proposes to change 
cycles of inspection for Title I, Part HI 
(small passenger) vessels. 


Agency Contact: N. Bagnato, Federal 
Communications Commission, 202 632- 
7175 


RIN: 3060-AA25 


61. NEW PERSONAL RADIO SERVICE 
AT 900 MHZ 


Legal Authority: 47 USC 303(r); 47 USC 
154(i) 


CFR Citation: 47 CFR 96 


Abstract: Proposes establishment of an 
additional Private Radio Service. 


03/00/84 
Smail Entity: Yes 


Additional information: GEN Docket - 
83-26. 


Agency Contact: J.B. Johnston, Federal 
Communications Commission, 202 632- 
4964 


RIN: 3060-AA55 


62. 10-YEAR AMATEUR RADIO 
LICENSE TERM 


Legal Authority: PL 97-259 
CFR Citation: 47 CFR 97 


Abstract: Implement P.L. 97-259 by 
proposing to extend the license terms in 
Amateur Radio Service to ten years. 


Timetabie: 
Action 

R&O 

Small Entity: No 


Additional Information: PR Docket - 83- 
337. 


Agency Contact: J. McGrath, Federal 
Communications Commission, 202 632- 
4964 


RIN: 3060-AB32 


Date 
09/00/83 


FR Cite 


63. 10 YEAR GMRS RADIO LICENSE 
TERM 


Legal Authority: PL 97-259 
CFR Citation: 47 CFR 95 
Abstract: Implement P.L. 97-259 by 


proposing to extend the license term in 
the GMRS Radio Service to ten years. 
Timetable; 


Action Date 


NPRM 03/00/83 
R&O 09/00/83 
Small Entity: Yes 


Additional information: PR Docket - 83- 
330. 


FR Cite 


Current and Projected Rulemakings 


Agency Contact: J. McGrath, Federal 
Communications Commission, 202 632- 
4964 


RIN: 3060-AB33 


64. 800 MHZ RECONSIDERATION 
Legal Authority: 47 USC 154(); 47 USC 
303(r) 


CFR Citation: 47 CFR 90 


Abstract: A petition for reconsideration 
has been filed regarding the 
Commission's July 1982 Report and 
Order in this proceeding which released 
all remaining channels at 800 MHz for 
use by private land mobile radio 
systems under a deregulatory 
framework. 


Timetabie: 

Action Date 
MO&O 09/00/83 
Smaii Entity: Yes 


Additional Information: PR Docket - 79- 
191. 


Agency Contact: Joseph Levin, Federal 
Communieations Commission, 202 634- 
2443 


RIN: 3060-AB36 


FR Cite 


65. 900 MHZ PAGING 
RECONSIDERATION 

Legal Authority: 47 USC 154(); 47 USC 
303(r) 

CFR Citation: 47 CFR 90 

Abstract: Petitions for reconsideration 
have been filed regarding the 
Commission's July 1982 Report and 
Order in this proceeding which released 
40 channels in the 900 MHz band for 
private user and private carrier paging 
systems. 


Small Entity: Yes 


Additional information: GEN Docket - 
80-183. 


Agency Contact: Jack Richards, 
Federal Communications Commission, 
202 634-2443 


RIN: 3060-AB37 

66. UNICOMS AT CONTROLLED 
AIRPORTS 

Legal Authority: 47 USC 154(j); 47 USC 
303(r) 


‘ 
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FCC 


CFR Citation: 47 CFR 87 


Abstract: Proposes to eliminate the one 
unicom per airport limitation at 
controlled airports and reflect recent 
statutory changes in aircraft licensing. 


Timetable: 
Action 
NPRM 


Date 
09/00/83 
Smaii Entity: Yes 
eee: information: PR Docket - 83- 


Agency Contact: R. McNamara, 
Federal Communications Commission, 
202 632-7175 

RIN: 3060-AB38 


67. @INTERCONNECTION BELOW 800 
MHZ 


Legal Authority: 47 USC 154(); 47 USC 
303(r) 


CFR Citation: 47 CFR 90 


Abstract: Interconnection of private 
land mobile radio systems with the 
public switched telephone network in 
the Bands below 800 MHz. 
Timetable: 
Action Date 
NPRM 03/00/84 


Small Entity: Yes 
Additional information: Docket - 
interconnect. 


Agency Contact: Nia Chesham, Federal 
Communications Commission, 202 634- 
2443 


FR Cite 


RIN: 3060-AB74 


68. @20 MILES = 40 DBU FIELD 
STRENGTH CONTOUR 


Legal Authority: 47 USC 154(); 47 USC 


Abstract: Substitution of 20 miles in 
place of the 40 dBu field intensity 
contour used to determine a SMR 
system's market for the purpose of 
complying with Sections 90.367(c) and 
90.371(b) of the Rules. 
Timetable: 
Action Date 
Reply Comments 02/15/82 
closed 
R&O 


Small Entity: No 


09/00/83 


Additional information: PR Docket - 81- 
787. 


Agency Contact: H. Zeiler/M. 
Kennedy, Federal Communications 
Commission, 202 634-2443 


RIN: 3060-AB75 

69. @NORTHERN CALIFORNIA 
TRUNKING 

Legal Authority: 47 USC 154@); 47 USC 
3034") 


CFR Citation: 47 CFR 90 


Abstract: Revision of standards for 
assignment of 800 MHz channels for co- 
channel trunked systems in Northern 
California. 

Timetabie: 

Action Date 


Reply Comments 11/22/82 
closed : 
R&O 


Small Entity: No 
Additional information: PR Docket - 82- 
593. 


09/00/83 


Agency Contact: M. Kennedy /H. 
Zeiler, Federal Communications 
Commission, 202 634-2443 


RIN: 3060-AB76 


70. @PRIVATE MICROWAVE CARRIER 
SYSTEMS 


Legal Authority: 47 USC 154(); 47 USC 
303(r) 


CFR Citation: 47 CFR 94 


Abstract: Proposal to authorize private 

carrier systems in the private 

operational-fixed microwave radio 

service. 

Timetable: 

Action Date 

Reply Comments 08/17/83 
closed 

R&O 06/00/84 

Smaii Entity: Yes 

Additional information: PR Docket - 83- 

426. 


Agency Contact: Fred Day, Federal 
Communications Commission, 202 634- 
2443 


RIN: 3060-AB77 


71. @FREQUENCY COORDINATION IN 
THE PLMRS 


Legal Authority: 47 USC 154(); 47 USC 
331(b) 


Current and Projected Rulemakings 


CFR Citation: 47 CFR 90 


Abstract: Inquiry regarding frequency 
coordinating committees and the need 
for new rules to govern frequency 


coordination and field study procedures 
in the PLMRS. 


Timetable: 

Action Date 

Comment Period 11/30/83 
closes 


NPRM 09/00/84 


Small Entity: No 
Additional information: PR Docket - 83- 
737. 


Agency Contact: E. Thomson/H. Zeiler, 
Federal Communications Commission, 
202 634-2443 

RIN: 3060-AB78 


OFFICE OF SCIENCE AND 
TECHNOLOGY 


72. METEOR BURST 
COMMUNICATION SERVICE 


Legal Authority: 47 USC 303 
CFR Citation: 47 CFR 2.106 


Abstract: NPRM proposes use of 4 
frequencies in the 40-50 MHz band for 
Common Carrier use in Alaska. 


Timetable: 

Action Date 
R&O 09/00/83 
Small Entity: Yes 
Additional information: RM-3685. 
Agency Contact: Sam Tropea, Federal 
Communications Commission, 202 653- 
8167 

RIN: 3060-AA48 

PARR 8S FE RSE PIONEER 
73. AIR-GROUND RADIOTELEPHONE 
SERVICE (AIRFONE, INC.) 


- Legal Authority: 47 USC 303 


CFR Citation: 47 CFR 2.106 

Abstract: NPRM proposes 4 MHz in the 
900 MHz range for air-to-ground 
telephone service aboard commerical 
airlines. 


Le 
Action 


NPRM 12/00/82 
R&O 03/00/84 


Small Entity: Yes 
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Agency Contact: H. F. Wright, Federal 
Communications Commission, 202 653- 


CFR Citation: 47 CFR 2.106 

Abstract: Second R&O will provide 
narrow band channels for point-to-point 
fixed use as well as spectrum for DTS 
usage. 


LL 
Action 
2nd R&O 


Additional information: GEN Docket - 
78-188. 


Date 
09/00/83 


- Agency Contact: Mel Murray, Federal 


Communications Commission, 202 653- 
8168 


RIN: 3060-AA52 


77. IMPLEMENTATION OF FINAL 
ACTS, WARC-79 

Legal Authority: 47 USC 303 
CFR Citation: 47 CFR 2.106 


Abstract: Proceeding will amend Part 2 
of the Rules (Definition and Frequency 
Allocations) to make them consistent 
with International Radio Regulations 
developed by the 1979 WARC. 


Tansteite: 
Action 
R&O 


Date 
09/00/83 


Smaii Entity: Yes 
Additional information: Docket - 80- 
739. 


Agency Contact: Fred Thomas, Federal 
Communications Commission, 202 653- 
8171 


RIN: 3060-AA53 


78. REACCOMMODATION OF 12 GHZ 
TERRESTRIALS 

Legal Authority: 47 USC 303 

CFR Citation: 47 CFR 2.106 

Abstract: Proceeding will provide 
frequency allocations/technical 
standards to accommodate 12 GHz 
fixed service licensees who may be 
displaced by broadcasting-satellite 
systems. 


Timetable: 

Action 

R&O 09/00/83 
Small Entity: Yes 


Contact: Donald Campbell, 
Federal Communications Commission, 
202 653-8177 


RIN: 3060-AA54 





79. L.A. SHERIFF’S PETITION 


Legal Authority: 47 USC 303 
CFR Citation: 47 CFR 2.106 


FR Cite 


Current and Projected Rulemakings 


Abstract: Petition requests reallocation 
of UHF-TV Channels 14-20 to public 
safety services. 


Timetable: 
Action Date 


MO&O 6/30/83 
NPRM or MO&O 06/00/84 


Smaili Entity: No 
Additional information: RM-3975. 


Agency Contact: Don Precure, Federal 
Communications Commission, 202 653- 
8170 


RIN: 3060-AA57 


FR Cite 


80. U.S.C.G. REQUEST TO USE 161.7 
AND 161.75 MHZ 

Legal Authority: 47 USC 303 

CFR Citation: 47 CFR 2.106 

Abstract: USCG requests use of 161.7 
MHz and 161.75 MHz to transmit 
printed navigational information to 
vessels, communicate by voice to 
foreign vessels, and use for search and 
rescue operations. 

Timetable: 

Action Date 

R&O 03/00/84 


Smaii Entity: Yes 

Contact: Sam Tropea, Federal 
Communications Commission, 202 653- 
8167 


RIN: 3060-AA59 








81. UTILIZATION POLICY FOR FIXED 
SERVICE AT 17-40 GHZ 

Legal Authority: 47 USC 303 

CFR Citation: Not applicable 

Abstract: Proceeding will develop a 
plan for use of five frequency bands 


between 17 and 40 GHz by the fixed 
service. Appropriate rulemaking may 


Date 


FR Cite 
09/00/83 





Smail Entity: No 


Additional information: Docket - 82- 
334. 


Agency Contact: Donald Campbell, 
Federal Communications Commission, 
202 653-8177 


RIN: 3060-AA60 
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CFR Citation: 47 CFR 2.106 


Abstract: EIA requests allocation of 
74.6-74.8 MHz and 75.2-75.4 MHz for 


phones. 


Date 
11/00/83 


CFR Citation: 47 CFR 2.106 
Abstract: MURA requests allocation of 


frequencies in the bands 46.6-47.0 MHz 
and 49.6-50 MHz for cordless phones on 


Agency Contact: Mel Murray, Federal 
Communications Commission, 202 653- 


CFR Citation: 47 CFR 2.106 


Abstract: NPRM proposes sharing of 
2130-2150 MHz and 2100-2200 MHz 
bands on a co-primary basis for aural 
broadcasts STL’s and private 
operational fixed links. 


Additional information: GEN Docket - 
82-335. 


Agency Contact: Sam Tropea, Federal 
Communications Commission, 202 653- 
8167 


FIN: 3060-AA71 


Legal Authority: 47 USC 411 

CFR Citation: Not applicable 
Abstract: Order dismissing request for 
authority to operate in flight cordless 
earphone system. 
Timetable: 

Action Date 


Order dismissing 09/00/83 
request 


Small Entity: No 


Additional information: Docket - 79- 
190. 


Agency Contact: Art Wall, Federal 
Communications Commission, 202 653- 
8247 

RIN: 3060-AA74 


86. WAIVER, CORDLESS PHONES 
Legal Authority: 47 USC 302 

CFR Citation: 47 CFR 15.7 
Abstract: Setting of interim standards 
for cordless phone pending procedures 
for reallocation of spectrum. 
Timetable: 
Action 


Order for 


Date 
09/30/83 


Small Entity: No 

Agency Contact: Art Wall, Federal 
Communications Commission, 202 653- 
8247 


RIN: 3060-AA76 


87. REPORT ON VERIFICATION 
CATEGORIES 

Legal Authority: 47 USC 302 

CFR Citation: Not applicable 

Abstract: Determination of category of 
equipment placed in Verification 
category, instead of certification 
requirement. 


88. HF BROADCASTING WARC (1984) 
Legal Authority: 47 USC 411 

CFR Citation: Not applicable 

Abstract: Develop a world-wide high 
frequency (short-wave) broadcasting 
plan. 
Timetable: 
Action 
R&O 


Smaii Entity: No 

Additional information: Docket - 82- 
162. 

Agency Contact: Steve Selwyn, 
Federal Communications Commission, 
202 653-8102 

RIN: 3060-AA78 


Date 
03/31/83 


89. SPACE SERVICES WARC (1985) 
Legal Authority: 47 USC 411 

CFR Citation: Not applicable 
Abstract: This proceeding is in 
preparation for the ITU World 
Administrative Radio Conference on 
the Geostationary-Satellite Orbit and 
the Planning of the Space Services 
Utilizing It. 
Timetabie: 
Action 

NOI 

Small Entity: No 
Additional information: Docket - 80- 
741. 


Agency Contact: A. Rutkowski, 
Federal Communications Commission, 


Date 
10/03/83 


RIN: 3060-AA79 


Abstract: The NOI will be a broad 
review of FCC Technical Standards 
with a view towards eliminating 
unnecessary regulations. 
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92. @6 MHZ ALLOCATION FOR 
GOVERNMENT/NON-GOVERNMENT 
FIXED SERVICE 


Legal Authority: 47 USC 303 

CFR Citation: 47 CFR 2.106 

Abstract: Amendment of Part 2 of the 
Rules to provide an allocation of 6 MHz 
in the 900 MHz spectral region on the 


government and non-government for 
fixed service usage. 
Timetable: 

Action Date 
R&O 03/31/84 
Small Entity: Undetermined 
Agency Contact: Rodney Small, 
Federal Communications Commission, 
202 653-8169 


RIN: 3060-AB41 


FR Cite 


93. COFFSHORE RADIO TELEPHONE 
CO. RM3910, RM3924 

Legal Authority: 47 USC 303 

CFR Citation: 47 CFR 2.106 

Abstract: Offshore Radio Telephone 
Co. Is requesting additional UHF-TV 
broadcasting spectrum for the offshore 
Radio Telecommunications Service 


FEDERAL COMMUNICATIONS COMMISSION (FCC) 


96. REVIEW OF PART 42 
Legal Authority: 47 USC 154; 47 USC 
220 


CFR Citation: 47 CFR 42 


Abstract: A review is being made to 
determine if record retention 
requirements can be reduced. 


Timetabie: 
Action 


End Review 
NPRM 


Smaii Entity: No 

Agency Contact: Gerald P. Vaughan, 
Chief, Accounting & Audits Division, 
Federal Communications Commission, 
202 634-1861 


RIN: 3060-AB19 


03/00/83 
11/00/83 


FR Cite 


97. REVIEW OF PARTS 51 AND 52 
47 USC 154; 47 USC 


Legal ; 
219; 47 USC 220 
CFR Citation: 47 CFR 51 


1983 / Unified Agenda 
Current and Projected Rulemakings 


along the Southern Louisiana and 
Texas Gulf Coast 


Timetable: 
Action Date 
R&O 03/31/84 


Contact: Melvin Murray, 
Federal Communications Commission, 
202 653-8168 


RIN: 3060-AB42 


FR Cite 


94. @CREATION OF AN ADDITIONAL 
PERSONAL RADIO SERVICE 


Legal Authority: 47 USC 303 
CFR Citation: 47 CFR 2.106 


Abstract: Amendment of Part 2 of the 
Rules to provide an allocation in the 
900 MHz spectral region for a personal 
radio telephone service. 


Timetable: 
Action Date 

R&O 03/31/84 
Small Entity: Undetermined 


Agency Contact: Rodney Small, 
Federal Communications Commission, 
202 653-8169 


RIN: 3060-AB43 


FR Cite 


Existing Regulations Under Review 


Abstract: A review is being made to 
determine if the recordkeeping 
requirements-can be reduced or 
eliminated. 


Timetable: 
Action 


End Review 

R&O 

Small Entity: No 
Agency Contact: Gerald P. Vaughan, 
Chief, Accounting & Audits Division, 
Federal Communications Commission, 
202 634-1861 


RIN: 3060-AB20 


Date 


03/00/83 
11/00/83 


FR Cite 


COMMON CARRIER BUREAU - TARIFF 
DIVISION 


98. AT&T 1981 GENERAL RATE 
INCREASE 


Legal : 47 USC 151 et seq; 47 
USC 201 to 205; 47 USC 214; 47 USC 403; 
47 USC 4i; 47 USC 4j 


CFR Citation: Not applicable 





Federal Register / Vol. 48, No. 201 / Monday, October 17, 1983 / Unified Agenda 48097 


Legal Authority: 47 USC 154(); 47 USC 
308(b); 47 USC 319(a); 47 USC 403 


CFR Citation: 47 CFR 1 


Abstract: The notice seeks comment on 
a number of issues, including whether it 
is feasible to adopt more specific 
standards for determining when a 
renewal applicant’s programming 
record is meritorious, so as to outweigh 
disadvantages an incumbent may face 
under diversification and other 
traditional comparative criteria. 
Amended comparative renewal criteria 
and standards will have the net effect 
of saving applicant's and the * 
Commission's time and resources in the 
renewal process. 


Timetable: 
Action 

MO&O 

Small Entity: No 


Additional information: GEN Docket - 
81-499. 


Date 
09/00/83 


Agency Contact: Sheldon M. 
Guttmann, Chief, Administrative Law 
Division, Federal Communications 
Commission, 632-6990 


RIN: 3060-AB10 


100. @REPEAL OF MODIFICATION OF 
THE PERSONAL ATTACK AND 
POLITICAL EDITORIAL RULES, SEC 
73.1920 & SEC 73.1930 OF THE 
COMMISSION’S RULES 


Priority: Agency Determination 

Legal Authority: 47 USC 154(); 47 USC 

303(r) 

CFR Citation: 47 CFR 73.1920; 47 CFR 

73.1930 

Abstract: A proceeding designed to re- 

éxamine the personal attack and 

political editorial rules. 

Timetable: 

Action Date 

MO&O 12/15/83 

Small Entity: Undetermined 
Contact: Sheldon M. 

Guttmann, Chief, Administrative Law 

Division, Federal Communications 

Commission, 202 632-6990 


RIN: 3060-AB44 
EN OA I IE SRE BEIT SO 


101. @IN THE MATTER OF 
AMENDMENT OF THE FEDERAL 
COMMUNICATIONS COMMISSION’S 
ETHICS IN GOVERNMENT RULES 


FR Cite 


FEDERAL COMMUNICATIONS COMMISSION (FCC) 


COMPLETED RULEMAKINGS 


103. RULEMAKING TO IMPLEMENT 
THE COMMUNICATIONS 
AMENDMENTS ACT OF 1962 WITH 
RESPECT TO COMMON CARRIER 
AND SATELLITE LICENSING , 
PROCEDURES 


CFR Citation: 47 CFR 21; 47 CFR 25 


Compieted: 

Reason Date 
R&O adopted 06/07/83 
Smali Entity: Yes 


Agency Contact: Ted Waddell 202 634- 
1706 


RIN: 3060-AB21 


FR Cite 


Existing Regulations Under Review 


Legal Authority: 47 USC 207() 

CFR Citation: 47 CFR 19 

Abstract: The Ethics in-Government 
Act of 1978 contains financial reporting 
regulations which require certain high- - 
level or policy-making employees to 
interests. The Act also contains 
restrictions on the post-employment 
activities of certain employees, is 
required to comply with the Act. 
Timetable: 

Action Date 
Order 09/00/83 
Small Entity: Undetermined 
Agency Contact: Sheldon M. 
Guttmann, Chief, Administrative Law 
Division, Federal Communications 
Commission, 202 632-6990 

RIN: 3060-AB45 


OFFICE OF SCIENCE AND 
TECHNOLOGY 


102. @GEOSTAR CORP. PETITION 
FOR RADIODETERMINATION 
SATELLITE 

Legal Authority: 47 USC 303 

CFR Citation: 47 CFR 2.106 

Abstract: Petition requests reallocation 
of spectrum in the 1610-1626 MHz, 2450- 
2500 MHz and 5000-5250 MHz band for 
a radiodetermination satellite service 
system. 

Timetable: 

Action Date 
NPRM 06/00/84 
Small Entity: Undetermined 
Agency Contact: Tom Tycz, Federal 
Communications Commission, 202 653- 
8159 


RIN: 3060-AB79 


Completed 


104. GEN. DOCKET 80-112 


CFR Citation: 47 CFR 2; 47 CFR 21; 47 
CFR 74 


Completed: 

Reason Date 
R&O adopted 05/26/83 
Small Entity: Yes 


FR Cite 





107. LICENSING OF SPACE STATIONS 
IN DOMESTIC FIXED SATELLITE SVC 


CFR Citation: 47 CFR 25.201 to 25.209 





MO&O adopted 07/27/83 


Small Entity: No 
Agency Contact: Carl Lawson 202 632- 
3342 


RIN: 3060-AA98 


110. EDUCATIONAL FM SCA USAGE 
CFR Citation: 47 CFR 00 
Completed: 

Reason Date 
R&O 04/07/83 
Small Entity: Yes 
Agency Contact: Jonathan David 202 
632-7792 


FR Cite 


RIN: 3060-AA34 


111. DELETE MODULATION 
MONITORS RULES 


CFR Citation: 47 CFR 00 

Completed: 

Reason Date 

R&O 07/14/83 

Small Entity: Yes 

ne pee ay Hosford 202 632- 


RIN: 3060-AA40 


112. ELIMINATION OF CABLE 
FINANCIAL REPORTS 


CFR Citation: 47 CFR 76 

Completed: 

Reason Date 

R&O 07/28/83 
Small Entity: Yes 


Agency Contact: Robert Ratcliffe 202 
632-7792 


RIN: 3060-AA44 


FR Cite 


113. AMEND FM SCA RULES 
CFR Citation: 47 CFR 73 


Date 
04/07/83 
Small Entity: Yes 


Completed Actions 
Agency Contact: James Green 202 632- 
6302 
RIN: 3060-AB25 


114. IN THE MATTER OF 
FORMULATION OF FEDERAL 
COMMUNICATIONS COMMISSION’S 
EMPLOYEE FINANCIAL INTEREST 
RULES 

CFR Citation: 47 CFR 19, Subpart; 47 CFR 
19, Subpart D 


Completed: 
Reason 


MO&O 

Small Entity: No 
Agency Contact: Edwin Schafer 202 
632-6990 


Date 
7/12/83 


FR Cite 


RIN: 3060-AB14 


115. IN THE MATTER OF 
FORMULATION OF FEDERAL 
COMMUNICATIONS COMMISSION’S 
LOTTERY RULES FOR THE 
SELECTION OF LICENSEES FROM 
AMONG CERTAIN COMPETING 
APPLICATIONS 

Completed: 
Reason 


R&O 
Small Entity: Yes 


Agency Contact: Sheldon M. Guttmann 
202 632-6990 


RIN: 3060-AB31 


Date 
3/31/83 


FR Cite 


116. TEMPORARY LICENSING OF 
COMMUNITY REPEATERS IN THE 
SPECIAL INDUSTRIAL RADIO 
SERVICE 


CFR Citation: 47 CFR 1; 47 CFR 2; 47 
CFR 90 


Completed: — 

Reason Date FR Cite 
Order 03/31/83 48 FR 17588 
Small Entity: Yes 


Agency Contact: Stephanie Spernak 
202 634-2443 


RIN: 3060-AA02 





117. MULTIPLE LICENSING IN THE 
PRIVATE LAND MOBILE RADIO 
SERVICES BELOW 800 MHZ 


CFR Citation: 47 CFR 90 
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Date FR Cite 
04/27/83 48 FR 26617 


FR Cite 


Order Subsumed 04/27/83 48 FR 27113 


Docket 


121. RECODIFICATION OF GMRS 
RULES 


CFR Citation: 47 CFR 97 


Completed: 

Reason Date FR Cite 
R&O 07/14/83 48 FR 35234 
Smaii Entity: No 

Agency Contact: John Borkowski 202 
632-4964 


RIN: 3060-AA12 


122. FREQUENCY COORDINATION IN 
THE BUSINESS RADIO SERVICE 


CFR Citation: 47 CFR 90 


Completed: 


Reason Date FR Cite 


Order terminating 07/14/83 48 FR 34087 
Subsumed 


proc. 
by PR Docket 

83-737 

Smail Entity: No 

Agency Contact: Eugene Thomson 202 
634-2443 


RIN: 3060-AA16 


123. AMATEUR POWER 
MEASUREMENT CHANGES 


CFR Citation: 47 CFR 97 


Completed: 
Reason Date FR Cite 


R&O 07/18/83 48 FR 34746 
Smail Entity: No 

Agency Contact: John B. Johnston 202 
632-4964 


RIN: 3060-AA19 


CFR Citation: 47 CFR 2; 47 CFR 90 


Completed: 
Reason Date FR Cite 


R&O 06/29/83 48 FR 32991 
Smaii Entity: No 

Agency Contact: Keith Plourd 202 634- 
2443 

RIN: 3060-AA20 

125. DELICENSE CB AND R/C RADIO 
SERVICE 


CFR Citation: 47 CFR 95 


Completed Actions 


Completed: 

Reason Date FR Cite 
R&O 04/27/83 48 FR 24884 
Smail Entity: No 

Agency Contact: John Borkowski 202 
632-4964 


RIN: 3060-AA22 


126. 1974 WARC RADIOTELEPHONY 
CFR Citation: 47 CFR 81; 47 CFR 83 
Completed: 

Reason Date FR Cite 
R&O 04/27/83 48 FR 23639 
Small Entity: No 


Agency Contact: Nicholas Bagnato 202 
632-7175 


RIN: 3060-AB34 


127. PUBLIC COAST (VHF) STATION 
EXCLUSIVITY 


CFR Citation: 47 CFR 81 

Completed: 

Reason Date FR Cite 
R&O 04/27/83 48 FR 21583 
Small Entity: No : 


Agency Contact: Robert DeYoung 202 
632-7175 


RIN: 3060-AB35 
| SRE ON RRR KR CRORE 


128. PETITION FOR 
RECONSIDERATION OF 38.8-40 GHZ 
ALLOCATION 


CFR Citation: 47 CFR 74.661 


Completed: 
Reason Date 


MO&O 06/02/83 

Small Entity: No 

Agency Contact: Harding Chism 202 
653-8166 


RIN: 3060-AA58 


129. TEST PROCEDURES FOR 
COMPUTING DEVICES 


CFR Citation: 47 CFR 15 


Completed: 
Reason 


MO&O 
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Agency Contact: Art Wall 202 653-8247 
RIN: 3060-AA73 


131. 1983 BSS WARC 


CFR Citation: 47 CFR 15H 
Completed: 
Reason 
Closed 





Date 
05/00/83 
Small Entity: No 
Agency Contact: Art Wall 202 653-8247 
RIN: 3060-AB40 
USE IR AIEEE ERED IT ECVE TERE IOS NDE AA AAPOR 
COMPLETED REVIEWS 
133. IN THE MATTER OF REVISION OF 
THE FEDERAL COMMUNICATIONS 
COMMISSION’S EX PARTE RULES 
CFR Citation: 47 CFR 1.1201 to 1.1251 





FR Cite 





ACTIONS THAT STARTED AND 
ENDED BETWEEN ISSUES OF THE 
UNIFIED AGENDA 


134. @FM QUADRAPHONIC 
BROADCASTING STANDARDS 


Legal Authority: 47 USC 4(); 47 USC 
303(r) 


CFR Citation: 47 CFR 73 


Abstract: Inquiry re adoption of 
standards for FM quadraphonic 
broadcasting. Associate with Docket 82- 
536. 


Timetable: 

Action Date 

R&O 04/07/83 

Small Entity: yes 

Additional information: Docket - 21310. 


Agency Contact: Al Jarratt, Federal 
Communications Commission, 202 632- 
9660 


RIN: 3060-AB47 


135. G@ELIMINATE SUBURBAN 
COMMUNITY POLICY 

Legal Authority: 47 USC 00 
CFR Citation: 47 CFR 00 


Abstract: Eliminate suburban 
community policy. Reconsideration 
requested. 
Timetable: —s 
Date 
R&O 02/17/83 
Smaii Entity: Yes 


Additional information: BC Docket - 82- 
320. 





Contact: Mary Catherine 
Kilday, Federal Communications 
Commission, 202 632-6968 


RIN: 3060-AB54 


136. @INCREASE OF POWER AND 
ANTENNA HEIGHT IN PUERTO RICO 
AND VIRGIN ISLANDS - FM 

Legal Authority: 47 USC 00 

CFR Citation: 47 CFR 00 


Abstract: Increase power and antenna 
height of Class A FM's in Puerto Rico 
and Virgin Islands to overcome terrain 
problems. 


Timetable: 

Action Date 
R&O 05/12/83 
Small Entity: Yes 





Completed Actions 


Additional information: BC Docket - 81- 
421. 


Contact: Greg DePriest, 
Federal Communications Commission, 
202 632-9660 


RIN: 3060-AB60 


137. @LOTTERY PROCEDURES 


Legal Authority: 47 USC 4(i); 47 USC 
303(r) 


CFR Citation: 47 CFR 73 


Abstract: Participate in implementation 
of lottery procedures for certain 
broadcast applications. 


Timetable: 

Action Date 
R&O 03/31/83 
Small Entity: Yes 


Additional information: BC Docket - 81- 
768. 








Contact: Alan Stillwell, 
Federal Communications Commission, 
202 632-6302 


RIN: 3060-AB62 


138. @SHARED AUXILIARY FACILITY 
USAGE AND REVISED TV AUXILIARY 
LICENSING POLICIES 

Legal Authority: 47 USC 00 

CFR Citation: 47 CFR 00 

Abstract: Permit shared use of 
broadcast auxiliary facilities with other 
broadcast and non-broadcast entities 


and to establish new licensing policies 
for TV auxiliary broadcast stations. 


Date 
R&O 04/07/83 
Small Entity: Yes 


Additional information: BC Docket - 81- 
794. 


Agency Contact: Robert Ratcliffe, 
Federal Communications Commission, 
202 632-7792 


RIN: 3060-AB68 


FR Cite 





139. @ELIMINATION OF RULES TO 
KEEP OPERATING AND 
MAINTENANCE LOGS 


Legal Authority:. 47 USC 4(i); 47 USC 
303(r) 


CFR Citation: 47 CFR 73; 47 CFR 74 


Abstract: Elimination of rules requiring 
broadcast and. broadcast auxiliary 
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Completed Actions 


Additional information: BC Docket - 82- 
537. 


Agency Contact: jim McNally, Federal 
Communications Commission, 202 632- 


06/04/62 RIN: 3060-AB70 
07/14/83 {PR Doc. 63-28086 Filed 10-14-83; &45 am| 
Entity: Yes BILLING CODE 6712-01-T 








Part XLIV 


Department of 
Energy 


_ Federal Energy Regulatory Commission 


Semiannual Regulatory Agenda 
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ACTION: Semiannual Regulatory 
Agenda. 


SUMMARY: In response to Office of 
Management and Budget Bulletin No. 83- 
15, the Federal Energy Regulatory 
Commission voluntarily submits 
information about rulemakings under 
development. Of the 28 rulemakings 
listed, 16 are priorities, and one is a 
completed action. 


FEDERAL ENERGY REGULATORY COMMISSION (FERC) 


implementing Section 133 were issued 
in 1979. A notice of inquiry requested 
public comment on use of the data and 
on ways in which the burden of 
compliance on the industry could be 
reduced. The Commission proposed 
exempting all utilities from further 
reporting under section 133 of PURPA. 
The Amendment would relieve all 
utilities from compliance with Part 290 
of the Commission's regulations. 


Date FR Cite 
01/29/82 47 FR 5437 


48 FR 3770 


Actior 

Small Entity: No 
Agency Contact: Michael Postar, 
Federal Energy 
825 North Capitol Street, NE, 
Washington, DC 20426, 202 357-8033 


RIN: 1902-AA00 


DETERMINATION OF RATE 
ON COMMON EQUITY 
ELECTRIC 


UTILITIES 
daanty Deterninall 


Legal : Federal Power Act, Sec 
201; Federal Power Act, Sec 205; Federal 
Power Act, Sec 206 

CFR Citation: 18 CFR 37 


Abstract: The proposed rule would 
establish procedures for determining 
rates of return on common equity for all 
electric utilities subject to the 
Commission's jurisdiction and for 
applying those rates of return in 
individual rate proceedings. 

Timetable: 
Action 


NPRM 

Final Action 
Small Entity: No 
Agency Contact: Arnold Meltz, Federal 
Energy Regulatory Commission, 825 
North Capitol Street, NE, Washington, 
DC 20426, 202 357-8153 


RIN: 1902-AA01 


Date FR Cite 


08/26/82 47 FR 38332 
12/31/83 


FEES APPLICABLE TO PRODUCER 
MATTERS UNDER THE NATURAL GAS 
ACT 


Legal Authority: Independent Offices Ap- 
propriations Act 


CFR Citation: 18 CFR 154; 18 CFR 157; 
18 CFR 375; 18 CFR 381 


Abstract: Rulemaking would establish a 
fee structure for services performed by 
the Commission under the NGA for 
producer certificates for which the 
Commission is authorized to collect 
fees. 


Timetable: 
Action 


NPRM 
Final Action 


Small Entity: No 


Date FR Cite 


05/06/82 47 FR 20621 
12/31/83 


DATES: See various dates listed for 
each specific rulemaking. 


ADDRESS: Federal Energy Regulatory 
Commission, 825 North Capitol Street, 
N.E., Washington, DC 20426. 

FOR FURTHER INFORMATION 
CONTACT: Person listed for each 
specific rulemaking. August 26, 1983. 
Kenneth F. Plumb, 

Secretary. 


Current and Projected Rulemakings 


Agency Contact: Karen Hurwitz, 
Federal Energy Regulatory Commission, 
825 North Capitol Street, NE, 
Washington, DC 20426, 202 357-8033 


RIN: 1902-AA02 


FEES APPLICABLE TO NATURAL GAS 
PIPELINE CERTIFICATES 

Priority: Agency Determination 

Legal Authority: independent Offices Ap- 
propriations Act 

CFR Citation: 18 CFR 2; 18 CFR 152; 18 


CFR 154; 18 CFR 156; 18 CFR 157; 18 CFR 
284; 18 CFR 381 


Abstract: Establish fees for services 
and benefits provided for natural gas 
pipelines under the Natural Gas Act 
and related authorities. 

Timetable: 
Action 

NPRM 

Final Action 
Small Entity: No 
Agency Contact: Albert Francese, 
Federal Energy Regulatory Commission, 
825 North Capitol Street, NE, 
Washington, DC 20426, 202 357-8033 


RIN: 1902-AA03 


Date FR Cite 


09/10/82 47 FR 40634 
12/31/83 








FEES RULEMAKINGS - ELECTRIC 
UTILITIES, COGENERATORS, AND 
SMALL POWER PRODUCERS 


CFR Citation: 18 CFR 32; 18 CFR 33; 18 
CFR 34; 18 CFR 35; 18 CFR 45; 18 CFR 292; 
18 CFR.375; 18 CFR 381 


Abstract: Establishes fees for services 
and benefits provided under the Federal 
Power Act and the Public Utility 
Regulatory Policies Act of 1978. 
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09/01/82 47 FR 39651 
12/31/83 


Agency Contact: Michael Postar, 
Federal Energy Regulatory Commission, 
825 North Capitol Street, NE, . 
Washington, DC 20426, 202 357-8033 


RIN: 1902-AA04 


CFR Citation: 18 CFR 1; 18 CFR 274; 18 
CFR 284; 18 CFR 375; 18 CFR 381 


Abstract: Rulemaking would establish a 
fee structure for services performed by 
the Commission under the NGPA for 
which the Commission is authorized to 
collect fees. Fees to cover adjustments, 
well category determinations, Title II 
initial transaction and extension 
reports, OGC interpretations of NGPA. 


Date FR Cite 


06/02/82 47 FR 24726 
12/31/83 


Agency Contact: Fred Wolgel, Federal 
Energy Regulatory Commission, 825 
North Capitol Street, NE, Washington, 
DC 20426, 202 357-8033 


RIN: 1902-AA05 


CFR Citation: 18 CFR 1; 18 CFR 3; 18 
CFR 375; 18 CFR 381 ' 
Abstract: Rulemaking would establish a 
fee structure for general services 
performed by the Commission for which 
the Commission is authorized to collect 


06/15/82 
12/31/83 


FR Cite 
47 FR 27375 


Contact: Michael Stosser, 
Federal Energy Regulatory Commission, 
825 North Capitol St., NE, Washington, 
DC 20426, 202 357-8033 


RIN: 1902-AA06 


Abstract: Report collection information 
on emergencies affecting the service or 
facilities of natural gas pipeline 
companies under FERC jurisdiction. 
Would eliminate information from the 
requirement that is not necessary for 
Commission regulatory purposes and 
would clarify existing requirements. 
Timetable: 
Action 


NPRM 
Final Action 


04/06/82 47 FR 16644 
12/31/83 


Small Entity: No 
Additional information: SMALL 
BUSINESS CONT: Of the 128 natural 


gas companies currently subject to the 
requirement, 30 are considered “small 
utilities,” as defined by the Regulatory 
Flexibility Act (5 USC 601(6)). Impacts 
of the changes to the requirements are 
insignificant with respect to the time 
and costs needed to meet the 
requirements. 

Agency Contact: Cathy Ciaglo, Federal 
Energy Regulatory Commission, 825 
North Capitol Street, NE, Washington, 
DC 20426, 357-8033 


RIN: 1902-AA10 


PHASE Ii - RECORD RETENTION 
REVISIONS (FORM 555) 

CFR Citation: 18 CFR 125; 18 CFR 225; 
18 CFR 356 

Abstract: Burden reduction - record 
retention regulations. Will eliminate 
various categories of records required 
to be retained; will reduce retention 
periods for other categories of records; 
will eliminate certain other records 
from retention requirements. 

Timetable: 
Action 


NPRM 
Final Action 


Date FR Cite 


03/22/83 48 FR 12722 
09/30/83 


12/30/83 


Small Entity: No 

Agency Contact: Al Francese, Federal 
Energy Regulatory Commission, 825 
North Capitol Street, NE, Washington, 
D.C. 20426, 202 357-8033 


Legal Authority: 15 USC 3301 to 3432 
Natural Gas Policy Act 


CFR Citation: 18 CFR 274 


Abstract: Rulemaking would reduce 
and simplify filing requirements to 
establish qualification for NPGA prices. 
Some information presently required is 
not necessary. Reduction would reduce 
burden on jurisdictional agencies, 
producers, and the commission. 
Timetable: 
Action 


NPRM 

Final Action 
Smail Entity: No 
Agency Contact: Nancy Rizzo, Federal 
Energy Regulatory Commission, 825 
North Capitol Street, NE, Washington, 
D.C. 20426, 202 357-8033 


RIN: 1902-AA14 


11/23/82 47 FR 53907 
09/30/83 
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Policy 
Sec. 107(cX5); Natural Gas Policy Act, Sec. 
107(b) 


CFR Citation: 18 CFR 271; 18 CFR 274 


government dams, but do not establish 
methodology. Rule would establish a 
uniform methodology. 


03/31/83 48 FR 15134 
12/31/83 


Legal Authority: 16 USC 825g: 16 USC 
825h; 15 USC 717n; 15 USC 7170; 42 USC 
7172(b); Delegation Order No. 0204-1 


CFR Citation: 18 CFR 385.602(h) 


Abstract: Rulemaking would clarify the 
Commission's contested settlement 
procedure. 
Timetable: 
Action 

NPRM 

Smaii Entity: No 
Agency Contact: Cathy Ciaglo, 
Attorney, Federal Energy Regulatory 
Commission, 825 North Capitol Street, 
NE, Washington, DC 20426. 202 357-8033 


RIN: 1902-AA17 


Date 
09/30/83 


@MONTHLY REPORT OF COST AND 
QUALITY OF FUELS FOR ELECTRIC 
PLANT (FORM NO. 423) 


Priority: Undetermined 
= 16 USC 792 to 828c; 42 


Legal 
USC 7172(b); 16 USC 825c; 16 USC 825); 
Delegation Order No. 0204-1 


CFR Citation: 18 CFR 141.61 


Abstract: Rulemaking to revise Form 
No. 423 to provide additional 
information respecting availability, cost, 
and quality of fossil fuels for electric 
utilities. This rulemaking addresses 
issues raised in a petition for 
rulemaking filed by Virginia 
Corporation Commission and the 
Florida Public Service Commission. 


Timetable: 
Action 
NPRM 


Small Entity: No 

Additional information: Virtually all of 
the electric utilities required to file 
Form No. 423 are large entities having 
over $1 million in annual operating 
revenues. In addition, the utilities 
already collect the proposed data for 
other purposes. 

Agency Contact: Cathy Ciaglo, 
Attorney, Federal Energy Regulatory 
Commission, 825 North Capitol Street, 
NE, Washington, DC 20426, 202 357-8033 


RIN: 1902-AA18 


Date FR Cite 


09/30/83 





@FILING REQUIREMENTS AND 
PROCEDURES FOR THE APPROVAL 
OF RATES OF FEDERAL POWER 
MARKETING AGENCIES 


Priority: Agency Determination 
= 16 USC 839 to 839h; 16 


Legal 
USC 832 to 832L; 16 USC 825S; 16 USC 838 
to 838K; 42 USC 7101 to 7552; EO 12009 


CFR Citation: 18 CFR 300 


Current and Projected Rulemakings 


Abstract: The Commission is 
establishing procedures and filing 
requirements for the approval of rates 
submitted by the Alaska Power 
Administration, the Southeastern Power 
Administration, the Southwestern 
Power Administration and the Western 
Area Power Administration, including 
review of four substantive issues 
related to power marketing agencies 
generally. 


Timetable: 

Action Date 

NPRM 09/01/83 

Smaii Entity: No 

Agency Contact: Kenneth J Malloy, 
Attorney, Federal Energy Regulatory 


Commission, 825 North Capitol Street, 
NE, Washington, DC 20426, 202 357-8033 


RIN: 1902-AA19 


@FEES APPLICABLE TO NATURAL 
GAS PIPELINE RATE MATTERS 


Legal Authority: 31 USC 483a 
CFR Citation: 18 CFR 154.24; 18 CFR 


154.38; 18 CFR 154.63; 18 CFR 375.30; 18 
CFR 381.401 


Abstract: The proposed rule would 
establish fees for services and benefits 
provided by the Commission to natural 
gas pipelines in rate matters under the. 
Natural Gas Act. 


Timetabie: 


Action Date FR Cite 


NPRM 12/15/82 47 FR 57943 
NPRM Comment 12/15/82 47 FR 57943 
Period f 
NPRM Comment 02/14/83 
Period End 
Final Action 
Small Entity: No 


Agency Contact: Joseph H Long, 
Attorney, Federal Energy Regulatory 
Commission, 825 North Capitol Street, 
NE, Washington, DC 20426, 202 357-8033 


RIN: 1902-AA20 


12/31/83 


@ELIMINATION OF COMMODITY 
CHARGES FROM NATURAL GAS 
PIPELINE MINIMUM BILL PROVISIONS 


Priority: Agency Determination 


Legal Authority: 16 USC 717 to 717w 
Natural Gas Act 


CFR Citation: 18 CFR 154 


Abstract: Minimum bill provisions 
generally require a purchaser of natural 
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gas from a pipeline to pay a certain 
amount based on an assumed level of 
utilization of its contractual volumes 
whether or not that level is achieved. In 


recovery by a pipeline seller of gas 
costs not actually incurred under 
minimum bill commodity provisions. 


Timetabie: 
Action 
NPRM 


Date 
12/31/83 
Smail Entity: Undetermined 
Agency Contact: Christine Benagh, 
Legal Advisor to Commissioner 
Richard, Federal Energy Regulatory 
Commission, 825 North Capitol Street, 
NE, Washington, DC 20426, 202 357-8033 


RIN: 1902-AA21 


@HIGH-COST GAS PRODUCED FROM 


Legal Authority: 15 USC 3301 to 3352 
CFR Citation: 18 CFR 271; 18 CFR 274 


Abstract: Proposed rule would amend 
definition of recompletion tight 
formation so as to allow production 
from new recompletions to qualify for 
the incentive price if the gas produced 
through the new recompletion could not 
have been produced through any 
completion location in existence before 
the date this proposed rule becomes 
effective. 


Date FR Cite 


NPRM 01/24/83 48 FR 4483 
NPRM Comment 01/24/83 48 FR 4483 
Period Begin 
NPRM — 03/10/83 
Period E 
Final an. 


Small Entity: No 
Agency Contact: Fred A Wolgel, 
Attorney, Federal Energy Regulatory 


Commission, 825 North Capitol Street, 
NE, Washington, DC 20426, 202 357-8033 


RIN: 1902-AA23 


09/30/83 


@REVISIONS TO THE FILING 
REQUIREMENTS FOR CHANGES IN A 
TARIFF, EXECUTED SERVICE 
AGREEMENT, OR PART THEREOF 
Legal Authority: 15 USC 717 to 717w; 42 
USC 7101 to 7352; EO 120¢9 


CFR Citation: 18 CFR 154 


Abstract: The proposed regulations 

would amend the filing requirements for 
any change in a tariff or service 
agreement of a natural gas company. 
The amendments include 
deletions and additions. Also, the 
proposed rule requests comments on 
the proposed requirement for a lead-lag 
study in support of claimed cash 
working capital allowance, or an 
alternative to a lead-lag study. 


Timetabie: 
Action 

NPRM 

Final Action 
Small Entity: No 


Agency Contact: Michael A Stosser, 
Attorney, Federal Energy Regulatory 
Commission, 825 North Capitol Street, 
NE, Washington, DC 20426, 202 357-8033 


RIN: 1902-AA24 


08/17/83 
12/31/83 


@APPLICATION FOR AUTHORITY TO 
HOLD INTERLOCKING POSITIONS 
REQUIRING APPROVAL UNDER 
SECTION 305(B) OF THE FEDERAL 
POWER ACT 


Legal Authority: 16 USC 792 to 828c 
CFR Citation: 18 CFR 45.8 (Revision) 


Abstract: The proposed rule would 
amend the application for authority to 
hold interlocking positions that require 
Commission approval under section 
305(b) of the Federal Power Acct. It 
would remove or revise several 
reporting requirements of the 
application to reduce the applicant’s 
burden. 

Timetable: 

Action Date 


NPRM 07/11/83 

NPRM Comment 07/18/83 
Period Begin 

NPRM Comment 08/17/83 
Period End 

Final Action 

Smaii Entity: No 


12/31/83 


(FORM NOS. 1, 1-F, 2, AND 2-A, AND 

RELATED REGULATIONS) 

Priority: Agency Determination 
Authority: 15 USC 717 to 717w; 16 


Legal 
USC 792 to 828c; 42 USC 7102 to 7352; EO 
12009; 5 USC 553 


CFR Citation: 18 CFR 101; 18 CFR 104; 
18 CFR 141; 18 CFR 154; 18 CFR 159; 18 
CFR 201; 18 CFR 204; 18 CFR 260 
Abstract: The criteria for classifying 
public utilities and natural gas 
companies will be changed to correct 
for the effects of inflation since 1960. 
This will reduce reporting burdens from 
4 to 10 percent. The Uniform Systems of 
Accounts will be amended to reflect the 
change in the Generally Accepted 
Accounting Principles caused by FASB 
No. 71, and will be integrated to make 
them easier to use. Other regulations 
will be revised to reflect the above 
amendments. 


Timetable: 
Action 

NPRM 

Small Entity: No 
Agency Contact: Joseph Hartsoe, 
Attorney, Federal Energy Regulatory 
Commission, 825 North Capitol Street, 
NE, Washington, DC 20426, 202 357-8033 


RIN: 1902-AA26 


Date 
09/30/83 


@CONFIRMATION AND APPROVAL OF 
RATES OF THE BONNEVILLE POWER 
ADMINISTRATION 


Priority: Agency Determination 
Legal Authority: 16 USC 839 to 839h 
Northwest Power Act 


CFR Citation: 18 CFR 300 

Abstract: The Commission is amending 
its interim rule to establish procedures 
and filing requirements for the interim 
and final approval of rates submitted 
by the Bonneville Power Administration 
under section 7 of the Northwest Power 
Act. 
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46 FR 60813 
48 FR 37006 


NE, Washington, DC 20426, 202 357-8033 
RIN: 1902-AA27 


Priority: Undetermined 


Legal : 15 USC 717 to 717w; 15 
USC 3301 to 3432 


CFR Citation: 18 CFR 154.94: 18 CFR 
157.40 


Abstract: The Commission would 
propose to amend its rules concerning 
the blanket affidavit procedure for sales 
of gas subject to the notice of rate 

filing requirements of the 
Natural Gas Act. The blanket affidavit 
procedure allows producers to receive 


FEDERAL ENERGY REGULATORY COMMISSION (FERC) 


@RULE GOVERNING MAXIMUM 
LAWFUL PRICES FOR PIPELINE 
DISTRIBUTION OR AFFILIATE 


Priority: Undetermined 
Legal Authority: 15 USC 3301 to 3432 
CFR Citation: 18 CFR 270.203 
Abstract: The regulation will replace a 


lawful price of a pipeline’s own 
production that was vacated by the 
Supreme Court in P.S.C. of New York v. 
Mid-Louisiana Gas Co. There are two 
alternatives under consideration: should 
the first sale designation be made at 
the intracorporate transfer level or a 
downstream transfer point for natural 
gas sold by the pipeline. 


FEDERAL ENERGY REGULATORY COMMISSION (FERC) 


CONSTRUCTION WORK IN 
PROGRESS FOR PUBLIC UTILITIES 


Final Action 05/16/83 48 FR 24323 
Smaii Entity: No 

Agency Contact: Michael Postar 262 
357-8833 


RIN: 1902-AA07 


SALES AND TRANSPORTATION BY 
INTERSTATE PIPELINES AND 
DISTRIBUTORS 


CFR Citation: 18 CFR 157; 18 CFR 284 
Completed: 
Reason Date FR Cite 
Final Action 08/01/63 48 FR 34875 
Small Entity: No 

Agency Contact: Barbara Christin 202 
357-8033 

RIN: 1902-AA08 


Current and Projected Rulemakings 


the monthly escalation in the maximum 
lawful price under the Natural Gas 
Policy Act without making monthly rate 

filings once the base rate is 
established. 


Timetable: 
Action 
NPRM 
Small Entity: No 


Agency Contact: Jan Macpherson, 
Attorney, Federal Energy Regulato: 
Commission, 825 North Capitol Street, 
NE, Washington, DC 20426, 202 357-8033 


RIN: 1902-AA28 


Date 
09/30/83 


Existing Regulations Under Review 


Timetable: 


Date FR Cite 


Next Action Undetermined 
Small Entity: Undetermined 


Agency Contact: Nancy M Rizzo, 
Federal Energy Regulatory Commission, 
825 North Capitol Street, NE, 
Washington, DC 20426, 202 357-8033 


RIN: 1902-AA22 


Completed Actions 


ALASKAN SHIPPERS TRACKING 
SYSTEM (ANGTS) 


CFR Citation: 18 CFR 154 

Completed: 

Reason Date FR Cite 
Final Action 07/25/83 48 FR 34442 
Smaii Entity: No 

Agency Contact: Jan Macpherson 202 
357-8033 


RIN: 1902-AA12 
[FR Doc. 83-28067 Filed 10-14-83; 8:45 am] 
BILLING CODE 6717-01-T 
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Federal Home Loan 
Bank Board 


Agenda of Federal Regulations 
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Agenda of Federal Regulations 
AGENCY: Federal Home Loan Bank 
Board. 


ACTION: Publication of Agenda Items. 


SUMMARY: The Federal Home Loan 


Bank Board is hereby publishing items 
for the October Regulatory Agenda. 
ADDRESS: Information Services 
Division, Office of the Secretariat, 


FEDERAL HOME LOAN BANK BOARD (FHLBB) 


@INTERSTATE TRANSACTIONS 
INVOLVING INSURED INSTITUTIONS 


Legal Authority: 12 USC 1464; 12 USC 
1725; 12 USC 1726; 12 USC 1729; 12 USC 
1730a 
CFR Citation: 12 CFR 556.5; 12 CFR 
563.22-1 (New) 
Abstract: The Federal Home Loan Bank 
Board is proposing to clarify its current 
policy, applicable to federal thrift 
institutions, permitting interstate 
supervisory mergers, acquisitions, 
consolidations, and transfers of assets, 
and to allow an institution to 
redesignate its home office to another 
state in which it has a grandfathered 
branch office. The Board is also 
proposing to permit establishment of an 
interstate branch on a nonsupervisory 
basis where state law authorizes the 
transaction (the “host state” approach), 
in order to provide federal thrifts with 
the same branching opportunities as 
their state-chartered competitors. 
The alternatives are: (1) do nothing 
(retain existing restrictions), (2) adopt 
changes as proposed, and (3) consider 
other approaches to interstate 
competition problems. 
Costs/benefits have not been 
quantified: the competitive advantages 
and disadvantages of various interstate 
branching authorizations to existing 
and potential federal thrift institutions. 


Timetable: 
Action Date 


NPRM 05/10/83 

NPRM Comment 05/10/83 48 FR 20930 
Period Begin 

NPRM Comment 07/11/83 
Period End 

Next Action Undetermined 

Smaii Entity: No 


Federal Home Loan Bank Board, 1700 G 
Street, N.W., Washington, D.C. 20552. 
FOR FURTHER INFORMATION 
CONTACT: See persons listed below for 
specific agenda items. 

DATED: August 25, 1983. 

By the Federal Home Loan Bank Board 

J. J. Finn, 

Secretary. 


Current and Projected Rulemakings 


Agency Contact: Gayle Radley-Teicher, 
Attorney, Federal Home Loan Bank 
Board, Div. of Corporate & Regulatory 
Structure, OGC, 1700 “G” Street, NW, 
Washington, DC 20552, 202 377-6961 


RIN: 3068-AA03 


Legal = 12 USC 1725; 12 USC 
1726; 12 USC 1730; 12 USC 1464 


CFR Citation: 12 CFR 563.7-4; 12 CFR 
563.8; 12 CFR 563.8-1; 12 CFR 563.8-4; 12 
CFR 563c.1; 12 CFR 563g, (Proposed new 
Part) 

Abstract: The proposal is intended to 
establish uniform rules for securities 
offerings applicable to all institutions 
whose accounts are insured by, or who 
are applying for insurance from, the 
Federal Savings and Loan Insurance 
Corporation, and to relieve current 
restrictions on securities activities by 
such institutions at their offices. The 
current lack of uniform rules puts 
institutions in danger of inadvertently 
violating the disclosure-oriented 
antifraud provisions of the Securities 
Act of 1833 and the Securities Exchange 
Act of 1934, and the use of inadequate 
or misleading disclosures by individual 
institutions could have a significant 
adverse impact on the capability of 
other thrift institutions to raise capital 
and could result generally in illiquid 
and disorderly markets for the 
securities of insured institutions. 

The alternatives under consideration 
are: (1) do nothing (no adoption of 
rules); (2) adopt unique disclosure rules 
for thrifts; or (3) adopt SEC-like rules 
(as proposed-public market recognition 
and comparability). 


Costs/benefits have not been 
quantified; general (cont) 
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03/14/83 48 FR 10684 
Comment 03/14/83 
Period i 
NPRM Comment 05/09/83 
Period End 


Next Action Undetermined 


Smaii Entity: No 

Additional information: ABSTRACT 
CONT: weighing of the industry cost of 
producing disclosure documents (and 
disclosing possibly unfavorable 
elements) vs. the cost of antifraud 
litigation, inability to raise capital, and 
FSLIC liability for institutions 


FEDERAL HOME LOAN BANK BOARD (FHLBB) 


IMPLEMENTATION OF NEW POWERS; 
LIMITATIONS ON LOANS TO ONE 
BORROWER 


CFR Citation: 12 CFR 523; 12 CFR 526; 


12 CFR 541; 12 CFR 545; 12 CFR 555; 12 


CFR 561; 12 CFR 563 


Completed: 


Reason Date FR Cite 


05/26/83 48 FR 23032 


Current and Projected Rulemakings 


materially weakened by such adverse 

actions. 

Agency Contact: John P. Harootunian, 
Attorney, Div of Securities & Corporate 
Anal, Federal Home Loan Bank Board, 
OGC, 1700 G Street, NW, Washington, 
DC 20552, 202 377-6415 


RIN: 3068-AA04 


Completed Actions 


Smaii Entity: Yes 
Agency Contact: Wendy B. Samuel, 
Deputy Director 202 377-6465 


RIN: 3068-AA02 
[PR Doc. 63-28068 Filed 10-14-83: 6:45 am| 


BILLING CODE 6720-01-T 








Part XLVI 


Federal Maritime 
Commission 
Unified Agenda of Federal Regulations 
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FOR FURTHER INFORMATION The agendas include information on 

CONTACT: For further information regulatory activities being conducted or 
Commission rulemaking 
or the status of any matter 

listed below, contact: Francis C. Hurney, 

Secretary, Federal Maritime 

Commission, 1100 L Street, N.W., 

Washington, D.C. 20573, (202) 523-5725. 

SUPPLEMENTARY INFORMATION: 


ee ee 
5 602) requires . 
clettemabetitactinadite ane en See 


rulemaking proceedings 
listing of rules that have become final 
since the publication of the most recent 
regulatory agenda (April 1983). This list 
will be made available to the press and 
interested groups. 
the Commission Francis C. Hurney, 
wolihidily ceughhes withibiediilliea. Secretary. 


FEDERAL MARITIME COMMISSION (FMC) Current and Projected Rulemakings 


PER CONTAINER RATE RULES FOR CFR Citation: 46 CFR 531; 46 CFR 536 


FOREIGN TARIFFS Abstract: This rule would abolish 

Legal Authority: 5 USC 533; 46 USC conference and common carrier tariff 

817(b); 46 USC 821; 46 USC 941(a) rules prohibiting freight rate settlements 
more than six months after shipment. 
I nck an eleatane 
Action Date FR Cite 
NPRM 08/28/81 46 FR 43472 
interim Final Rule 08/10/82 47 FR 34556 
Stay of Final Rule 11/10/82 47 FR 50875 


Reconsideration of 12/00/83 
Final Rule 


Smail Entity: Not Applicable 

Additional information: Docket No. 81- 
51. 

Agency Contact: Francis C. Hurney, 
Secretary, Federal Maritime 
Commission, 1100 L St., N.W., 


Legal Authority: 46 usc 12, 46 usc NPRM == 09/00/81 46 FR 44906 
814; 46 USC 816; 46 USC 817(b) 10/00/83 
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Commission, 1100 L St., N.W., 
Washington, D.C. 20573, 202 523-5725 


RIN: 3072-AA08 


Legal Authority: PL 96-41; 5 USC 504 et 
seq; 46 USC 841(a) 
CFR Citation: 46 CFR 503 


Abstract: The Equal Access to Justice 
Act provides for reimbursement to 
persons who have been subjected to 
investigatory processes and who 
subsequently prevail on the merits. 


Commission, 1100 L St., N.W., 
Washington, D.C. 20573, 202 523-5725 


Legal Authority: 5 USC 552(b)(4); 46 USC 
841(a) 


CFR Citation: 46 CFR 503 


Abstract: Amendments to current rules 
governing treatment of FOIA requests 
will provide for notification to filers of 
“business confidential” information to 
permit responses before a decision to 
release or not to release information 
requested under the Act. 


Date 
NPRM 12/00/83 
Small Entity: Undetermined 


Agency Contact: Francis C. Hurney, 
Secretary, Federal Maritime 
Commission, 1100 L St., N.W., 
Washington, D.C. 20573, 202 523-5725 


RIN: 3072-AA12 


FR Cite 


SMALL CLAIMS 
Legal Authority: 46 USC 821; 46 USC 
841(a) 


10/18/82 
10/18/82 47 FR 46338 


12/17/82 


10/00/83 


Agency 

Secretary, Federal Maritime 
Commission, 1100 L St., N.W., 
Washington, D.C. 20573, 202 523-5725 


RIN: 3072-AA14 


PRIVACY ACT 


Legal Authority: 5 USC 552(a); 46 USC 
841(a) 


CFR Citation: 46 CFR 503 


Abstract: Amendments to current rules 
implementing the Privacy Act are 
updated to reflect current organization 
and procedures. 
Timetable: 
Action 

NPRM 


Smaii Entity: No 

Agency Contact: Francis C. Hurney, 
Secretary, Federal Maritime 
Commission, 1100 L St., N.W., 
Washington, D.C. 20573, 202 523-5725 


RIN: 3072-AA15 


Date 
12/00/83 


EXEMPTION OF NONEXCLUSIVE 
TRANSSHIPMENT AGREEMENTS 


Legal Authority: 46 USC 814; 46 USC 
833(a); 46 USC 841(a) 
CFR Citation: 46 CFR 524 


Abstract: The proposed rule would 
eliminate the need for the filing of 
nonexclusive transshipment agreements 
with the Commission. Exemption wil! 
benefit the shipping industry and 
Commission staff. 


Current and Projected Rulemakings 


Timetabie: 

Action Date 
NPRM 10/00/83 
Small Entity: Undetermined 


Bureau of Agreements and Trade 
Monitoring, 1100 L St., N.W., 
Washington, D.C., 202 523-5787 


RIN: 3072-AA18 


EXEMPTION OF CERTAIN MARINE 
TERMINAL AGREEMENTS 


Legal Authority: 46 USC 814; 46 USC 
833(a); 46 USC 841(a) 
CFR Citation: 46 CFR 524 


Abstract: This proposed rule would 
exempt from the filing and approval 
requirements of section 15 of the 
Shipping Act, 1916, (a) certain 
agreements relating to the lease, 
license, assignment or other similar use 
of marine terminal real property; (b) 
agreements relating solely to the 
performance of traditional stevedoring 
services; (c) certain marine terminal 
agreements relating to the use of dock, 
berth, apron or pier space; other 
terminal facilities at other than tariff 
rates; and marine terminal services at 
other than tariff rates. The exemption 
will benefit the terminal industry. 


Timetable: 

Action Date 

NPRM 10/00/83 

Small Entity: Undetermined 

Agency Contact: Joseph C. Polking, 
Director, Federal Maritime Commission, 
Bureau of Agreements and Trade 
Monitoring, 1100 L St., N.W., 
Washington, D.C. 20573, 202 523-5787 
RIN: 3072-AA19 


AMENDMENTS TO G.O. 13, 24, AND 38 
TO DEFINE INTERMODAL AUTHORITY 


Legal Authority: 46 USC 814; 46 USC 
817; 46 USC 841(a) 

CFR Citation: 46 CFR 522; 46 CFR 531; 
46 CFR 536 


Abstract: This proposed rule would 
define the term “intermodal authority” 
as it is used in various agreements and 
tariffs to aid in a determination as to 
precisely where such authority begins 
and ends. The proposed rule will help 
clarify an ambiguous term. 





Legal Authority: 46 USC 814; 46 USC 
833(a); 46 USC 841(a) 


CFR Citation: 46 CFR 528 


Legal Authority: 46 USC 814; 46 USC 
820; 46 USC 841(a) 

CFR Citation: 46 CFR 527 
Abstract: This proposed rule would 
eliminate the requirement that 
ratemaking groups operating under 
section 15 approval annually report 
detailed information on all shippers’ 
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requests and complaints received. As 
an alternative, the Commission may 
wish to consider a rule that would 
require the filing of a statistical 
summary of the detailed information 
currently being reported. 

Timetable: 
Action 

NPRM 

Small Entity: No 
Agency Contact: Joseph C. Polking, 
Director, Federal Maritime Commission, 
Bureau of Agreements and Trade 
Monitoring, 1100 L St., N.W., 
Washington, D.C. 20573, 202 523-5787 


RIN: 3072-AA23 


Date 
01/00/84 


LICENSING OF INDEPENDENT OCEAN 
FREIGHT FORWARDERS 


Legal Authority: 46 USC 817; 46 USC 
820; 46 USC 841(a); 46 USC 841(b) 


CFR Citation: 46 CFR 510.13(e); 46 CFR 
510.17(c); 46 CFR 510.20(a); 46 CFR 
510.31(b); 46 510.31(e); 46 
510.31(h); 46 510.32(h); 46 
510.32({k); 46 510.33(e); 46 
510.34(b); 46 510.34(e); 46 
510.36(b) 

Abstract: The proposed amendments 
allow for notice of forwarder/shipper 
affiliations; amend the current invoicing 
rules; delete approval requirement for 
sale/transfer of stock; clarify rules on 
forwarder arrangements with sales 
agents; modify procedures for 
accounting to clients for funds due; 
change the rules on anti-rebate 
certifications; revise requirements 
pertaining to cooperative working 
agreements; change rules on publication 
of revocation notices in the Federal 
Register; and modify rules concerning 
port-wide exemptions. 

Timetable: 
Action 

Begin Review 
NPRM 


08/01/83 
08/26/83 48 FR 38856 


FR Cite 


FEDERAL MARITIME COMMISSION (FMC) 


RESPONSIBILITY OF 
PASSENGER VESSELS 


Priority: Agency Determination 


Legal Authority: 46 USC 817(d); 46 USC 
817(e) 


CFR Citation: 46 CFR 540 


Abstract: This regulation, which is 
concerned with the financial 
responsibility requirements for owners, 
operators and charterers of certain 
passenger vessels, is scheduled for 
review pursuant to section 610 of the 
Regulatory Flexibility Act. 


Current and Projected Rulemakings 


Action Date 

NPRM Comment 08/26/83 
Period Begin 

NPRM Comment 10/25/83 
Period End 

End Review 

Final Action 

Small Entity: No 

Additional! information: 

Docket No. 83-35 


This rulemaking has been expanded to 
include proposed changes to twelve 
sections of 46 CFR’ 510, as identified in 
item No. 8 above. There is no 
significant potential cost increase 
involved in the proposed changes. The 
benefits are a general reduction of 
regulations of the forwarding industry. 
Agency Contact: Jeremiah D. Hospital, 
Chief, Office of Freight Forwarders, 
Federal Maritime Commission, 1100 L 
St., N.W., Washington, D.C. 20573, 202 
523-5843 


RIN: 3072-AA27 


03/00/84 
03/00/84 


@GENERAL ORDER 38 REVISION 
CONCERNING FILING OF TARIFFS IN 
DOMESTIC OFFSHORE COMMERCE 


Legal = 46 USC 817(a); 46 USC 
820; 46 USC 841(a); 46 USC 844 


CFR Citation: 46 CFR 531 

Abstract: This rule will establish 
provisions at the Commission for 
around the clock receipt of permanent 
tariff filings in the domestic offshore 
commerce. 

Timetable: 

Action Date 

NPRM 10/00/83 

Small Entity: Not Applicable 

Agency Contact: Hubert E. Bradford, 
Chief, Office of Domestic Tariffs, 
Federal Maritime Commission, 1100 L 


Street, N.W., Washington, D.C. 20573, 
201 523-5856 


RIN: 3072-AA28 


Existing Regulations Under Review 


Timetable: 
Date FR Cite 


Begin Review 08/05/83 48 FR 35675 
End Review 11/30/83 


Smali Entity: Undetermined 
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St., N.W., Washington, D.C. 20573, 202 
523-5820 
RIN: 3072-AA11 


FILING OF TARIFFS BY TERMINAL 
OPERATORS 


: 46 USC 816; 46 USC 


Legal Authority: 46 USC 817(b); 46 USC 
841(a) 


CFR Citation: 46 CFR 536 


Abstract: This rule will discontinue the 
agency practice of accepting temporary 


Final Action 
Final Action 
Effective 
Small Entity: No 
Additional information: Docket No. 80- 


03/08/83 
05/30/83 


Affected Sectors: 441 Deep Sea yrs 
Transportation; 443 Great Lakes-St. Lawrence 

Seaway Transportation 

Agency Contact: James A. Warner, 
Chief, Office of Foreign Tariffs, Federal 


Begin Review 06/01/83 

End Review 10/00/83 

Small Entity: Not Applicable 

Agency Contact: Robert G. Drew, 
Director, Bureau of Tariffs, Federal 
Maritime Commission, 1100 L St., N.W., 
Washington, D.C. 20573, 202 523-5796 


RIN: 3072-AA17 


GENERAL ORDER 13 REVISION TO 
PROVIDE FOR DEFINITION OF NVOCC 


Legal Authority: 46 USC 817(b); 46 USC 
841(a) 


46 CFR 531; 46 CFR 536; 46 CFR 540; 46 
CFR 543; 46 CFR 544; 46 CFR 524; 46 CFR 
542 


Abstract: Amended rules will revise or 
establish filing and service fees which 
will enable the Commission to recoup 
costs for services of value to the public. 


Date FR Cite 


07/06/82 47 FR 29278 
02/08/83 48 FR 5737 
03/10/83 


Timetable: 

Action 

NPRM 

Final Action 

Final Action 
Effective 


Small Entity: No 

Additional information: Docket Nos. 82- 
32 and 82-33. 

Affected Sectors: Multiple 


Agency Contact: Samuel L. 
Simonovich, Budget Analyst, Federal 
Maritime Commission, Office of Budget 
and Financial Management, 1100 L St., 
N.W., Washington, D.C. 20573, 202 523- 
5770 


RIN: 3072-AA02 


EXEMPTION OF BULK CARGO 
MOVING IN FOREIGN COMMERCE 
Legal Authority: 46 USC 817; 46 USC 
833(a); 5 USC 553 

CFR Citation: 46 CFR 536 


the definition of a non-vessel operating 
common carrier should be incorporated 
within 46 CFR 536. The current rule 
refers to a definition in another rule 
and that definition requires revision. 
Timetable: 
Action 


Begin Review 
End Review 
Smaii Entity: No 
Agency Contact: Robert G. Drew, 
Director, Bureau of Tariffs, Federal 
Maritime Commission, 1100 L St., N.W., 
Washington, D.C. 20573, 202 523-5796 


RIN: 3072-AA25 


01/04/83 
03/00/84 


unprocessed f 
those that are loaded and carried in 
containers, trailers, rail cars or similar 
intermodal equipment from the tariff 
filing requirements of section 18{b) (1) 
of the Shipping Act, 1916. 

Timetabie: 
Action 


NPRM 
Withdrawn 


Small Entity: No 

Additional information: Docket No. 82- 
13. SMALL BUSINESSES CONT: 
reduction in present requirements. - 
Affected Sectors: 441 a i 
Transportation; 443 Great Lakes-St. Lawrence 
Seaway Transportation 

Agency Contact: Francis C. Hurney, 
Secretary, Federal Maritime 
Commission, 1100 L St., N.W., 
Washington, D.C. 20573, 202 523-5725 


RIN: 3072-AA05 


03/12/82 47 FR 10862 
04/28/83 48 FR 19188 


FINANCIAL RESPONSIBILITY FOR 
WATER POLLUTION 


Legal = 33 USC 1321(); 33 USC 
1321(p); EO 11735 Sec 3 


CFR Citation: 46 CFR 542 


Abstract: The Commission’s rules 
implementing the vessel financial 
responsibility requirements of section 
311 of the Clean Water Act (the Act) 
defines the “United States” as including 
the Panama Canal Zone. However, the 
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Panama Canal treaties of 1977 may 


03/07/83 48 FR 9543 
06/13/83 48 FR 27112 


Abstract: Consideration is being given 
to amend tariff filing rules to permit 
conferences and rate agreements to file, 
on behalf of member line controlled 


FR Cite 


03/25/83 48 FR 12576 
08/03/83 48 FR 35099 


Affected Sectors: 441 Deep Sea Foreign 
Transportation 

Agency Contact: Robert G. Drew, 
Director, Bureau of Tariffs, Federal 
Maritime Commission, 1100 L St., N.W., 
Washington, D.C. 20573, 202 523-5796 


RIN: 3072-AA26 


Completed Actions 


COMPLETED REVIEWS 

GENERAL ORDER 13 REVISION 
CONCERNING TARIFF PAGE CHECK 
SHEETS 

Legal Authority: 46 USC 817(b); 46 USC 
841(a) 

CFR Citation: 46 CFR 536 

Abstract: The current regulation 
requires common carriers to file page 
revision check sheets with tariffs filed 
with the Commission. Currently, 
examiners record all tariff amendments 
on these check sheets, a time 
consuming process. This practice is 
being reviewed to determine if this 
burden can be reduced or different 
procedures established. 


Timetable: 
Action 

Begin Review 
End Review 
Small Entity: No 
Agency Contact: Robert G. Drew, 
Director, Bureau of Tariffs, Federal 


Maritime Commission, 1100 L St., N.W., 
Washington,-D.C.20573, 202 523-5796 


RIN: 3072-AA24 
[FR Doc. 63-28069 Filed 10-14-83; 8:45 am| 
BILLING CODE 6730-01-T 


02/01/83 
07/20/83 


FR Cite 
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| Pre-Sale Availability of Written Warranty Terms (Exasting Regulation; Modifications under Consideration) 


| Retail Food Store 


Advertising 
| Cooling-Off Period for Door-to-Door Sales 


determination on the need for or the 
substance of a trade regulation rule or 
any other procedural option should be 
inferred from the projected events 
included in this agenda. 

Several agenda items concern 
proceedings that may affect a 
substantial number of small businesses 
as that term is used in the Regulatory 
Flexibility Act. Whether any such 

ing will result in a rule which is 
likely to have a significant economic 
impact on such entities depends upon 
final Commission determinations on the 
need for or on the substance of a trade 
regulation rule. 

Except for notice of completed 
actions, the views expressed in these 
entries are those of the FTC staff, based 
upon information now available. These 


Current and Projected Rulemakings 


Existing Regulations Under Review 


Title 


| Rules and Regulations Under the Woo! Products Labeling Act of 1939 .. 
Rules and Regulations Under Fur Products Labeling Act - 
| Rules and Regulations Under the Textile Fiber Products identification Act 
| *Review of the Premerger Notification Rules and Report Form 
| Games of Chance in the Food Retailing and Gasoline industries Rule 
| Franchising and Business Opportunities 
| Rules for Using Energy Cost and Consumption information Used in Labeling and Advertising of Consumer Appliances 
| under the Energy Policy and Conservation Act............. Sian tled ideas A ta ataancecihack eta alin Maiti alcth ine Ntdestbcabie | 3084-AA26 
| Labeling and Advertising of Home insulation Rule 


“indicates pry opdaton. 


views should not be regarded as final 
staff positions, nor should they be 
attributed to the Commission itself. The 
Commission will address the issues 
presented on the rulemaking record in 
the final consideration of each 
proceeding. 


Agenda items include the projected 
timing of any future Commission action. 
In most instances the dates of future 
events are listed by month, rather than a 
specific day. Further details may be 
obtained from the agency contact 
responsible for a particular proceeding. 
Discovery of new information, 
in circumstances, or in the law may alter 
the projected dates. 


By direction of the Commission. 


Michael A. Baggage, 
Acting Secretary. 


3084-AA15 
3084-AA17 


3084-AA19 
| 3084-AA20 

3084-AA21 
| 9084-AA22 
| 3084-AA23 
| 3084-AA24 
| 3084-AA25 


| 3084-AA27 
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Amendment to Care we of Textile —s —— Us cccccnscsecstirinstasichecigh tie 


*Funeral industry Practices 
“indicates priority regulation. 


eeeeerereceseccscereccessesseresessscecssceesseesssssnessseseseseseeeseesesssssereseessessesasarnneeeeeees 


FEDERAL TRADE COMMISSION (FTC) 


1. ANTACID ADVERTISING 
15 USC 45 Federal 


Trade Commission Act; 15 USC 57(a) Federal 
Trade Commission Act 


CFR Citation: 16 CFR 451, (New) 


Abstract: The Commission did not 
propose a rule at the outset of this 
proceeding. Rather than making a 
specific proposal, the Commission 
focused the proceeding on whether, and 
in what form, warnings required by the 
Food and Drug Administration (“FDA”) 
in the labeling of non-prescription 
antacids should also appear in the 
advertising for such products. The 
proceeding has explored and 
considered various alternatives, 
including no warnings, a general 
warning (which refers generally to the 
existence of risk and directs consumers 
to the label), various specific warnings 
(which specifically disclose the 
existence of particular risks), and 
various combinations of general and 
specific warnings. The potential 
benefits from adoption of any rule are 
threefold: first, the prevalence of 
contra-indicated use of antacids may be 
lowered; second, manufacturers may 
have an incentive to include additional 
safety information in their advertising, 
and third, manufacturers may also have 
an incentive to produce safer antacids. 
The potential costs from adoption of 
any rule are the following: first, the 
effectiveness of antacid advertising 
may be lowered; second, consumers 
may mistakenly conclude from (cont) 
Timetable: 
Action Date FR Cite 
NPRM 08/31/78 43 FR 38851 
Presiding Officer's 11/00/79 


Additional information: ABSTRACT 
CONT: the warning information that all 


, antacids are unsafe, and third, any 


required advertising disclosure may. 
impose direct dollar costs. Alternatives 
to a rulemaking might include cases 
under Section 5 and consumer 
education. It is not expected that any 
rule will have a significant economic 
impact on a substantial number of 
small entities. With the exception of 
small retailers who advertise price and 
availability in newspapers and 
magazines, virtually all of the antacid 
advertisers are large entities. Moreover, 
the impact on small retailers will 
essentially be eliminated by a provision 
exempting print advertising that states 
only the product’s name and price. 
Agency Contact: Wallace S. Snyder, 
Associate Director, Federal Trade 
Commission, Division of Advertising 
Practices, Bureau of Consumer 
Protection, Washington, D.C. 20580, 202 
724-1511 


RIN: 3084-AA0O 
a TN eR NN ARR OAD ES NN I 


2. PROPOSED TRADE REGULATION 
RULE CONCERNING CREDIT 
PRACTICES 


Priority: Major 
r 15 USC 45 Federal 


Legal 
Trade Commission Act; 15 USC 57(a) Federal 
Trade Commission Act 


CFR Citation: 16 CFR 444, (New) 


Abstract: In July 1983, the Commission 
tentatively adopted a proposed rule that 
would restrict certain remedies used by 
creditors to collect debts in cases 
where they may cause serious harm to 
debtors greater than the resulting 
economic benefit to creditors. Remedies 
addressed by the rule include: 
confessions of judgment; waivers of 
state property exemption wage 
assignments; blanket security interests 
in household goods; late charges; and 
cosignors. Benefits from the proposed 


Current and Projected Rulemakings 


tule may include: reducing excessively 
large late fees; prevention of invasion 
of privacy or injury to the employment 
relationship; and improving consumers’ 
legal defenses. The cost to consumers 
of the rule may potentially take two 
forms: increases in the price of 
consumer credit (i.e., interest rates) and 
reduction in availability of credit to 
certain consumers. Alternatives 
considered by the Commission included 
a disclosure rule, rule provisions 
—_ by participants in the 

and no rule. The 
a would probably affect large and 
small creditors similarly. The proposal 
would affect finance companies more 
than other creditors because finance 
companies make greater use of the 
remedies (cont) 
Timetabie: 
Action Date FR Cite 


NPRM 04/11/75 40 FR 16347 
Final Notice 06/24/77 42 FR 32259 
Presiding Officer's 08/00/78 

Report 
Staff Report 
+ J 

oe ; 


08/00/80 
07/20/83 


approval 
Final Commission 09/00/83 
iderat 


Small Entity: Undetermined 

Additional information: ABSTRACT 
CONT: covered by the rule. The staff is 
now preparing a Statement of Basis and 
Purpose and a Regulatory Analysis. 
Agency Contact: Wade 
Keller, Federal Trade Commission, 
Division of Credit Practices, Bureau of 
Consumer Protection, Washington, DC 
20580, 202 724-1580 


RIN: 3084-AA02 





Legal Authority: 15 USC 45 Federal 
Trade Commission Act; 15 USC 57(a) Federal 
Trade Commission Act 


CFR Citation: 16 CFR 443, (New) 


Abstract: The rule proposed at the 
outset of this proceeding would require 
that health spa membership contracts 
provide consumers with a right to 
cancel and receive a full refund duri 

a three-day period. If a 
seller's facilities are not yet fully 
operational, the consumer would have 
ten days to cancel after notice that the 
spa facilities are fully operational. After 
this period, the consumer would have a 
right to cancel by paying up to a 5 


cancellation notices, limit contracts to 
two years, and prohibit the receipt of 
more than 5 percent of the contract 
price from consumers if a spa is not 
fully operational and available for use 
at the time the contract is signed. All 
industry members would incur costs for 
printing new contracts in order to 
comply with the proposed rule. 
Membership cancellations attributable 
to the requirements of the proposed rule 
would adversely affect the cash flow of 
health spas. Consumers would benefit 
from the proposed rule's unlimited 
cancellation rights to the extent they 
are not currently (cont) 


Timetable: 
Action Date 


NPRM 08/18/75 40 FR 34615 
Presiding Officer's 04/00/79 

Report 
Staff Report 03/00/84 


Small Entity: Yes 

Additional information: ABSTRACT 
CONT: granted by the industry. Staff is 
currently preparing a staff report. 
Alternatives under consideration 
include (1) a rule that would prohibit 
certain business practices by industry 
members and would require full 
disclosures of all ramifications of a 
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tere mpaierad -ege7 wh ay 
changes in the nature of the refund 
requirement; (3) changes in other 
ee ae ee oe ee Oe 
enforcement; and (5) consumer and 
business education. The proposed rule 
would have a significant economic 
impact on a substantial number of 
small entities by varying required 


Agency Contact: John Crowley, Federal 
Trade Commission, Division of Service 
Industry Practices, Bureau of Consumer 
Protection, Washington, DC 20580, 202 


Trade Commission Act; 15 USC 57(a) Federal 
Trade Commission Act 

CFR Citation: 16 CFR 440, (New) 
Abstract: The proposed regulation 
currently under consideration would 
afford hearing aid purchasers a right to 
cancel the transaction within 30 days of 
purchase subject only to specified 
cancellation charges. Staff has explored 
alternative rule proposals that would 
require hearing aid dispensers to 
disclose whether they offer a trial 
period or would contain specific 
advertising prohibitions. In addition, 
staff has explored case by case 
enforcement and other alternatives to a 
Commission rule. If a triai period is 
required, the costs of the rule would be 
the dispenser’s loss on the returned aid 
and the administrative expense of 
complying with the rule. This loss 
would be mitigated, among other things, 
by a cancellation fee and by the 
opportunity to re-sell the used aid. The 
greatest impact would be felt by 
dealers who do not currently offer 
customers trial periods with the sale of 
a hearing aid, particularly dealers with 
a high percentage of dissatisfied 
customers. Many dealers now offer 
trials. For those dealers the rule would 
be expected to have little impact 
beyond the administrative cost of 
complying with the rule, or any 
mandated changes in cancellation fees 
or other charges associated (cont) 





ea eid 


7. 
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06/00/75 40 FR 26646 
Presiding Officer's 08/00/77 


Report 
Original Staff 

Report 
Initial Commission 10/00/79 

Consideration 


11/00/78 


12/00/83 


practices in the sale of hearing aids and 
to give consumers contractual remedies 
against the risk that a hearing aid 
device will provide no significant 
benefit to the user. Since most hearing 
aids are sold by small businesses, the 
rule is expected to affect a large 
number of small businesses. Should 
some costs of implementing the rule be 
passed from dispensers to 
manufacturers of hearing aids (e.g., 
return of aids rejected by customer), 
there would be some impact on small 
manufacturers of aids as well. 


Agency Contact: Marc Winerman, 
Federal Trade Commission, Division of 
Marketing Practices, Bureau of 


Abstract: The objective of the proposed 
amendment is to ensure that a 
purchaser's duty to pay is not separated 
from sellers’ duty to perform when 
consumer sales are financed by third 
party creditors or purchase money 
lenders. The original rule requires 
sellers to ensure that credit contracts 
used in consumer installment sales and 


defenses related to the sale transaction 
which the buyer may have against the 
seller. The proposed amendment would 
extend to creditors the obligation to 

ensure that credit contracts contain the 


Some creditors may have increased 
costs associated with screening 
contracts and monitoring the 
reputations of retailers with whom they 
deal. Alternatives considered by the 
Commission include: rejection of the 
amendment; postponement of decision 
pending additional information on 
(cont) 

Timetable: 

Action Date 
Notice 11/18/75 


of 40 FR 53530 


Proposed 
Amendment 

Rule & Statement 11/18/75 
of Basis & 


40 FR 53506 


02/05/76 41 FR 5305 


Purpose 
Final Notice of 
Proposed 
Amendment 
Guidelines on 


TRR 
Statement of 


05/14/76 41 FR 20022 


08/16/76 41 FR 34594 


Policy 

09/16/77 
Consumer Credit 
Contracts 


42 FR 46509 


Presiding Officer's 02/16/78 43 FR 6810 
Report 


11/24/78 
11/15/79 


43 FR 54950 
44 FR 65771 


11/00/83 


tions to - 
Commission 
Small Entity: Undetermined 


Additional information: ABSTRACT 
CONT: compliance with the original 
rule; adoption of the amendment 
extending the rule to creditors and also 
making additional technical 
amendments. The amendment would 
shift some compliance costs from small 
businesses to creditors that control the 
contract form. Otherwise, because the 
existing rule already applies to retail 


Current and Projected Rulemakings 


sellers, the amendment should have no 
appreciable effect on other small 


7. AMENDMENT TO LABELING AND 
ADVERTISING OF HOME INSULATION 
RULE 


Legal Authority: 15 USC 57a 


CFR Citation: 16 CFR 460.10; 16 CFR 
460.18; 16 CFR 460.19; 16 CFR Appendix B 


Abstract: The Commission's home 


in advertisements or other promotional 
materials when they make energy 
savings claims about an insulation 
product or refer to the products 
thickness, R-Value or price. The 
Commission temporarily stayed the 
effective date of those disclosure 
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Legal Authority: 15 USC 45 Federal 
Trade Commission Act, 15 USC 47(a) Federal 
Trade Commission Act 


CFR Citation: 16 CFR 441, (New) 


resale value. Consumers might benefit 
from better information, if warranties 
accurately reflected what service is 
included (cont) 


FR Cite 
40 FR 23334 
42 FR 26396 


Smail Entity: Yes 

Additional ABSTRACT 
CONT: in the price of the 
home. The proposed rule will have an 
impact on 200 mobile home 
manufacturers and 12,000 mobile home 
dealers, most of which are small 
businesses. There are alternatives to 


disclosed in their warranties; instead of 
requiring manufacturers to disseminate 
consumer questionnaires, to monitor 
effectiveness of factory and dealer 
warranty repairs, manufacturers could 
select their own monitoring devices; 
some responsibilities and duties of the 
manufacturers may not be needed (e.g.. 
pre-occupancy inspection, set-up and 
transportation damage). 

Agency Contact: Eloise Gore or Allen 
Hile, Staff Attorneys, Federal Trade 
Commission, Division of Marketing 
Practices, Bureau of Consumer 
Protection, Washington, DC 20580, 202 
523-1670 


RIN: 3084-AA10 


9. PROPRIETARY VOCATIONAL AND 
HOME STUDY SCHOOLS 


Priority: Undetermined 

Legal Authority: 15 USC 45 Federal 
Trade Commission Act; 15 USC 57(a) Federal 
Trade Commission Act 

CFR Citation: 16 CFR 438, (New) 


Abstract: In 1979, the Second Circuit 
Court of Appeals set aside the rule as 
originally issued by the Commission, 
citing problems with some of the 
remedies that the rule provided to 
purchasers of proprietary vocational 
training. The Staff has prepared 


recommendations as to how the 


Current and Projected Rulemakings 


Commission should respond to the 
Court's decision. Alternatives under 
consideration include a rule that would 


requiring some refunds but not on a 
strict pro rata basis, and a rule with no 
refund requirements at all. Alternatives 
to rulemaking include case-by-case 
enforcement, and FTC intervention 
before other state and federal agencies 
having jurisdiction over vocational 
schools to prevent deceptive practices. 
The rule may benefit consumers by 
enabling them to avoid expenditures on 
inappropriate courses and increasing 
the effectiveness of the vocational 
school industry in training and placing 
people in productive jobs. The cooling- 
off track record disclosures and refund 
components of the rule variations under 
consideration would impose real social 
costs on schools covered (cont) 


Timetabie: 
Action 


NPRM 
Previous Final 
Rule 
Rule set aside & 12/13/79 
remanded by 
Court 
New Staff 
Recommenda- 


08/15/74 
12/18/78 


FR Cite 


39 FR 29385 
43 FR 60796 


07/10/81 


tion 

Staff 
Recommenda- 
tions to 

C a 


Small Entity: Yes 

Additional information: ABSTRACT 
CONT: including administrative costs 
associated with processing and 
collecting and disseminating 
information. Price increases may result 
from these costs as well as the 
possibility of paying out increased 
refunds. The rule should be most costly 
to schools that use unfair or deceptive 
practices to induce students to enroll in 
their courses. Schools that do not use 
these practices may not incur 
significant cost increases. The rule 
seeks to deter deceptive sales practices 
by requiring schools to provide material 
information to prospective students, 
and to provide students with 
contractual remedies which they can 
use to protect themselves when 
necessary. Most of the 6,000 schools 
that would be affected by the rule are 
small businesses. 


12/00/83 





Federal Register / Vol. 48, No. 201 / Monday, October 17, 1983 / Unified Agenda ous 


CFR Citation: 16 CFR 454, (New) 


Abstract: The proposed rule addresses 
the advertising and labeling of protein 


Thus, for example, a labeling disclosure 
would be required warning against use 
for infants. Second, the rule would 
prohibit certain false or deceptive 
clainas, such as the claim that use of a 
protein supplement can counteract or 


Alternatives under consideration 
include a rule omitting any of the three 
major kinds of requirements of the 
rule, as well as a case-by- 
case approach to enforcement. 
Adoption of the proposed rule may 
benefit the public by reducing and 


concerning the composition, use and 
effects of protein supplements. The 

costs to the public of adoption (cont) 
Timetable: 
Action Date FR Cite 


Previous NPRM 09/05/71 40 FR 41144 


03/10/76 41 FR 10232 
06/04/76 41 FR 22593 


NPRM 
Additions & 
Modifications to 
Notice 


Presiding Officer's 06/15/78 
Report 


Staff Report 
Staff 


07/24/79 
12/00/83 


tion to 
Smaii Entity: Yes 
CT 


Additional information: ABSTRA’ 
CONT: of the Rule would include cost 


es 


attributable to advertising 
Apart from the loss of business 


representations, the staff believes the 
costs to business of adoption of the rule 
are likely to be small. Objectives: the 
proposed rule was developed to limit 
misrepresentations in advertising and 
labeling, to provide information that 
some of these products may be 
inappropriate or hazardous for certain 
uses (e.g., for infants), and to remedy 
misrepresentations about the need for 
dietary protein supplements to the 
typical consumer diet. Large firms make 
most sales of protein supplements. 
However, a sizeable number of small 
firms also produce such products, and 
would be subject to the rule. 

Agency Contact: Harrison Sheppard, 
Federal Trade Commission, San 
Francisco Regional Office, 450 Golden 
Gate Avenue, San Francisco, CA 94102, 
415 556-1270 


RIN: 3084-AA12 


11. STANDARDS AND CERTIFICATION 
Priority: Undetermined 


Legal Authority: 15 USC 45 Federal 
Trade Commission Act; 15 USC 46(g) Federal 
Trade Commission Act 

CFR Citation: 15 CFR 457, (New) 


Abstract: Standards for products 
ranging from nuts and bolts to 
computers are set by trade associations, 
professional societies, testing 
laboratories, and other private sector 
groups. They are relied on by 
consumers, building code officials, 
government agencies, and others for 
regulatory and procurement purposes. 
These standards can provide significant 
benefits, such as lowering the cost of 
communications between buyers and 
sellers; 
technology; 
design, production, and inventory; and 
assuring the safety, fitness, energy 
efficiency, or other aspects of — 
performance. However, 
injury to competition and nl 
can occur if standards or certification 
actions block the use of superior or 
lower cost technology, inflate product 
prices, or deceive consumers about the 
quality or safety of a product. In the 
the Commission is 
examining whether a rule, guide, or 
other enforcement action is needed to 
address these competitive and 
consumer injuries. The Commission is 
particularly interested in the impact on 


12/07/78 
Staff Report 04/11/83 
Presiding Officer's 06/06/83 


Report 
Post Record 09/06/83 
Comments 


Rebuttal 
Comments Due 
Small Entity: Undetermined 


Additional information: ABSTRACT 
CONT: actions. An alternative to a rule 
is a case-by-case approach to any 


10/21/83 


- both positive and negative - on small 
businesses. Many complaints about 
injurious standards and certification 
actions were filed by small businesses. 
The rule is aimed at alleviating these 
injuries. On the other hand, most of the 
standards and certification 
organizations that would be subject to 
the rule and subject to any compliance 
costs are small businesses. 


Service Industry Practices, Bureau of 
Consumer Protection, Washington, DC 
20580, 202 523-4555 


RIN: 3084-AA13 


12. USED MOTOR VEHICLES 
Priority: Undetermined 


Legal Authority: 15 USC 45; 15 USC 
57(a); 15 USC 2309(b) 

CFR Citation: 16 CFR 455, (New) 
Abstract: The rule would have required 
dealers to post a window form on used 
cars sold to consumers which disclosed, 
in plain language, information 
concerning warranty coverage offered 
(if any), the meaning of an “As Is” sale 
(in which neither express warranties 
nor implied warranties are offered), and 
other important information. The form 
would have also informed consumers 
that oral promises are difficult to 
enforce and would have required the. 
dealer to disclose certain specific 
mechanical condition defects known to 
him. The rule and accompanying 
Statement of Basis and Purpose and 
Regulatory Analysis were published in 
the Federal Register on August 14, 1981. 
All of the alternatives that were 
considered, along with an analysis of 


— 
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01/06/76 41 FR 1089 
08/14/81 46 FR 41328 


ity 
of the legislative veto of this rule and is 


effective. Consumers Union of 


Supreme Court ruled that the legislative 
veto of the Used Car Rule was 

ee 
26, 1983, petitions to review the 

Se eeietieeniebeea 
(Miller Motor Car Corp. v. FTC, Nos. 
81-4144 et al.) By Federal Register 


date for the rule to be six months 
disposition by the court of 

appeals of the reinstated petitions for 

review. At the same time, the 


Legal Authority: 15 USC 2801 et seq Pe- 
troleum Marketing Practices Act 
CFR Citation: 16 CFR 306 


June 1, 1979. The rule is intended to 
enable consumers to buy a gasoline 
with an octane rating that is high 


Magnuson-Moss 
Warranty Act (15 U.S.C. zroato 1A) 
requires that the Federal Trade 
Commission te a rule to 
require that the terms of written 
warranties for consumer products be 
made available to consumers prior to 
purchase. The Rule modifications 


requirements more flexible and thus 


Current and Projected Rulemakings 


Although compliance imposes costs on 
affected industry members, the rule's 
requirements parallel those in PMPA; 
therefore, the rule adds little, if any, 
additional cost. The rule requires 
refiners and importers to retain test 
records and distributors and retailers to 
retain octane certification records for 
one year, to facilitate tracing the source 
of inaccurate octane representations. 


03/30/79 44 FR 19160 
06/01/79 


10/00/83 

Recommenda- 

tion to Cmsn 
Smail Entity: Yes 
Additional information: ABSTRACT 
CONT: that the recordkeeping 
requirements may be unnecessary and 
that sufficient incentives may exist to 
retain the records voluntarily. 
Accordingly, the staff will recommend 
to the Commission a proposed rule 
amendment which would delete the 
rule’s recordkeeping requirements. The 
rule may have a significant economic 
impact on a substantial number of 
small entities. The rule’s octane posting 
requirements apply to all 180,000 retail 
gasoline dealers, and its certification 
requirements apply to approximately 
20,000 wholesalers and distributors. 
Agency Contact: James Mills, Federal 
Trade Commission, Division of 
Enforcement, Bureau of Consumer 
Protection, Washington, DC 20580, 202 
376-2891 


RIN: 3084-AA16 


Existing Regulations Under Review 


lessening the costs and burdens of 
compliance while still ensuring 
consumers access to warranties prior to 

. The current Pre-Sale 
Availability Rule requires that retailers 
of consumer products costing more than 
$15 make warranty texts available to 
consumers prior to purchase by placing 
the warranty text in one or a 
combination of four specified locations; 
(1) on the product, (2) in a binder, (3) on 
the package, or (4) on a sign. 
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FTC 


Manufacturers are required to provide 


consideration would reduce retailers’ 
obligations. One modification would 
provide two options for making 
warranties available: (1) displaying the 
warranty text(s), and/or (2) displaying 
a (cont) 


Date FR Cite 
12/31/75 45 FR 60168 


11/04/81 


CONT: sign indicating the availability 
of warranty text(s) upon customer 
request. In addition, staff is considering 
raising the dollar threshold for coverage 
of the Rule and automatic adjustment of 
this threshold amount to reflect the 
inflation rate. Modifications to 
manufacturers’ compliance options are 
also under consideration, including a 
requirement that manufacturers affix 
the warranty text to all warranted 
consumer products. Changes in the rule 
could produce benefits by reducing the 
total costs of compliance with the 
present rule for retailers and 
manufacturers or by more efficiently 
allocating compliance obligations 
between retailers and manufacturers. 
Costs may arise from reductions in the 
benefits of the present rule in making 
warranty information available to 
consumers. Two large scale surveys are 
being conducted to examine consumer 
experience with warranties and to 
measure the effect of the current Rule 
on manufacturers and retailers. These 
surveys will estimate the effect on 
small business of both the existing rule 
and the alternatives under 
consideration. 


ADDITIONAL AGENCY CONTACT 
TELEPHONE NUMBER: 617 223-6621. 


Agency Contact: Eloise Gore, Federal 
Trade Commission, Division of 
Marketing Practices, Bureau of 
Consumer Protection, Washington, DC 
20580, 202 523-1670 


RIN: 3084-AA15 


15. RETAIL FOOD STORE 
ADVERTISING AND MARKETING 
PRACTICES 


Legal Authority: 15 USC 41 et seq Feder- 
al Trade Commission 


CFR Citation: 16 CFR 424 


Abstract: The Commission's Rule on 
Retail Food Store Advertising and 
Marketing Practices seeks to ensure 
that consumers receive the prices and 
goods offered in stores’ 
advertisements, and to enable the 
stores to compete fairly on the basis of 
price. Since the rule applies to all retail 
food stores, it may have had a 
significant effect on a substantial 
number of small grocery stores. The 
rule states that it is a violation of 
Section 5 of the Federal Trade 
Commission Act for grocery stores to 
advertise products at a particular price 
unless such products are in stock and 
conspicuously and readily available for 
sale at the advertised price during the 
effective period of the advertisement. 
The rule is intended to benefit 
consumers by ensuring that advertised 
items are available, that advertising- 
induced purchasing trips are not 
fruitless, and that store prices 
accurately reflect the prices appearing 
in the ads. The rule may cause costs to 
be incurred in maintaining sufficient 
inventory to meet anticipated demand, 
and costs associated with the 
monitoring of price changes, changing 
marked prices, and training of 
employees to comply with the rule. 
Timetable: 
Action Date 
Comment on Reg 12/00/83 
Flex Act Review 
00/00/00 
Small Entity: Yes 
Agency Contact: Lewis Franke, Federal 
Trade Commission, Division of 
Enforcement, Bureau of Consumer 


Protection, Washington, DC 20580, 202 
376-2891 


RIN: 3084-AA17 


FR Cite 


16. COOLING-OFF PERIOD FOR 
DOOR-TO-DOOR SALES 

Legal Authority: 15 USC 41 et seq Feder- 
al Trade Commission Act 

CFR Citation: 16 CFR 429 

Abstract: The rule states that sellers of 
consumer goods or services with a 
purchase price of $25.00 or more who 
sell away from their place of business 


Existing Regulations Under Review 


must furnish to the buyer certain 
information regarding the buyer's right 
to cancel sales within three business 
days and must give the buyer a full 
refund of any down payment upon the 
buyer’s cancellation. The rule requires a 
seller to furnish the buyer with a 
complete receipt or copy of a contract, 
along with a notice informing the buyer 
of the right to cancel the transaction, to 
furnish the buyer with a completed 
Notice of Cancellation. The rule is 
intended to benefit consumers by 
permitting them to reflect on their 
purchase and the terms of any contract, 
to compare the purchase with offerings 
of other sellers, and to ascertain the 
accuracy of any representations made. 
The resulting costs to sellers include 
the costs associated with cancellation 
(processing cancelled orders, returning 
downpayments, retrieving delivered 
goods, and returning traded-in 
merchandise) and the additional cost of 
printing the required cancellation 
notices. Since the rule affects all door- 
to-door sellers, it may have a significant 
economic effect on a (cont) 


Timetabie: 
Action 


Begin Review 03/00/83 
End Review 12/00/83 
Small Entity: Undetermined 

- Additional information: ABSTRACT 
CONT: substantial number of small 
entities. To assess the possible impact 
of the rule on such small entities, the 
Commission is commencing a review of 
the rule in accordance with Section 610 
of the Regulatory Flexibility Act. 

Contact: Lewis Franke, Federal 

Trade Commission, Division of 
Enforcement, Bureau of Consumer 
Protection, Washington, DC 20580, 202 
376-2891 


RIN: 3084-AA18 


7. MAIL ORDER MERCHANDISE 


Legal Authority: 15 USC 41 et seq Feder- 
al Trade Commission Act 
CFR Citation: 16 CFR 435 


Abstract: The Commission's rule 
concerning mail order merchandise was 
promulgated on October 22, 1975. The 
rule requires mail order sellers to 
possess a reasonable basis for any 
claims made concerning shipping date 
or, in the absence of any specifically 
stated date, to ship the ordered 
merchandise within thirty (30) days of 
receipt of an order. In the event of 
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fill within a reasonable time to the risk 
of cancellation, the rule may provide 
competitive benefits, since buyers may 
shift their business to more efficient 
merchants. Costs relating to the rule 


on a substantial number of small 
entities and, if so, whether the rule 
should be amended to minimize any 
such impact. The rule applies to all 


Abstract: The Wool Products Labeling 
Act of 1939 was enacted on October 14, 
1940; the Act and the Commission's 
accompanying regulations became 
effective on July 15, 1941. The Act 
requires all wool products to bear a 
label showing the percentage of wool, 
recycled wool, and non-wool fibers 
contained in the product and the name 
of the manufacturer or other distributor. 
The Act prohibits the misbranding of 
wool products and is administered by 
the Commission, whose regulations 
establish the manner and format in 
which the information required by the 
Act is to be disclosed. The Act and 
accompanying rules are designed to 
protect producers, manufacturers, 
distributors and consumers from the 
unrevealed presence of substitutes and 
mixtures of fibers in manufactured wool 
products. Consumers are able to make 
more informed decisions and to avoid 
unwanted or unnecessary items. Since 
each manufacturer must accurately 
label its product, competition based on 
content is enhanced: Since the 
Commission's rules primarily implement 
statutory directives, most of the costs 
imposed on affected industry members 
are not attributable to the rules. 
However, in accordance with its Plan 
for Periodic Review (cont) 


Timetable: 
Action Date 


Rules Promulgated07/15/41 
initiation of Reg 09/00/83 
Flex Act Review 


Small Entity: Undetermined 


Additional information: ABSTRACT 
CONT: of Commission Rules, 46 FR 
35118, July 7, 1981, published pursuant 
to Sec 610 of the Regulatory Flexibility 
Act, the Commission will initiate a 
review of these rules during FY 1983 to 
determine whether the rules have had a 
significant economic impact on a 
substantial number of small entities and 
if so, whether the rules should be 
amended. An area for possible review 
is the simplification of the forms or 
requirements associated with the 
registered identification number and 
continuing guaranty filing provisions of 
the rules. 


Existing Regulations Under Review 


Agency Contact: Charles G. McGourty, 
Federal Trade Commission, Los Angeles 
Regional Office, 11000 Wilshire 
Boulevard, Los Angeles, CA 90024, 213 
824-7575 


RIN: 3084-AA20 
an At CPN Sc a AREA TIO 


19. RULES AND REGULATIONS 
UNDER FUR PRODUCTS LABELING 
ACT 


Legal Authority: 15 USC 69(e) Fur Prod- 
ucts Labeling Act; 15 USC 69(f) Fur Products 
Labeling Act 

CFR Citation: 16 CFR 301 

Abstract: The Fur Products Labeling 
Act was enacted on August 8, 1951; the 
Act and the Commisssion’s 
accompanying rules became effective 
on August 9, 1952. The Act and rules 
contain requirements for the labeling, 
invoicing, and advertising of fur 
products. The Act requires fur products 
to be labeled with the name of the 
animal which produced the fur; whether 
the furs are natural, dyed or otherwise 
artificially colored; and certain other 
characteristics of the fur product used. 
To ascertain compliance with the Act, 
fur products marketers must maintain 
records for each product sold. The Act 
prohibits the misbranding, false and 
deceptive invoicing, and false and 
deceptive advertising of fur products. It 
requires that animal names used 
conform to the Fur Products Name 
Guide established by the Commission, 
which is charged with administering the 
Act. The Act and accompanying rules 
are designed to protect producers and 
consumers against misbranding, false 
advertising, and false invoicing of furs 
and fur products. Consumers are able to 
make more informed purchasing 
decisions and to avoid unwanted or 
unnecessary items. Since each 
manufacturer must accurately label its 
products, competition based on (cont) 


Timetable: 

Action 

Previous Rule 
Promuigated 


Initiation of Reg 09/00/83 
Flex Act Review 


Smail Entity: Undetermined 


Additional information: ABSTRACT 
CONT: content is enhanced. Since the 
Commission's rules primarily implement 
statutory directives, most of the costs 
imposed on affected industry members 
are not attributable to the rules. 
However, in accordance with its Plan 
for Periodic Review of Commission 


Date 
02/03/52 


FR Cite 
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FTC 


Rules, 46 FR 35118, July 7, 1981, 
published pursuant to Sec 610 of the 
Regulatory Flexibility Act, the 
Commission will initiate a review of 
these rules during FY 1983 to determine 
whether the rules have had a significant 


Boulevard, Los Angeles, CA 90024, 213 
824-7575 


RIN: 3084-AA21 


Legal Aucthortty: 15 USC 70e Textile Fiber 
Products Identification Act; 15 USC 70j Textile 
Fiber Products Identification Act 


CFR Citation: 16 CFR 303 


Abstract: The Textile Fiber Products 
Identification Act was enacted on 
September 1, 1958; the Act-and the 
Commission's accompanying 
regulations became effective on March 
3, 1960. The Act requires each 
household textile product to bear a 
label containing the percentage of each 
fiber contained in the product, the name 
of the manufacturer or distributor, and 
the country of origin if the product was 
manufactured principally in a foreign 
country. The Act prohibits misbranding 
and false advertising of the fiber 
content of textile products and requires 
that the appropriate generic name be 
used for all fibers. Generic names and 
definitions for manufactured fibers are 
established by the Commission, which 
is charged with administering the Act. 
The Act and accompanying rules are 
designed to protect producers and 
consumers from being deceived by 
misbranding and false advertising of 
the fiber content of textile products. 
Consumers may be able to make more 
informed decisions and to avoid 
unwanted or unnecessary items. Since 
each manufacturer must accurately 


label its product, competition based on . 


content may be enhanced. Since the 


Commission's rules implement statutory 
(cont) 


Timetable: 
Action Date 


initiation of Reg 09/00/83 

Flex Act Review 
Small Entity: Undetermined 
Additional information: ABSTRACT 
CONT: directives, most of the costs 
imposed on affected industry members 
may not be attributable to the Rules. 


may be small businesses. Pursuant to 
Sec. 610 of the Regulatory Flexibility 
Act, the Commission will initiate a 
review of these rules during FY 1983 to 
determine whether the rules have had a 
significant economic impact on a 
substantial number of small entities 
and, if so, whether the rules should be 
amended. Among the areas which may 
be reviewed is possible simplification 
of the forms or requirements associated 
with the rule’s voluntary filing 
provisions. 

Agency Contact: Charies G. McGourty, 
Federal Trade Commission, Los Angeles 
Regional Office, 11000 Wilshire 
Boulevard, Los Angeles, CA 90024, 213 
824-7575 


RIN: 3084-AA22 


21. REVIEW OF THE PREMERGER 
NOTIFICATION RULES AND REPORT 
FORM 


Priority: Task Force 
Legal Authority: 15 USC 18a Ciayton Act 


CFR Citation: 16 CFR 801; 16 CFR 6802; 
16 CFR 803; 16 CFR 803, Appendix 


Abstract: The Premerger Notification 
Rules and the Antitrust Improvements 
Act Notification and Report Form were 
adopted pursuant to Section 7A of the 
Clayton Act. Section 7A requires firms 
of a certain size contemplating mergers 
or acquisitions of a specified size to file 
notification with the Federal Trade 
Commission (FTC)and the Department 
of Justice (DOJ) and to wait a 
designated period before consummating 
the transaction. It also requires the 
FTC, with the concurrence of the 
Assistant Attorney General for 
Antitrust, to promulgate rules requiring 
that notification be in a form and 
contain information necessary to enable 
the FTC and DOJ to determine whether 
the proposed acquisition may, if 
consummated, violate the antitrust 


Existing Regulations Under Review 


laws. Review of these rules and the 
Form focuses on reducing the 


paperwork burden imposed on the 
business community. On July 24, 1981, 
Commission 


(46 Fed. Reg. 38710). These proposed 
changes, with some modification, were 
adopted in July 1983. Most of these 
changes are technical in nature and are 
designed to improve the clarity and 
effectiveness of the rules. The changes 
also reduce the burden of the (cont) 
Timetable: 
Action Date FR Cite 
NPRM 07/29/81 46 FR 38710 
Clarification/Burden 

Reduction 

Begin Review 09/30/81 

Notice of Request 07/02/82 47 FR 29182 
for Comments 

Final Action 07/00/83 
Clarification/Burden 

Reduction 

Staff Proposal to 04/00/84 
Commission - 


Review 

Final Action 
Effective 
Clarification/Burden 
Reduction 

Smaii Entity: No 


Additional information: SMALL 
BUSINESSES CONT: The Premerger 
Notification Rules do not affect 
nonbusiness entities or small 
businesses. A firm must have sales or 
assets of at least $10 million to be 
subject to any reporting obligation. 
Moreover, any transaction is exempt 
under the rules if it is valued at less 
than $15 million and will not result in 
the acquiring person's holding 50% of 
the voting securities of a corporation 
with sales or assets of $25 million or 
more. 


ABSTRACT CONT: premerger 

by expanding several exemptions, by 
expanding the extent to which parties 
may incorporate by reference 
information submitted in a previous 
filing, and by raising the size-of- 
transaction exemption for acquisitions 
involving foreign persons. 

Agency Contact: Roberta S. Baruch, 
Deputy Assistant Director for 
Evaluation, Federal Trade Commission, 
Premerger Notification Office, Bureau of 
Competition, Washington, DC 20580, 
523-3894 

RIN: 3084-AA23 


08/00/84 
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Promuigation of 08/19/69 34 FR 13302 


Original Rule 
ANPRM 01/04/83 48 FR 265 
Temporary Partial 01/10/83 48 FR 1046 
Exemption 


10/00/83 


Agency Contact: John M. Mendenhall, 


Mall Building, 118 St. Clair Ave, 
Cleveland, Ohio 44114, 216 522-4207 


RIN: 3084-AA24 


Legal Authortiy:: 15 USC 41 et seq Feder- 
al Trade Commission Act 


CFR Citation: 16 CFR 436 


Abstract: The franchise trade 
regulation rule was adopted in response 
to evidence of deceptive and unfair 
practices in connection with the sale of 
the types of businesses covered by the 
rule. In some instances prospective 
franchisees lack a ready means of 
obtaining essential and reliable 
information about their proposed 
business investment. This lack of 
information reduces the ability of 
prospective franchisees either to make 
an informed investment decision or 
otherwise verify the representations of 
the business’ salespersons. The rule 
attempts to deal with these problems 
by requiring franchisors and franchise 
brokers to furnish prospective 
franchisees with information about the 
franchisor, the franchise business and 
the terms of the franchise agreement. 
Franchisors and franchise brokers must 
furnish additional information if they 
have made any claim about actual or 
potential earnings, either to the 
prospective franchisee or in the media. 
All disclosures must be made (i) before 
any sale is made and (ii) by means of 
disclosure documents whose form and 
content are set forth in the rule. The 
rule requires disclosure of (cont) 
Timetable: 


Action Date FR Cite 


Rule promulgated 12/21/78 43 FR 59614 


initiation of Reg 03/00/84 

Flex Act Review 
Smaii Entity: Undetermined 
Additional information: ABSTRACT 
CONT: certain information. It does not 
regulate the substantive terms of the 
franchisor-franchisee relationship. It 
does not require registration of the 
offering or the filing of any documents 
with the Federal Trade Commission in 
connection with the sale of franchises. 
In accordance with Section 610 of the 
Regulatory Flexibility Act, the 
Commission will review this rule to 
examine its impact on small entities 


Existing Regulations Under Review 


and assess whether any modifications 
are needed. 


Agency Contact: John M. Tifford, 
Federal Trade Commission, Division of 
Enforcement, Bureau of Consumer 
Protection, Washington, DC 20580, 202 


Energy Policy and Conservation Act, Sec 324, 
1975 


CFR Citation: 16 CFR 305 


Abstract: The Energy Policy and 
Conservation Act (EPCA) required the 
Commission to consider labeling rules 
for the disclosure of energy information, 
based on standard test procedures 
prescribed by the Department of 
Energy, for at least 13 categories of 
major household appliances. The 
Commission adopted a labeling rule for 
seven appliance categories: (1) 

tors and re’ tor- freezers; 
(2) freezers; (3) dishwashers; (4) clothes 
washers; (5) water heaters; (6) room air 
conditioners; and (7) furnaces. The 
Commission exempted five other 
categories of appliances. Following 
DOE's adoption of final test procedures 
for central air conditioners (and heat 
pumps), the Commission initiated a 
rulemaking to consider including these 
products. The Commission is also 
considering including two new types of 
furnaces in the rule’s current coverage 
of furnaces. 


The rule mandates that specific energy 
costs or efficiency information for 
covered products be disclosed in 
catalogs and on a label (fact sheets are 
required for furnaces). The label must 
include a highlighted energy cost or 
efficiency disclosure, a range indicating 
the highest and lowest energy costs or 
(cont) 

Timetable: 

Action Date FR Cite 
NPRM 


(Air 08/11/80 45 FR 53340 
Conditioners) 

NPRM (Furnaces) 07/24/81 

Publication of 08/00/83 
Staff 

Initiation of Reg 04/00/84 
Flex Act Review 


46 FR 38105 
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try 
members may not be attributable to the 
rule. The rule applies mainly to 
manufacturers of household appliances, 


uring FY 1984 to determine 
whether the rule has had a significant 
economic impact on a substantial 
number of small entities and, if so, 
whether the rule should be amended. 
Agency Contact: James Mills, Federal 
Trade Commission, Division of 
Enforcement, Bureau of Consumer 
Protection, Washington, DC 20580, 202 


25. @LABELING AND ADVERTISING 
OF HOME INSULATION RULE 


Legal Authority: 15 USC 45 Federal 
Trade Commission Act; 15 USC 57(a) Federal 
Trade Commission Act 

CFR Citation: 16 CFR 460 


Abstract: The Commission's home 
insulation trade regulation rule became 
effective on September 29, 1980. In 
summary, the major provisions of the 
rule: (1) prescribe standardized test 
methods for determining the R-values, 
or effectiveness, of home insulation 
materials; (2) mandate prepurchase 
point-of-sale disclosures of R-values 
and related information to consumers 
on labels and fact sheets; (3) require 
installers and new home sellers to 
disclose to consumers information 
about the insulation installed; (4) 
require disclosure of R-values or related 
information in advertisements which 
make specific claims about home 
insulation products; and (5) require 
substantiation and qualifying 
disclosures in advertisements which 
make energy savings claims about 
home insulation products. The rule is 
designed to enable consumers to 
evaluate and compare the thermal 
performance characteristics of these 
materials, and to ensure that 
promotional claims for home insulation 
products will be fair and nondeceptive. 
The disclosure requirements of the rule 
may benefit smaller manufacturers and 
other sellers, whose insulation products 
often compare favorably on an R-value 
basis with (cont) 


FEDERAL TRADE COMMISSION (FTC) 


products. The information thus made 
available may permit a more informed 
choice among competing products. The 
amendment requires a more complete 
statement of the care procedures and 
the establishment of a basis for the 
accuracy of each care procedure 


prescribed in a label. The amendment 
also provides a glossary of 

stan ized care terminology that can 
be used. The amended rule and 
accompanying Statement of Basis and 
Purpose were published in the Federal 
Register on May 20, 1983. All of the 
alternatives that were considered, along 
with an analysis of their costs and 
benefits, are set forth in the Regulatory 
Analysis and Statement of Basis and 
Purpose at 48 FR 22733. The amendment 
merely clarifies existing obligations and 
will therefore impose little or no 
incremental cost on industry members. 
With clarification of the rule’s 
requirements, manufacturers should be 
able to minimize inadvertent violations 
and to avoid unnecessary compliance 
costs. The amendment will not have a 


Existing Regulations Under Review 


Timetabie: 

Action Date FR Cite 
Rule promulgated 08/29/79 44 FR 50218 
Rule effective 09/29/80 45 FR 54704 
Initiation of Reg 04/00/64 

Flex Act Review 

End Reg Flex Act 00/00/00 


Small Entity: Undetermined 


The resulting costs to covered sellers 
include the costs of conducting tests, 
preparing test reports, maintaining 
records, preparing labels and fact 


contain teeiesniadamaan ts oh 
manufacturers, installers and other 
retail sellers of home insulation 
products, and to all retail new home 
and mobile home sellers, it may have a 
significant economic effect on a 
substantial number of small entities. To 
assess the possible impact of the rule 


Regulatory Flexibility Act. 

Agency Contact: Kent C. Howerton, 
Federal Trade Commission, Division of 
Enforcement, Bureau of Consumer 
Protection, Washington, DC 20580, 202 


RIN: 3084-AA27 


Completed 


significant economic impact on a 
substantial number (cont) 


01/26/76 41 FR 3747 
01/05/81 46 FR 935 


Final Commission 06/24/82 

Decisi 

Final Action 05/20/83 48 FR 22733 
Rule submitted to 05/23/83 

Congress 
Final Action 
Effective 
Small Entity: No 


01/00/84 


Commission submitted the rule to 





Authority: 15 USC 45 Federal 
Trade Commission Act; 15 USC 57(a) Federal 
Trade Commission Act 


CFR Citation: 16 CFR 441 
Abstract: In july, 1982, the Commission 


The Commission considered and 
rejected several alternatives to the 


rule, it may be easier for consumers to 
shop comparatively, thereby reducing 
their search costs and increasing 
competition. Consumers also may be 
able to select only those items that they 
wish to purchase, thereby reducing their 
total costs. The rule will require funeral 
providers to formulate and distribute 
itemized price lists (cont) 


Date FR Cite 


09/24/82 47 FR 42260 


Rule promulgated 09/28/82 
Rule submitted to 09/30/82 


Congress 

Rule resubmitted 01/25/83 

to Congress 

Congressional 
Period 


05/15/83 


Action 


Final Action 
Effective 


Smail Entity: Yes 


Additional information: ABSTRACT 
CONT: and to incorporate certain 
affirmative disclosures into these lists. 
It will also require funeral providers to 
retain copies of the price lists and the 
statements of funeral goods and 
services for one year. Because most 
funeral providers -are small businesses, 
the rule will affect a substantial number 
of small entities. The Commission 
submitted the rule to Congress in 
January 1983. Congress completed its 
90-day review of the rule on May 15, 
1983. The rule was scheduled to go into 
effect 90 days after the Congressional 
review period ended, but the 
Commission decided to make the 
effective date January 1, 1984, to allow 
time for completion of several court 
challenges against the rule. 

Contact: Erica L. Summers, 
Federal Trade Commission, Division of 
Service Industry Practices, Bureau of 
Consumer Protection, Washington, DC 
20580, 202 523-3413 


RIN: 3084-AA05 
(FR Doc. 83-28070 Filed 10-14-83; 6:45 am} 


BILLING CODE 6750-01-T 


01/01/84 





Part XLVIII 


interstate Commerce 
Commission 
Semiannual Regulatory Agenda 





48134 Federal Register / Vol. 48, No. 201 / Monday, October 17, 1983 / Unified Agenda 


icc 
2 a 


of Section 5 of the Executive Order 
concerning Regulatory Agendas, the 


periods. 

to determine the relevance of each 
record, the appropriateness of the 
prescribed retention periods, and the 
purpose for which each record is 
needed for the Commission's regulatory 
mission. This will allow each 
company’s management more autonomy 
in establishing a 
program, while reducing costs and 
burden. 


rulemaking. Listed below are the 
regulatory actions to be developed or 
reviewed during the next 12 months. 
Following each rule identified is a brief 
description of the rule including its 
purpose and legal basis. 

FOR FURTHER INFORMATION 
CONTACT: A contact person is 
identified for each of the rules listed 
below. 


SUPPLEMENTARY INFORMATION: 
Two lists of proceedings appear below. 
The first contains information about 
subject areas in which the Commission 
is currently conducting rulemaking 

or may institute such 
proceedings in the near future. The 
second contains information about 
existing regulations being reviewed to 
determine whether to propose 
modifications through rulemaking. 


The agenda identifies regulations 
likely to have a significant economic 
impact on a substantial number of 
“gmall entities.” Accordingly, this 


12/10/82 
NPRM Comment 12/10/82 
Period Begin 
NPRM Comment 01/24/83 
Period End 
Final Action 
Final Action 
Effective 


Small Entity: Yes 


Agency Contact: Bryan Brown, Jr., 
Chief, Section of Accounting and 
Reporting, Interstate Commerce 
Commission, 12th & Constitution 
Avenue, NW, Washington, DC 20423, 
202 275-7448 


RIN: 3120-AA02 


10/00/83 
10/00/83 


REVISION OF ABANDONMENT 
REGULATIONS, EX PARTE NO. 274 
(SUB-NO.5) 

Legal : 49 USC 10321; 49 USC 
10362; 49 USC 10903 to 10906 


CFR Citation: 49 CFR 1152, (formerly 49 
CFR 1121) 


Abstract: The abandonment regulations 
will be modified to take account of 
certain recent regulatory decisions and 
will update and clarify them. 


information will satisfy the requirements 
of section 602 of the Regulatory 
Flexibility Act, 5 U.S.C. 602. 


Finally, this agenda will comprise part 
of a Unified Agenda of Federal 
Regulations compiled by the Office of 
Management and Budget which is to be 
published i in a single issue of the Federal 
Register in October 1983. The purpose of 
the Unified Agenda is to provide the 
public with more comprehensive 
documentation of the federal 
government's current regulatory plans, 
and to provide a systematic means of 
monitoring regulatory activity in each 
agency. 

This notice is issued pursuant to 49 
U.S.C. 10321 and 5 U.S.C. 553. 


Decided: August 25, 1983. 


By the Commission, Chairman Taylor, 
Vice Chairman Sterrett, Commissioners 
Andre and Gradison. 

Agatha L. Mergenovich, 
Secretary. 


Current and Projected Rulemakings 


10/01/82 
10/01/82 


10/31/82 


Pending Final 00/00/00 

Decisi 

Smaii Entity: No 
Government Levels Affected: Local, 
State, Federal 


Analysis: Draft RFA 10/01/82; Final RFA 
04/01/83 


Agency Contact: Louis E. Gitomer, 
Deputy Director, Rail Section, Interstate 
Commerce Commission, Room 5417, 
Washington, DC 20423, 202 275-7245 


RIN: 3120-AA07 


RAILROAD CONSOLIDATION 
PROCEDURES - TRACKAGE RIGHTS 
 aempataenanate aaa pant 


Legal Authority: 49 USC 10505; 49 USC 
11343 to 11346; 5 USC 553 


CFR Citation: 49 CFR 1180, (formerly 49 
CFR 1111) 
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a 
it 
i: | 


i 
2 
| 


09/15/62 47 FR 40668 
Comment 09/15/62 47 FR 40668 Legal Authority: 49 USC 10321; 49 USC 
Begin 10706; 49 USC 10734; 49 USC 11122; 5 USC 
553 


a 


Comment 10/15/62 


00/00/00 CFR Citation: 49 CFR 1033; 49 CFR 1036 
Abstract: The Commission is 
considering whether to increase carrier 

cC ‘ Cost: inital ni flexibility in establishing car hire 
ne charges. 
for Doliar Estimates: 1981 
Government Levels Affected: Local, Date FR Cite 
State, Federal SS ee ee ee 


10/22/80 
Analysis: Draft RFA 09/15/62 (47 FR 11/03/80 45 FR 73524 


Agency Contact: Louis E. Gitomer, 12/22/80 
Deputy Director, Rail Section, Interstate 

Commission, Room 5417, 00/00/00 
Washington, DC 20423, 202 275-7245 


i 


other parties before granting emergency 
temporary authority applications, as the 
delays involved in the notice procedure 
vitiated the emergency nature of the 
grant. 
SO ys ncacitacencinhisiomsatincte 
Action Date FR Cite 
NPRM 02/24/81 46 FR 13741 
NPRM Comment 02/24/81 

Period Begin 

NPRM Comment 03/26/81 

Period End 

Final Action 10/01/83 


Small Entity: Not Applicable 


Begin 
p Contact: Attorney 
Draft RFA 10/01/82: Final RIA NPRM Comment 04/10/81 Agency Jane Ewing, 
01/01/63; Final RFA 01/01/83; — End ‘eieises 
RIA 10/01/83 


Small Entity: No 





Legal Authority: 49 USC 10926; 49 USC 
11343; 49 USC 11344 


CFR Citation: 49 CFR 1132; 49 CFR 1134 


Abstract: New rules would propose to 
deal with the handling of sales of motor 
carrier operating rights involving 
dormant rights or rights which create 
additional competition by sale. 
Timetable: 
Action Date 
On hold pending 00/00/00 

action on Ex 

Parte 55 Sub 

57 
Small Entity: Undetermined 
Public Cost: initial Cost: $0; 


Compliance 
Yearly Recurring Cost: $957,300; Base Year 
for Dollar Estimates: 1963 


Government Leveis Affected: Federal 
Analysis: Draft RFA 01/20/83 


Agency Contact: Warren Wood, Senior 
Attorney, Motor Section, Interstate 
Commerce Commission, 12th & 
Constitution Avenue, NW, Room 2330, 
Washington, DC 20423, 202 275-7977 


RIN: 3120-AA27 


COSTING METHODOLOGIES FOR THE 
NORTHEAST CORRIDOR; COMMUTER 
SERVICE 


Legal Authority: PL 97-35, Sec 1163(a) 
Northeast Rail Service Act of 1981 

Abstract: These rules establish an 
appropriate costing methodology for 
compensating Amtrak for the use of its 
trackage in the Northeast Corridor and 
other areas by commuter rail passenger 
and freight services. It is based on an 
avoidable costing methodology concept. 
Amtrak is treated as the dominant user 
and the other users of its properties as 
the minority users; this is for purposes 
of assigning joint costs. This proceeding 
is a continuing matter under the 
Northeast Rail Services Act of 1981; as 
such, completion dates are not 
pertinent. 
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Current and Projected Rulemakings 


09/04/81 
01/25/82 
NPRM Comment 01/25/62 
Period Begin 
NPRM Comment 03/01/82 
Period End 
Continuing 
proceeding by 
statute 
Small Entity: No 


Agency Contact: Stephen M. Grimm, 
Transportation Industry Analyst, 
Interstate Commerce Commission, 
Washington, DC 20423, 202 275-0839 


RIN: 3120-AA31 


47 FR 3418 
47 FR 3418 


00/00/00 


REASONABLY EXPECTED COSTS 


Legal Authority: 49 USC 10705a(b\(2) 
Staggers Rail Act of 1980 

CFR Citation: 49 CFR 1129 

Abstract: A railroad may impose a 
surcharge on traffic originating or 
terminating on certain light density 
lines. These surcharges may be applied 
without Commission interference unless 
the surcharge increases the carrier's 
share of joint-line revenues above 110 
percent of variable cost plus 100 
percent of the carrier’s reasonably 
expected costs of continuing to operate 
the line itself; i.e., its on-branch costs. 
These rules establish the methodology 
for determining “reasonably expected 
costs.” It will benefit the public by 
permitting shippers a mechanism to 
monitor and determine the 
appropriateness of a light density line 
surcharge. This proceeding is “open” 
pursuant to the Staggers Rail Act of 
1980 and therefore, completion dates 
are not appropriate. 


Timetable: 
Action Date 


“Open” pursuant 00/00/00 
to statute 


Small Entity: No 

Agency Contact: James Wells, 
Accountant, Interstate Commerce 
Commission, Washington, DC 20423, 
202 275-0840 


RIN: 3120-AA32 


STANDARDS FOR DETERMINING 
RAIL SERVICE CONTINUATION 
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adequately compensating a carrier for 
the service provided. This proceeding is 
a continuing matter by statute based 
upon the Regional Rail tion 
Act of 1973; modified by the Railroad 
Revitalization & Regulatory Reform Act 
of 1976; therefore, completion dates are 
inappropriate. 


Accountant, Interstate Commerce 
Commission, Section of Rail Services 
Planning, Washington, DC 20423, 
275-0840 


Act of 1973; 49 USC 
10362(b)(5); PL 94-210 RR Revitalization & 
Reg. Reform Act of 1976 


CFR Citation: 49 CFR 1127 


Abstract: These standards establish a 
methodology by which a subsidy 
amcunt may be calculated. This 
subsidy would be offered by a 
financially responsible party (usually a 
state agency or commuter authority) to 
a railroad to fund the deficits incurred 


facilitating the continuation of essential 
rail passenger service and providing a 
mechanism for adequately 

pee ere Sete cali 
provided. This isa 
continuing matter, ap are 
upon the Regional Rail Reorganization 
Act of 1973, modified by the Railroad 
Revitalization & Regulatory Reform Act 
of 1976; therefore, completion dates are 
inappropriate. 


Washington, DC 20423, 202 275-0639 
RIN: 3120-AA34 


INTERCHANGE POLICIES AT 
INTERNATIONAL BOUNDARY LINES, 
EX PARTE NO. MC-73 (SUB-NO. 1) 
Legal Authority: 49 USC 10101; 49 USC 
10321; 49 USC 11107; 5 USC 552; 5 USC 
553; 5 USC 559 

CFR Citation: 49 CFR 1004; 49 CFR 1057 
Abstract: Proposal to permit licensed 
motor carriers to interchange equipment 
at international boundary lines with 
licensed Mexican and Canadian 
carriers. 


Timetabie: 
Action Date FR Cite 
NPRM 06/23/81 46 FR 32460 
NPRM Comment 06/23/81 

Period Begin 
NPRM Comment 08/07/81 

Period End 


Next Action Undetermined 
Small Entity: Undetermined 


Agency Contact: Andrew L. Lyon, 
Principal Attorney, Interstate 
Commerce Commission, Motor Section, 
Washington, DC 20423, 202 275-7804 


RIN: 3120-AA36 


03/11/81 46 FR 16225 
03/11/81 46 FR 16225 


Begin 
NPRM Comment 04/10/81 
End 


Final Action 11/30/83 


Final Action 


1084.8(g) 
Abstract: Motor carriers, brokers and 
forwarders are required to file evidence 
of security for public protection in 
prescribed amounts. This proceeding 
involves improvement of the procedures 
by which revocation of certificates, 
licenses and permits is accomplished 
for failure to file or maintain the 
required security. 
Timetable: 
Action Date FR Cite 
NPRM 12/13/82 47 FR 55980 
NPRM Comment 12/13/82 47 FR 55980 
Period Begin 
NPRM Comment 
_Period End 
Final Action 
Final Action 
Effective 


01/13/83 


09/16/83 
10/16/83 
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Priority: Agency Determination 


Action 


: 49 USC 10101; 49 USC 


03/19/81 46 FR 17614 


Comment 03/20/81 


Begin 
Comment 05/04/81 
End 


10/15/83 


Small Entity: No 

Agency Contact: Mark Shaffer, 
Supervising Attorney Advisor, 
Interstate Commerce Commission, 
Washington, DC 20423, 202 275-1723 


RIN: 3120-AA42 


COAL RATE GUIDELINES - 
NATIONWIDE, EX PARTE NO. 347 
(SUB-NO. 1) 

Legal = 49 USC 10321; 49 USC 
10701a; 49 USC 10704; 5 USC 553; 49 USC 
10709(a) 

Abstract: The Commission is proposing 
a maximum rail rate policy applicable 
to captive coal traffic. Under the 
proposed “constrained market pricing” 
approach, rail carriers’ pricing of 
market dominant coal traffic would be 
subject to four upward constraints. 
First, a coal shipper could not be 
charged more than the “stand-alone 
cost” of serving its traffic. Second, 
captive shippers would not be required 
to bear the cost of obvious management 
inefficiencies. Third, carriers which 
have adequate revenues, as we have 
defined them, would not be permitted 
to increase their rates on captive coal 
traffic. Finally, carriers would generally 
not be permitted to increase their rates 
on captive coal traffic by more than 15 
percent in a single year (after allowing 
for inflation). 


11/18/80 


Cite 
45 803 
11/18/80 46 


70 
Comment 2204 
iod Bedi 
Comment 
End 
End 


04/17/81 
04/17/81 46 FR 22497 
extended to 
05/11/81 
Interim Final Rule 12/16/81 
i 02/10/82 


46 FR 62958 
47 FR 6109 


Si _ 08/05/82 
reopening 12/16 
decision 
02/08/83 
02/22/83 
07/28/83 
05/00/84 
- Undetermined 


Current and Projected Rulemakings 


Contact: Leslie J.-Selzer, 
Assistant to the Director, Interstate 
Commerce Commission, Bureau of 
Accounts, Washington, DC 20423, 202 
275-7627 


RIN: 3120-AA52 


STANDARDS FOR RAILROAD 
REVENUE ADEQUACY, EX PARTE NO. 
393 


Priority: Major 
Legal Authority: 49 USC 10704(a)(2) 
Abstract: To assist the Commission in 
determining whether railroads are 
revenue adequate as prescribed by the 
IC Act. A final decision in this 
proceeding was issued on 03/30/81. The 
present NPRM is to resolve several 
issues left outstanding in the earlier 
decision. 
Timetable: 
Action 


NPRM 11/26/80 
NPRM 02/28/83 
NPRM Comment 03/01/83 

Period begins 
NPRM Comment 04/15/83 

Period ends 
Comment Period 09/16/83 

extended to 
Final Action 12/31/83 
Small Entity: Undetermined 
Agency Contact: Ward L. Ginn, Jr., 
Chief, Section of Financial Analysis, 
Interstate Commerce Commission, 12th 
& Constitution Avenue, NW, 
Washington, DC 20423, 202 275-7488 


RIN: 3120-AA61 


Legal Authority: 49 USC 10705(a); 49 
USC 10709 

CFR Citation: Not yet determined 
Abstract: Develops new cost 
methodology applicable to the rail 
industry as mandated in the 1976 4-R 
Act and the 1980 Staggers Rail Act. 


Timetable: 
Action Date FR Cite 


NPRM 01/31/83 48 FR 4562 
NPRM Comment 01/31/83 48 FR 25290 
Period Begin , 
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04/00/84 
10/00/84 


Smaii Entity: Yes 

Agency Contact: William T. Bono, 
Chief, Section of Cost Development, 
Interstate Commerce Commission, 12th 
& Constitution Avenue, NW, 
Washington, DC 20423, 202 275-7354 


Authority: 49 USC 10321; 49 USC 
10762 


CFR Citation: 49 CFR 1300; 49 CFR 1306; 
49 CFR 1307; 49 CFR 1309; 49 CFR 1310 


Abstract: The Commission proposes to 
relax present regulations which limit 
the size and number of amendments 
and supplements to effective tariffs. 


Date FR Cite 


NPRM 09/24/82 47 FR 52483 

NPRM Comment 09/24/82 47 FR 52483 
Period Begin 

NPRM Comment 12/23/82 


10/00/83 


Agency Contact: Martin E. Foley, 
Director, Bureau of Traffic, Interstate 
Commerce Commission, 4318 ICC 
Building, Washington, DC 20423, 202 


Legal Authority: 49 USC 10321; 49 USC 
10762 


CFR Citation: 49 CFR 1300; 49 CFR 1303; 
49 CFR 1304; 49 CFR 1305; 49 CFR 1306; 
49 CFR 1307; 49 CFR 1308; 49 CFR 1309; 
49 CFR 1310 


Abstract: A complete review and 
revisions of all the ICC tariff publishing 
regulations codified at 49 CFR 1300 - 
1310 inclusive to simplify language, 
eliminate duplications, streamline 
procedures and generally improve the 
overall quality of the regulations and 


tariffs filed pursuant to them. Obsolete 


will be put out for public comment via 
APA rulemaking procedures. 
Timetable: 
Action Date FR Cite 
NPRM 07/07/83 48 FR 31265 
NPRM Comment 07/07/83 48 FR 31265 
Period Begin 
NPRM Comment 10/04/83 
Period End 


Small Entity: Yes 


Agency Contact: Martin E. Foley, 
Director, Bureau of Traffic, Interstate 
Commerce Commission, 4318 ICC 
Building, Washington, DC 20423, 202 
275-7189 


RIN: 3120-AA66 


AGRICULTURAL COOPERATIVE 
EXEMPTION 


Legal Authority: 49 USC 10529 
CFR Citation: 49 CFR 1047.21 to 1047.23 


Abstract: The draft final rules would 
modify existing regulations to enhance 
the Commission's enforcement powers 
over cooperatives. Cooperatives would 
be required to compile simple reports 
and maintain certain records in one 
location. Non-resident cooperatives 
would have to make such reports and 
records available in the United States 
and the Notice Form OCP 102 required 
to be filed with the Commission would 
expire one year from the filing date. 


Timetable: 
Action Date FR Cite 


NPRM 06/10/81 49 FR 30668 
NPRM Comment 06/10/81 49 FR 30668 
Period Begin 
NPRM Comment 07/27/81 
Period End 
Final Action 
Final Action 
Effective 


Smaii Entity: Yes 

Agency Contact: Patricia M Schulze, 
Transportation Industry Analyst, 
Interstate Commerce Commission, 
OCCA, Washington, DC 20423, 202 275- 
7841 


12/01/83 
12/31/83 


RIN: 3120-AA74 


CFR Citation: 49 CFR 1043.1; 49 CFR 
1043.2; 49 CFR 1043.4 to 1043.8; 49 CFR 


freight forwarders to the same limits as 
motor carriers and toa 
combined single limit of $300,000 for 
motor operating vehicles under 10,000 
pounds GVWR. 


12/14/82 47 FR 55976 
Comment 12/14/82 47 FR 55976 
Period Begin 
NPRM Comment 01/13/83 
Period End 
Action 
Action 
Effective 
Smaii Entity: Yes 
Agency Contact: Alice K. Ramsay; 
Margaret Richards, Branch Chief; 
Insurance Examiner, Interstate 


Action 
NPRM 
NPRM 


10/03/83 
01/01/84 


Legal Authority: 49 USC 11344(e) 
CFR Citation: 49 CFR 1111.11 


Abstract: The rules will implement a 
provision allowing special applications 
to provide the motor portion of a motor- 
rail movement as a substitute for 
impaired rail service. 
Timetable: 

Action Date 


NPRM 10/18/80 

NPRM Comment 10/18/80 
Period Begin 

Interim Final Rule 10/18/80 

NPRM Comment 11/18/80 
Period End 

Final Action 


09/19/83 





48140 Federal Register / Vol. 48, No. 201 / Monday, October 17, 1983 / Unified Agenda 


the uniform system of accounts; (2) 


reduce the Annual Report Form M filed 


by Class I common carriers of other 
than general freight by about 65 
percent; and (3) adopt a simple two- 
page survey form for Class I contract 
and Class Il common and contract 


carriers from our accounting rules and 
reduce the accounting and reporting 
by about 297,350 staff-hours. 


09/00/83 
12/00/83 
01/01/84 


01/18/83 
01/20/83 


03/07/83 


11/00/83 


Agency Contact: Bryan Brown, Jr., 
Chief, Section of Accounting and 


Legal Authority: 49 USC 11166 
CFR Citation: 49 CFR 1201 


Abstract: The purpose of this regulation 
is to update the uniform system of 
accounts for railroads. This includes 
incorporating various suggestions from 
users and carriers and 
recommendations from Commission 
staff. It also addresses such areas as 
compliance with GAAP, clarity of 
presentation, and logic for level of 
detail in account classifications. 
Further, the operating expense account 
explanations have been revised for 
clarity. 


12/00/83 
01/01/84 


Current and Projected Rulemakings 


Smaii Entity: No 

Agency Contact: Bryan Brown, Jr., 
Chief, Section of Accounting and 
Reporting, Interstate Commerce 
Commission, 12th & Constitution 
Avenue, N.W., Washington, D.C. 20423, 
202 275-7448 


RIN: 3120-AA86 


BANKRUPT RAILROAD LINES, 
FORCED SALE PROCEDURES FOR EX 
PARTE NO. 262 (SUB-NO. 4A) 
Priority: Agency Determination 


Legal : 45 USC 915(b); 49 USC 
10321; 5 USC 553 


CFR Citation: 49 CFR 1180”(c)” 


Abstract: The new regulations (49 
C.F.R. 1180.40-1180.49) implement 
section 213 of the Rail Safety and 
Service Improvement Act of 1982, Pub. 
L. No. 97-468, amended section 17(b) of 
the Milwaukee Railroad Restructuring 
Act, [45 U.S.C. 915(b)], which deals with 
the sale or transfer of lines of bankrupt 
railroads. Specifically, the Commission 
is empowered to prescribe terms, 
including compensation, for the sale of 
lines over which no service is being 
provided by the owner, upon the 
request of a financially responsible 
offeror whose offer to purchase has 
been rejected by the trustee. When 
more than one offeror participates in a 
proceeding, the Commission is 
authorized to select an offeror based on 
a public interest standard. 


Timetable: 
Action Date FR Cite 


Interim Final Rule 02/28/83 48 FR 0281 
Pending Final 00/00/00 
Decisi 


Small Entity: No 


Agency Contact: Louis E. Gitomer, 
Deputy Director, Rail Section, Interstate 
Commerce Commission, Washington, 
DC 20423, 202 275-7245 


RIN: 3120-AA87 


EXEMPTION FROM REGULATION - 
RAIL TRANSPORTATION FROZEN 
FOOD, EX PARTE NO. 346 (SUB-NO. 
15) 

Legal Authority: 49 USC 10505; 5 USC 
553 


CFR Citation: 49 CFR 1039 


Abstract: Acting on a petition of the 
Union Pacific Railroad Company, the 
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Commission has requested comments 


on a proposal to exempt from regulation 
the rail transportation of frozen foods. 


Date FR Cite 
02/09/83 48 FR 6210 


Legal Authority: 9 USC 10321; 5 USC 
553 


CFR Citation: 49 CFR 1002 


Abstract: The Interstate Commerce 
Commission has established a Task 
Force to study its user fee program with 
a view toward updating the existing fee 
schedule and possibly including others 
in the fee schedule. 


12/00/83 
05/01/84 
06/01/84 


Attorney Advisor, Interstate Commerce 
Commission, 12th & Constitution Ave. 
NW, Washington, DC 20423, 202 275- 
0956 


RIN: 3120-AA90 


REVISION OF RAIL, MOTOR, WATER, 
AND FREIGHT FORWARDER CREDIT 
REGULATIONS, EX PARTE NOS. MC-1 
AND 73 ET AL 

_Legai Authority: 5 USC 553; 49 USC 
10321; 49 USC 10701; 49 USC 10702; 49 
USC 10741; 49 USC 10743; 49 USC 10744 


CFR Citation: 49 CFR 1051; 49 CFR 1320; 
49 CFR 1321; 49 CFR 1322; 49 CFR 1323; 
49 CFR 1324 


Abstract: The Commission is examining 


01/18/83 48 FR 2151 
NPRM Comment 01/18/83 
Period Begin 
NPRM Comment 04/18/83 
Period End 


Pending Final 
Decision 
Smail Entity: Undetermined 


Agency Contact: Louis E. Gitomer, 
Deputy Director, Rail Section, Interstate 
Commerce Commission, Washington, 
DC 20423, 202 275-7245 


RIN: 3120-AA94 


00/00/00 


OVERCOLLECTION CLAIMS 
Legal : 49 USC 10761(a); 49 
USC 10741 

CFR Citation: 49 CFR 1008 


Abstract: This action would consider 
the modification of rules governing 
processing of overcharge, duplicate 
payment, and overcollection claims to 
lessen burdens on small shippers. 


Timetable: 
Action Date 


NPRM 09/30/83 
NPRM Comment 09/30/83 
Period i 


FR Cite 


Begin 
NPRM Comment 10/30/83 
Period End 
Final Action 
Effective 


10/00/83 


Small Entity: Yes 

Agency Contact: Patricia M. Schulze, 
Transportation Industry Analyst, 
Interstate Commerce Commission, 
Office of Compliance and Consumer 
Assistance, Washington, D.C. 20423, 202 
275-7841 


RIN: 3120-AA95 


OWNER-OPERATOR FOOD 
TRANSPORTATION 


Legal Authority: 49 USC 10922(b){4)(E); 
49 USC 10923(b)({5){A) 


CFR Citation: 49 CFR 1002.2(d)(8); 49 
CFR 1138.4 


Abstract: The present regulations 
contemplate that annual report forms 


Current and Projected Rulemakings 


for owner-operator food transportation 
be mailed to licensees approximately 
one year after the issuance of authority 
and on the same date in each 
successive year. This system is 
administratively cumbersome. The 
proposal would provide for an annual 


holding this Authority complete and file 
the report on or before March 31 of 
each year for transportation performed 
during the preceding calendar year. 
Timetable: 
Action 


NPRM 
NPRM Comment 
Period 


09/30/83 
09/30/83 


Begin 
* NPRM Comment 10/30/83 


Period End 
Smaii Entity: Yes 
Agency Contact: Patricia W. Schulze, 


Transportation Industry Analyst, 
Interstate Commerce Commission, 


RIN: 3120-AA96 


CONTROL OF DUPLICATIVE 
OPERATING RIGHTS, EX PARTE NO. 
MC-79 (SUB-NO. 2) 


Legal Authority: 49 USC 10321; 49 USC 
10922 


CFR Citation: 49 CFR 1181; 49 CFR 1183 
Abstract: To remove the prohibition 
against approving transactions that 
would result in motor pa: 
carriers under common control holding 
duplicative operating rights. 
Timetable: 
Action Date 
ANPRM 03/31/83 
Interim Final Rule 10/30/83 
Pending Final 00/00/00 
Decisi 


FR Cite 


Smail Entity: Undetermined 


Agency Contact: Barry Cohen, 
Attorney-Advisor, Interstate Commerce 
Commission, Motor Section, Room 2354, 
Washington, D.C., 202 275-7971 


RIN: 3120-AA97 


ELECTRONIC TRANSMISSION OF 
BILLS OF LADING, EX PARTE NO. 434 


Priority: Undetermined 
Legal Authority: 49 USC 10321; 5 USC 
553 
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CFR Citation: 49 CFR 1035; 49 CFR 1081 
Abstract: The ICC proposes to permit 


Legal Authority: 49 USC 10702: 49 USC 
10761; 49 USC 10762 


CFR Citation: 49 CFR 1306; 49 CFR 1307: 
49 CFR 1162 


Abstract: To reduce the amount of 


01/20/83 
Final Rules issued 05/27/83 
Effectiveness 07/01/83 


RATES, EX PARTE NO. MC-170 


Legal Authority: 49 USC 10762; 49 USC 
10321; 5 USC 553 


CFR Citation: 49 CFR 1309; 49 CFR 1310 


Abstract: To reduce the notice period 
required for independent rate filings by 
freight forwarders and motor common 
carriers of property. Rate reductions 
and new rates would be permitted to 
become effective on 1 day's notice, and 
rate increases would be permitted to 
become effective on 5 day's notice. 
Timetable: 

Action Date 


NPRM 07/27/83 
NPRM Comment 07/27/83 

Period Begin 
NPRM Comment 09/10/83 

Period End 
Final Action 12/00/83 
Small Entity: Undetermined 

Contact: Thomas Vining, 

Attorney Advisor, Interstate Commerce 
Commission, Motor Section, 
Washington, DC 20423, 202 275-7196 


EX PARTE NO. 274 (SUB-NO. 8A) 
Legal Authority: 49 USC 10321; 49 USC 
10505; 5 USC 553 

CFR Citation: 49 CFR 1152 


Abstract: Expansion of the exemption 
granted in Ex Parte No. 274 (Sub-No. 8) 
to include discontinuance of service 
and trackage rights over rail lines 
which have been out of service for at 
least 2 years. 


FR Cite 


06/16/83 48 FR 27584 
06/16/83 


07/18/83 


00/00/00 


Current and Projected Rulemakings 


Agency Contact: Louis E. Gitomer, 
Deputy Director, Rail Section, Interstate 
Commerce Commission, Washington, 
DC 20423, 202 275-7245 


RIN: 3120-AB03 


@ABANDONMENT OF RAILROAD 


ASSISTANCE, EX PARTE NO. 274 

(SUB NO. 9) 

Priority: Agency Determination 

Legal Authority: 49 USC 10321; 49 USC 

10901; 5 USC 553 

CFR Citation: 49 CFR 1152.27 

Abstract: The Commission is proposing 

to modify the procedures for offers of 

financial assistance in railroad 

abandonments or discontinuance of 

service proposals to eliminate 

unnecessary details and to delete 

superfluous or unnecessary regulations. 

Timetable: 

Action 

NPRM Comment 
Period Begin 

NPRM 

NPRM Comment 
Period End 

Pending Final 
Decisi 

Small Entity: Undetermined 

Agency Contact: Louis E. Gitomer, 

Deputy Director, Rail Section, Interstate 

Commerce Commission, Washington, 

DC 20423, 202 275-7245 


RIN: 3120-AB04 


Date FR Cite 


06/13/83 


06/14/83 48 FR 27269 
07/14/83 


00/00/00 


PARTE NO. MC-55 (SUB-NO. 43A) 


Priority: Major 
5 USC 553; 49 USC 


Legal : 
10101; 49 USC 10922; 49 USC 10923; 49 


USC 10924; 49 USC 10321; 49 USC 11102 
CFR Citation: 49 CFR 1160 


Abstract: To permit applications for 
any reasonably broad commodity 
description. 

Timetable: 

Action Date 


NPRM 08/08/83 

NPRM Comment 08/08/83 
Period Begin 

NPRM Comment 09/26/83 
Period End 





icc 


Action Date 

Draft Decision in 00/00/00 
progress 

Small Entity: No 

Agency Contact: Suzanne 

Attorney Advisor, Interstate Commerce 


Commission, Motor Section, 
Washington, DC 20423, 275-7181 


RIN: 3120-AB05 


Legal Authority: 5 USC 553; 49 USC 
10321; 49 USC 10922()) 


CFR Citation: 49 CFR 1165 


Abstract: To allow applicants to use an 
alternate commodity description, upon 
a showing that the use of the 
Commission's classifications would (1) 
either require the transportation of 
commodities unrelated to those 
previously authorized or would require 
institution of a new service, and (2) that 
it is not fit, or willing, or able to 
provide the service. 


NPRM 08/10/83 

NPRM Comment 08/10/83 
Period Beai 

NPRM Comment 09/26/83 
Period End 

Draft Decision in 00/00/00 
progress 


Small Entity: Undetermined 

Agency Contact: Robin Williams, 
Attorney Advisor, Interstate Commerce 
Commission, Motor Section, 





Legal Authority: 5 USC 553; 49 USC 
10708(d)(2); 49 USC 10321 


.CFR Citation: 49 CFR 1309; 49 CFR 1310 


Abstract: To streamline tariff filing 
requirements governing rates and 


charges filed pursuant to zone of rate 
freedom authority. 


05/06/83 
05/06/83 


06/08/83 


00/00/00 


Small Entity: Undetermined 


Contact: Leonard Arnaiz, 
Attorney Advisor, Interstate Commerce 
Commission, Motor Section, 
Washington, DC 20423, 202 275-7831 


RIN: 3120-AB07 


@RAIL GENERAL EXEMPTION 
AUTHORITY - MISCELLANEOUS 
PROCESSED AND MANUFACTURED 


Priority: Undetermined 


Legal Authority: 49 USC 10505 
CFR Citation: 49 CFR 1039 


Abstract: 49 USC 10505 requires that 
the Commission exempt from regulation 
the movement by rail of traffic for 
which it finds continued regulation no 
longer necessary to serve the Nation’s 
transportation policy objectives and to 
protect shippers from abuse of market 
power by the railroads. In examining 
the transportation characteristics and 
markets of various commodities moving 
by rail, there appear to be many 
products for which sufficient 
competition exists among transportation 
alternatives so that regulation may no 
longer be necessary. Exemption of such 
commodities should provide increased 
rate and service flexibility for railroads 
to meet shippers’ needs and to compete 
more effectively for the subject traffic. 
Anticipated benefits include lower rates 
and improved service, at a possible 
“costs” of increased price instability 
and competition to alternative transport 
firms. 


Timetable: 
Action Date 


NPRM = 09/00/83 

NPRM Comment 09/00/83 
Period Begin 

NPRM Comment 10/00/83 
Period End 


Economist, Interstate Commerce 
Commission, Washington, DC 20423, 
202 275-6853 


RIN: 3120-AB08 


@EXEMPTION OF TRANSACTIONS 
UNDER 49 U.S.C. 11343, EX PARTE 
NO. 55 (SUB-NO. 57) 

Legal Authority: 49 USC 11343(c); 49 
USC. 10321; 49 USC 10926; 5 USC 553 
CFR Citation: 49 CFR 1002; 49 CFR 1181; 
49 CFR 1182; 49 CFR 1183; 49 CFR 1186 


Abstract: This rulemaking proposes to 
exempt on a class basis, all motor 
finance transactions subject to 
regulation under 49 U.S.C.11343 (a)(1)- 
(5) which involve property carriers from 
the requirement of prior review and 
approval by the Commission. The 
rulemaking proposes to establish 
procedural rules for processing 
transactions subject to the class 
exemption. Included in the proposal are 
motor carrier mergers and 
consolidations, the acquisition of 
control of a carrier by another carrier 
or the sale of motor carrier operating 
authority. The proposal, if adopted, will 
substantially reduce the administrative 
burden of filing an application for 
approval to consumate any of the 
transactions covered by 49 U.S.C. 
11343(a)(1)(5) and thus carriers will be 
to enter into transactions 
which lower their costs and improve 
their operating efficiency. No potential 
costs are anticipated. If adopted, the 
proposal will also enable small motor 
carriers of property to use the 
procedural rules established in the class 
exemption to obtain approval for 
transactions subject to 49 U.S.C. 10926, 
such as the acquisition of motor carrier 
operating authority by a (cont) 
Timetable: 
Action Date 


NPRM 06/08/83 

NPRM-Comment 06/08/83 
Period Beai 

NPRM Comment 07/08/83 
Period End 

Pending Final 
Decisi 


48 FR 26485 
48 FR 26485 


00/00/00 


Small Entity: Yes 
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SERVICES, EX PARTE NO. 137 
* Priority: Agency Determination 


Lagat Aathastiy: 49 USC 10101a(2); 49 
10505; 49 USC 11105; 5 USC 553 


CFR Citation: 49 CFR 1032 
Abstract: The Commission is 


heat or cold, provided to or on behalf of 
rail carriers and express companies, 
from the requirements of 49 USC 11105. 


FR Cite 
47 FR 26409 
47 FR 31410 


47 FR 31463 


47 FR 31410 


CFR Citation: 49 CFR 1310 
Abstract: The Commission is 
considering whether to eliminate the 
general prohibition now contained at 49 
CFR 1310.7(a)(5) against publishing 


Senior Attorney, Interstate Commerce 


rates restricted to named shippers, 
receivers, and locations. 


Timetabie: 
Action Date FR Cite 


NPRM 06/30/82 47 FR 28430 

NPRM Comment 06/30/82 
Period Begin 

Extension of Time 08/04/82 
For Comments 

NPRM Comment 08/23/82 
Period End 

End Review 00/00/00 

Presently under 00/00/00 
internal 


evaluation 
Small Entity: No 


Agency Contact: Louis E. Gitomer, 
Deputy Director, Rail Section, Interstate 
Commerce Commission, Washington, 
DC 20423, 202 275-7245 


RIN: 3120-AA46 


47 FR 33722 


Legal : 49 USC 10321(a); 49 
USC 10505; 5 USC 553; 5 USC 559 


CFR Citation: 49 CFR 1039 


Abstract: The Commission is 
considering whether to include truck 
service provided by railroad affiliated 
motor carriers and other motor carriers 
in the exemption from 49, Subchapter 
IV of the U.S. Code for rail and truck 
service provided by rail carriers as part 
of a continuous intermodal movement. 
Timetable: 

Action Date 


ANPRM 08/22/79 

ANPRM Comment 08/22/79 
Period Begin 

ANPRM Comment 10/22/79 
Period End 

NPRM 02/27/81 

NPRM Comment 02/27/81 
Period Begin 


FR Cite 


44 FR 49279 
44 FR 49279 


46 FR 14365 
46 FR 14365 


Current and Projected Rulemakings 


Constitution Ave. NW, Washington, DC 
20423, 202 275-7977 


RIN: 3120-AB09 


Existing Regulations Under Review 


NPRM Comment 03/30/81 
Period End 


End Review 00/00/00 


Action Date 
Presently under 00/00/00 
internal 
evaluation 
Smaii Entity: No 


Agency Contact: Louis E. Gitomer, 
Deputy Director, Rail Section, Interstate 
Commerce Commission, Washington, 
DC 20423, 202 275-7245 


RIN: 3120-AA47 


FR Cite 


Authority: 49 USC 10321; 49 USC 


Legal 
- 10705a; 5 USC 553 


CFR Citation: 49 CFR 1031A 


Abstract: The Commission has 
proposed procedures for obtaining 
relevant revenue and variable cost data 
under 49 USC 10705a. 


11/03/80 
03/30/81 
03/30/81 


FR Cite 


46 FR 19238 


04/29/81 


00/00/00 
00/00/00 


Small Entity: No 


Agency Contact: Louis E. Gitomer, 
Deputy Director, Rail Section, Interstate 
Commerce Commission, Washington, 
DC 20423, 202 275-7245 


RIN: 3120-AA57 
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Legal Authority: 49 USC 10701; 49 USC 
10762 


CFR Citation: 49 CFR 1310.7(r) 
Abstract: The Commission is proposing 
to modify 49 CFR 1310.7(r), which 
requires motor common carriers to 
submit justification statements with any 
tariff that results in rates and charges 
higher than what would be applicable 
under classification ratings. 


Date FR Cite 


11/18/81 46 FR 56629 
11/18/81 47 FR 7294 


05/06/82 


00/00/00 
00/00/00 


Register cite for end of NPRM public 
comment period - 47 FR 8801. 

Agency Contact: Louis E. Gitomer, 
Deputy Director, Rail Section, Interstate 
Commerce Commission, Washington, 
DC 20423, 202 275-7245 


RIN: 3120-AA5S9 


Legal Authority: 49 USC 10701 
CFR Citation: 49 CFR 1104 


Abstract: To assist the Commission in 
evaluating general rate increase 
proposals by motor carriers as 
prescribed by the IC Act. 


Begin Review 07/24/79 
End Review 00/00/00 


Smail Entity: Not Applicable 


FR Cite 


Agency Contact: Ward L. Ginn, Jr., 
Chief, Section of Financial Analysis, 
Interstate Commerce Commission, 12th 
& Constitution Avenue, NW, 
Washington, DC 20423, 202 275-7488 


RIN: 3120-AA60 


REVISION OF 49 CFR 1041, EX PARTE 
NO. 55 (SUB-NO. 51) 


Legal Authority: 49 USC 10321; 5 USC 
553 


CFR Citation: 49 CFR 1041 

Abstract: Revision to update, correct, 
and simplify the regulations governing 
interpretation of certificates and 
permits of motor carriers. 

Timetable: 


Action Date FR Cite 


Begin Review 09/17/81 46 FR 13741 
End Review 03/31/84 
Smali Entity: Undetermined 

Contact: Andrew L. Lyon, 
Principal Attorney, Interstate 
Commerce Commission, Motor Section, 
Washington, DC 20423, 202 275-7805 


RIN: 3120-AA72 


CLARIFICATION OF CERTIFICATE OF 
REGISTRATION RULES, EX PARTE 
NO. 55 (SUB-NO. 50) 

Legal Authority: 49 USC 10321; 49 USC 
10931; 5 USC 553 

CFR Citation: 49 CFR 1100.245 


Abstract: Revision of rules governing 
the filing of applications for certificates 
of registration to clarify and simplify 
the rules without affecting their 
substance. 


Timetable: 
Action 


Begin Review 09/17/81 
End Review 03/31/84 


Smail Entity: Undetermined 


Agency Contact: Marie Simpson, 
Assistant to Principal Attorney, 
Interstate Commerce Commission, 
Motor Section? Washington, DC 20423, 
202 275-7108 


RIN: 3120-AA73 


Date FR Cite 


TRANSFERS OF OPERATING RIGHTS, 
EX PARTE NO. MC-111 (SUB-NO. 1) 


Legal Authority: 49 USC 10101; 49 USC 
10926; 5 USC 553; 5 USC 559 


Existing Regulations Under Review 


CFR Citation: 49 CFR 1045.11; 49 CFR 
1132; 49 CFR 1133; 49 CFR 1141; 49 CFR 


10/01/82 


Comment 10/01/82 


10/31/82 


00/00/00 
00/00/00 


Attorney, Motor Section, Interstate 
Commerce Commission, Room 2330, 
Washington, DC 20423, 202 275-7977 


RIN: 3120-AA81 


ELECTRONIC FILING OF TARIFFS, EX 
PARTE NO. 444 


Legal Authority: 49 USC 10321; 49 USC 
10762 


CFR Citation: 49 CFR 1300; 49 CFR 1303; 
49 CFR 1304; 49 CFR 1305; 49 CFR 1306; 
49 CFR 1307; 49 CFR 1308; 49 CFR 1309; 
49 CFR 1310 


Abstract: Commission regulations 
require filing of tariffs in printed form. 
The Commission is considering 
establishing rules and procedures to 
permit carriers to file tariffs 
electronically. The advance notice of 
proposed rulemaking seeks comments 
from interested parties. 
Timetable: 

Action Date 


ANPRM 03/08/83 

ANPRM Comment 03/08/83 48 FR 18861 
Period Begin 

ANPRM Comment 06/22/83 
Period End 

Pending internal 00/00/00 
review 


Next Action Undetermined 
Small Entity: Undetermined 


FR Cite 
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Contact: W. Paul Geisenkotter, 


07/25/83 
08/01/83 


FR Cite 


06/16/83 48 FR 27547 
10/16/83 


06/10/83 48 FR 26822 
09/30/83 


Smail Entity: No 


Traffic, Washington, D.C. 20423, 202 


RIN: 3120-AA14 


CFR Citation: 49 CFR 1310 
Completed: 
Reason 


Final Action 
Final Action 
Effective 
Small Entity: Undetermined 

Agency Contact: Suzanne Higgins 202 
275-7181 

RIN: 3120-AA21 


03/15/83 
03/16/83 





DISCONTINUANCE OR CHANGE OF 
TRAIN OR FERRY SERVICE, EX 
PARTE NO. 428 


CFR Citation: 49 CFR 1153, (formerly 49 
CFR 1122) 


Compieted: 
Reason 


Final Action 
Final Action 
Effective 
Small Entity: No 


Agency Contact: Louis E. Gitomer 202 
275-7245 


RIN: 3120-AA28 





Date FR Cite 


05/19/83 48 FR 24386 
06/01/83 48 FR 24386 


PETITION TO EXEMPT STORAGE 
LEASES OF NORFOLK AND WESTERN 
1982, EX PARTE NO. 346 (SUB-NO. 12) 


CFR Citation: 49 CFR 1039 

Completed: 

Reason Date FR Cite 
Final Action 03/10/83 48 FR 10143 


Agency Contact: Louis E. Gitomer 202 
275-7245 


RIN: 3120-AA30 


Existing Regulations Under 


Completed Actions 


PAYMENT OF RATES AND CHARGES 
OF MOTOR CARRIERS, EX PARTE NO. 
MC-1 


CFR Citation: 49 CFR 1056; 49 CFR 1320 
to 1324 


Completed: 
Reason 


Merged with RIN 
3120-AA94 


Small Entity: No 
Agency Contact: Howell Sporn 202 
275-7691 


RIN: 3120-AA41 





INVESTIGATION INTO MOTOR 
CARRIER CLASSIFICATION, EX 
PARTE NO. MC-98 (SUB-NO. 1) 
CFR Citation: 49 CFR 1307 
Completed: 
Reason 
Final Action 
Final Action 
Effective 
Smaii Entity: No 
Agency Contact: Louis E. Gitomer 202 
275-7245 


Date FR Cite 


06/29/83 48 FR 29875 
10/06/83 


RIN: 3120-AA44 


RAILROAD COST RECOVERY 
PROCEDURES, EX PARTE NO. 290 
(SUB-NO. 2) 
CFR Citation: 49 CFR 1102 
Completed: 
Reason Date 
Withdrawn from 08/26/83 
agenda - 
Routine 
Regulation 
Small Entity: No 


- FR Cite 
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EX PARTE NO. 387 (SUB-NO. 200) 
Priority: Agency Determination 
CFR Citation: 49 CFR 1039; 49 CFR 1300 


Completed: 
Reason 


Final Action 
Final Action 
Effective 


Small Entity: Undetermined 
Agency Contact: Louis E. Gitomer 202 
275-7245 


05/27/83 48 FR 23824 
06/27/63 


RIN: 3120-AA56 


COST RECOVERY PERCENTAGE, EX 
PARTE NO. 399 


Priority: Agency Determination 


Small Entity: No 
Agency Contact: Louis E. Gitomer 202 
275-7245 


RIN: 3120-AA58 


PROGRAM, EX PARTE NO. 395 (SUB- 
NO. 1) 


Priority: Agency Determination 
CFR Citation: 49 CFR 1151 
Completed: 
Reason 
Final Action 
Final Action 
Effective 
Smaii Entity: No 

Agency Contact: Louis E. Gitomer 202 
275-7245 


03/08/83 48 FR 9649 
04/07/83 


RIN: 3120-AA67 


ELIMINATION AND MODIFICATION OF 
CERTAIN SECURITIES REGULATIONS, 
EX PARTE NO. 429 


Priority: Agency Determination 

CFR Citation: 49 CFR 1113 to 1115 
Completed: 

Reason Date FR Cite 
Final Action 06/07/83 48 FR 26317 
Smaii Entity: Undetermined 


Agency Contact: Louis E. Gitomer 202 
275-7245 


RIN: 3120-AA68 
AB ATA 5 LEU TE II AE 


Completed Actions 


REORGANIZATIONS OF RAIL AND 
~~ ai ate material 


Priority: Major 
CFR Citation: 49 CFR 1117; 49 CFR 1118; 
49 CFR 1131 


Compieted: 

Reason Date FR Cite 
Final Action 03/11/83 48 FR 10369 
Smaii Entity: No 


Agency Contact: Louis E. Gitomer 202 
275-7245 


RIN: 3120-AA69 


ANTITRUST AND 
FACTORS IN MOTOR CARRIER 
FINANCE CASES, EX PARTE NO. 55 — 
(SUB-NO. 38) 

CFR Citation: 49 CFR 1134; 49 CFR 1141 
Completed: 
Reason 
Withdrawn - 
proceeding 
discontinued 
Smaii Entity: Undetermined 


Agency Contact: Warren Wood 282 
275-7877 


RIN: 3120-AA79 
ABARAT SSE A ERENT 


LIQUID IRON SULPHATE EXEMPTION, 
EX PARTE NO. 346 (SUB-NO. 16) 


CFR Citation: 49 CFR 1039 
Completed: 
Reason 


Final Action 
Final Action 
Effective 


Small Entity: Undetermined 


Agency Contact: Louis E. Gitomer 202 
275-7245 


RIN: 3120-AA89 


11/01/82 


07/21/83 48 FR 33306 
07/21/83 


ACQUISITION 

LINES OF RAILROADS IN 
REORGANIZATION, EX PARTE NO. 
282 (SUB-NO. 4) F 

Priority: Agency Determination 

CFR Citation: 49 CFR 1150.1(a); 49 CFR 
1180 “(8)” 
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04/07/83 
04/15/83 48 FR 16277 


Completed Actions 


Agency Contact: Louis E. Gitomer 202 
275-7245 


RIN: 3120-AA78 


End Review 05/05/83 
: Agency Contact: Kathleen M. King 202 
End Review 03/21/83 275-0058 


Small Entity: No RIN: 3120-AA90 


[FR Doc. 83-28071 Filed 10-14-83; 8:45 am] 
BILLING CODE 7035-01-T 
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DATE: This information is current as of 
August 12, 1983. 


ADDRESS: National Credit Union 
Administration, 1776 G Street, N.W., 
Washington, D.C. 20456. 

FOR FURTHER INFORMATION 
CONTACT: On a particular regulation, 
contact the person named in the listing 
for that regulation at the above address. 


SUPPLEMENTARY INFORMATION: 
On January 1, 1981, the Regulatory 
Flexibility Act (5 U.S.C. Sections 601 et 
seq.) became effective. This law 
requires, among other things, that each 
agency publish a Regulatory Flexibility 
Agenda listing regulations that the 
agency expects to propose that are 
likely to have a significant economic 
impact on a substantial number of small 
entities (5 U.S.C. 602). NCUA has 
defined “small entities” to include credit 
unions with less than $1,000,000 in 
assets. NCUA believes, at this time, that 
none of the regulations listed in the 
Agenda set forth below will have a 
significant impact on a substantial 
number of these small credit unions. 


Current and Projected Rulemakings 


On June 1, 1981, NCUA published a 
statement of policy (IRPS 81-4, 46 FR 
29248) setting forth the procedures for 
the development of new regulations and 
the review of existing regulations. 
NCUA believes that the Agenda is a 
useful tool to enable the credit union 
community and the public to track 

tory development and to 

ectively participate in that process. 

NCUA is voluntarily participating in 
the publication of the “Unified 
of Federal Regulations.” While NCUA is 
an Independent Agency exempt from 
coverage by Executive Order 12291, we 
believe that participating in this joint 
publication will further the public 
interest by including NCUA in a single 
source of information concerning current 
and projected rulemaking and reviews 
of existing regulations. The format of 
this Agenda conforms to the 
standardized format of the “Unified 
Agenda.” 

Approved by the NCUA Board this 
25th day of August, 1983. 


3133-AA05 
3133-AA06 
* 3133-AA07 
3133-AA08 
3133-AA09 
3133-AA10 
3133-AA12 
3133-AA14 
3133-AA15 
3133-AA16 
3133-AA17 
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NATIONAL CREDIT UNION ADMINISTRATION (NCUA) 


1. FLOOD INSURANCE 


Legal © 12 USC 1757; 12 USC 
1789; 42 USC 4102a; 42 USC 4106 


CFR Citation: 12 CFR 760 

Abstract: The proposed rule provides a 
plain English revision of regulations 
governing Federal credit union lending 
secured by improved realty or mobile 
home, when either is located in a flood 
plain. The rule is intended to require 
only that which is required under 
Federal statutes concerning flood 
insurance. 


Date FR Cite 


10/15/80 45 FR 68393 


Timetable: 

Action 

NPRM 

Final Action 11/30/83 
Small Entity: No 


Agency Contact: Todd Okun, Assistant 
General Counsel, National Credit Union 
Administration, Department of Legal 
Services, 1776 G Street, NW, 
Washington, DC 20456, 202 357-1030 


RIN: 3133-AA01 


2. INVESTMENTS AND DEPOSITS 


Legal Authority: 12 USC 1757(7)(c); 12 
USC 1757(7)(d); 12 USC 1757(8) 


CFR Citation: 12 CFR 703 


Abstract: Public comment is 

specifically requested on whether the 
NCUA Board should remove or modify 
any or all of the procedural restrictions 
presently in place governing the manner 
in which a Federal credit union may 
deposit or invest its funds. 


Timetable: 
Action 





Date FR Cite 


ANPRM 07/14/82 47 FR 30497 
NPRM to NCUA” 09/07/83 
Board 


Small Entity: No 

Agency Contact: Robert M. Fenner, 
Deputy General Counsel, National 
Credit Union Administration, 1776 G 
Street NW, Washington, DC 20456, 202 
357-1030 


RIN: 3133-AA03 


3. SURETY BOND COVERAGE FOR 
FEDERAL CREDIT UNIONS 


Legal = 12 USC 1761a; 12 USC 
1761b; 12 USC 1766 


CFR Citation: 12 CFR 701.20 


Abstract: The proposed rule is intended 
to revise, update and simplify the 
existing requirements for surety bond 
coverage for Federal credit unions. The 
proposed regulations implement 
mandated sections of the Federal Credit 
Union Act and establish minimum 
standards for surety bonds and 
insurance coverage. 


Temetaiie:, 
Action 

NPRM 

Further Action 
Small Entity: No 
Agency Contact: Mike Fischer, 
National Credit Union Administration, 
Dept. of Supervision & Examination, 


1776 G Street, NW, Washington, DC 
20456, 202 357-1065 


RIN: 3133-AA04 


Date FR Cite 


06/02/81 46 FR 29482 
11/30/83 


4. SUPERVISORY COMMITTEE AUDIT 


Legal Authority: 12 USC 1761d; 12 USC 
1766; 12 USC 1789 

CFR Citation: 12 CFR 701.12 

Abstract: This regulation sets forth the 
responsibilities of the Supervisory 
Committees of Federal credit unions to 


’ make, or cause to be made, an annual 


audit. The review will cover issues 
related to the use of audits in 
conjunction with NCUA’s examination 
responsibilities. 

Timetable: 

Action Date 


ANPRM to NCUA 09/07/83 
Board 


Smaii Entity: No 

Agency Contact: Mike Fischer, 
National Credit Union Administration, 
Department of Supervision and 
Examination, 1776 G Street, NW, 
Washington, DC 20456, 202 357-1065 


RIN: 3133-AA13 


5. CORPORATE CENTRAL FEDERAL 
CREDIT UNIONS 


Legal Authority: 12 USC 1761; 12 USC 
1766;12USC 1789 


CFR Citation: 12 CFR 704 


Abstract: These regulations set forth 
operational requirements particular to 
corporate central Federal credit unions, 
including special reserve requirements, 
management requirements, and annual 
audit requirements. The regulation also 
sets forth authority to permit corporate 
central credit unions to offer daily 
balance share accounts. Passage of the 
Garn-St Germain Depository 
Institutions Act of 1982 requires 
updating of this rule. Corporate central 
issues, such as chartering guidelines, 
bylaws, and operational programs, have 
been reviewed independent of this rule. 


Timetable: 

Action Date 

ANPRM to NCUA 09/07/83 
Board 


FR Cite 


Smail Entity: No 
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Interlocks Act make Law 95-630), as 
amended by Public Law 97-110, 


10/26/82 47 FR 47372 
10/26/82 47 FR 47406 
02/07/83 48 FR 5535 


Date 
09/30/83 


Action FR Cite 


Final Action 
Smaii Entity: No 
Agency Contact: Steven R. Bisker, 
Senior Attorney, National Credit Union 


Administration, Department of Legal 
Services, 1776 G Street, NW, 
Washington, DC 20456, 202 357-1030 


RIN: 3133-AA19 


7. MANAGEMENT OFFICIAL 


INTERLOCKS 

Legal Authority: 12 USC 3207 

CFR Citation: 12 CFR 711 

Abstract: The proposed rule would 
simplify the procedures for obtaining 


exceptions to the Depository 
Institutions Management Interlocks Act. 


Timetable: 
Action 


NPRM 
Final Action 


Small Entity: No 


Date FR Cite 


10/26/82 47 FR 47406 
09/30/83 


NATIONAL CREDIT UNION ADMINISTRATION (NCUA) 


9. EMPLOYEE RESPONSIBILITY AND 


Authority: EO 11222 
CFR Citation: 12 CFR 735 
Abstract: These regulations pertain to 
the conduct of NCUA employees and 
are being reviewed in light of the 
implementation of the Ethics in 
Government Act. 


10. FEDERAL CREDIT UNION 
OWNERSHIP OF FIXED ASSETS 


Legal Authority: 12 USC 1757(4); 12 USC 
1766 


CFR Citation: 12 CFR 701.36 

Abstract: This regulation requires credit 
unions to do certain financial planning 
and reporting prior to investing more 
than 5 percent of its assets in fixed 
assets. 


Timetable: 
Action 


End Review 
NPRM to NCUA 
Board 


Small Entity: No 

Contact: Mike Fischer, 
National Credit Union Administration, 
Department of Supervision and 
Examination, 1776 G Street, NW, 
Washington, DC 20456, 202 357-1065 


RIN: 3133-AA06 
RENEE ARNE CARERS NOS TORE RI LOST S 


11/30/83 
11/30/83 


FR Cite 


Current and Projected Rulemakings 


Contact: Steven R. Bisker, 
Senior Attorney, National Credit Union 
Administration, 1776 G Street, NW, 
Washington, DC 20456, 202 357-1030 


RIN: 3133-AA21 


8. @FEDERAL CREDIT UNION LOANS 
TO MEMBERS 

Legal Authority: 12 USC 1757; 12 USC 
1766(a); 12 USC 1789(a)(11) 

CFR Citation: 12 CFR 701.21 

Abstract: These regulations concern 
Federal credit union loans and lines of 
credit to members. The regulations will 
be reviewed in order to clarify, 

simplify, and ease the regulatory 
burden on Federal credit unions. 
Timetable: 
Action 


NPRM 


Small Entity: No 

Contact: Robert M. Fenner, 
Director, Dept of Legal Services, 
National Credit Union Administration, 
1776 G St., NW, Washington, D.C. 
20456, 202 357-1030 


RIN: 3133-AA27 


Date 
11/30/83 


FR Cite 


Existing Regulations Under Review 


11. CONVERSION FROM FEDERAL TO 
STATE CREDIT UNION AND 
CONVERSION FROM STATE TO 
FEDERAL CREDIT UNION 


Legal Authority: 12 USC 1766; 12 USC 
177|; 12 USC 1775; 12 USC 1789 


CFR Citation: 12 CFR 706; 12 CFR 707 


Abstract: These regulations set forth 
procedural requirements for credit 
unions to convert from either Federal to 
State charter or from State to Federal 
charter. The regulation will be reviewed 
to determine whether mandatory 
requirements on the subject are 
necessary or whether procedural 
requirements may be covered in a 
manual. 


Timetable: 
Action Date 


End Review 09/07/83 
NPRM to NCUA 09/07/83 
Board 


Small Entity: No 
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NCUA 


Agency Contact: Gordon Sickler, 
National Credit Union Administration, 
Department of Supervision and 
Examination, 1776 G Street, NW, 
Washington, DC 20456, 202 357-1065 


RIN: 3133-AA07 


12. MERGERS OF CREDIT UNIONS, 
DIVISION OF ASSETS, LIABILITIES OF 
ASSETS AND CAPITAL 


Legal Authority: 12 USC 1766 to 1789 
CFR Citation: 12 CFR 708; 12 CFR 709 


Abstract: These regulations set forth 
procedural requirements for a credit 
union to merge with another credit 
union. The regulations also prescribe 
procedures to enable members of a 
Federal credit union who are in a 
separately identifiable group to 
undertake an equitable division of their 
assets, liabilities and capital and to 
charter a new Federal credit union. The 
regulations will be reviewed to 
determine whether mandatory 
requirements are necessary or whether 
the subject may be covered in a 
manual. 


12/31/83 


Agency Contact: Gordon Sickler, 
National Credit Union Administration, 
Department of Supervision and 
Examination, 1776 G Street, NW, 
Washington, DC 20456, 202 357-1065 


RIN: 3133-AA08 


13. REQUIREMENTS FOR INSURANCE } 


Legal Authority: 12 USC 1781 to 1790 
CFR Citation: 12 CFR 741 

Abstract: These regulations set forth 
criteria for determining the insurability 
of a credit union which makes 
application for insurance of its accounts 
pursuant to Title II of the Federal 
Credit Union Act. The review of this 
regulation will determine the need to 
update, revise and simplify these 
requirements. 
Timetable: Sidkdies 
Action Date 
End Review 12/00/83 
Small Entity: No 


FR Cite 


Agency Contact: Chester Slevinski, 
National Credit Union Administration, 
Department of Insurance, 1776 G Street, 
NW, Washington, DC 20456, 202 357- 
1010 


RIN: 3133-AA09 


14. ADVERTISEMENT OF INSURED 
STATUS 


Authority: 12 USC 1785; 12 USC 
1789 


CFR Citation: 12 CFR 740 


Abstract: These regulations prescribe 
requirements with regard to the official 
sign which insured credit unions must 
display and also pertain to 
requirements for advertising. The 
regulations will be reviewed to 
determine whether mandatory 
requirements are necessary and to 
update, simplify and revise, if 
necessary. 


Timetable: 

Action 

End Review 

Small Entity: No 
Contact: Chester Slevinski, 


Date 
12/00/83 


FR Cite 


Agency 

National Credit Union Administration, 
Department of Insurance, 1776 G Street, 
NW, Washington, DC 20456, 202 357- 
1010 


RIN: 3133-AA10 
RRC AD RRR PRA, AEE 


15. RESERVES 
Legal Authority: 12 USC 1762; 12 USC 
1766; 12 USC 1789 


CFR Citation: 12 CFR 702.1; 
702.2 


Abstract: These regulations set forth 
the requirements for the establishment 
and maintenance of a regular reserve 
(as provided by the Federal Credit 
Union Act) and set forth procedures for 
applications for approval to decrease 
reserves. 


Timetable: 
Action 


12 CFR 


Date 
12/31/83 
12/31/83 


FR Cite 


End Review 

Staff 
Recommenda- 
tion to NCUA 
Board 


Small Entity: No 


Additional information: ADDITIONAL 
AGENCY CONTACT: Robert M. Ferner, 


Existing Regulations Under Review 


Deputy General Counsel, Department of 
Legal Services, (202) 357-1030 


Agency Contact: Charles W. Filson, 
Director, National Credit Union 
Administration, Office of Programs, 
1776 G Street, NW, Washington, DC 
20456, 202 357-1132 


RIN: 3133-AA12 


16. RETIREMENT BENEFITS FOR 
EMPLOYEES OF FEDERAL CREDIT 
UNIONS 


Legal Authority: 12 USC 1766; 12 USC 
1789 


CFR Citation: 12 CFR 701.19 


Abstract: The regulations set forth the 
authority of the Federal credit uriion to 
make provision for reasonable 
retirement benefits for its employees 
and officers who are compensated in 
conformance with the Federal Credit 
Union Act. The regulation will be 
reviewed to revise, update and simplify, 
if necessary. 

Timetable: 


Action 


NPRM to NCUA 
Board 

End Review 

Small Entity: No 

Agency Contact: Layne L. Bumgardner, 

Director, National Credit Union 

Administration, Department of 

Supervision and Examination, 1776 G 

Street, NW, Washington, DC 20456, 202 

357-1065 

RIN: 3133-AA14 

RES ATRIOS SERS 


17. TORT CLAIMS AGAINST THE 
GOVERNMENT 


Legal Authority: 12 USC 1766; 28 USC 
2671 to 2680 


CFR Citation: 12 CFR 750 
Abstract: These regulations set forth 


the requirements for asserting claims 
against the National Credit Union 
Administration under the Federal Tort 
Claims Act. The regulations will be 
reviewed to update, simplify and revise 
them, if necessary. 


Timetable: a 


Date FR Cite 


12/31/83 


00/00/00 


ate —-FRR Cite 


Action 
12/31/83 


End Review 
Small Entity: No 
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Contact: James J. Engel, 
Assistant General Counsel, National 
Credit Union Administration, 
Department of Legal Services, 1776 G 
Street, NW, Washington, DC 20456, 202 
357-1038 


RIN: 3133-AA15 
18. TREASURY TAX AND LOAN 


Legal Authority: 12 USC 1757: 12 USC 
1766; 12 USC 1767; 12 USC 1787(c\(2); 12 
USC 1789 


CFR Citation: 12 CFR 701.37-1 


approval of a voluntary liquidation. The 
final rule provides greater flexibility in 
approving a voluntary liquidation. 


01/05/83 48 FR 419 
03/31/83 48 FR 13398 
05/01/83 


Agency Contact: Lyle Mettler, 
Department of Insurance, National 
Credit Union Administration, 1776 G 
Street, NW, Washington, DC 20456, 202 
357-1080 


RIN: 3133-AA20 


End Review 12/00/83 
NPRM to NCUA 12/31/83 
Board 


Small Entity: No 

Agency Contact: Mike Fischer, 
National Credit Union Administration, 
Department of ion and 
Examination, 1776 G Street, NW, 
Washington, DC 20456, 202 357-1065 


RIN: 3133-AA16 


19. NONDISCRIMINATION 
REQUIREMENTS 

Legal : 12 USC 1757; 12 USC 
1759; 12 USC 1766; 12 USC 1786; 12 USC 
1789; 24 USC 3601 to 3610; 24 USC 1981; 
15 USC 1601 et seq 


BETWEEN ISSUES OF THE 
UNIFIED AGENDA 

21. @DEFINITIONS 

Legal Authority: 12 USC 1752(5); 12 USC 
1757(6); 12 USC 1766(a) 

CFR Citation: 12 CFR 700.1(h); 12 CFR 
700.1()) 


Abstract: The final rule expands the 
definition of low income members to 
include student members. The rule 
enables credit unions predominately 
serving student members to accept 
insured share accounts from non- 
members, including local businesses, 
philanthropic organizations and others. 
Timetabie: 
Action 


NPRM 

Final Action 
Smaii Entity: No 
Agency Contact: Harry Blaisdell, 


Director, Department of Administration, 
National Credit Union Administration, 


03/16/83 48 FR 11130 
05/23/83 48 FR 22900 


Existing Regulations Under Review 


CFR Citation: 12 CFR 701.31 


Abstract: This regulation sets forth 
prohibitions against discrimination by 
Federal credit unions in making real 
estate related loans and appraisals. The 
regulation also sets forth guidelines for 
compliance with the Fair Housing Act 
and court decisions rendered 
thereunder. The regulation will be 
reviewed to simplify and revise as 
necessary. 


Timetable: 
Action 

End Review 
Small Entity: No 
Agency Contact: Mike Fischer, 
National Credit Union Administration, 
Department of Supervision and 
Examination, 1776 G Street, NW, 
Washington, DC 20456, 202 357-1065 


RIN: 3133-AA17 


Date 
10/30/83 


FR Cite 


Completed 


1776 G St, NW, Washington, DC 20456, 
202 357-1080 


RIN: 3133-AA25 


22. @ORGANIZATION AND 
OPERATION OF FEDERAL CREDIT 
UNIONS 


Legal s 12 USC 1757(5)A)(vip(l); 
12 USC 1757(5)(A)(); 12 USC 1766 

CFR Citation: 12 CFR 701.21-A, (Amend- 
ed) ; 

Abstract: The final rule continues the 
21 percent Federal credit union loan 
interest rate ceiling through November 
12, 1984. 
Timetable: 
Action 
Final Action 


Smail Entity: No ; 
Agency Contact: Robert M. Fenner, 
Director, Department of Legal Services, 
National Credit Union Administration, 
1776 G Street, NW, Washington, DC 
20456, 202 357-1030 

RIN: 3133-AA26 

[FR Doc. 83-28072 Filed 10-14-83; 8:45 am] 

BILLING CODE 7535-01-T 


Date FR Cite 
05/23/83 48 FR 22901 
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Regulatory Agenda 





NUCLEAR REGULATORY 
COMMISSION 


10 CFR Ch.! 


Regulatory Agenda 
AGENCY: Nuclear Regulatory 
C ee 


ACTION: Semiannual publication of 
NRC Regulatory Agenda. 


SUMMARY: The Nuclear Regulatory 


Commission (NRC) is publishing its 
semiannual Regulatory Agenda in 
accordance with Pub. L. 96-354, “The 
Regulatory Flexibility Act,” and 
Executive Order 12291, “Federal 
Regulations.” The Agenda is a 
compilation of all rules on which the 
NRC has recently completed action or 
has proposed, or is considering action. 
This issuance updates any action 

ing on rules since publication of 


ADDRESSES: Comments on any rule in 
the Agenda may be sent to the Secretary 
of the Commission, U.S. Nuclear 
Regulatory Commission, Washington, 
DC 20555, Attention: Docketing and 
Service Branch. Comments may also be 
hand delivered to Room 1131, 1717 H 
Street, NW, Washington, DC between 
8:15 a.m. and 5:15 p.m. Comments 
received on rules for which the comment 
period has closed will be considered if it 
is practical to do so, but assurance of 
consideration cannot be given except as 
to comments received on or before the 
closure dates specified in the Agenda. 


The Agenda and any comments received 
on any rule listed in the Agenda are 
available for public inspection, and 
copying at a cost of five cents per page, 
at the Nuclear Regulatory Commission's 
Public Document Room, 1717 H Street, 
NW, Washington, DC 20555. Single 
copies of the NRC Quarterly Agenda 
can be purchased from the NRC/GPO 
Sales Program, Division of Technical 


Information and Document Control, U.S. 
Nuclear Regulatory Commission, 
Washington, DC 20555 at a cost of $6.00 
each or $16.00 for an annual 
subscription. 


FOR FURTHER INFORMATION 
CONTACT: For further information 
concerning NRC rulemaking procedures 
or the status of any rule listed in this 
Agenda, contact John D. Philips, Chief, 
Rules and Procedures Branch, Division 
of Rules and Records, Office of 
Administration, U.S. Nuclear Regulatory 
Commission, Washington, DC 20555, 
Telephone (301) 492-7086. Persons 
outside the Washington, DC 
metropolitan area may call toll-free: 
(800) 368-5642. For further information 
on the substantive content of any rule 
listed in the Agenda, contact the 
individual listed under the heading 
“Agency Contact” for that rule. 


SUPPLEMENTARY INFORMATION: 
The NRC is publishing its semiannual 
Regulatory Agenda. Although 
publication of the Agenda is only 
required semiannually in April and 
October, the NRC has chosen to update 
and publish its Agenda each quarter. 
However, the information contained in 
this semiannual publication is updated 
to reflect any action which has occurred 
on rules since publication of the last 
NRC semiannual Agenda on April 25, 
1983 (48 FR 18732). 

Organization of the Agenda 

Rules in this Agenda are divided into 
two main categories, Action Completed 
Rules and Current and Projected 
Rulemakings. Rules in the Action 
Completed category include all rules 
which have been finally promulgated or 
withdrawn since publication of the last 
semiannual Agenda. 


Current and projected rulemakings are 
those rules currenfly under 
development. This category is 
subdivided into three sections. Section I 
includes all rules which have been 
published in the Federal Register as 
proposed rules. Section II includes all 


Current and Projected Rulemakings 
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rules which have been published in the 
Federal Register as advance notices of 
proposed rulemaking. Section Ill 
includes all unpublished rules on which 
the NRC expects to take action. 


Within each category and section, the 
rules are ordered from lowest to highest 
10 CFR part, and when more than one 
rule appears under the same part, the 
rules are arranged within the part 
according to the date of most recent 
publication. If a rule contains changes to 
more than one 10 CFR part, the rule is 
listed under the lowest affected part. 


The information in this Agenda has been 
updated through September 30, 1983. 
The date included under the heading 
“timetable,” for next scheduled action is 
considered tentative and is not binding 
on the Commission or its staff. This 
Regulatory Agenda is intended to 
provide increased notice and 
opportunity for public participation in 
the NRC rulemaking process. The NRC 
may, however, consider or act on any 
rulemaking even if it is not included in 
the Regulatory Agenda. 


The NRC Agenda lists 115 rulemaking 
actions. Of these, no rulemaking items 
are considered to be priority or major as 
defined in Section 1(b) of Executive 


’ Order 12291. In the Action Completed 


category there are 25 “completed 
actions.” In the Current and Projected 
rulemaking category: Section I contains 
37 proposed rulemakings; Section II 
contains 12 advance notices of proposed 
rulemakings; and Section III contains 41 
unpublished rulemakings. Six rules 
potentially will have a “significant 
economic impact on a substantial 
number of small entities” as defined in 
the Regulatory Flexibility Act. 


Dated at Bethesda, Maryland this 26th 
day of August, 1983. 


For the Nuclear Regulatory 
Commission. 
John Philips, 
Acting Director, Division of Rules and 
Records, Office of Administration. 





Title 


_—— 


RIN 





Procedures Involving the Equal Access to Justice Act: Implementation 
Protection 


Environmental Regulations for Domestic Licensing and Related Regulatory Functions 
Licensing and Regulatory Policy and Procedures for Environmental Protection; Alternative Site Reviews 


Possible Amendments to “ 


| 3150-AA02 
3150-AA03 
3150-AA04 
3150-AA05 
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Current and Projected Rulemakings—Continued 








Title 





SRLSSSVSARSHIS CNG 


Nh 
as 


88 


28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 


SISRLBILSSSIS 





fing Requirement tor Appeal tom intial Decision Consolidation of Response Briefs.. 


Lower Radiation Exposure Levels for Fertile Women 

Changes in Radiation Dose-Limiting 

Authority for the Copying of Records and Retention Periods for Security Records 
Reports of Theft or Loss of Licensed Material 


Dosage Measurement 
Implementation of the Convention on the Physical Protection of Nuclear Material 
General Design Criteria for Fuel Reprocessing Plants 


Fitness for Duty of Personnel with Unescorted Access to Vital or Protected Areas of Nuclear Power Plants 
Safeguards Requirements for Nonpower Reactor Facilities Possessing Formula Quantities of Strategic Special | 


Codes and Standards for Nuclear Power Plants (Summer 1982) 

Requirements for Licensee Action Regarding the Disposition of Spent Fuel Upon Expiration of the Reactors’ | 
Operating License 

Additional Scram System Requirement for Westinghouse Nuclear Power Plants 

Frequency of Emergency Preparedness Exercises for State and Local Governments 

Protection of Contractor Employees. 

Explanation to Table S-3 Uranium Fuel Cycle Environmental Data. 

Criteria and Procedures for Determining the Adequacy of Available Spent Nuclear Fuel Storage Capacity 

Material Control and Accounting Requirements for Low Enriched Uranium Fuel Cycle Facilities 
Miscellaneous Amendments Concerning Protection of Nuclear Power Plants (Part of insider Rule Package)......) 

Searches of Individuals at Power Reactor Facilities (Part of Insider Package) aol 

Removal of Appendices A Through H From 10 CFR Part 140 


Decommissioning 

Upgraded Emergency Preparedness Procedures for Certain Fuel Cycle and Byproduct Materials Licensees .. 
Certification of Industrial Radiographers 

Acceptance Criteria for Emergency Core Cooling Systems for Light-Water-Cooled Nuclear Power Piants. 

Severe Accident Design Criteria 

Design and Other Changes in Nuclear Power Plant Facilities After Issuance of Construction Permit 

Mandatory Property Insurance for Decontamination of Nuclear Facilities 

Modification of the Policy and Regulatory Practice Governing the Siting of Nuclear Power Reactors 

Material Control and Accounting Requrements for Facittes Possessing Formula Quantiies of Srsiogc Special | 


ee 

Jurisdiction of Adjudicatory Boards 

Pecan al das ale EE SS On ee He 
Participation of the NRC Staff in Initial Licensing Proceedings 

Separation of Functions and Ex Parte Communications in On-the-Record Adjudications. 


Backfitting 
Regulatory Reform of the Rules of Practice and Rules for Licensing of Production and Utilization Facilities 
Performance Testing for Bioassay Labs. 
Procedures for Picking Up, Receiving, ae Packages 


Radiation Safety Requirements for Well-iogging and Other Operations 
Source Material Transfer Reports and Tritium Inventory Reports 
Occupational ALARA Rule 

Codes and Standards for Nuclear Power Plants (Winter 1982) . 

Fire Protection for Future Plants 

Radon Emissions Estimate for Table S-3 





3150-AA55 
3150-AA62 
3150-AB32 
3150-AA06 
3150-AA07 
3150-AA08 
3150-AA63 
3150-AA64 
3150-AA10 
3150-AA12 
3150-AA92 
3150-AA15 
3150-AA19 
3150-AA21 
3150-AA22 
3150-AA23 
3150-AA27 


3150-AA30 
3150-AA78 


3150-AB20 
3150-AB29 
3150-AB11 
3150-AB07 
3150-AA31 
3150-AB22 
3150-AA93 
3150-AA36 
3150-AB17 
3150-AB02 
3150-AB03 
3150-AA38 
3150-AA39 
3150-AA40 
3150-AA41 
3150-AA43 
3150-AA44 
3150-AA45 
3150-AA46 
3150-AA47 
3150-AA49 


3150-AA50 
3150-AA51 
3150-AA53 
3150-AB19 
3150-AB08 
3150-AA00 
3150-AA59 
3150-AB04 
3150-AA67 
3150-AA66 
3150-AA68 
3150-AB34 
3150-AB37 
3150-AA70 
3150-AB12 
3150-AA73 
3150-AB35 
3150-AB24 
3150-AA81 
3150-AA83 
3150-AA85 
3150-AA87 
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Current and Projected Rulemakings—Continued 








Degree 

‘Matoral Stas Reports 

Rule to Amend the Transportation Provisions Pertaining to the Shipment of Low Specific Activity (LSA) Material 
| | eee een Sie atasientions Spent Fuel Storage Installations (ISFSis) 





RIN 


3150-AA79 
3150-AA80 
3150-AA86 
3150-AB05 
3150-AA90 
3150-AA84 


3150-AA88 
3150-AB06 
3150-AB13 
3150-AB36 
3150-AB39 
3150-AB31 
3150-AB26 
3150-AB33 
3150-AB27 
3150-AA97 
3150-AA96 
3150-AA98 
3150-AB00 
3150-AB01 





Completed Actions 











! Deficiencies 
for Licensees Authorized to Possess SNM of Moderate or Low Strat Significance. 
| Access to and Protection of National Securty Information and Restricted Data 7 
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NUCLEAR REGULATORY COMMISSION (NRC) 


PROPOSED RULES 


1. PROCEDURES INVOLVING THE 
EQUAL ACCESS TO JUSTICE ACT: 
IMPLEMENTATION 


Legal Authority: 5 USC 504 
CFR Citation: 10 CFR 1; 10 CFR 2 


Abstract: The proposed rule provides 
new provisions intended to implement 
the Equal Access to Justice Act (EAJA). 
The provisions would provide for the 
payment of fees and expenses to 
certain eligible individuals and 
businesses that prevail in adjudications 
with the agency when the agency’s 
position is determined not to have been 
substantially justified. The basis for 
these proposed regulations is a set of 
model rules issued by the 
Administrative Conference of the 
United States (ACUS) that have been 
modified to conform to NRC’s 
established rules of practice. The 
proposed rule would further the EAJA’s 
intent by insuring the development of 
government-wide “uniform” agency 
regulations and by providing NRC 
procedures and requirements for the 
filing and disposition of EAJA 
applications. A final draft rule was sent 
to the Commission in June 1982, but 
Commission action has been suspended 
pending a decision by the Comptroller 
General on the availability of funds to 
pay awards to intervenor parties. 


Timetable: 
Action 
NPRM 
NPRM Comment 

Period Begin 
NPRM Comment 

Period End 
Next Action Undetermined 
Smali Entity: No 


Agency Contact: Beverly Segal, 
Nuclear Regulatory Commission, Office 
of the General Counsel, Washington, 
DC 20555, 202 634-3224 


RIN: 3150-AA01 
SAL RE TARR SARE SET RR RIESE SS E 


Date FR Cite 


10/28/81 46 FR 53189 
10/28/81 46 FR 53189 


11/28/81 


2. ENVIRONMENTAL PROTECTION 


Legal : 42 USC 2021; 42 USC 
2201; 42 USC 4332; 42 USC 4334; 42 USC 
4335 


CFR Citation: 10 CFR 2; 10 CFR 30; 10 
CFR 40; 10 CFR 50; 10 CFR 51; 10 CFR 61; 
10 CFR 70; 10 CFR 72;10CFR110_~— - 


Abstract: Consistent with NRC's 
domestic licensing and regulatory 
authority, the proposed rule would 
revise the Commission's environmental 
protection regulations to implement all 
of the procedural provisions of section 
102(2) of the National Environmental 
Policy Act (NEPA). This would broaden 
the scope of the environmental 
regulations, which deal mainly with 
environmental impact statements, to 
encompass the entire NEPA process 
from early planning through 
decisionmaking. The proposed rule 
would bring, to the extent possible, 
NRC’s environmental review 
requirements into conformance with the 
Environmental Quality Council's 
procedural regulations, ensure that 
environmental factors are considered as 
part of the NRC decisionmaking 
process, and make environmental 
information available to the public. A 
draft final rule has been transported to 
the Commission with request for 
approval. 


Timetable: 
Action Date FR Cite 


NPRM 03/03/80 45 FR 13739 
NPRM Comment 03/03/80 45 FR 13739 
Period Beak 
NPRM Comment 05/02/80 
Period End 
Next Action Undetermined 


Small Entity: No 








Current and Projected Rulemakings 


Agency Contact: Jane R. Mapes, 
Nuclear Regulatory Commission, Office 
of the Executive Legal Director, 
Washington, DC 20555, 301 492-8695 


RIN: 3150-AA02 


3. LICENSING AND REGULATORY 
POLICY AND PROCEDURES FOR 
ENVIRONMENTAL PROTECTION; 
ALTERNATIVE SITE REVIEWS 


Legal Authority: 42 USC 2201; 42 USC 
4332; 42 USC 5841 

CFR Citation: 10 CFR 2; 10 CFR 50; 10 
CFR 51 


Abstract: The proposed rule would 
provide procedures and performance 
criteria for reviewing alternative sites 
for nuclear power plants under the 
National Environmental Policy Act of 
1969 (NEPA). The proposal is intended 
to stabilize alternative site reviews of a 
license application by codification of 
the lessons learned in past and recent 
reviews of nuclear power plant sites 
into an environmentally sensitive rule. 
The proposed rule would focus on six 


- Major issues associated with alternative 


site selection: (1) information 
requirements, (2) timing, (3) region of 
interest, (4) selection of candidate sites, 
(5) comparison of the proposed site 
with alternative sites, and (6) reopening 
of the alternative site decision. The 
proposed rule would develop 
understandable written NRC review 
and decision-making criteria that 
provide necessary protection of 
important environmental qualities while 
reasonably restricting the consideration 
of alternatives to permit a rational and 
timely decision concerning the 
sufficiency of the alternative site 
analysis. After considering the 
comments on the proposed rule, the 
Commission published a fina! rule on 
May 28, 1981 (46 FR 28630). (cont) 
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09/00/83 
Smaii Entity: No 
Additional information: ABSTRACT 


: That final rule addressed the 
sixth issue, ing the alternative 


“immediate effectiveness” rule for 
construction permit proceedings. Under 
the original “immediate effectiveness” 
rule (36 FR 828, January 19, 1971) 
construction of a nuclear power plant 
could begin on the basis of an initial 
decision by the Atomic Safety and 


underway and that this might have (1) 
allowed commitment of large sums of 
money to altering sites before a final 
decision was made on site-related 
issues and (2) promoted piecemeal 
review rather than promoting early 
resolution of all licensing issues to be 
considered. Present rules provide for 
limited review of ASLB decisions by the 
Atomic Safety and Licensing Appeal 
Board (ASLAB) and the Commission 


to determine whether NRC should 
return to the former “immediate 


effectiveness” rule or adopt one of the 
following alternatives: (cont) 


Timetable: 
Action 
NPRM 


Date FR Cite 
05/22/80 45 FR 34279 


Regulatory Reform 12/00/83 
Rule 


Smaii Entity: No 

Additional information: ABSTRACT 
CONT: (1) require the ASLAB to make 
a separate ruling on the question of 
effectiveness, or (2) require final 
ASLAB and Commission decisions on 
the merits of certain construction- 
related issues prior to authorizing 
issuances of the construction permit; 
require final ASLAB and Commission 
decisions on the merits of all issues 
prior to authorizing issuances of the 
construction permit; and, return to the 
former “immediate effectiveness” rule, 
but relax the standards for obtaining a 
stay of the ASLAB decisions. The rule 
“Regulatory Reform of the Rules of 
Practice and Rules for Licensing of 
Production and Utilization Facilities” 
proposed by the Regulatory Reform 
Task Force will determine which of the 
alternatives proposed in this rule will 
become effective. 


Contact: Richard A. Parrish, 
Nuclear Regulatory Commission, Office 


of the General Counsel, Washington, 
DC 20555, 202 634-3224 


RIN: 3150-AA04 


5. MODIFICATIONS TO THE NRC 
HEARING PROCESS (LIMITED 
INTERROGATORIES AND FACTUAL 
BASIS FOR CONTENTIONS) 


Legal Authority: 42 USC 2239 
CFR Citation: 10 CFR 2 


Abstract: The proposed rule would 
expedite conduct of NRC adjudicatory 
proceedings by requiring intervenors in 
formal NRC hearings to set forth the 
facts on which contentions are based 
and the sources or documents used to 
establish those facts and limit the 
number of interrogatories that a party 
may file in an NRC proceeding. The 
proposed rule would expedite the 
hearing process by, among other things, 
requiring intervenors to set forth at the 
outset the facts upon which their 
contention is based and the supporting 
documentation to give other parties 
early notice of intervenor’s case so as 
to afford opportunity for early dismissal 
of contentions where there is no factual 
dispute. The content of this rule is 
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Current and Projected Rulemakings 


being considered as part of the 
regulatory reform rulemaking package. 


Timetabie: 
Action Date 


NPRM 06/08/81 
Regulatory Reform 12/00/83 
Rule 


FR Cite 
46 FR 30349 


Smaii Entity: No 

Agency Contact: Trip Rothschild, 
Nuclear Regulatory Commission, Office 
of the General Counsel, Washington, 
DC 20555, 202 634-1465 


RIN: 3150-AA05 


6. COMMISSION REVIEW 
PROCEDURES FOR POWER REACTOR 
CONSTRUCTION PERMITS; 
IMMEDIATE EFFECTIVENESS RULE 


Legal Authority: 42 USC 2201; 42 USC 
5841 


CFR Citation: 10 CFR 2 


Abstract: The proposed rule would 
amend the immediate effectiveness rule 
with regard to rules of practice for 
granting a power reactor construction 
permit to conform to those for granting 
an operating license. It (1) would retain 
the requirement that the Commission 
conduct a limited review of an Atomic 
Safety and Licensing Board's decision 
to grant a construction permit pending 
completion of administrative appeals 
and (2) would delete the requirement 
that an Atomic Safety and Licensing 
Appeal Board conduct a similar review. 
The proposed rule would not affect the 
separate Appeal Board and Commission 
appellate reviews of the merits of 
Licensing Board decisions. It would 
reduce somewhat the time required for 
administrative review of construction 
permit decisions while retaining direct 
Commission oversight prior to permit 
issuance. (cont) 


Timetable: 
Action 


NPRM 

NPRM Comment 
Period Begin 

NPRM Comment 11/24/82 
Period End 

Regulatory Reform 12/00/83 
Rule 


Small Entity: No 

Additional information: ABSTRACT 
CONT: The comment period closed 
November 24, 1982. Nine comments 
were received. Half of the comments 
favored the proposed rule while half 
opposed it. This proposed rule does not 





Date 


10/25/82 
10/25/82 


FR Cite 


47 FR 47260 
47 FR 47260 
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preclude further action on five 
alternatives for a the 
“Immediate Effectiveness” rule 
presented in an earlier notice on May 
22, 1980 (45 FR 34279). The rule 
“Regulatory Reform of the Rules of 
Practice and Rules for Licensing of 
Production and Utilization Facilities” 
proposed by the Regulatory Reform 
Task Force will determine whether this 
proposed rule will become effective. 


Contact: Richard A. Parrish, 
Nuclear Regulatory Commission, Office 
of the General Counsel, Washington, 
DC 20555, 202 634-3224 


RIN: 3150-AA55 


7. TEMPORARY OPERATING 
LICENSES 


Legal Authority: 42 USC 2201; PL 97-415 
CFR Citation: 10 CFR 2; 10 CFR 50 


Abstract: The proposed rule would 
implement pending legislation by 
permitting the Commission to issue a 
temporary operating license for a 
nuclear power plant authorizing fuel 
loading, low-power operation, and 
testing. This temporary operating 
license would be issued in advance of 
the conduct or completion of an on-the- 
record evidentiary hearing on contested 
issues relating to the final operating 
license. This rule would speed the 
licensing process by authorizing utilities 
that have applied for licenses to 
operate nuclear power plants to load 
fuel and conduct low-power operation 
and testing on the basis of previously 
submitted and approved safety and 
environmental evaluations. Before 
enactment of legislation, the 
Commission lacked the authority to 
authorize fuel loading and low-power 
operation and testing on the basis of 
safety and environmental evaluations; 
instead, this authorization was: possible 
only after the hearing process was 
complete. 


NPRM 04/06/83 48 FR 14926 
NPRM Comment 04/06/83 48 FR 14926 


Agency Contact: Thomas F. Dorian, 
Nuclear Regulatory Commission, Office 
of the Executive Legal Director, 
Washington, DC 20555, 301 492-8690 


RIN: 3150-AA62 


Legal Authority: 42 USC 2201; 42 USC 
2231; 42 USC 2241 


CFR Citation: 10 CFR 2 


Abstract: The proposed rule would 
change the procedure for an appeal to 
the Commission from an initial 
adjudicatory decision. It would 
eliminate the filing of exceptions to the 
decision and would require instead the 
filing of a notice of appeal. In addition, 
the proposed rule would require that a 
party file responses to all appellant 
briefs in a single responsive brief 
regardless of the number of appellant 
briefs filed. Under current practice, 
parties frequently file a separate 
— in response to each appellant's 
rief. 


Timetable: 
Action Date FR Cite 


NPRM 06/29/83 48 FR 29876 
NPRM Comment 06/29/83 

Period Begin 
NPRM Comment 07/29/83 

Period End 
Final Action 


Small Entity: No 


Agency Contact: Trip Rothschild, 
Nuclear Regulatory Commission, Office 
of the General Counsel, Washington, 
DC 20555, 202 634-1465 


RIN: 3150-AB32 


12/00/83 


9. NONDISCRIMINATION ON BASIS OF 
AGE IN FEDERALLY ASSISTED 
COMMISSION PROGRAMS 


Legal Authority: 42 USC 6101 
CFR Citation: 10 CFR 4 


Abstract: The proposed rule would 
implement the provisions of the Age 
Discrimination Act of 1975, as 
amended. The proposed amendment 
makes it unlawful for any recipient of 
Federal financial assistance to 
discriminate on the basis of age in 
programs or activities receiving Federal 
financial assistance from the NRC. The 
Act also contains certain exceptions 
that permit, under limited 
circumstances, continued use of age 
distinctions or factors other than age 
that may have a disproportionate effect 


Current and Projected Rulemakings 


on the basis of age. The Act applies to 
persons of all ages. The rule 
is necessary to comply with the Age 
Discrimination Act of 1975, which 
directs that all Federal 
empowered to provide Federal financial 
assistance issue rules, regulations, and 
directives consistent with standards 
and procedures established by the 
Secretary of Health and Human 
Services (HHS). NRC’s proposed and 
final regulations have been modeled 
after those HHS guidelines as published 
in 45 CFR 90. (cont) 


Timetable: 

Action Date _—‘FR Cite 
NPRM 09/21/81 46 FR 46582 
Next Action Undetermined 

Smail Entity: No 


Additional information: ABSTRACT 
CONT: On November 23, 1981, a copy 
of the draft final regulations was 
transmitted to the Office of the General 
Counsel of the Civil Rights Division, 
HHS, for review to comply with the 
requirement that final agency 
regulations not be published until the 
Secretary of HHS approved them. Next 
action cannot be scheduled until the 
regulation is approved by the Secretary 
of HHS, as required by law. 


Public Compliance Cost: initial Cost: $0; 
Yearly Recurring Cost: $0 


Agency Contact: Hudson B. Ragan, 
Nuclear Regulatory Commission, Office 
of Executive Legal Director, 
Washington, DC 20555, 301 492-8252 


RIN: 3150-AA06 


10. LOWER RADIATION EXPOSURE 
LEVELS FOR FERTILE WOMEN 


Legal Authority: 42 USC 2111; 42 USC 
2201 


CFR Citation: 10 CFR 19, 10 CFR 20 


Abstract: The proposed rule would 
incorporate the intent of the 
recommendation of the National 
Council on Radiation Protection and 
Measurements (NCRP) in Report No. 39 
that the radiation exposure to an 
embryo or fetus be minimized. It would 
help provide assurance that radiation 
exposures of fertile women and fetuses 
will be kept well within the numerical 
dose limits recommended by the NCRP 
without undue restriction on activities 
involving radiation and radioactive 
material. The proposed rule would 
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comprehensive revision of Part 20 to be 
issued as a proposed rule in November 
1983. 


Timetable: 
Action 


Date FR Cite 


Previous NPRM 01/03/75 40 FR 799 
NPRM 12/00/83 


Small Entity: No 

Agency Contact: Walter Cool, Nuclear 
Regulatory Commission, Office of 
Nuclear Regulatory Research, 
Washington, DC 20555, 301 427-4579 


RIN: 3150-AA07 


Legal Authority: 42 USC 2111; 42 USC 
2201 


CFR Citation: 10 CFR 19; 10 CFR 20 


Abstract: The proposed rule was 
published because of the desire of the 
Commission to reduce the risks of 
occupational radiation doses in 
Commission-licensed activities, the 
Commission's continuing systematic 


Radiological Protection for controlling 
radiation dose. In preparing the 


interpretations of epidemiological data 
and associated recommendations for 
lower dose standards as well as 
petitions for rulemaking to lower dose 
standards, PRM-20-6 and PRM-20-6A. 
The proposed rule would eliminate the 
accumulated dose averaging formula 
and the associated Form NRC-4, 
Exposure History, and impose annual 
dose-limiting standards while retaining 
quarterly standards. In addition to the 
imposition of annual dose-limiting 
standards, the proposed rule contains 
provisions that would express, in terms 


of new annual standards, the standard 
for dose to minors, the requirement for 
control of total dose to all workers, 
including transient and moonlighting 
workers. (cont) 

Timetable: 

Action Date FR Cite 


Previous NPRM 02/20/79 44 FR 10388 
NPRM 12/00/83 


Small Entity: No 

Additional information: ABSTRACT 
CONT: The changes contained in the 
proposed rule are intended to benefit 
workers by increasing radiation 
protection for them and to encourage 
some NRC licensees to take further 
action to reduce occupational radiation 
doses. The content of this rule will be 
incorporated into the comprehensive 
revision of Part 20 to be issued as a 
proposed rule in December 1983: 


Agency Contact: Walter S. Cool, 
Nuclear Regulatory Commission, Office 
of Nuclear Regulatory Research, 
Washington, DC 20555, 301 427-4579 


RIN: 3150-AA08 





12. AUTHORITY FOR THE COPYING 
OF RECORDS AND RETENTION 
PERIODS FOR SECURITY RECORDS 


Legal Authority: 42 USC 2073; 42 USC 
2207 


CFR Citation: 10 CFR 19; 10 CFR 21; 10 
CFR 30; 10 CFR 40; 10 CFR 50; 10 CFR 70; 
10 CFR 71; 10 CFR 73; 10 CFR 110 
Abstract: The proposed rule would 
define more clearly the authority of an 
NRC inspector to copy and take away a 
licensee record that is needed for 
inspection and enforcement activities. It 
also would specify the period that a 
licensee physical security record must 
be maintained and codify guidelines for 
record retention periods. 


Timetable: 
Action 


NPRM 
NPRM Comment 
Period Begin 
NPRM Comment 
Period End 
Final Action 
Small Entity: No 
Agency Contact: Andrea K. Barnold, 
Nuclear Regulatory Commission, Office 
of Nuclear Regulatory Research, 
Washington, DC 20555, 301 443-7976 


RIN: 3150-AA63 


Date FR Cite 


11/22/82 47 FR 52452 
11/22/82 47 FR 52452 


01/21/83 


11/00/83 


Current and Projected Rulemakings 


13. REPORTS OF THEFT OR LOSS OF 
LICENSED MATERIAL 


Legal Authority: 42 USC 2073 
CFR Citation: 10 CFR 20 


Abstract: The proposed rule would 
remove a discretionary clause that 
requires each NRC licensee to report a 
loss or theft of licensed material only 
when it appears to the licensee that the 
loss or theft would pose a substantial 
hazard to persons in an unrestricted 
area. The proposed rule would provide 
increased radiological safety to the 
public by requiring that all losses or 
thefts of licensed material be reported 
to the NRC if the loss exceeds the 
minimum quantity specified in the 
regulations. 


Timetable: 
Action 


NPRM 

NPRM Comment 
Period Begin 

NPRM Comment 
Period End 

Final Action 


Small Entity: No 
Agency Contact: Donald Nellis, 


Nuclear Regulatory Commission, Office 
of Nuclear Regulatory Research, 
Washington, DC 20555, 301 443-7825 


RIN: 3150-AA64 
SUMS TTT 


14. RESIDUAL CONTAMINATION IN 
SMELTED ALLOYS 


Legal : 42 USC 2021; 42 USC 
2073; 42 USC 2077; 42 USC 2111; 42 USC 
2201; 42 USC 5841 


CFR Citation: 10 CFR 30; 10 CFR 32; 10 
CFR 70; 10 CFR 150 


Abstract: The proposed rule would 
exempt from licensing and regulatory 
requirements technetium-99 and low- 
enriched uranium as residual 
contamination in any smelted alloy. 
The proposed rule would remove the 
Commission's present specific licensing 
requirement that has the effect of 
inhibiting trade in and recycling of 
metal scrap contaminated with small 
amounts of these radioactive materials. 
This requirement also prevents 
recycling by the secondary metals 
industry of smelted alloys containing 
these two radioactive materials. The 
NRC issued the proposed rule in 
response to a Department of Energy 
request. The rulemaking is currently 
being held in abeyance while an 
environmental statement evaluating the 
proposed recycle is being prepared. 





Date FR Cite 


05/09/83 48 FR 70721 
05/09/83 


06/23/83 


09/30/83 
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NRC 
Timetable: 
Action 


Date FR Cite 


NPRM 10/27/80 45 FR 70874 
NPRM Comment 10/27/80 45 FR 70874 
Period Begin 
NPRM Comment 
Period End 


12/41/80 


09/30/83 


Analysis: Draft i Statement 
10/27/80 (45 FR 20874) 

Agency Contact: D. E. Solberg, Nuclear 
Regulatory Commission, Office of 
Nuclear Regulatory Research, 
Washington, DC 20555, 301 443-7825 


RIN: 3150-AA10 


15. PATIENT DOSAGE 
MEASUREMENT 


Legal Authority: 42 USC 2111; 42 USC 
2201; 42 USC 5841 


CFR Citation: 10 CFR 35 


Abstract: The proposed rule would 
require specific category medical 
licensees to (1) measure the total 
activity of each radiopharmaceutical 
dosage, except those containing a pure 
beta-emitting radionuclide, before it is 
administered to a patient; (2) measure 
doses with activity less than ten 
microcuries to verify that activity did 
not exceed ten microcuries; and (3) 
keep a record of each measurement. 
Currently, each of NRC’s approximately 
2000 specific medical licensees are 
individually required by a license 
condition to measure the activity of 
radiopharmaceutical dosages before 
administering them to patients. The 
proposed rule would simplify licensing 
by replacing a condition that appears in 
all specific medical licenses with one 
regulation and enhance patient 
radiation safety by minimizing potential 
misadfninistrations caused by not 
measuring the patient dosage. This 
proposed rule will be incorporated into 
the proposed 10 CFR Part 35 rule 
“Medical Licenses for Human Use of 
Byproduct Material.” 

Timetable: 
Action 


Date FR Cite 


NPRM 09/01/81 46 FR 43840 
NPRM Comment 09/01/81 46 FR 43840 
Period Begin 
NPRM Comment 11/30/81 
Period End 


Action 

Final Action 
Smaii Entity: No 
Public Cost: initial Cost: 
$690,000; Yearly Recurring Cost: $690,000; 
Base Year for Dollar Estimates: 1981 
Analysis: Preliminary RIA 09/00/81 
Agency Contact: Deborah Bozik, 
Nuclear Regulatory Commission, Office 
of Nuclear Regulatory Research, 
Washington, DC 20555, 301 427-4566 


RIN: 3150-AA12 


Date 
12/01/83 


16. IMPLEMENTATION OF THE 
CONVENTION ON THE PHYSICAL 
PROTECTION OF NUCLEAR 
MATERIAL 


Legal Authority: 42 USC 2201; 42 USC 
5841 


CFR Citation: 10 CFR 40; 10 CFR 70; 10 
CFR 73 


Abstract: The NRC is amending its 
regulations in order to implement the 
provisions of the Convention on the 
Physical Protection of Nuclear Material. 
The proposed amendments would 
require (1) the physical protection of 
transient shipments of special nuclear 
material of moderate and low strategic 
significance and irradiated reactor fuel, 
(2) advance notification to NRC 
concerning the export of Convention- 
defined nuclear materials, and (3) 
advance notification and assurance of 
protection to NRC concerning the 
importation of Convention-defined 
nuclear materials from countries that 
are not parties to the Convention, and 
(4) advance notification and assurance 
of protection concerning transient 
shipments of Convention - defined 
nuclear material shipped between 
countries that are not party to the 
Convention. The adoption of the 
proposed amendments would result in 
improved security for Convention- 
defined nuclear material during 
international transport. 

Timetable: 


Action Date FR Cite 


NPRM 07/14/83 48 FR 32182 
NPRM Comment 07/14/83 48 FR 32182 
Period Begin 
NPRM Comment 10/13/83 
Period End 
Next Action Undetermined 
Small Entity: No 
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Public Cost: Yearly Recur- 
ring Cost: $230,000; Base Year for Dollar Esti- 
mates: 1983 

Agency Contact: Steve Brown, Nuclear 
Regulatory Commission, Office of 
Nuclear Material Safety, and 
Safeguards, Washington, DC 20555, 301 
427-4904 


RIN: 3150-AA92 ~- 


17. GENERAL DESIGN CRITERIA FOR 
FUEL REPROCESSING PLANTS 


Legal Authority: 42 USC 2133; 42 USC 
2134; 42 USC 2201; 42 USC 2232; 42 USC 
2233 


CFR Citation: 10 CFR 50 


Abstract: The proposed rule would 
establish general criteria for designing 
fuel reprocessing plants in order to 
provide reasonable assurance that fuel 
reprocessing plants can be operated 
without undue risk to the health and 
safety of the public. The general criteria 
contains the minimum requirements 
that an applicant must use in the 
selection of principal design criteria for 
a fuel reprocessing plant. The principal 
criteria would establish design, 
fabrication, construction, testing, and 
performance requirements for 
structures, systems, and components 
important to the safety of the facility. 
This proposed rule has been 
indefinitely deferred until needed for 
NRC’s regulation of a reprocessing 
facility. 

Timetable: 


Action Date FR Cite 
NPRM 07/18/74 39 FR 26293 
Next Action Undetermined 
Small Entity: No 

Contact: Charles W. Nilsen, 
Nuclear Regulatory Commission, Office 


of Nuclear Regulatory Research, 
Washington, DC 20555, 301 443-7910 


RIN: 3150-AA15 








18. ANTICIPATED TRANSIENTS 
WITHOUT SCRAM (ATWS) 

Legal 2 42 USC 2133; 42 USC 
2134; 42 USC 2201; 42 USC 2232; 42 USC 
2233; 42 USC 5842; 42 USC 5846 


CFR Citation: 10 CFR 50 


Abstract: The proposed rule presents 
two of three alternative regulatory 
programs designed to reduce the risk 
posed by accidents involving 
anticipated transients without scram 
(ATWS) events under consideration by 





the Commission. The third alternative is 
set out in a petition for rulemaking filed 
by twenty utilities (Electric Utilities 


11/24/81 
11/24/81 


04/23/82 


10/00/83 
Small Entity: No 
Additional information: ABSTRACT 
CONT: Thus, the Commission has 


unacceptable and has developed a final 
rule to address this important issue. 
Simultaneously, a pro 


would be published for comment. The 
Commission believes that the likelihood 
of severe consequences arising from an 
ATWS event during the two to four 
year period required to implement the 
rule is acceptably small. The 
implementation schedule contained in 
the rule balances the need for careful 
analysis and plant modifications with 
the desire to carry out the objectives of 
the rule as soon as possible. 

Agency Contact: David Pyatt, Nuclear 
Regulatory Commission, Office of 
Nuclear Regulatory Research, 
Washington, DC 20555, 301 443-7631 


RIN: 3150-AA19 


19. INTERIM REQUIREMENTS 
RELATED TO HYDROGEN CONTROL 


Legal 2 42 USC 2133; 42 USC 
2134; 42 USC 2152; 42 USC 2201; 42 USC 
2232; 42 USC 2233; 42 USC 2234; 42 USC 
2236; 42 USC 2239; 42 USC 2273; 42 USC 
5841; 42 USC 5842; 42 USC 5846 


CFR Citation: 10 CFR 50 


Abstract: The final rule requires 
improved Hydrogen control systems for 
boiling water reactors (BWRs) with 
Mark III type containments and for 
pressurized water reactors (PWRs), 
with ice condenser type containers, 
additionally, those of the above 
reactors which don't rely on an inerted 
atmosphere for hydrogen control would 
be required to show that certain 
important safety systems must be able 
to function during and following 


hydrogen burning. 





FR Cite — 
46 FR 62281 
47 FR 08203 


Date 
12/23/81 
02/25/62 





04/08/82 


09/00/83 


Agency Contact: Morton R. Fleishman, 
Nuclear Regulatory Commission, Office 
of Nuclear Regulatory Research, 
Washington, DC 20555, 301 443-7981 


RIN: 3150-AA21 


20. TECHNICAL SPECIFICATIONS FOR 
NUCLEAR POWER REACTORS 


Legal Authority: 42 USC 2201 
CFR Citation: 10 CFR 50 


Abstract: The proposed rule would 
amend current regulations pertaining to 
technical specifications for nuclear 
power reactors. Specifically, the 
proposed rule would (1) establish a 
standard for deciding which items 
derived from the safety analysis report 
must be incorporated into technical 
specifications, (2) modify the definitions 
of categories of technical specifications 
to focus more directly on reactor 
operations, (3) define a new category of 
requirements that would be of lesser 
immediate significance to safety than 
technical specifications, and (4) 
establish appropriate conditions that 
must be met by licensees to make 
changes to the requirements in the new 
catagory without prior NRC approval. 
The changes are needed because of 
disagreement among parties to 
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Current and Projected Rulemakings 


proceedings as to what items should be 
included in technical specifications, and 
concern that the substantial growth in 
the volume of technical specifications 
may be diverting the attention of 
licensees from matters most important 
to the safe operation of the plant. The 
proposed rule would improve the safety 
of nuclear power plant operation by 
reducing the volume of technical 
specifications, place (Cont) 


Timetable: 
Action Date 


ANPRM 07/08/80 

ANPRM Comment 07/08/80 
Period Begin 

ANPRM Comment 09/08/80 
Period End 

NPRM 

NPRM Comment 
Period Begin 

NPRM Comment 
Period End 

Final Action 


Small Entity: No 


Additional Information: ABSTRACT 
CONT: more emphasis on those 
specifications of high safety 
significance, and provide more efficient 
use of NRC and licensee resources. The 
NRC staff has estimated that each of 
the affected 21 licensees should utilize 
the proposed method for changing 
supplemental specifications 
approximately twice a year. The total 
additional yearly burden to resubmit a 
revoked change for all 21 affected 
licensees would be approximately 101 
manhours. 


Agency Contact: Cecil O. Thomas, 
Nuclear Regulatory Commission, Office 
of Nuclear Reactor Regulation, 
Washington, DC 20555, 301 492-7130 


RIN: 3150-AA22 
(RANE LONE A LTR 


21. CODES AND STANDARDS FOR 
NUCLEAR POWER PLANTS 


Legal Authority: 42 USC 2133; 42 USC 
2134; 42 USC 2201; 42 USC 5841 


CFR Citation: 10 CFR 50 


Abstract: The proposed rule would 
reference additional provisions of the 
ASME Boiler and Pressure Vessel Code, 
including sections that provide rules for 
the construction of certain safety 
systems, and it would clarify existing 
regulations by removing obsolete 
provisions. The ASME Code sections 
proposed for incorporation by reference 
include the requirements for Class 2 





FR Cite 


45 FR 45916 
45 FR 45916 


03/30/82 
03/30/82 


47 FR 13369 
47 FR 13369 


06/01/82 


12/00/83 


Components, which are found in 
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Subsections NC and NCA of the Code, 
and the requirements for Class 3 
Components, which are found in 
Subsections ND and NCA of the Code. 
Experience has shown that these 
additional parts of Section III of the 

- ASME Boiler and Pressure Vessel Code 
are adequate for use on a general basis. 
The proposed rule would establish 
enforceable requirements to replace 
previous guidance criteria and ensure 
the proper application of referenced 
ASME Codes to eliminate any possible 
misunderstandings concerning NRC 
requirements to be addressed in an 
application for a license for a nuclear 
power plant. 


Date FR Cite 


04/13/82 47 FR 15801 
04/13/82 47 FR 15801 


06/14/82 


04/00/84 


Contact: Alfred Taboada, 
Nuclear Regulatory Commission, Office 
of Nuclear Regulatory Research, 
Washington, DC 20555, 301 443-7903 


RIN: 3150-AA23 


Legal Authority: 42 USC 2236; 42 USC 
2237 


CFR Citation: 10 CFR 50 


Abstract: The proposed rule would 
require licensees to establish and 
implement controls to provide 
reasonable assurance that all persons 
with unescorted access to protected 
areas are fit for duty. The Commission 
initiated the rule in response to concern 
by members of the public that nuclear 
power plant personnel, like airline 
pilots, should not be permitted to 
perform activities that could impair the 
public health and safety while unfit for 
duty as a result of actions such as the 
consumption of alcoholic beverages. 
The result of the proposed rule would 
be the further protection of the public 
health and safety by requiring 
personnel with unescorted access to 
protected areas to be fit for duty. 


Timetable: 
Action 


NPRM 
NPRM Comment 
on tan. 
NPRM Comment 10/04/82 
Period End 
Final Action 
Smail Entity: No 
Agency Contact: Thomas Ryan, 
Nuclear Regulatory Commission, Office 
of Nuclear Regulatory Research, 
Washington, DC 20555, 301 443-7942 


RIN: 3150-AA27 


08/05/82 47 FR 33980 
08/05/82 47 FR 33980 


09/00/83 


23. SAFEGUARDS REQUIREMENTS 
FOR NONPOWER REACTOR 
FACILITIES POSSESSING FORMULA 
QUANTITIES OF STRATEGIC SPECIAL 
NUCLEAR MATERIAL 


Legal = 42 USC 2071; 42 USC 
2073; 42 USC 2133; 42 USC 2134; 42 USC 
2152; 42 USC 2201; 42 USC 2232; 42 USC 
2233; 42 USC 2236; 42 USC 2239; 42 USC 
2273; 42 USC 5841; 42 USC 5842; 42 USC 
5846 


CFR Citation: 10 CFR 50; 10 CFR 70; 10 
CFR 73 


Abstract: The revised proposed rule 
would establish permanent physical 
security requirements for nonpower 
reactor licensees who possess a 
formula quantity (five formula 
kilograms or more) of strategic special 
nuclear material (SSNM), primarily 
uranium-235 contained in high-enriched 
uranium (HEU). These regulations 
would require a nonpower reactor 
licensee, who possesses a nonexempt 
formula quantity of SSNM, to provide 
protection against insiders and to 
arrange for a response by local law 
enforcement or other agencies in time 
to prevent a theft of a formula quantity. 
The staff is proposing a performance 
oriented regulatory approach which 
would give affected licensees flexibility 
in designing cost-effective measures for 
implementing the requirements of the 
final rule by allowing licensees to take 
advantage of existing facility design 
features. The proposed amendments 
would replace the currently effective 
interim requirements in 10 CFR 73.60. 
Not more than three facilities are 
expected to have to implement these 
requirements at an estimated cost 
increase of $1,100 to $5,100 for capital 
improvements and $300 to $7,900 for 
annual operating costs per facility. 


Current and Projected Rulemakings 


Timetable: 
Action Date FR Cite 


interim Final Rule 11/28/79 44 FR 68199 
Previous NPRM 09/18/81 46 FR 46333 
NPRM 07/27/83 
NPRM Comment 07/27/83 
Period Begin 
Proposed Rule 
limited to Part 
73 
NPRM Comment 
Period End 
Final Action 


48.FR 34056 


07/27/83 48 FR 34056 


11/28/83 


12/00/83 


Base Year for Dollar Estimates: 1983 


Agency Contact: Carl J. Withee, 
Nuclear Regulatory Commission, Office 
of Nuclear Materials Safety, and 
Safeguards, Washington, DC 20555, 301 
427-4040 


RIN: 3150-AA30 


24. CODES AND STANDARDS FOR 
NUCLEAR POWER PLANTS (SUMMER 
1982) 

Legal : 42 USC 2133; 42 USC 
2134; 42 USC 2201; 42 USC 5841 


CFR Citation: 10 CFR 50 


Abstract: The proposed rule would 
incorporate by reference the Summer 
1982 addenda of the ASME Boiler and 
Pressure Vessel Code. The ASME 
(American Society of Mechanical 
Engineers) code sets standards for the 
construction of nuclear power plant 
components. The ASME code 
requirements for nuclear power plants 
are set forth in Section III for 
construction permit holders. The 
proposed rule would include the most 
recent changes made to the ASME 
Boiler and Pressure Vessel Code and 
permit the use of improved methods for 
construction of nuclear power plants. 


Timetable: 
Action 
NPRM 


Period Begin 
Period End 


12/22/82 
12/22/82 


47 FR 57054 
47 FR 57054 


02/22/83 


10/00/83 
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CFR Citation: 10 CFR 50; 10 CFR 51 


Abstract: The proposed rule would 
provide procedures to be followed by 
nuclear reactor operating licensees to 
ensure the continued safe management 
of spent fuel beyond the expiration date 
of the reactor operating license. The 
proposed rule also addresses the 
environmental aspects of extended 
spent fuel storage past the expiration 
date of reactor operating licenses or 


approval 5 years before their operating 
i expire on specifically how 
spent fuel at these sites will be 
managed. This rule incorporates the 
Advance Notice of Proposed 
Rulemaking, “Storage and Disposal of 
Nuclear Wastes”. 


10/25/79 
05/20/83 


FR Cite 


44 FR 61372 
48 FR 22370 
48 FR 22370 


Clyde Jupiter, Nuclear hana 
Commission, Office of Policy 
Evaluation, Washington, DC 20555, 301 


RIN: 3150-AB20 


26. ;ADDITIONAL SCRAM SYSTEM 
REQUIREMENT FOR WESTINGHOUSE 
NUCLEAR POWER PLANTS 


Legal Authority: 42 USC 2133; 42 USC 
2134; 42 USC 2201; 42 USC 2232; 42 USC 
2233; 42 USC 5842; 42 USC 5846 


CFR Citation: 10 CFR 50 


Abstract: The proposed rule would 
require an improvement in the design of 
light-water-cooled nuclear power plants 
manufactured by Westinghouse. A 
specific provision contained in the 
proposed rule requires the installation 
of a diverse scram system from sensor 
output to interruption of power to the 
control rods. This scram system would 
reduce the likelihood of an accident if 
the existing reactor protection system 
fails to shut down the reactor following 
an anticipated transient. 


Timetable: 
Action 

NPRM 

Smaii Entity: No 
Analysis: Preliminary RIA 08/00/83 


Agency Contact: David W. Pyatt. 
Nuclear Regulatory Commission, Office 
of Nuclear Regulatory Research, 
Washington, DC 20555, 301 443-5960 


RIN: 3150-AB29 


Date 
10/00/83 


FR Cite 





27. FREQUENCY OF EMERGENCY 
PREPAREDNESS EXERCISES FOR 
STATE AND LOCAL GOVERNMENTS 


Legal = 42 USC 2133; 42 USC 
2134; 42 USC 2201; 42 USC 2232; 42 USC 
2233; 42 USC 2239; 42 USC 5842; 42 USC 
5846 


CFR Citation: 10 CFR 50 


Abstract: The proposed rule would 
miodify the existing procedures for 
scheduling certain emergency 
preparedness exercises. As a result of 
information gathered through past 
experience, the NRC staff is developing 
a proposed rule which would provide 
flexibility in the conduct of emergency 
preparedness exercises. The proposed 
rule change would retain the presently 
required annual full-participation 
exercise with the proviso that if all 
elements in the emergency plan are 
performed in a satisfactory manner 
during the annual exercise, the Federal 
Emergency Management Agency 
(FEMA) may find that another exercise 
with state and local governmental 
participation is not warranted for a 
period of up to two years. 


Timetable: ie 
Action Date FR Cite 
NPRM 07/21/83 48 FR 33307 
NPRM Comment 07/21/83 48 FR 33307 
Period Begin 
NPRM Comment 09/19/83 
Period End 


Current and Projected Rulemakings 


Next Action Undetermined 
Small Entity: No 

Agency Contact: Michael T. 
oe Nuclear Regulatory 
Commission, Office of Nuclear - 
Regulatory Research,.Washington, DC 
20555, 301 443-7890 


RIN: 3150-AB11 


28. PROTECTION OF CONTRACTOR 
EMPLOYEES 


Legal = 42 USC 2236; 42 USC 
2282; 42 USC 5851 


CFR Citation: 10 CFR 50 


Abstract: The proposed rule would 
require 10 CFR Part 50 licensees, 
permittees, and applicants to ensure 
that procurement documents they issue 
or modify, specify that contractors and 
subcontractors post a notice to 
employees related to employee 
protection. The required notice would 
contain information notifying 
employees that an employer is 
prohibited from discriminating against 
an employee engaging in protected 
activities and that an employee may 
seek a remedy for prohibited 
discrimination by filing a complaint 
with the Department of Labor. The 
proposed amendment would affect 
licensees, permittees, applicants, and 
their contractors and subcontractors 
who are contractually responsible for 
construction of basic components or 
production and utilization facilities. 


Timetable: 


Action Date FR Cite 


NPRM 07/06/83 48 FR 31050 
NPRM Comment 07/06/83 48 FR 31050 
Period Begin 
NPRM Comment 09/06/83 
Period End 
Next Action Undetermined 


Small Entity: No 

gency Contact: Anthony J. DiPalo, 
Nuclear Regulatory Commission, Office 
of Nuclear Regulatory Research, 
Washington, DC 20555, 301 443-7613 


RIN: 3150-AB07 





29. EXPLANATION TO TABLE S-3 
URANIUM FUEL CYCLE 
ENVIRONMENTAL DATA 


Authority: 42 USC 2011; 42 USC 
4321 


CFR Citation: 10 CFR 51 
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Abstract: The proposed rule provides a 
narrative explanation of the numerical 
values established in Table S-3, “Table 
of Uranium Fuel Cycle Environmental 
Data,” that appears in the 
Commission's environmental protection 
regulations. The proposed rule 
describes the basis for the values 
contained in Table S-3, the significance 
of the uranium fuel cycle data in the 
table, and the conditions governing the 
use of the table. The narrative 
explanation also addresses important 
fuel cycle impacts (e.g., environmental 
dose commitments, health effects, 
socioeconomic impacts) and the 
cumulative impacts of the nuclear fuel 
cycle for the whole nuclear power 
industry so that it may be possible to 
consider these impacts generally rather 
than repeatedly in individual licensing 
proceedings. A U.S. Court of Appeals 
(D.C. Circuit) decision on April 27, 1982 
invalidated the entire Table S-3 rule. 
The Supreme Court reversed this 
decision on June 6, 1983, and the 
proposed rule to provide a narrative 
explanation for Table S-3 is now being 
reviewed -by the technical and legal 
staff to determine what changes are 
needed because of new developments 
and the passage of time while the 
rulemaking was held in abeyance. 


Date FR Cite 


03/04/81 46 FR 15154 
03/04/81 46 FR 15154 


05/04/81 
04/27/82 


06/30/82 
09/27/82 
04/19/83 
12/31/83 


Agency Contact: Glenn A. Terry, 
Nuclear Regulatory Commission, Office 
of Nuclear Material Safety, and 
Safeguards, Washington, DC 20555, 301 
427-4211 


RIN: 3150-AA31 


30. @CRITERIA AND PROCEDURES 
FOR DETERMINING THE ADEQUACY 
OF AVAILABLE SPENT NUCLEAR 
FUEL STORAGE CAPACITY 

Legal Authority: 42 USC 2011; 42 USC 
2092; 42 USC 2201; 42 USC 4332; 42 USC 
5801; 42 USC 5841; 42 USC 5847; 42 USC 
10152; 42 USC 10155 


CFR Citation: 10 CFR 53 


Abstract: The proposed rule would 
implement procedures and criteria that 
the NRC would use to determine 
whether a person owning and operating 
a civilian nuclear power plant would be 
able to store the spent nuclear fuel 
generated at the plant. This 
determination is necessary before the 
Secretary of the Department of Energy 
may enter into a contractual 
arrangement with the owner of the 
plant to provide interim Federal storage 
for limited amounts of spent fuel that 
the owner is unable to store. The 
proposed rule is necessary to meet NRC 
responsibilities under the Nuclear 
Waste Policy Act of 1982. 


Timetable: 
Action Date 


NPRM 04/29/83 

NPRM Comment 04/29/83 
Period Begin 

NPRM Comment 06/28/83 
Period End 

interim Final Rule 10/00/83 

Small Entity: No 

Agency Contact: F. S. Cameron, 

Nuclear Regulatory Commission, Office 

of Nuclear Regulatory Research, 

Washington, DC 20555, 301 443-7997 


RIN: 3150-AB22 


FR Cite 


48 FR 19382 
48 FR 19382 


31. MATERIAL CONTRO’ AND 
ACCOUNTING REQUIREMENTS FOR 
LOW ENRICHED URANIUM FUEL 
CYCLE FACILITIES 


Legal Authority: 42 USC 2201; 42 USC 
5841 


CFR Citation: 10 CFR'70 


Abstract: The proposed rule would 
establish more cost-effective material 
control and accounting (MC&A) 
requirements for low enriched uranium 
(LEU). Under current regulations almost 
all substantivé requirements apply 
uniformly to all licensees authorized to 
possess greater than one effective 
kilogram of special nuclear material, 
whether they have high enriched 
uranium (HEU), plutonium, or LEU. 
However, both NRC-sponsored and 
independent studies have concluded 


Current and Projected Rulemakings 


that safeguard risks associated with 
LEU are far less si t than risks 
associated with HEU. The proposed 
rule reduces the LEU MC&A 
requirements to a level commensurate 
with the material's low safeguards 
significance, while maintaining 
safeguards standards which meet those 
of the IAEA. The reduction in 
requirements is estimated to save the 
industry over $3 million per year. 


Timetable: 
Action Date 


NPRM 12/14/82 47 FR 55951 
NPRM Comment 12/14/82 47 FR 55951 
Period Begin 
NPRM Comment 02/14/83 
Period End 
Final Action 
Small Entity: No 
Agency Contact: Carl J. Withee, 
Nuclear Regulatory Commission, Office 
of Nuclear Material Safety and, 
Safeguards, Washington, DC 20555, 301 
427-4040 


RIN: 3150-AA93 


FR Cite 


09/00/84 


32. MISCELLANEOUS AMENDMENTS 
CONCERNING PHYSICAL 
PROTECTION OF NUCLEAR POWER 
PLANTS (PART OF INSIDER RULE 
PACKAGE) 


Legal Authority: 42 USC 2101; 42 USC 
5841 


CFR Citation: 10 CFR 73 


Abstract: The proposed rule would 
require in Nuclear Power Plants (1) the 
designation of vital areas (to allow vital 
islands), (2) access controls to vital 
islands, (3) the protection of certain 
physical security equipment, (4) revised 
requirements for key and lock controls, 
and (5) revised searches of hand- 
carried items at protected area entry 
points. The requirements will clarify 
policy in these areas and reduce 
unnecessary burden on the industry 
while maintaining plant protection. This 
rule is a revision of the proposed rule 
entitled “Access Controls to Nuclear 
Power Plant Vital Areas.” Initial 
development on the final rule produced 
significant changes, particularly the 
criteria for personnel access controls to 
vital areas, resulting in the need to 
publish a revised proposed rule. This 
proposed rule and the other 
components of the Insider Rule Package 
are being reviewed by the NRC 
Safety/Safeguards Review Committee 
which considered a number of 
alternative approaches to vital island 
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12/01/80 45 FR 79492 
12/01/80 45 FR 79492 


01/15/81 


34. REMOVAL OF APPENDICES A 
THROUGH H FROM 10 CFR PART 140 


Legal Authority: 42 USC 2201 
CFR Citation: 10 CFR 140 


Abstract: The proposed rule would 
amend 10 CFR Part 140 by removing 
Appendices A through H, and by 
making the information contained in the 
appendices available in the form of 
separate Regulatory Guides. The 
information in the appendices includes 
form of nuclear energy liability policies 
and indemnity agreements. The 
information also describes how the 
Commission determines indemnity 
location. 
Timetable: 
Action Date 
NPRM 03/04/83 
NPRM Comment 03/04/83 
Pesied Beal 
NPRM Comment 04/04/83 
Period End 
Final_Action 
Small Entity: No 


Agency Contact: Ira Dinitz, Nuclear 
Regulatory Commission, Office of State 


Programs, Washington, DC 20555, 301 
492-9884 


FR Cite 


12/00/83 


RIN: 3150-ABO02 


35. REVISION OF LICENSE FEE 
SCHEDULES 


Legal Authority: 42 USC 2201; 42 USC 
5841; 42 USC 483 


CFR Citation: 10 CFR 170 


Abstract: The proposed rule would 
amend the regulations to permit the 
NRC to charge fees for the actual cost 
incurred by the NRC for inspections 
and for review of applications, permits, 
licenses, amendments, renewals, and 
special projects, including topical and 
other reports. The new fee schedule 
would affect the licensing and 
inspection of nuclear power plants, 
other production or utilization facilities, 
vendors of nuclear power steam supply 
systems and materials, facilities 
engaged in uranium and plutonium fuel 
fabrication, uranium milling, leaching 
and refining operations, source material 
ore-buying and ion exchange activities, 
burial of radioactive waste, spent fuel 
cask and packaging approvals, and 
other users of critical quantities of 
special nuclear materials. It 
incorporates the proposed new 
Category 11.F schedule of fees for 
materials licenses published in the 


Current and Projected Rulemakings 


Federal Register as a proposed rule on 
March 31, 1980 (45 FR 20899). The 
comment period has been extended to 
February 8, 1983 (48 FR 3624). 


Timetabie: 
Action 


NPRM 

NPRM Comment 
Period Begin 

NPRM Comment 
Period End 

NPRM extended 
Comment Period 

Final Action 09/30/83 

Smaii Entity: Yes 


Agency Contact: William O. Miller, 
Nuclear Regulatory Commission, Office 
of Administration, Washington, DC 
20555, 301 492-7225 


RIN: 3150-AB03 


11/22/82 
11/22/62 


47 FR 52454 
47 FR 52454 


01/18/83 


02/08/83 


ADVANCE NOTICES OF PROPOSED 
RULEMAKING 


36. STANDARDS FOR PROTECTION 
AGAINST RADIATION 


Legal = 42 USC 2073; 42 USC 
2093; 42 USC 2095; 42 USC 2111; 42 USC 
2133; 42 USC 2134; 42 USC 2201; 42 USC 
2273; 42 USC 5841; 42 USC 5842 


CFR Citation: 10 CFR 20 


Abstract: The advance notice of 
proposed rulemaking seeks comments 
on a proposal to completely revise 
NRC’s standards for protection against 
radiation (Part 20). This regulation 
applies to all NRC licensees and 
establishes standards for protection 
against radiation hazards under 
licenses issued by the NRC. The 
proposed revision reflects a 
comprehensive and systematic review 
of Part 20 and incorporates current 
standards for radiation protection into 
the revised regulation. 


Timetable: 
Action Date FR Cite 


ANPRM 03/20/80 45 FR 18023 
ANPRM Comment 03/20/80 45 FR 18023 
Period Begin 
ANPRM Comment 06/18/80 
Period End 
NPRM 12/00/83 
Smaii Entity: Yes 
Agency Contact: Robert E. Baker, 
Nuclear Regulatory Commission, Office 
of Nuclear Regulatory Research, 
Washington, DC 20555, 301 427-4570 


RIN: 3150-AA38 
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2134; 42 USC 2201; 42 USC 2273; 42 USC 
5841; 42 USC 5842 


CFR Citation: 10 CFR 20 


Abstract: The advance notice of 
rulemaking sought comment on a 
proposal to add amendments to 10 CFR 
Part 20 that would improve the 
accuracy and consistency of reported 
occupational radiation dose 

mee urement by requiring proficiency 
tests of dosimetry processors who 
perform dosimetry for NRC licensees. 
The proposed amendments would 
require NRC licensees to have 
personnel dosimeters (devices carried 
or worn by each radiation worker to 
measure radiation exposure received 
during work) processed by a dosimetry 
service that is certified by an NRC 
approved or specified testing 
laboratory. 


Date FR Cite 


ANPRM 03/28/80 45 FR 20493 
ANPRM Comment 05/12/80 45 FR 31118 


10/00/83 


Smaii Entity: Yes 

Agency Contact: Alan K. Roecklein, 
Nuclear Regulatory Commission, Office 
of Nuclear Regulatory Research, 
Washington, DC 20555, 301 443-7970 


RIN: 3150-AA39 


38. DECOMMISSIONING CRITERIA 
FOR NUCLEAR FACILITIES 


Legal Authority: 42 USC 2201 


CFR Citation: 10 CFR 30; 10 CFR 40; 10 
CFR 50; 10 CFR 51; 10 CFR 70; 10 CFR 72 


Abstract: The advance notice of 
proposed rulemaking sought comment 
on a proposal to develop a more 
explicit policy for decommissioning 
nuclear facilities. The proposal would 
provide more specific guidance on 
decommissioning criteria for production 
and utilization facility licensees and 
byproduct, source, and special nuclear 
material licenses. This action is 
intended to protect public health and 
safety and to provide the applicant or 
licensee with appropriate regulatory 
guidance for implementing and 
accomplishing nuclear facility 
decommissioning. 


Date FR Cite 
03/13/78 43 FR 10370 
04/00/84 
Small Entity: Yes 

Draft Environmental Statement 
02/10/81 (46 FR 11666) : 
Agency Contact: Keith G. Steyer, 
Nuclear Regulatory Commission, Office 


of Nuclear Regulatory Research, 
Washington, DC 20555, 301 443-7910 


RIN: 3150-AA40 


Timetable: 
Action 
ANPRM 
NPRM 


Legal Authority: 42 USC 2201; 42 USC 
5841 


CFR Citation: 10 CFR 30; 10 CFR 40; 10 
CFR 70; 10 CFR 72 


Abstract: The advance notice of 
proposed rulemaking sought comments 
on a proposal that would strengthen 
emergency preparedness requirements 
for fuel cycle and byproduct materials 
licensees with the potential for 
accidents involving radioactive 
materials harmful to public health and 
safety. This is necessary to ensure that 
emergency preparedness is sufficient to 
minimize the danger to public health 
and safety following an accident 
involving radioactive materials held by 
certain fuel cycle and byproduct 
materials licensees. One of the lessons 
learned from the accident at Three Mile 
Island was that improvements in 
emergency preparedness for some NRC 
licensed activities was necessary. 


Timetabie: 
Action Date 


ANPRM 06/03/81 

ANPRM Comment 06/03/81 
Period Begin 

ANPRM Comment 08/03/81 
Period End 

NPRM 10/01/83 

Smaii Entity: Yes 


Analysis: Preliminary RIA 06/00/81 
Agency Contact: Stephen A. McGuire, 
Nuclear Regulatory Commission, Office 
of Nuclear Regulatory Research, 
Washington, DC 20555, 301 443-7942 


RIN: 3150-AA41 


FR Cite 


46 FR 29712 
46 FR 29712 


radiography independently. The NRC 
grants radiography licensees the 
authority to train and designate 
individuals competent to act as 
radiographers. The advance notice of 
proposed rulemaking seeks comment on 
a proposal that would enable NRC to 
verify the effectiveness of this training, 
thereby assuring that all ee 
possess adequate training and 

experience to operate radiographic 
equipment safely. 


Timetable: 
Action Date FR Cite 


ANPRM 05/04/82 47 FR 19152 
ANPRM Comment 05/04/82 47 FR 19152 
Period Begin 
ANPRM Comment 09/03/82 
Period End 
Staff intends to 09/00/83 
withdraw this 
Rule 


Small Entity: Undetermined 
Agency Contact: Robert Alexander, 
Nuclear Regulatory Commission, Office 


of Nuclear Regulatory Research, 
Washington, DC 20555, 301 443-7970 


RIN: 3150-AA43 


Legal = 42 USC 2133; 42 USC 
2134; 42 USC 2201; 42 USC 2232; 42 USC 
2233 


CFR Citation: 10 CFR 50 


Abstract: The advance notice of 
proposed rulemaking seeks comment on 
several questions concerning the 
acceptance criteria for Emergency Core 
Cooling Systems (ECCS) in light-water- 
cooled nuclear power plants. 
Specifically, some of the questions to 
be commented on are (1) under what 
circumstances should corrections to ™~ 
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corrections to be made to vendor ECCS 
analysis codes during the construction 

iew and during construction of the 
cont) 


li 


Date FR Cite 


12/06/78 43 FR 57157 
Comment 12/06/78 43 FR 57157 
Begin 
Comment 02/05/79 
End 


FREER 


04/00/84 

Smaii Entity: No 

Additional information: ABSTRACT 
CONT: The changes would provide 
improvements to the ECCS rule which 
would eliminate previous difficulties 
encountered in applying the rule and 
improve licensing evaluation in the light 
of present knowledge, while preserving 
a level of conservatism consistent with 


that knowledge. 


covered adequately by traditional 
design envelopes. The rulemaking 
proceeding will address the objectives 
of such a regulation, the design and 


operational improvements being 
considered, the effect on other safety 
considerations, and the costs of the 
design improvements compared to 
expected benefits. It is the 
Commission's intent to determine what 
changes, if any, in reactor plant designs 
and safety analysis are needed to take 
into account reactor accidents beyond 
those considered in the current design 
basis accident approach. Accidents 
under consideration include a range of 
loss-of-core-cooling, core damage, and 
core-melt events, both inside and 
outside historical design envelopes. 


Timetabie: 
Action Date FR Cite 


ANPRM 10/02/80 45 FR 65474 

ANPRM Comment 10/02/80 45 FR 65474 
Period . 

ANPRM Comment 12/31/80 
Period End 

Policy Statement 
Comment Per. 
Beg 

Policy Statement 
Comment Per. 
Ends 


Next Action Undetermined 
Smaii Entity: No 


Agency Contact: Morton R. Fleishman, 
Nuclear Regulatory Commission, Office 
of Nuclear Regulatory Research, 
Washington, DC 20555, 301 443-7981 


RIN: 3150-AA45 





04/13/83 48 FR 16014 


07/09/83 48 FR 16014 


43. DESIGN AND OTHER CHANGES IN 
NUCLEAR POWER PLANT FACILITIES 
AFTER ISSUANCE OF 
CONSTRUCTION PERMIT 


Legal Authority: 42 USC 2201 
CFR Citation: 10 CFR 50 


Abstract: The advance notice of 
proposed rulemaking was published to 
seek comments on a proposal that 
would make the procedure for facility 
licensing more predictable by (1) 
defining more clearly the limitations on 
what changes a construction permit 
holder may make to a facility during 
construction and (2) controlling the 
ways a construction permit holder 
implements NRC criteria. The proposal 
is intended to improve the present 
licensing process and to develop 
specific descriptions of essential facility 
features to which a construction permit 
holder is bound. 


Current and Projected Rulemakings 


Timetable: 
Action Date FR Cite 


ANPRM 12/11/80 45 FR 81602 
ANPRM Comment 12/11/80 45 FR 81602 
Period Begin 
ANPRM Comment 02/04/81 
Period End 
Next Action Undetermined 
Smaii Entity: No 
Agency Contact: James j. Henry, 
Nuclear Regulatory Commission, Office 
of Nuclear Regulatory Research, 
Washington, DC 20555, 301 443-7981 


RIN: 3150-AA46 


OF NUCLEAR FACILITIES 


Legal Authority: 42 USC 2201 
CFR Citation: 10 CFR 50 


Abstract: The advance notice of 
proposed rulemaking requests 
comments on the Long Report (NUREG- 
0891) entitled “Nuclear Property 
Insurance: Status and Outlook,” in 
order to determine the adequacy of the 
NRC’s property insurance requirements. 
This report, prepared by Dr. John D. 
Long, Professor of Insurance at Indiana 
University, was written as an 
outgrowth of the Three Mile Island-2 
accident after it became apparent that 
nuclear utilities may need more 
property insurance than has previously 
been required. The NRC staff asked Dr. 
Long to write the report, in part, to 
answer six pertinent questions 
regarding nuclear property insurance. 
The Commission received comments on 
the issues raised by the Long Report 
and other issues relating to property for 
nuclear facilities. Since no substantive 
changes have been made in the 
rulemaking, the staff has prepared a 
final rulemaking notice. The final rule is 
currently pending before the 
Commission. 


Timetable: 
Action Date FR Cite 


ANPRM 06/24/82 47 FR 27371 
ANPRM Comment 06/24/82 47 FR 27371 
Period Begi 
ANPRM Comment 09/22/82 
Period End 
Final Rule is 
currently before 
the C oo 


Small Entity: No 


00/00/00 
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Agency Contact: Robert S. Wood, 
Nuclear Regulatory Commission, Office 


Legal = 42 USC 2133; 42 USC 
2134; 42 USC 2201; 42 USC 2232; 42 USC 
5842 


CFR Citation: 10 CFR 50; 10 CFR 51; 10 
CFR 100 


Abstract: The advance notice of 
proposed rulemaking was published to 
seek comment on a proposal that would 
replace the existing reactor site criteria 
applicable to the licensing of nuclear 
power reactors with demographic and 
other siting criteria. The proposed rule 
would establish siting requirements that 
are independent of design differences 
between nuclear power plants. The 
proposed rule is intended to reflect the 
experience gained by the Commission 
since the original regulations on siting 
were published on April 12, 1962 (27 FR 
3509). The proposed rule would ensure 
that Commission practices on nuclear 
power reactor siting afford sufficient 
protection to the public health and 
safety. The ANPRM also sought public 
comment on seven of the nine 
recommendations contained in NUREG- 
0625, “Report of the Siting Policy Task 
Force.” Development of this rule has 
been deferred pending a two-year- 
evaluation program of NRC safety goals 
and a comprehensive reassessment of 
the new radioactive source term. 


Date FR Cite 


07/29/80 45 FR 50350 
03/00/86 


Agency Contact: William R. Ott, 
Nuclear Regulatory Commission, Office 
of Nuclear Regulatory Research, 
Washington, DC 20555, 301 427-4358 


Legal Authority: 42 USC 2201; 42 USC 
5841 ‘ 


48171 


Current and Projected Rulemakings 


CFR Citation: 10 CFR 70 


Abstract: The advance notice of 
proposed rulemaking (ANPRM) would 
replace the material control & 
accounting (MC&A) requirements for 
fuel cycle facilities, including 
reprocessing plants possessing formula 
quantities of strategic special nuclear 
material (SSNM). It would establish a 
performance oriented regulation that 
emphasizes timely detection of SSNM 
losses and provides for more conclusive 
resolution of discrepancies. This is to 
be accomplished at about the same cost 
as current MC&A requirements by 
relaxation or elimination of those 
current requirements which are not 
cost-effective and by taking advantage 
of process controls, production controls, 
and quality controls already used by 
licensees. 


Timetable: 
Action Date 


ANPRM 09/10/81 
ANPRM Comment 11/18/81 
Period Begin 
ANPRM Comment 02/09/82 
Period End 
NPRM 
Smail Entity: No 
Public Compliance Cost: initial Cost: 
$2,300,000; Yearly Recurring Cost: -$800,000 
Agency Contact: C. W. Emeigh, 
Nuclear Regulatory Commission, Office 
of Nuclear Material Safety, and 
Safeguards, Washington, DC 20555, 301 
427-4040 


RIN: 3150-AA50 


09/30/83 


47. SEISMIC AND GEOLOGIC SITING 
CRITERIA FOR NUCLEAR POWER 
PLANTS 


Legal : 42 USC 2133; 42 USC 
2134; 42 USC 2201; 42 USC 2232; 42 USC 
5842 


CFR Citation: 10 CFR 100 


Abstract: The advance notice of 
proposed rulemaking was published to 
solicit public comment on the need for 
a reassessment of the Commission's 
criteria for the siting of nuclear power 
plants. The Commission determined 
that this action was necessary as a 
result of experience gained with 
application of current criteria and the 
rapid advancement in the state of the 
art of earth sciences. The NRC staff 
was particularly interested in finding 
out about problems that have arisen in 
the application of existing siting 
criteria. The public was invited to state 


the nature of the problems encountered 
and describe them in detail. The public 
was also asked to submit proposed 
corrective actions. Two petitions for 
rulemaking filed with the Commission, 
PRM-50-20 and PRM-100-2 will be 
addressed as part of this rulemaking. 
Timetable: 
Action 


ANPRM 
NPRM 


Smaii Entity: No 
Agency Contact: Leon L. Beratan, 
Nuclear Regulatory Commission, Office 


of Nuclear Regulatory Research, 
Washington, DC 20555, 301 427-4370 


RIN: 3150-AA51 


01/19/78 43 FR 2729 
12/00/87 


UNPUBLISHED RULES 
48. JURISDICTION OF 
ADJUDICATORY BOARDS 


Authority: 42 USC 2201; 42 USC 
2241 


CFR Citation: 10 CFR 1; 10 CFR 2 
Abstract: The final rule would amend 
the Statement of Organization and 
Rules of Practice to make explicit the 
jurisdiction of NRC’s adjudicatory 
boards in certain ancillary licensing 
matters which may arise in the course 
of an operating license proceeding for a 
nuclear power reactor. The 
amendments clarify the board’s 
authority to decide issues related to a 
license application for the receipt of 
cold fuel at a reactor site prior to 
issuance of an operating license. 
Timetable: 


Action 
Next Action Undetermined 

Small Entity: No 

Public Compliance Cost: initial Cost: $0; 
Yearly Recurring Cost: $0 
Agency Contact: William M. Shields, 
Nuclear Regulatory Commission, Office 


of the Executive Legal Director, 
Washington, DC 20555, 301 492-8693 


RIN: 3150-AA53 
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Rule is pending 00/00/00 
before 

Commission for 
acute 


Smaii Entity: No 


RIN: 3150-AB19 


50. PARTICIPATION OF THE NRC 
STAFF IN INITIAL LICENSING 
PROCEEDINGS 


Legal Authority: 42 USC 2201; 42 USC 
2231 


requests from within and outside NRC 


for the Commission to re-examine its 
staff's role in the adjudicatory licensing 
proceedings. The proposed rule is 
intended to enhance the public's 
perception of the Commission's 
regulatory process as a fair and neutral 
one that considers opposing viewpoints. 
Timetabie: 


NPRM 
Smaii Entity: No 


Agency Contact: James R. Tourtellotte, 
Nuclear Regulatory Commission, 
Regulatory Reform Task Force, 
Washington, DC 20555, 202 634-3300 


RIN: 3150-AB08 


Date 
09/00/83 


51. SEPARATION OF FUNCTIONS AND 
EX PARTE COMMUNICATIONS IN ON- 
THE-RECORD ADJUDICATIONS 


Legal Authority: 5 USC 554; 5 USC 557 
CFR Citation: 10 CFR 2 


Abstract: The proposed rule would 
amend the Commission’s rules of 
practice regarding the separation of 
functions and ex-parte communications 
in on-the-record adjudications. The 
proposed rule contains two options. 
Each option would allow the 
Commission greater flexibility in 
communicating with its staff by 
relaxing the restrictions on 
Commission-staff communications in 
initial licensing cases. The first option 
would eliminate restrictions on 
supervisory personnel while the second 
function would remove all restrictions 
in initial licensing matters. The 
proposed rule is intended to provide the 
Commission with better access to the 
expertise of its staff. This proposed rule 
would supersede a prior proposed rule 
entitled “Ex Parte Communications and 
Separation of Adjudicatory and Non- 
Adjudicatory Functions” published in 
the Federal Register on March 7, 1979 
(44 FR 12428). 

Timetable: 


Action Date FR Cite 


Previous Proposed03/07/79 44 FR 12428 
Rule 


Small Entity: No 

Agency Contact: James R. Tourtellotte, 
Nuclear Regulatory Commission, 
Regulatory Reform Task Force, 
Washington, D.C. 20555, 202 634-3300 


RIN: 3150-AA00 


10/00/83 


CFR Citation: 10 CFR 50 


Abstract: The ANPRM seeks public 
comment on a number of broad policy 
questions regarding the establishment 
of specific procedures for the long term 
management of the Commission's 
process for the imposition of new 
regulatory requirements for power 
reactors. This process, commonly 
referred to as “backfitting”, includes 
both plant-specific and generic changes 
that are proposed for one or more 
classes of power reactors. The 
Commission intends, as the outcome of 
the proceeding, to replace its existing 
regulation (10 CFR 50.109) with a new 
rule. 


Timetable: 
Action Date FR Cite 


ANPRM 09/28/83 48 FR 44217 
ANPRM Comment 10/28/83 

Period End 
Small Entity: No 
Agency Contact: James Tourteilotte, 
Nuclear Regulatory Commission, 
Regulatory Reform Task Force, 
Washington, DC 20555, 202 634-3300 


RIN: 3150-AA59 


53. REGULATORY REFORM OF THE 
RULES OF PRACTICE AND RULES 
FOR LICENSING OF PRODUCTION 
AND UTILIZATION FACILITIES 


Legai = 42 USC 2201; 42 USC 
2231; 42 USC 5841; 42 USC 5842; 42 USC 
5846 


CFR Citation: 10 CFR 2; 10 CFR 50 


Abstract: This proposed rule would 
amend thirty-three sections of two parts 
affecting the hearing process associated 
with the issuance of licenses. In the 
screening . the most significant 
changes would (1) establish a screening 
Atomic Safety and Licensing Board 
(ASLB) to act as a clearing house for all 
requests for hearings, petitions for leave 
to intervene, and proposed contentions, 
(2) require a participant in a hearing to 
show that he or she has an interest to 
protect in the proceeding, and (3) 
require evidence of a factual dispute for 
a contention to be admitted. During the 
conduct of hearings, the most 
significant changes would (1) not hear 
discovery requests requiring the staff to 
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support positions other than its own, (2) 
permit the ASLB to decide the case on 
the basis of written material, (3) permit 
the ASLB to appoint a panel of 
technical experts if needed, (4) allow 
presiding officers to raise issues on 
their own motion (sua sponte) only in 
unusual cases, (5) allow summary 
disposition motions to be filed at any 
stage of the proceeding, (6) allow the 
Commission to designate a hearing 
examiner in lieu of a three-member 
ASLB and (7) require the filing of cross 
examination plans. 


12/00/83 
Small Entity: No 
Additional information: During the 
decision-making process, the most 
significant changes would (1) remove 
the ASLB as an independent appeal 
board but place it organizationally 
directly under the Commission to 
review, as before, ASLB decisions, and 
give its recommendations to the 
Commission, (2) allow any generic issue 
resolved in an initial licensing 
proceeding to be codified, allowing a 
45-day comment period, (3) allow an 
intervenor to participate in discussing 
only those items he or she introduced, 
and (4) reinstate the immediate 
effectiveness of an ASLB decision on 
an operating license, construction 
permit, or work authorization. 


Agency Contact: James R. Tourtellotte, 
Nuclear Regulatory Commission, 
Regulatory Reform Task Force, 
Washington, DC 20555, 202 634-3300 


RIN: 3150-AB04 


54. PERFORMANCE TESTING FOR 
BIOASSAY LABS 


Legal Authority: 42 USC 5841 
CFR Citation: 10 CFR 20 


Abstract: The proposed rule would 
require licensees, who provide bioassay 
services for individuals to assess 
internal radiation exposure, to use 
accredited laboratories after the NRC 
establishes an accreditation program. 
The proposed rule would reduce 
unacceptable errors in measurements 
that have been revealed by programs 
designed to check the accuracy of 
laboratories that analyze materials for 
radioactivity. Thus, the accuracy and 
reliability of determinations of internal 
radiation exposure or intakes of 
radioactive material would be 


improved. An expert committee of the 
Health Physics Society has written a 
draft standard. The draft standard has 
been revised to take into account early 
comments that the NRC solicited and 
received from industry. The NRC, in 
cooperation with the DOE, has 
established a performance testing study 
to test the standard, to provide the 
information necessary to complete the 
standard, and to design and set up an 
accreditation program. 

Timetable: 
Action 
NPRM 


Small Entity: No 

Contact: Allen Brodsky, 
Nuclear Regulatory Commission, Office 
of Nuclear Regulatory Research, 
Washington, DC 20555, 301 443-7970 


RIN: 3150-AA67 


Date 
04/00/84 


55. PROCEDURES FOR PICKING UP, 
RECEIVING, AND OPENING 
PACKAGES 


Legal Authority: 42 USC 2201; 42 USC 
5842 


CFR Citation: 10 CFR 20 


Abstract: The proposed rule has been 
prepared in response to a General 
Accounting Office recommendation that 
the NRC broaden the requirements of 
Section 20.205. The rule would extend 
current requirements for the receipt and 
external radiation monitoring by 
licensees of packages containing an 
excess of Type A quantities of nuclear 
material to include packages not 
transported by exclusive use vehicles 
that contain more than one-third of a 
Type A quantity of nuclear material. 
These packages, if damaged, could pose 
a direct radiation hazard. The rule 
would remove the existing requirements 
to report excessive external radiation 
levels at the package surface to avoid 
increased occupational radiation 
exposure to the worker. The rule would 
also add a general package monitoring 
under existing NRC regulations in 
Section 20.205. The effect of the 
proposed rule would be to provide 
increased radiological protection for 
transportation workers and the general 
public by broadening the requirements 
for monitoring packages used to 
transport radioactive material. This 
proposed rule will be incorporated into 
the proposed 10 CFR Part 20 revision 
“Standards for Protection Against 
Radiation.” 


48173 


Current and Projected Rulemakings 


Timetable: 

Action 

NPRM 

Small Entity: No 

Agency Contact: Steven Bernstein, 
Nuclear Regulatory Commission, Office 
of Nuclear Regulatory Research, 
Washington, DC 20555, 301 443-7825 
RIN: 3150-AA66 


Legal 
2282; 42 USC 5841; 42 USC 5846 
CFR Citation: 10 CFR 21; 10 CFR 50 


Abstract: This proposed rule would 
amend Part 21 and Part 50.55{e), both of 
which require the reporting of safety 
defects by licensees, (1) to eliminate 
duplicate reporting and evaluation, (2) 
to establish consistency with other NRC 
reporting requirements, (3) to clarify 
reporting criteria and procedures for 
implementing 10 CFR Part 21, and (4) to 
establish time limits within which a 
defect must be reported and evaluated. 


Timetabie: 
Action 

NPRM 

Small Entity: No 
Agency Contact: Francis X. Cameron, 
Nuclear Regulatory Commission, Office 


of Nuclear Regulatory Research, 
Washington, DC 20555, 301 443-7997 


RIN: 3150-AA68 


Date FR Cite 


09/00/83 


57. TREGULATORY CONTROL OF 
SEALED SOURCES AND DEVICES 
CONTAINING SEALED SOURCES 


Legal s 42 USC 2111; 42 USC 
2201; 42 USC 2071; 42 USC 2092 


CFR Citation: 10 CFR 30; 10 CFR 32; 10 
CFR 40; 10 CFR 70 


Abstract: The proposed rule would 
require manufacturers or distributors of 
sealed sources or devices containing 
sealed sources to obtain a license from 
the NRC prior to the initial transfer of 
the sealed sources or devices to specific 
licensees. The rule would also require 
manufacturers or distributors of sealed 
sources or devices to provide the NRC 
with information on such products 
relating to design, manufacture, testing, 
operation, safety and hazards as a 
condition for obtaining a license. 
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Commission is currently reevaluating 
the policy, criteria, and regulations that 


(July 25, 1983; 48 FR 33697). This 
suspension is intended to prevent 
further import or distribution of the 
jewelry until the exemption can be 
reevaluated. Further action concerning 
this suspension would be included in 
this rulemaking action. 








Agency 
Nuclear Regulatory Commission, Office 
of Nuclear Regulatory Research, 


59. PERIODIC AND SYSTEMATIC 
REEVALUATION OF PARTS 30 AND 32 
= 42 USC 2111; 42 USC 


Legal 
2201; 42 USC 2232; 42 USC 2233; 42 USC 
2234; 42 USC 5846 


' CFR Citation: 10 CFR 30; 10 CFR 32 


Abstract: The proposed rule would be 
an editorial revision of the regulations 
governing the domestic licensing of 
byproduct material and the exemptions 
from domestic licensing requirements. 
The proposed rule would reflect the 
application of good regulatory drafting 
practices. The proposed rule would 
simplify and clarify the format of the 
present regulations so that persons 
subject to byproduct material 
regulations.can conveniently use and 
understand them. 


Timetable: 
Action 





Date FR Cite 





Next Action Undetermined 

Small Entity: No 

Agency Contact: James J. Henry, 
Nuclear Regulatory Commission, Office 
of Nuclear Regulatory Research, 
Washington, DC 20555, 301 443-7981 


RIN: 3150-AA70 


60. RADIATION SURVEYS AND 
INTERNAL INSPECTION SYSTEM 


Legal = 42 USC 2111; 42 USC 
2201; 42 USC 2232: 42 USC 2233; 42 USC 
5841 


CFR Citation: 10 CFR 34 


Abstract: The proposed rule would 
require that the internal inspection 
description in a radiography license 
application specify a method for 
inspecting each radiographer and 
radiographer's assistant’s knowledge of 
applicable regulations, license 
conditions, and established procedures 
at intervals not exceeding three months. 
This action is intended to ensure that 
radiographic operations are conducted 
safely. The proposed rule would also 
allow a licensee to record a radiation 
survey of a radiographic exposure 
device made when storing the device 
after use instead of recording the 
results of the radiation survey made 
after the last exposure. This action, 
which is taken in response to PRM-34-3, 
is intended to provide an acceptable 
alternative procedure for assuring that 
the sealed source has been properly 
stored within the device. 


Current and Projected Ruiemakings 


Timetabie: 
Action 
Petition for 
Rulemaking 
(PRM-34-3) 
NPRM 10/00/83 
Small Entity: Undetermined 


Agency Contact: Norman L. McElroy, 
Nuclear Regulatory Commission, Office 
of Nuclear Regulatory Research, 
Washington, DC 20555, 301 443.7970 


RIN: 3150-AB12 


Date FR Cite 
11/23/82 47 FR 52722 


61. MEDICAL LICENSES FOR HUMAN 
USE OF BYPRODUCT MATERIAL 


Legal = 42 USC 2111; 42 USC 
2201; 42 USC 2232; 42 USC 2233 


CFR Citation: 10 CFR 35 


Abstract: The proposed rule would 
revise the requirements and procedures 
that apply to the human use of 
byproduct material by a physician or a 
medical institution. The proposed rule 
would simplify the medical licensing 
process and reduce the administrative 
burden on the licensee and the NRC by 
(1) including in the regulations the 
requirements a medical licensee must 
meet; (2) clarifying administrative 
requirements; (3) simplifying the 
application form; and (4) reducing the 
paperwork burden for the licensee and 
the NRC. The proposed rule would 
maintain the current level of protection 
to the health and safety of the medical 
worker and the general public. The 
proposed rule will reflect recent 
guidance from the Commission to the 
staff concerning the revision. 


Timetable: 

Action Date 

NPRM 12/01/83 

Small Entity: Yes 

Analysis: Preliminary RIA 03/00/83 


Agency Contact: William J. Walker, 
Nuclear Regulatory Commission, Office 
of Nuclear Material Safety, and 
Safeguards, Washington, DC 20555, 301 
427-4232 


RIN: 3150-AA73 








62. ;RADIATION SAFETY 
REQUIREMENTS FOR WELL-LOGGING 
AND OTHER OPERATIONS 


Legal Authority: 42 USC 2201; 42 USC 
5841 
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CFR Citation: 10 CFR 39 


Abstract: The rulemaking would impose 
radiation safety requirements on 
licensees who perform operations such 
as well-logging, mineral-logging, 
radioactive markers and subsurface use 
of radioactive materials in tracer 
studies. Current NRC regulations do not 
address these operations except in a 
general way. This task would adopt the 
requirements in the Suggested State 
Regulations for Control of Radiation 
Part W as new NRC regulations. 


Timetable: 


ee 
NPRM 10/00/84 
Small Entity: No 


Agency Contact: Anthony N. Tse, 
Nuclear Regulatory Commission, Office 
of Nuclear Regulatory Research, 
Washington, DC 20555, 301 443-7902 


RIN: 3150-AB35 


FR Cite 


63. @SOURCE MATERIAL TRANSFER 
REPORTS AND TRITIUM INVENTORY 
REPORTS 


Legal Authority: 42 USC 5841 
CFR Citation: 10 CFR 40; 10 CFR 150 


Abstract: The NRC is amending its 
requirements to lower the reportable 
quantity of source material transfers 
from 1,000 kilograms or more to 1 kg or 
more. It is necessary to lower the 
reportable quantity to fulfill the 
obligations of the US/IAEA Agreement, 
the US/Canadian and US/Austrailian 
Bilateral Agreements, and reporting of 
imports and exports as recommended in 
an IAEA Consultants Group meeting. 
This change will remove any existing 
inconsistency between the regulations 
and the reporting instructions. The NRC 
is also deleting the requirement that 
licensees submit reports concerning 
tritium inventories. The NRC has 
determined that the holdings of tritium 
in the U.S. are not sufficient to justify 
continued reporting of tritium 
inventories. 


Timetable: 
Action Date 
09/00/83 


FR Cite 





NPRM 
Smaii Entity: No 


Contact: June P. Robertson, 
Nuclear Regulatory Commission, Office 
of Nuclear Material Safety and, 


Safeguards, Washington, DC 20555, 301 
427-4004 


RIN: 3150-AB24 


64. OCCUPATIONAL ALARA RULE 


Legal Authority: 42 USC 2201; 42 USC 
5841 


CFR Citation: 10 CFR 50 


Abstract: The proposed rule would 
require NRC commercial nuclear power 
plant operating licensees to develop 
and use means subject to NRC 
inspection and enforcement to achieve 
and control occupational radiation 
dosages that are as low as reasonably 
achievable (ALARA). This requirement 
would become part of the Radiation 
Protection Programs of licensees 
required to provide personnel 
monitoring, perform bioassays, or to 
measure concentrations of radioactivity 
in the air. The proposed rule expresses 
the Commission's belief that radiation 
doses feceived by workers in licensed 
activities can and should be reduced 
and strengthen efforts to maintain 
occupational doses of ionizing radiation 
ALARA. The Commission believes that 
a reduction in the occupational 
collective (man-rem) dose received in 
connection with NRC licensed activities 
at nuclear power plants can be effected 
without unreasonable costs to 
licensees. With this objective, it is 
feasible to adopt as performance 
criteria, radiation protection techniques 
which have been shown by experience 
to be both effective and practical. 


Timetable: 
Action 





Date FR Cite 





Next Action Undetermined 
Smaii Entity: No 


Agency Contact: Robert Alexander, 
Nuclear Regulatory Commission, Office 
of Nuclear Regulatory Research, 
Washington, DC 20555, 301 443-7975 


RIN: 3150-AA81 


65. CODES AND STANDARDS FOR 


NUCLEAR POWER PLANTS (WINTER 
1982) 


42 USC 2133; 42 USC 


Legal : 
2134; 42 USC 2201; 42 USC 5841 


48175 


Current and Projected Rulemakings 


CFR Citation: 10 CFR 50 


Abstract: The proposed rule would 
incorporate by reference the Winter 
1982 addenda of the ASME Boiler and 
Pressure Vessel Code. The ASME 
(American Society of Mechanical ~ 
Engineers) code sets standards for the 
construction of nuclear power plant 
components and specifies requirements 
for inservice inspection of those 
components. The ASME code 
requirements for nuclear power plants 
are set forth in Section Il] for 
construction permit holders and Section 
XI for operating plants. The proposed 
rule would include the most recent 
changes made to the ASME Boiler and 
Pressure Vessel Code and permit the 
use of improved methods for 
construction and inservice inspection of 
nuclear power plants. 

Timetable: 


Action Date 
Next Action Undetermined 





FR Cite 





- Small Entity: No 


Agency Contact: Nancy Miegel, 
Nuclear Regulatory Commission, Office 
of Nuclear Regulatory Research, 
Washington, DC 20555, 301 443-7892 


RIN: 3150-AA83 
SR eR A ARLES OR RRC! RAIA EAROE 


66. FIRE PROTECTION FOR FUTURE 
PLANTS 


Legal Authority: 42 USC 2201; 42 USC 
5841 


CFR Citation: 10 CFR 50 


Abstract: The proposed rule would 
provide more comprehensive fire 
protection requirements for future 
nuclear power plants by consolidating 
the NRC fire protection guidelines and 
requirements for nuclear power plants 
into one enforceable document. The 
present requirements for fire protection - 
at nuclear power plants are limited in 
that these requirements apply only to 
plants licensed prior to January 1, 1979. 
At the time when these effective 
regulations were approved, the 
Commission directed the staff to 
proceed with development of a 
comprehensive rule for plants licensed 
in the future. The Commission has 
approved a staff recommendation that 
preparation of the proposed 
comprehensive fire protection rule for 
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to date and the status of exemption 


request reviews. 
Timetabie-. 

Action Date 
Staff issued 08/13/83 
Report to 
Commission 
Final Action 


01/00/84 


CFR Citation: 10 CFR 50: 10 CFR 51 


Abstract: In a Federal Register notice 
published on April 14, 1979 (43 FR 
15613) the Commission deleted the 
radon-222 value from Table S-3 because 
it was recognized to be underestimated; 
the Commission stated that upon 
issuance of the Generic Environmental 
Impact Statement (GEIS) on uranium 
milling and the evaluation of data from 
several ongoing research programs, it 
would ianeiiee whether to initiate 
rulemaking to provide a new estimate 
for radon-222 in Table S-3. Meanwhile, 
the environmental effects of radon-222 
would be subject to litigation in 
individual nuclear power plant licensing 
proceedings. The purpose of the 
proposed rule would be to deal with 
this question generically for all nuclear 
power plants, thus saving the time and 
cost of repetitive consideration of the 
effects of radon-222 in individual 
nuclear — plant licensing 


these documents, the staff developed 
new estimates of radon emissions from 
the entire fuel cycle. These new 
estimates were introduced into the 


public record at the February 1980 
hearing on radon before the (Cont) 


Date 
04/27/82 


FR Cite 


_ 09/27/82 
11/19/82 
04/19/83 
06/06/83 


09/00/83 
Decision on S-3 
Rule 


EPA's Final 10/01/83 
Standards 


Next Action 
Smaii Entity: No 
Additional information: ABSTRACT 
CONT: Atomic Safety and Licensing 
Appeal Board in Harrisburg, PA. The 
Appeal Board decision of May 13, 1981 
(ALAB-640) upheld the staff's new 
estimates of radon releases and the 
final decision (ALAB-701) affirmed 
previous decisions that fuel-cycle- 
related radon emissions would not have 
significant health effects. In response to 
a petition for Commission review of the 
Appeal Board decision given in ALAB- 
701, the Commission decided to hold in 
abeyance its decision on ALAB-701 
until completion of the current review 
of uranium mill tailings regulations and 
of any rulemaking which may be 
needed to conform its regulations to 
EPA’s proposed new radon emission 
standards. Pending the outcome of 
these matters, the rulemaking to add a 
new estimate for radon-222 to Table S-3 
is being held in abeyance. The Supreme 
Court, on June 6, 1983, reversed the D.C. 
Circuit Court of Appeals’ decision 
invalidating the Table S-3 rule. This 
action eliminated a previous hold-up to 
the proposed radon rulemaking action. 


Contact: William E. Thompson, 
Nuclear Regulatory Commission, Office 
of Nuclear Material Safety, and 
Safeguards, Washington, DC 20555, 301 
427-4211 


RIN: 3150-AA87 


03/04/84 


Current and Projected Rulemakings 


68. {STATION BLACKOUT 


Legal = 42 USC 2133; 42 USC 
2134; 42 USC 2201; 42 USC 5841 


CFR Citation: 10 CFR 50 


Abstract: The proposed rule would 
require light water nuclear power plants 
to be designed to withstand a total loss 
of alternating current (AC) electrical 
power to the essential and nonessential 
switchgear buses (called station 
blackout) for a specified time duration 
and maintain reactor core cooling 
during that period. The proposed 
requirements were developed in 
response to information generated by 
the Commission's study of Unresolved 
Safety Issue A-44, Station Blackout. The 
proposed rule is intended to provide 
further assurance that a loss of both 
off-site and emergency on-site electric 
AC power systems will not adversely 
affect the public health and safety. 


Timetable: 

Date 
NPRM 04/00/84 
Small Entity: Not Applicable 
Agency Contact: Alan Rubin, Nuclear 
Regulatory Commission, Office of 


Nuclear Reactor Regulation, 
Washington, DC 20555, 301 492-8303 


RIN: 3150-AB38 


FR Cite 


69. APPLICABILITY OF APPENDIX B 
TO APPENDIX A 


Legal Authority: 42 USC 2133; 42 USC 
2134; 42 USC 2201; 42 USC 2233 


CFR Citation: 10 CFR 50 


Abstract: The proposed rule would 
clarify the quality assurance program 
requirements for those structures, 
systems, and components of nuclear 
power plants that are important to 
safety. The proposed rule would also 
eliminate any possible confusion over 
the definition of the terms “important to 
safety” and “safety-related” and 
provide a clear statement in the 
Commission's regulations concerning 
the applicability of the quality 
assurance criteria in 10 CFR 50 of 
Appendix B to the structures, systems, 
and components covered in Appendix 
A. In the aftermath of the Three Mile 
Island-2 accident, a number of studies 
concluded that the scope of the items to 
which the quality assurance criteria of 
Appendix B to 10 CFR 50 apply needs 
to be broadened to include the full 
range of safety matters as was 
originally intended. Typical examples of 
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- 


structures, systems, and components for 
which the Appendix B quality 
assurance program criteria may not 
have been fully implemented are in- 
core instrumentation, reactor coolant 
pump motors, reactor coolant pump 
power cables, and radioactive waste 
—_- pumps, valves, and storage 

s. 


01/00/84 
Small Entity: No 
Agency Contact: William L. Belke, 
Nuclear Regulatory Commission, Office 


of Inspection and Enforcement, 
Washington, DC 20555, 301 492-4512 


RIN: 3150-AA79 


70. EXTENSION OF CRIMINAL 
PENALTIES 


Legal Authority: 42 USC 2201 
CFR Citation: 10 CFR 50 


Abstract: The proposed rule, in 
accordance with the provisions of the 
NRC Authorization Act for Fiscal Year 
1980, would extend the application of 
the criminal penalties provision of the 
Atomic Energy Act (AEA) of 1954, as 
amended, to any individual director, 
officer, or employee of a firm 
constructing or supplying the 
components of a nuclear power plant 
who knowingly and willfully violates 
any NRC regulation, order, or license 
condition during construction of a 
nuclear power plant. Section 223(b) of 
the AEA essentially directs the 
Commission to establish a limit for 
potential unplanned off-site releases of 
radioactive material which would 
trigger consideration of possible 
criminal penalties. As directed in 
Section 223(b)(3), the proposed rule 
establishes, in its definition of a “basic 
component,” the limits for potential 
unplanned releases. of radioactive 
material that could trigger application 
of criminal penalties. 


08/00/83 
02/00/84 


Agency Contact: Colleen Ostrowski, 
Nuclear Regulatory Commission, Office 
of Nuclear Regulatory Research, 
Washington, DC 20555, 301 443-7997 


RIN: 3150-AA80 
"SR RCSL IEE UR SIRES 


Legal Authority: 42 USC 2133; 42 USC 
2134; 42 USC 5841 


CFR Citation: 10 CFR 50 


Abstract: The proposed rule would 
revise the criteria for preoperational 
and periodic pressure testing for 
leakage of primary and secondary 
containment boundaries of water- 
cooled power reactors. The current 
regulation specifies the criteria that 
leakage testing must meet and how the 
testing must be performed. The 
proposed rule would implicitly 
recognize national standard 
(ANSI/ANS 56.8) that specifies 
approved procedures for conducting the 
test and thus permit the NRC staff to 
focus its attention on the performance 
standard and design criteria aspects of 
the regulation. The proposed rule would 
eliminate ambiguities, increase the 
flexibility of the regulation, and 
emphasize the testing criteria aspects of 
the regulation while reducing the 
mechanistic aspects of the testing 
procedure. It would also reduce the 
paperwork burden on NRC and the 
compliance burden on licensees by 
reducing the number of exemption 
requests licensees are requiréd to 
submit. 


02/00/84 
Smail Entity: No ; 
Agency Contact: Gunter Arndt, , 
Nuclear Regulatory Commission, Office 
of Nuclear Regulatory Research, 
Washington, DC 20555, 301 443-7860 


RIN: 3150-AA86 


72. PRESSURIZED THERMAL SHOCK 


Legal Authority: 42 USC 2133; 42 USC 
2134; 42 USC 2201; 42 USC 5841 


CFR Citation: 10 CFR 50 


Abstract: The proposed rule would 
codify the NRC staff's recommended 
near-term actions for protection against 
pressurized thermal shock (PTS) events. 
Specifically, the provisions of the 
proposed rule would establish screening 


48177 


Current and Projected Rulemakings 


criteria for axial and circumferential 
welds; require licensees with operating 
plants to submit data concerning their 
reactor vessels to the NRC staff for — 
review; require certain licensees to 
implement flux-reduction programs; and 
require certain licensees with operating 
pressurized water reactors (PWRs) to 
submit a PTS safety analysis to the 
NRC staff for review. The issue of 
pressurized thermal shock arises 
because in PWRs, transients and 
accidents can occur that result in 
severe overcooling (thermal shock) of 
the reactor pressure vessel concurrent 
with or followed by repressurization. In 
these PTS events, rapid cooling of the 
reactor vessel internal surface results in 
thermal stress with a maximum tensile 
stress at the inside surface of the 
vessel. The provisions of the proposed 
rule would apply only to PWRs. 


12/00/83 


Smali Entity: No 

Contact: Roy H. Woods, 
Nuclear Regulatory Commission, Office 
of Nuclear Reactor Regulation, 
Washington, DC 20555, 301 492-4714 


RIN: 3150-AB05 


73. PERSONNEL ACCESS 
AUTHORIZATION REQUIREMENTS 
FOR NUCLEAR POWER PLANTS 
(PART OF INSIDER PACKAGE) 


Legal Authority: 42 USC 2201; 42 USC 
5841 


CFR Citation: 10 CFR 50; 10 CFR 73 


Abstract: The proposed rule would 
require nuclear power plant licensees 
and applicants to establish an access 
authorization program for individuals 
requiring unescorted access to the 
protected and vital areas of nuclear 
power plants. On March 17, 1977, the 
NRC published in the Federal Register 
(42 FR 14880) a proposed rule that 
would establish an unescorted access 
authorization program for individuals 
who have access to or control over 
special nuclear material (SNM) at both 
nuclear reactors and fuel cycle 
facilities. Written comments were 
invited and received. On December 28, 
1977, the NRC published a notice of 
public hearing (42 FR 64703) on the 
proposed rulemaking. Subsequently, the 
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Regulatory Research, Washington, DC 


Legal = 42 USC 2133; 42 USC 
2134; 42 USC 2201; 42 USC 2232; 42 USC 
2233; 42 USC 2239; 42 USC 5842; 42 USC 
5846 


CFR Citation: 10 CFR 50 


Abstract: The proposed rule would add 
a specific provision to the 
Commission's regulations which would 
require nuclear power plant licensees to 
report to the Commission if the level of 
emergency preparedness is ~~ 9g 
affected. The proposed repo 

requirements would ween on and more 
important aspects of emergency 
preparedness such as communications 
capabilities and accident assessment 
capabilities, while placing less 
emphasis on items such as recovery 
operations and updating and 
distribution of copies of the emergency 
preparedness plan. The purpose of the 
proposed rule is to ensure that an 
adequate level of emergency 
preparedness is maintained by nuclear 


power plant licensees. The proposed 
rule would provide an enforceable basis 
for requiring that the affected licensees 


report to the NRC concerning 
deficiencies in the status of their 


emergency preparedness capabilities. 
Timetable: 
Action 

NPRM 

Smaii Entity: No 


Agency Contact: Frank Pagano, 
Nuclear Regulatory Commission, Office 
of Inspection and Enforcement, 
Washington, DC 20555, 301 492-7647 


RIN: 3150-AA84 


Date 
12/00/83 


FR Cite 


75. LICENSED OPERATOR 
EXAMINATIONS AND TRAINING AND 
QUALIFICATIONS OF NUCLEAR 
POWER PLANT PERSONNEL 
PERFORMING FUNCTIONS 
IMPORTANT TO SAFETY 


Legal Authority: 42 USC 2137; 
2201; 42 USC 5841 


CFR Citation: 10 CFR 55; 10 CFR 57 


Abstract: The proposed rule would 
require a systematic approach to 
training and examination in order to 
strengthen the criteria for issuing 
licenses to operators of nuclear power 
plants. The rulemaking will include 
requirements for operational training, 
routine maintenance of operator 
proficiency, and requalification 
examinations. The proposed rulemaking 
seeks to improve operator performance 
and bring the NRC regulations into 
compliance with the “Nuclear Waste 
Policy Act of 1982.” Training regulation 
will extend to all personnel performing 
in functions important to safety. 


Timetable: 
Action 

NPRM 

Final Action 
Small Entity: No 
Agency Contact: Julius Persensky, 
Nuclear Regulatory Commission, Office 


of Nuclear Reactor Regulation, 
Washington, DC 20555, 301 492-4892 


RIN: 3150-AA88 


42 USC 





12/00/83 
06/00/84 


FR Cite 


76. EXTENSION OF CONSTRUCTION 
COMPLETION DATE 


Legal Authority: 42 USC 2235 
CFR Citation: 10 CFR 50 


Current and Projected Rulemakings 


Abstract: The proposed rule would 
clarify the provision of Section 50.55(b) 
which describes both the procedure for 
renewal of a construction permit for a 
nuclear power plant following its 
expiration (a showing of “ cause”) 
and the circumstances under which the 
Commission will consider granting a 
request for an extension of a 
construction completion date. The 
proposed rule wuld also address two 
essentially identical petitions for 
rulemaking filed with the Commission 
by the State of Illinois (PRM-50-25) and 
the Porter County Chapter of the Izaak 
Walton League of America, et al. The 
petitioners requested that Section 
50.55(b) be amended or rescinded, and 
that the Commission promulgate a 
regulation which would not limit a 
“good cause” showing to the reasons 
why construction was not completed 
before the latest completion date 
specified in the construction permit. 


Action 

NPRM 

Small Entity: No 
Contact: Linda S. Gilbert, 

Nuclear Regulatory Commission, Office 


of the Executive Legal Director, 
Washington, DC 20555, 301 492-8689 


RIN: 3150-AB06 


Date 
12/00/83 


FR Cite 





77. GENERAL HUMAN FACTORS 
CRITERIA FOR NEW CONSTRUCTION 


Legal Authority: 42 USC 2201; 42 USC 
5846 


CFR Citation: 10 CFR 50 


Abstract: The advance notice of 
proposed rulemaking would establish 
three new general human factors 
criteria. The criteria to be addressed 
are criteria for operability, surveillance, 
maintainability, and human engineering 
criteria. The revised human factors 
criteria are necessary because post-TMI 
reviews and operating experience 
indicate that the human factors 
discipline is rarely applied when 
needed at the design and construction 
stage. After receipt of public comments 
on the ANPRM and additional review 
of past operating experience, the staff 
will develop a proposed rule. 


Timetable: 

Action Date 
ANPRM 12/00/83 
Small Entity: Not Applicable 


FR Cite 
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Agency Contact: James P. Jenkins, 
Nuclear Regulatory Commission, Office 
of Nuclear Regulatory Research, 
Washington, DC 20555, 301 443-7942 


RIN: 3150-AB13 


78. {UPDATE OF TABLE S-4, PART 51 
Legal Authority: 42 USC 2201; 42 USC 
4332 


CFR Citation: 10 CFR 51 


Abstract: Table S-4 helps provide a 
means for meeting the NEPA 
requirements for an environmental 
assessment at the construction permit 
stage of a new reactor. The technical 
basis for this table, WASH-1238, was 
published in 1972. A revised and 
updated version of WASH-1238 which 
includes current transportation data 
and impacts will be published shortly. 
In addition, staff calculations are 
available on the impacts of the higher 
burnups and increased enrichments 
currently in use in many reactors. The 
proposed rule would amend Table S-4 
to include the impacts from these two 
studies and ensure that the table 
reflects the current environmental 





01/00/84 
Small Entity: No 
Agency Contact: Donald Nellis, 
Nuclear Regulatory Commission, Office 


of Nuclear Regulatory Research, 
Washington, DC 20555, 301 443-7891 


RIN: 3150-AB36 


REGIONS IV AND V 
Legal Authority: 42 USC 2201; 42 USC 
5841 


CFR Citation: 10 CFR 55 


Abstract: This final rule will amend 
NRC regulations to reflect the 
delegation of licensing authority to the 
Regional Administrators of Regions IV 
and V. This rulemaking completed 
implementation of total assignment of 
this licensing function to the regions. 
Assignment of this licensing authority 
to the Regional Administrators of 
Regions I, II, and III was promulgated in 
final rules that were published on 


December 22, 1982 (47 FR 56984) and 
July 21, 1983 (48 FR 33243). 
Timetable: 
Action 

Final Action 
Small Entity: No 
Agency Contact: Don H. Beckham, 
Nuclear Regulatory Commission, Office 


of Nuclear Reactor Regulation, 
Washington, DC 20555, 301 429-4868 


RIN: 3150-AB39 


Date 
10/00/83 


80. (DEGREE REQUIREMENT FOR 
ONE MEMBER OF EACH SHIFT CREW 
ON SITE 


Legal : 42 USC 2201; 42 USC 
5841; 42 USC 5843; 42 USC 10152; 42 USC 
10155 


CFR Citation: 10 CFR 57 


Abstract: This proposed rule would 
amend a draft Part 57, which is being 
proposed by another rulemaking to 
require that a nuclear power plant 
licensee provide a person who has a 
bachelor’s degree or equivalent on site 
and on shift at all times. The proposed 
rule was developed to ensure that a 
person with adequate engineering and 
accident assessment expertise be 
present in each shift crew on site of a 
nuclear power unit. This requirement 
would further ensure the protection of 
the health and safety of the public by 
improving the plant operating staff's 
capabilities to quickly detect and 
diagnose an abnormal condition or 
unanticipated occurrence and to 
respond promptly and appropriately to 
the event. 
Timetable: 
Action } 
NPRM 
Small Entity: No 
Agency Contact: Clare Goodman, 
Nuclear Regulatory Commission, Office 


of Nuclear Reactor Regulation, 
Washington, DC 20555, 301 492-4894 


RIN: 3150/.AB31 


Date 
12/00/83 


81. @MATERIAL STATUS REPORTS 


Legal Authority: 42 USC 5841 

CFR Citation: 10 CFR 70 

Abstract: The NRC is amending its 
regulations in 70.53 to require 
additional information, pertaining to 
MUF and LEMUF figures, to be 
included in the semiannual Material 


Current and Projected Rulemakings 


Status Reports. Licensees who will be 
affected by the proposed regulations 
are those who are authorized to possess 
at any one time special nuclear 
material (SNM) in a quantity exceeding 
one effective kilogram and who use the 
SNM for activities other than those 
involved in the operation of a nuclear 
reactor. In the past, this information has 
been sent voluntarily in narrative form 
to the Regional Offices as an 
attachment to the Material Status 
Reports. In conjunction with this 
rulemaking, the form that is used for the 
Material Status Reports is being 
updated to allow for the inclusion of 
the required additional information. 
Timetable: 


Action 
NPRM 


Date FR Cite 


01/00/84 


Small Entity: No 

Agency Contact: June P. Robertson, 
Nuclear Regulatory Commission, Office 
of Nuclear Material Safety, and 
Safeguards, Washington, DC 20555, 301 
427-4004 : 


RIN: 3150-AB26 


82. {RULE TO AMEND THE 
TRANSPORTATION PROVISIONS 
PERTAINING TO THE SHIPMENT OF 
LOW SPECIFIC ACTIVITY (LSA) 
MATERIAL 


Legal 2 42 USC 2073; 42 USC 
2093; 42 USC 2111; 42 USC 2232; 42 USC 
2233; 42 USC 2273; 42 USC 5842 


CFR Citation: 10 CFR 71 


Abstract: The proposed amended rule 
would define two classes of LSA 
materials with specified shipping or 
packaging requirements. The two 
classes represent a consolidation of five 
classes of LSA materials and solid 
contamination objects {SCO) proposed 
in draft 1984 regulations of the 
International Atomic Energy Agency 
(IAEA). In addition, the proposed rule 
provides special consideration for the 
inherent safety associated with the 
shipment of solid, nonflammable 
objects which are not dispersible in 
water. A new requirement of the 
amended rule would impose a dose rate 
limit on LSA materials. This 
requirement, which is philosophically 
consistent with the proposed IAEA 
regulations, is considered necessary to 


_ keep current and future LSA shipments 


within the envelope of safety originally 
conceived for such materials. This 





proposed rule would be responsive to 
PRM-71-1, PRM-71-2 and PRM-71-4. 


Legal Authority: 42 USC 2201; 42 USC 
5841 


CFR Citation: 10 CFR 73 


stringent requirements were included to 
protect against the perceived 


sponsored independent studies of 
explosive forces against spent fuel 
casks. These studies revealed that 
extraordinarily large quantities of 
explosives, which would have to be 
by some type of vehicle, 
would be required to effect a 
detonation of sufficient magnitude to 
pose a significant radiological threat to 


CONT: the flexibility of using the most 


cost-effective measures available to 
meet the regulatory requirements. 


Agency Contact: Odell F. Smith, 
Nuclear Regulatory Commission, Office 
of Nuclear Material Safety, and 
Safeguards, Washington, DC 20555, 301 
427-4181 


RIN: 3150-AB27 


84. MEDICAL STANDARDS FOR 
EMPLOYMENT OF SECURITY 
PERSONNEL 


Legal Authority: 42 USC 2201; 42 USC 
5842 


CFR Citation: 10 CFR 73 


Abstract: The proposed rule would 
amend the medical standards for the 
employment of security personnel by 
licensees who operate nuclear power 
plants, fuel cycle facilities, or possess 
or ship certain quantities of special 
nuclear material. Specifically, the rule 
would revise paragraph LB.(3) of 
Appendix B to Part 73 to provide the 
conditions under which persons with an 
established medical history or medical 
diagnosis of a chronic or nervous 
disorder may be employed as security 
personnel. Currently, these criteria 
provide that an individual have no 
established medical history or diagnosis 
of epilepsy or diabetes or, where either 
of these medical conditions exist, the 
individual provide medical evidence 
that the condition may be controlled 
with proper medication. The revised 
paragraph would clarify the types of 
diseases which are required to be 
controlled in order for individuals to be 
employed as security personnel and 
would require that an individual who 
has any chronic disease or nervous 
disorder must provide evidence that it 
can be controlled through medication. 


Timetable: 

Action Date 

Revision of Part 09/00/84 
73 


Small Entity: No 


Agency Contact: Andrea K. Barnold, 
Nuclear Regulatory Commission, Office 
of Nuclear Regulatory Research, 
Washington, DC 20555, 301 443-5976 


RIN: 3150-AA97 


FR Cite 


Legal Authority: 42 USC 2201; 42 USC 
5841 
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CFR Citation: 10 CFR 73 


Abstract: The proposed rule would 
moderate the present interim 
requirements for the protection of 
shipments of irradiated reactor fuel 
cooled for 150 days or more. Recent 
research shows that the quantity of 
radioactive material that would be 


-released as a result of successful 


sabotage is much smaller than was 
supposed at the ‘time that the interim 
rule was issued. The moderated 
requirements would provide for (1) 
shipments to be accompanied by an 
unarmed escort, who may be a driver 
or carrier employee and may have other 
duties, (2) on-board communications, 
and (3) immobilization capability for 
trucked shipments. Present interim 
requirements will continue to be 
effective for shipments of irradiated 
reactor fuel cooled less than 150 days. 
The benefit of the proposed rule would 
be the elimination of unnecessarily 
strict requirements which presently 
apply to spent fuel shipments. It is 
estimated that the modified 
requirements will result in a savings to 
licensees of about $20,000 to $30,000 
annually, assuming 135 shipments 
annually. A peer review group will 
report its findings in September 1983. 


Timetable: 
Action 


Next Action Undetermined 
Small Entity: No 

Contact: Carl B. Sawyer, 
Nuclear Regulatory Commission, Office 
of Nuclear Material Safety, and 
Safeguards, Washington, DC 20555, 301 
427-4186 


RIN: 3150-AA96 


Date FR Cite 





86. PATENTS 


Legal Authority: 42 USC 3182 
CFR Citation: 10 CFR 81 


Abstract: The proposed rule would 
establish the policies, general rules, and 
procedures regarding the handling of 
patent matters, for which the NRC 
presently has no regulations, in a 
manner that would be substantially like 
those being used by other government 
agencies. The proposed rule would 
revise completely Part 81, which 
currently is directed only to patent 
licensees, into a regulation that sets 
forth NRC patent policies, regulations, 
and rules for contract clauses, waiver 
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of rights provisions, and other 
applicable areas. 


Timetable: 
Action 


NPRM 09/00/83 


Smail Entity: No 

Agency Contact: Neal E. Abrams, 
Nuclear Regulatory Commission, Office 
of Executive Legal Director, 
Washington, DC 20555, 301 492-8662 


RIN: 3150-AA98 


87. EXPORT/IMPORT OF NUCLEAR 
EQUIPMENT AND MATERIAL 


Legal : 42 USC 2073; 42 USC 
2074; 42 USC 2077; 42 USC 2092; 42 USC 
2094; 42 USC 2111; 42 USC 2112; 42 USC 
2139; 42 USC 5841; 42 USC 5842 


CFR Citation: 10 CFR 110 


Abstract: The proposed rule would 
simplify licensing requirements for the 
export of nuclear equipment and 
material that does not have significance 
from a nuclear proliferation perspective 
by expanding or establishing general 
licenses for nuclear reactor 
components, gram quantities of special 
nuclear material, and certain kinds of 
source or byproduct material. The 
general licenses would ease current 
licensing restrictions by removing the 
requirement to obtain a specific export 


or import license for certain material 
and equipment. The proposed general 
licenses include a policy of facilitating 
nuclear cooperation with countries 
sharing U.S. non-proliferation goals. 
The proposed rule would increase 
international commerce and reduce the 
regulatory burden on the public and the 
NRC without increasing the risk to 
public health and safety or the common 
defense and security. The proposed rule 
would reduce NRC's minor case 
licensing workload by about 75% thus 
allowing the staff to process license 
applications for major exports of 
nuclear equipment and material 
expeditiously. 

Timetable: 


Action 
Next Action Undetermined 

Smail Entity: No 

Agency Contact: Marvin R. Peterson, 
Nuclear Regulatory Commission, Office 
of International Programs, Washington, 
DC 20555, 301 492-4599 


RIN: 3150-AB00 
| RR SER RL AR ARR NEAR RC PLS 


88. CRITERIA FOR AN 


EXTRAORDINARY NUCLEAR 
OCCURRENCE 


Legal = 42 USC 2201; 42 USC 
2210; 42 USC 5841; 42 USC 5842 


NUCLEAR REGULATORY COMMISSION (NRC) 


COMPLETED RULEMAKINGS 
89. TRANSURANIC WASTE DISPOSAL 


Legal A : 42 USC 2073; 42 USC 
2093; 42 USC 2095; 42 USC 2111; 42 USC 
2133; 42 USC 2134; 42 USC 2201; 42 USC 
2273; 42 USC 5842; 42 USC 5846 


CFR Citation: 10 CFR 20; 10 CFR 150 


Abstract: The proposed rule would 
prohibit the disposal by burial in soil of 
transuranic elements above a certain 
concentration. A companion 
amendment to Part 150 would reassert 
exclusive Commission authority in 
Agreement States over disposal of 
transuranic contaminated wastes (TRU) 
exceeding this concentration. This 
proposed rule has been incorporated 
into a final rule that establishes a new 
10 CFR Part 61. The staff is currently 
preparing a notice withdrawing this 
proposed rule and its accompanying 
amendment to Part 150. 


Timetable: 
Action Date 


NPRM 09/12/74 

NPRM Comment 09/12/74 
Period Begin 

NPRM Comment 11/11/74 
Period End 

Withdrawn 

Small Entity: No 


Agency Contact: Paul H. Lohaus, 
Nuclear Regulatory Commission, Office 
of Nuclear Material Safety and, 
Safeguards, Washington, DC 20555, 301 
427-4500 


RIN: 3150-AA09 





FR Cite 
39 FR 32921 
39 FR 32921 


05/09/83 48 FR 20723 


90. REGIONAL LICENSING PROGRAM; 
FURTHER IMPLEMENTATION 


Legal Authority: 42 USC 2201; 42 USC 
5841 


CFR Citation: 10 CFR 140 


Abstract: The proposed rule would 
revise the criteria the Commission 
currently follows in determining an 
extraordinary nuclear occurrence 
(ENO), in order to overcome the 
problems that were encountered 
following the Three Mile Island (TMI) 
accident when the present criteria were 
applied. The proposed criteria would 
focus on things that can be readily 
counted or estimated within a relatively 
short time following an accident (i-e., 
substantial release of radioactive 
material or radiation offsite and 
substantial exposure levels). The 
revised criteria will provide for speedy 
satisfaction of legitimate claims in the 
event of an ENO. 


Timetable: 

Action 

NPRM 

Smail Entity: No 


Agency Contact: Harold Peterson, 
Nuclear Regulatory Commission, Office 
of Nuclear Regulatory Research, 
Washington, DC 20555, 301 427-4578 


RIN: 3150-AB01 


Date 
09/00/83 





Completed Actions 


CFR Citation: 10 CFR 30; 10 CFR 40; 10 
CFR 70 

Abstract: The final rule provides 
information concerning the further 
implementation of NRC's regional 
licensing program as the program 
applies to byproduct, source, and 
special nuclear material licensees. The 
final rule extends the regional licensing 
program for materials licensees to 
Regions II, IV, and V. The final rule 
also specifies the categories of licensing 
actions for which authority has been 
delegated to each Regional 
Administrator. The final rule is 
necessary to inform current or 
prospective licensees of current NRC 
practices and procedures. 


Timetable: 
Action 


Final Action 
Effective 





Date FR Cite 
04/01/83 48 FR 16030 
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reporting requirement. The final rule is 
intended to reduce the administrative 


of radioactive materials in consumer 
products. 
Timetable: 
Action Date FR Cite — 
"11/23/82 


47 FR 52719 
Comment 11/23/82 47 FR 52719 


NPRM 
NPRM 
Period Bei 
NPRM Comment 
Period End 


12/23/82 


Final Action 03/24/83 48 FR 12331 

Final Action 06/30/83 48 FR 12331 
Effective 

Smaii Entity: No 

Analysis: Preliminary RIA 11/00/82 


92. FRACTURE TOUGHNESS 
REQUIREMENTS FOR NUCLEAR 
POWER REACTORS 


Legal : 42 USC 2133; 42 USC 
2134; 42 USC 2201; 42 USC 5841 


CFR Citation: 10 CFR 50 


Abstract: The final rule updates 
existing fracture toughness 
requirements for the reactor coolant 
pressure boundary of light-water 
nuclear power reactors. The final rule is 
needed to (1) clarify the applicability of 
the fracture toughness requirements to 
old and new plants, (2) modify certain 
requirements of Appendices G and H to 
10 CFR 50, and (3) simplify these 
regulations by replacing technical detail 
with references to appropriate ASME 
Boiler and Pressure Vessel Code 
provisions. The NRC staff has modified 
the final rule to clarify that it is 
applicable only to normal operation. A 
revised final rule was approved by the 
Commission on April 21, 1983. 


Timetable: 
Action Date 


NPRM 11/14/80 

NPRM Comment 11/14/80 
Period Begin 

NPRM Comment 01/13/81 
Period End 

Final Action 

Final Action 
Effective 

Smali Entity: No 

Agency Contact: Neil Randall, Nuclear 

Regulatory Commission, Office of 


Nuclear Regulatory Research, 
Washington, DC 20555, 301 443-5904 


RIN: 3150-AA16 


FR Cite 


45 FR 75536 
45 FR 75536 


05/27/83 


48 FR 
07/26/83 48 FR 


24008 
24008 


93. APPLICABILITY OF TECHNICAL 
FACILITY LICENSE CONDITIONS AND 
SPECIFICATIONS IN AN EMERGENCY 


Legal : 42 USC 2133; 42 USC 
2134; 42 USC 2201; 42 USC 2232; 42 USC 
2233; 42 USC 2239; 42 USC 5842; 42 USC 
5846 


CFR Citation: 10 CFR 50 


Abstract: The final rule adds a specific 
provision to the Commission's 
regulations to clarify that licensee 
technical specifications are not 
intended to restrict or prohibit the 
licensee from undertaking any action 
necessary to protect public health and 
safety during the course of 
unanticipated emergency conditions. 


Completed Actions 


Technical specifications contain a wide 
range of operating limitations and 
specifications concerning actions 
required to respond to certain systems 
failures and to other specified operating 
events. Technical specifications also 
require the employment of a wide range 
of operating procedures to be taken in 
the course of operation to maintain 
facility safety. The rule clarifies the 
responsibility of licensees to take 
actions necessary to protect public 
health and safety during emergencies 
even though the action necessary may 
not be in full accord with certain 
provisions of the technical 
specifications. The staff believes that in 
emergency situations it is very 
important to assure that licensees have 
the ability to respond promptly using 
their best engineering judgment. The 
impact of this reporting requirement on 
licensees would be negligible. 


Timetable: 
Action Date 


NPRM 08/18/82 

NPRM Comment 08/18/82 
Period Begin 

NPRM Comment 10/18/82 
Period End 

Final Action 

Final Action 
Effective 


Small Entity: No 


Contact: Charles M. Trammell, 
Nuclear Regulatory Commission, Office 
of Nuclear Reactor Regulation, 
Washington, DC 20555, 301 492-7389 


RIN: 3150-AA28 








04/01/83 
06/01/83 


94. STANDARDS FOR DETERMINING 
WHETHER LICENSE AMENDMENTS 
INVOLVE NO SIGNIFICANT HAZARDS 
CONSIDERATION 


Legal Authority: 42 USC 2201; PL 97-415 
CFR Citation: 10 CFR 50 


Abstract: The final rule would 
implement recently enacted legislation 
by specifying standards for determining 
whether amendments to operating 
licenses involve no significant hazards 
consideration. The Commission has 
incorporated provisions into the final 
rule which are substantially identical to 
those in the proposed rule published in 
the Federal Register March 28, 1980 (45 
FR 20491). Final rule to follow 
Congressional action on conference 
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committee report on NRC FY-82/83 
Authorization Bills (S. 1207 and H.R. 
4255) October 1982. 


Timetabie: 
Action 


interim Final Rule 04/06/83 
Interim Rule 04/06/83 
Comment Period 


Begins 
Interim Final Rule 04/06/83 


07/00/83 


Agency Contact: Thomas F. Dorian, 
Nuclear Regulatory Commission, Office 
of the Executive Legal Director, 
Washington, DC 20555, 301 492-8690 


RIN: 3150-AA6O 


95. CRITERIA FOR NOTICE AND 
PUBLIC COMMENT AND 
PROCEDURES FOR STATE 
CONSULTATION ON LICENSE 
AMENDMENTS INVOLVING NO 


Legal Authority: 42 USC 2201; PL 97-415 
CFR Citation: 10 CFR 2; 10 CFR 50 


Abstract: The final rule implements 
recently enacted legislation by 
specifying criteria and procedures for 
providing or dispensing with prior 
notice and public comment on 
determinations about whether 
amendments to operating licenses for 
certain facilities involve no significant 
hazards consideration. In addition, the 
final rule would specify procedures for 
consultation on these determinations 
with the State in which the facility of 
the Licensee requesting the amendment 
is located. The final rule would permit 
the Commission to act expeditiously, if 
circumstances surrounding a request for 
amendment require a prompt response 
and to issue an amendment before 
holding any required hearing, unless a 
significant hazards consideration is 
involved. 


Timetable: 
Action Date 


Interim Final Rule 04/06/83 
Interim Rule 04/06/83 
Comment Period 
Begins 


FR Cite 


48 FR 14876 
48 FR 14876 


interim Final Rule 04/06/83 
Interim Rule 05/06/83 
Comment P: 


48 FR 14876 


Ends 


Action 

Final Action 

Small Entity: No 
Contact: Thomas F. Dorian, 

Nuclear Regulatory Commission, Office 


of the Executive Legal Director, 
Washington, DC 20555, 301 492-8690 


RIN: 3150-AA61 


Date 
07/00/83 


96. LABORATORY ACCREDITATION 
PROGRAM 


Legal Authority: 42 USC 2201 
CFR Citation: 10 CFR 50 


Abstract: The proposed rule requires 
that certain equipment qualification 
testing be performed in laboratories 
that have been accredited in 
accordance with procedures 
administered by the Institute of 
Electrical and Electronics Engineers 
(IEEE). The proposed rule would 
uniformly and equitably improve the 
reliability and accuracy of qualification 
testing performed by accredited 
laboratories and provide greater 
assurance of protecting the public 
health and safety. 


Timetable: 

Action 

Withdrawn in 
accordance with 
Chilk memo 

Small Entity: No 

Agency Contact: Frederick Forscher, 

Nuclear Regulatory Commission, Office 


of Inspection and Enforcement, 
Washington, DC 20555, 301 492-4515 


RIN: 3150-AA76 


Date 
04/13/83 


FR Cite 


97. CHANGES IN PHYSICAL 
SECURITY PLANS; LICENSEES 
POSSESSING OR USING SPECIAL 
NUCLEAR MATERIAL OF MODERATE 
AND LOW STRATEGIC SIGNIFICANCE 


Legal Authority: 42 USC 2201 
CFR Citation: 10 CFR 70 


Abstract: The final rule amends the 
regulations for domestic licensing of 
special nuclear material to allow 
licensees possessing or using special 
nuclear material of moderate and low 
strategic significance to change their 
physical security plans without prior 
approval of the Commission, provided 
the changes do not decrease the 
effectiveness of the plan. These 
licensees were inadvertently omitted 
from the regulation published on July 


Completed Actions 


24, 1979 (44 FR 43280). The final rule 

corrects the oversight. 

Timetable: 

i: 

Final Action 

Final Action 
effective 

Smail Entity: No 

Agency Contact: Andrea R. Kuffner, 

Nuclear Regulatory Commission, Office 


of Nuclear Regulatory Research, 
Washington, DC 20555, 301 443-5976 


RIN: 3150-AA95 


05/17/83 48 FR 22131 
06/16/83 48 FR 22131 


98. AUTHORITY TO ISSUE NOTICES 


Legal = 42 USC 2077; 42 USC 
2021; 42 USC 2201; 42 USC 4332: 42 USC 
4334; 42 USC 4335; 42 USC 5841; 42 USC 
5842 


CFR Citation: 10 CFR 2 


Abstract: The proposed rule would 
specifically authorize the issuance of a 
notice of violation to any person 
subject to the jurisdiction of the 
Commission, including non-licensees. 
The proposed rule would require non- 
licensees as well as licensees to comply 
with the Commission's regulations in 
sections 2.200 and 2.201. In addition, the 
amendment would clarify the authority 
of Regional Administrators or their 
designees to issue notices of violation 
under sections 2.200 and 2.201. 


Timetable: 
Action 


NPRM 
NPRM Comment 
Period Begin 
NPRM Comment 
Period End 
Final Action 
Small Entity: No 
Agency Contact: Richard Rosano, 
Nuclear Regulatory Commission, Office 
of Inspection and Enforcement, 
Washington, DC 20555, 301 492-9583 


RIN: 3150-AA56 


11/15/82 
11/15/82 


FR Cite 


47 FR 51402 
47 FR 51402 


12/13/82 


09/28/83 48 FR 44170 


99. HEARING ON DENIAL OF 
REACTOR OPERATOR LICENSE; 
WITHDRAWAL OF PROPOSED RULE 


Authority: 42 USC 2137; 42 USC 
2201; 42 USC 2231; 42 USC 2241; 42 USC 
5841; 42 USC 5842 


CFR Citation: 10 CFR 2; 10 CFR 55 
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09/28/78 -43 FR 44547 
08/29/83 48 FR 39037 
09/28/83 48 FR 39037 


Smail Entity: Not Applicable 
Analysis: Final RIA 06/00/83 


Agency Contact: Anthony N. Tse, 
Nuclear Regulatory Commission, Office 
of Nuclear Regulatory Research, 
Washington, DC 20555, 301 443-7825 


RIN: 3150-AA11 


Legal : 42 USC 2073; 42 USC 
2092; 42 USC 2093; 42 USC 2111; 42 USC 
2112; 42 USC 2113; 42 USC 2201: 42 USC 
2232: 42 USC 2233; 42 USC 2236; 42 USC 
2282: 42°;USC 5842 


CFR Citation: 10 CFR 30; 10 CFR 40; 10 
CFR 70 


Abstract: The final rule specifies 
procedures for the termination of 
specific licenses authorizing possession 
and use of nuclear materials. The 
regulation clarifies a licensee's 
authority and responsibility for nuclear 
materials and allows for orderly 
termination of specific licenses. The 
final rule specifies that a license 
remains in effect, with respect to 
possession of residual nuclear materials 
present as contamination until the 
Commission notifies the licensee in 
writing that the license is terminated. 
The rule is necessary to establish clear 
procedures for the termination of 
licenses and to establish a more 
coherent regulatory framework. 


Timetable: 
Action Date 


NPRM 10/26/82 

NPRM Comment 10/26/82 
Period Begin 

NPRM Comment 12/27/82 
Period End 

Final Action 

Final Action 
Effective 

Small Entity: No 

Public Cost: initial Cost: 


$17,120; Yearly Recurring Cost: $17,120; 
Base Year for Dollar Estimates: 1982 


Analysis: Preliminary RIA 10/26/82; Final 
RIA 09/00/83 


Agency Contact: Keith G. Steyer, 
Nuclear Regulatory Commission, Office 
of Nuclear Regulatory Research, 
Washington, DC 20555, 301 443-7910 


RIN: 3150-AA71 


FR Cite 


47 FR 47400 
47 FR 47400 


07/15/83 
08/15/83 


Completed Actions 


102. GROUP LICENSING FOR 
CERTAIN MEDICAL USES 


Legal Authority: 42 USC 2201; 42 USC 
5841 


CFR Citation: 10 CFR 35 


Abstract: The final rule adds a device 
containing iodine-125 as a sealed 
source to the list of groups of 
authorized radioactive drugs, sources, 
and devices. This hand-held device is 
used for real-time bone imaging and 
foreign body detection. The 
Commission has performed a safety 
analysis and will consult with the 
Advisory Committee on the Medical 
Uses of Isotopes before adding this 
device to the Group VI listing in its 
regulations that contains similar sealed 
source devices. This action allows NRC 
Group VI medical licensees to use this 
device without applying for a license 
amendment. 


Timetable: 
Action Date 


NPRM 03/30/83 

NPRM Comment 03/30/83 
Period Begin 

NPRM Comment 04/29/83 
Period End 

Final Action 

Finai Action 
Effective 


Small Entity: Not Applicable 

Public Compliance Cost: initial Cost: $0; 
Yearly Recurring Cost: $0 

Agency Contact: Deborah A. Bozik, 
Nuclear Regulatory Commission, Office 
of Nuclear Regulatory Research, 
Washington, DC 20555, 301 427-4566 


RIN: 3150-AB09 





FR Cite 


48 FR 13189 
48 FR 13189 


06/28/83 
06/28/83 


48 FR 29677 
48 FR 29677 


103. IMMEDIATE NOTIFICATION 
REQUIREMENT FOR OPERATING 
NUCLEAR REACTORS 


Legal : 42 USC 2133; 42 USC 
2134; 42 USC 2201; 42 USC 2232; 42 USC 
2233; 42 USC 2239; 42 USC 5842; 42 USC 
5846 


CFR Citation: 10 CFR 50 


Abstract: The final rule requires that 
every operating license for a nuclear 
power reactor contain a condition that 
requires the licensee to notify the 
Commission as soon as possible, and in 
all cases within one hour, of any 
significant event; that is, an event that 
could pose a threat to public health and 
safety. The current regulations require 
licensees to notify NRC of certain 
“significant events.” The final rule 
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clarifies the list of reportable‘significant 
events contained in the regulations. The 
final rule also responds to the intent of 
Congress, expressed in Section 201 of 
the Nuclear Regulatory Commission 
Authorization Act for Fiscal Year 1980 
(PL 96-295), that the Commission 
establish specific guidelines for 
identifying accidents which could result 
in an unplanned release of radioactivity 
in excess of allowable limits and 
require immediate notification of these 
incidents. On August 19, 1980 (45 FR 
55402), NRC published a final rule on 
emergency planning that required, 
among other things, procedures for 
immediate notification of NRC, state, 
and local emergency response 
personnel in certain situations. 


NPRM 12/21/81 

NPRM Comment 12/21/81 
Period : 

NPRM Comment 02/19/82 
i nd 


FR Cite 


46 FR 61894 
46 FR 61894 


08/29/83 48 FR 39039 
01/01/84 48 FR 39039 


Agency 

Nuclear Regulatory Commission, Office 
of Inspection and Enforcement, 
Washington, DC 20555, 301 492-4973 


RIN: 3150-AA20 


104. LICENSEE EVENT REPORT 
SYSTEM 


Legal Authority: 42 USC 2201 
CFR Citation: 10 CFR 20; 10 CFR 50 


Abstract: The final Licensee Event 
Report (LER) rule revises and codifies 
the existing LER system. The final rule 
is needed to codify the LER reporting 
requirements in order to establish a 
single set of requirements that apply to 
all operating nuclear power plants. The 
final rule applies only to licensees of 
commercial nuclear power plants and 
will change the requirements that 
define the events and situations that 
must be reported and define the 
information that must be provided in 
each report. 


Date FR Cite 


Previous ANPRM 01/30/80 44 FR 6793 


Previous ANPRM 01/15/81 45 FR 3541 
ANPRM 10/06/81 46 FR 49134 


Action Date 


ANPRM Comment 10/06/81 
Period Begin 

ANPRM Comment 11/17/81 
Period End 

NPRM 05/06/82 

NPRM Comment 05/06/82 

NPRM Comment 07/06/82 
Period End 

Final Action 

Final Action 
Effective 


Smail Entity: No 

Agency Contact: Frederick Hebdon, 
Nuclear Regulatory Commission, Office 
for Analysis and Evaluation of, 


Operational Data, Washington, DC 
20555, 301 492-4480 


RIN: 3150-AA24 


FR Cite 
46 FR 49143 


47 FR 19543 
47 FR 19534 


07/26/83 


48 FR 
01/01/84 48 FR 


33850 
33850 


105. LICENSE OPERATOR STAFFING 
AT NUCLEAR POWER PLANTS 


Legal Authority: 42 USC 2201; 42 USC 
5846 


CFR Citation: 10 CFR 50 


Abstract: The final rule provides 
minimum shift staffing requirements for 
licensed operators at nuclear power 
plants. Shift staffing requirements will 
be based upon a powerplant’s 
configuration (e.g., powerplant may 
have two units and one control room, 
or three units and two control rooms) 
and the status of each unit (i.e. 
operating or cold shutdown). The final 
rule, in accordance with the 
requirement in Task 1.A.1.4 of the TMI 
Action Plan will upgrade shift staffing 
requirements at nuclear power plants to 
ensure that a sufficient number of 
licensed personnel are on duty at any 
given time. Although half of the 
licensees have met the proposed 
staffing levels, there is a need to grant 
extension of the implementation date to 
some licensees based on the time 
required to train individuals to become 
senior reactor operators. A Policy 
Statement on engineering expertise on 
shift has been drafted and forwarded to 
the Commission for eventual 
publication for public comment. 


Timetable: 
Action . Date 


NPRM 08/30/82 

NPRM Comment 08/30/82 
Period Begin 

NPRM Comment 09/27/82 
Period End 

Final Action 


FR Cite 


47 FR 38135 
47 FR 38135 


07/11/83 48 FR 31611 


48185 
Completed Actions 

Action 

Final Action 

Effective 

Small Entity: No 

Agency Contact: Clare Goodman, 

Nuclear Regulatory Commission, Office 


of Nuclear Reactor Regulation, 
Washington, DC 20555, 301 492-8901 


RIN: 3150-AA29 


Date FR Cite 
01/00/84 48 FR 31611 


106. STORAGE AND DISPOSAL OF 
NUCLEAR WASTE 


Legal = 42 USC 2133; 42 USC 
2134; 42 USC 2201; 42 USC 2232; 42 USC 
2233 


CFR Citation: 10 CFR 50; 10 CFR 51 


Abstract: The advance notice of 
proposed rulemaking seeks public 
participation in a proceeding to be 
conducted by NRC on the storage and 
disposal of nuclear wastes. The purpose 
of the proceeding is (1) to assess 
generally the degree of assurance that 
radioactive wastes can be safely 
disposed of and (2) to determine 
whether disposal_or off-site storage will 
be available prior to the expiration of a 
facility license and if not, whether 
radioactive wastes can be stored on- 
site past the expiration date of an 
existing facility license. This advance 
notice of proposed rulemaking was 
initiated in response to the decision of 
the U.S. Court of Appeals for the 
District of Columbia Circuit in State of 
Minnesota v. NRC, Nos. 78-1269 and 78- 
2032 (May 23, 1979), but also is a 
continuation of previous 

conducted by the Commission on this 
subject (see Federal Register notice 
published July 5, 1977; 42 FR 34391). 
This advance notice of proposed 
rulemaking has been incorporated into 
a proposed rule, “Requirements for 
Licensee Action Regarding the 
Disposition of Spent Fuel Expiration of 
the Reactors’ Operating License” _— 
RIN-AB20). 


Timetable: 
Action Date FR Cite 


ANPRM 10/25/79 44 FR 61372 
Combined with 05/20/83 48 FR 22370 
Proposed Rule 

RIN 3150-AB20 
NPRM 


Smail Entity: No 


06/00/83 
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and performance of the package which 
contains the waste within the geologic 
repository. Also included are criteria 


i ive waste and to provide 
guidance to the Department of Energy 





05/13/80 
ANPRM Comment 05/13/80 
Period Begin 
ANPRM Comment 07/14/80 
iod End 
07/08/81 
07/08/81 


11/05/81 
12/29/82 


06/21/83 
07/21/83 


Legal = 42 USC 2073; 42 USC 
2093; 42 USC 2111; 42 USC 2232; 42 USC 
2233; 42 USC 2273; 42 USC 5842 


CFR Citation: 10 CFR 71 


Abstract: The final rule revises the 
NRC's regulations for the transportation 
of radioactive material to make them 
more compatible with those of the 
International Atomic Energy Agency 
{LAEA) and thus with those of most 
major nuclear nations of the world. 
Although several substantive changes 
were made in order to provide a more 
uniform degree of safety for various 
types of shipments, the Commission's 
basic standards for radioactive material 
packaging remains unchanged. The 
Department of Transportation (DOT) is 
also proposing a corresponding rule 
change to its Hazardous Materials 
Transport Regulations. 
Timetable: 
Action Date FR Cite 
NPRM 08/17/79 44 FR 48234 
NPRM Comment 10/22/79 44 FR 60743 
Period Begin 
NPRM Comment 12/17/79 


08/05/83 48 
09/06/83 48 


FR 35600 
FR 35600 


Agency Contact: Donald R. Hopkins, 
Nuclear Regulatory Commission, Office 
of Nuclear Regulatory Research, 
Washington, DC 20555, 301 443-7825 


RIN: 3150-AA34 


109. PACKAGING OF RADIOACTIVE 
MATERIAL FOR TRANSPORT AND 
TRANSPORTATION OF RADIOACTIVE 
MATERIAL UNDER CERTAIN 
CONDITIONS 
Legal Authority: 42 USC 2073; 42 USC 
2201; 42 USC 5841 

CFR Citation: 10 CFR 71 

Abstract: The proposed rule would 
require that shipments of plutonium by 
air be contained in a package 
specifically certified as air crash- 


Completed Actions 


resistant. The rule would permit the air 
shipment of plutonium in other 
packages if the plutonium is in a 
medical device for individual human 
use or if the plutonium is shipped in 
quantities or concentrations small 
enough to prevent significant hazard to 
the public health and safety, even if the 
plutonium were released in an air 
crash. This rule was developed in 
response to an amendment to the NRC 
Authorization Act for Fiscal Year 1976, 
PL 94-79, which was passed on August 
9, 1975. This amendment, known as the 
“Scheuer Amendment,” prohibited the 
air transport of plutonium, except in 
medical devices, until the NRC certified 
to the Congress that an air crash- 
resistant package has been developed. 
On August 4, 1978, the Commission 
certified to the Congress that a package 
certification program has been 
completed. The NRC has issued this 
proposed rule which would implement 
the mandate of Congress. This rule as 
proposed has been incorporated in the 
overall revision of Part 71 (See RIN- 
AA34). 
Timetable: 
Action Date FR Cite 
NPRM 11/13/81 46 FR 55992 
NPRM Comment 11/13/81 46 FR 55992 

Period Begin 
NPRM Comment 01/12/82 

Period End 
Combined with 08/05/83 

RIN AA-34 
Small Entity: No 
Agency Contact: Donald R. Hopkins, 
Nuclear Regulatory Commission, Office 
of Nuclear Regulatory Research, 
Washington, DC 20555, 301 443-7825 


RIN: 3150-AA35 


110. MANAGEMENT OF DISCOVERY 


Abstract: Entry incorporated into an 
unpublished rule “Regulatory Reform of 
the Rules of Practice and Rules for 
Licensing of Production and Utilization 
Facilities” Part 2 (Rin 3150-AB04). 


Timetable: 
Action Date FR Cite 
Merged with RIN 

3150-AB04 


RIN: 3150-AA54 
(eH on A SR AT 
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111. PERFORMANCE TESTING FOR 
HEALTH PHYSICS SURVEY 
INSTRUMENTS 


Legal : 42 USC 2073; 42 USC 
2093; 42 USC 2095; 42 USC 2111; 42 USC 
2133; 42 USC 2134; 42 USC 2201; 42 USC 
2273; 42 USC 5841; 42 USC 5842 


CFR Citation: 10 CFR 20 


Abstract: The advance notice of 
proposed rulemaking would require that 
NRC licensees use health physics 
survey instruments that have been 
certified as meeting certain 
performance specifications. The 
proposed rule would permit the NRC to 
determine whether health physics 
survey instruments used by almost all 
NRC licensees meet acceptable 
performance standards. The proposed 
rule would improve the radiation safety 
of workers using health physics 
instruments by ensuring that the 
instruments meet acceptable 
performance standards. The staff has 
recently decided that rather than issue 
a proposed rule, it will address this 
concern through the inclusion of a 
performance standard to the revision of 
Part 20. 


Timetable: 
Action 


Date 
Withdrawn based 08/00/83 


Nuclear Regulatory Commission, Office 
of Nuclear Regulatory Research, 
Washington, DC 20555, 301 443-7975 


RIN: 3150-AA65 


112. REPORTING OF SIGNIFICANT 
DESIGN AND CONSTRUCTION 
DEFICIENCIES 

Abstract: Entry incorporated into an 
unpublished rule “Reporting of Defects 
and Noncompliance -- Part 21” (RIN 
3150-AA68). 


Timetable: 
Action 


113. SAFEGUARDS REQUIREMENTS 


try incorpora 
unpublished rule “Changes in Physical 
Security Plans; Licensees Possessing or 
Issuing Special Nuclear Material of 
Moderate and Low Strategic 
Significance” Part 70 (RIN 3150-AA95). 


FR Cite 


UNIFIED AGENDA 


114. @ACCESS TO AND PROTECTION 
OF NATIONAL SECURITY 
INFORMATION AND RESTRICTED 
DATA 


Legal : 42 USC 2201; 42 USC 
2165; 42 USC 5841 


CFR Citation: 10 CFR 25; 10 CFR 95 


Abstract: The final rule (1) modifies the 
requirements for requesting access 
authorizations for individuals who 
possessed authorizations on the 
effective date of Part 25, (2) establishes 
a requirement to maintain records 
concerning visits to and from affected 
licensed facilities involving classified 
information, (3) provides additional 
guidance to affected licensees for 
handling classified drafts of documents 
and working papers as well as guidance 
for obtaining approvals for the security 
of telecommunications and ADP 
systems where classified information is 
involved, and (4) addresses the 
requirements for classifying, 
declassifying and safequarding National 
Security Information as set forth in the 
new EO 12356 and Implementing 
Directive. These final amendments are 
necessary to incorporate experience 
gained under the current regulations, 
comply with the requirements of the 
new Executive Order 12356, and 
prohibit the unauthorized disclosure of 
National Security Information and 
Restricted Data. 


Timetable: 
Action Date FR Cite 


NPRM 12/30/82 47 FR 58275 
NPRM Comment 12/30/82 47 FR 58275 
Period Beai 


Completed Actions 


Action Date 


NPRM Comment 01/31/83 
Period End 

Final Action 

Final Action 
Efiect 

Smaii Entity: No 

Agency Contact: Raymond J. Brady, 

Nuclear Regulatory Commission, Office 

of Administration, Washington, DC 

20555, 301 427-4472 

RIN: 3150-AB18 


06/01/83 48 FR 24318 
07/01/83 


115. TPARTIAL REGIONALIZATION OF 
THE OPERATOR LICENSING 
FUNCTION TO INCLUDE REGION | 


CFR Citation: 10 CFR 55 


Abstract: This final rule will amend 
NRC regulations to reflect the 
delegation of licensing authority 
pertaining to the operator licensing 
function to the Regional Administrator 
of Region I. Assignment of this licensing 
authority to the Regional 
Administrators of Regions II and III 
was promulgated in a final rule on 
December 22, 1982 (47 FR 56984). 


Timetable: 
Action 


Final Action 

Final Action 
Effective 

Small Entity: No 

Agency Contact: Don H. Beckham, 

Nuclear Regulatory Commission, Office 

of Nuclear Reactor Regulation, 

Washington, DC 20555, 301 792-4868 


RIN: 3150-AB30 


Date FR Cite 


07/21/83 48 FR 33243 
07/21/83 48 FR 33243 


116. @URANIUM MILL TAILINGS; 
SUSPENSION OF SELECTED 
PROVISIONS 


Legal Authority: PL 97-415 
CFR Citation: 10 CFR 40 


Abstract: The final rule suspends 
selected portions of its regulations 
dealing with the disposal of uranium 
mill tailings. The provisions suspended 
are those which would be affected by 
recently published proposed 
Environmental Protection Agency (EPA) 
standards for protection of the 
environment from these wastes. The 
result of this suspension will be to 
place in abeyance certain Commission 
regulations that could have a significant 
cost impact on its licensees if the 
regulations were implemented before 
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= 42 USC 2165; 42 USC 
2201; 42 USC 5841; 42 USC 9701 


CFR Citation: 10 CFR 25 


requests. This action is necessary to 
allow the NRC to promptly comply with 
OPM’s revised cost adjustments and 
recover the current costs incurred in 
processing access authorizations. 


Timetable: 
Action 


08/03/83 48 FR 35069 
06/03/83 48 FR 35069 


Final Action 
Final Action 
Effective 


‘Small Entity: No 


Contact: Richard A. Dopp, 


’ Nuclear Regulatory Commission, Office 


of Administration, Washington, DC 
20555, 301 427-4549 


RIN: 3150-AB23 


118. @GROUP LICENSING FOR 
CERTAIN MEDICAL USES: ALBUMIN 
COLLOID 


Legal : 42 USC 2111; 42 USC 
2201; 42 USC 2232; 42 USC 2233; 42 USC 
5841 


CFR Citation: 10 CFR 35 


Abstract: This final rule adds a new 
reagent kit, used to prepare the 
radiopharmaceutical technetium-99m 
labeled albumin colloid to NRC’s list of 
authorized radioactive drugs and 
reagent kits. This action places the 
radiopharmaceutical, albumin colloid, 
in the list contained in Sec. 35.100 in 
which NRC sets forth groups of medical 
uses of byproduct material that have 
similar requirements for user training 
and experience, facilities and 
equipment, and radiation safety 
procedures. This action allows Group 
Ill licensees to use the reagent kit used 
to prepare technetium-99m labeled 
albumin colloid without obtaining a 
license amendment authorizing the use. 
This reduces administrative costs by 
eliminating the need to obtain an 
amendment to the license. 


Timetable: 
Action 


Final Action 
Final Action 
Effective 


Date FR Cite 


06/22/83 48 FR 28431 
06/22/83 48 FR 28431 


‘Small Entity: Not Applicable 


Agency Contact: William J. Walker, Jr.. 
Nuclear Regulatory Commission, Office 
of Nuclear Material Safety, and 


Safeguards, Washington, D.C. 20555, 202 
427-4232 


RIN: 3150-AB28 
ER I TTT 


119. @SUSPENSION OF EXEMPTION 
PERMITTING USE OF GLASS ENAMEL 
AND GLASS ENAMEL FRIT 
CONTAINING SMALL AMOUNTS OF 
URANIUM 


Legal Authority: 42 USC 2201; 42 USC 
5841 


CFR Citation: 10 CFR 40 


Abstract: The Nuclear Regulatory 
Commission is suspending provisions of 
its regulations that exempt the use of a 
glaze containing small amounts of 
uranium in consumer products, such as 
jewelry, from the specific licensing 
requirements applicable to source 
material. The NRC is taking this action 
because it has learned that certain 
cloisanne jewelry is painted with a 
glaze that contains small amounts of 
uranium. This action will prohibit the 
further import or distribution of the 
jewelry until the NRC can reevaluate 
the exemption in the context of the 
principle that any exposures to 
radiation should be avoided unless 
there is a resulting benefit. The 
suspension will be in force until the 
NRC completes its final action 
following its reevaluation of the 
exemption or June 30, 1985, whichever 
comes first. 
Timetable: 
Action 
Final Action 
Final Action 
Effective 
Small Entity: Not Applicable 
Agency Contact: Anthony N. Tse, 
Nuclear Regulatory Commission, Office 


of Nuclear Regulatory Research, 
Washington, DC 20555, 301 443-7825 


RIN: 3150-AB25 
[FR Doc. 83-28073 Filed 10-14-83; &:45 am] 


BILLING CODE 7590-01-T 


Date FR Cite 


07/25/83 48 FR 33697 
07/25/83 48 FR 33697 





Part LI 


Securities and 
Exchange 
Commission 


Regulatory Flexibility Agenda and Rules 
Scheduled for Review 





' 


17 CFR Ch. ll 
[Release No. 33-6481, 34-2011 1, 35-23042, 


AGENCY: Securities and Exchange 


ACTION: Publication of Regulatory 
Flexibility Agenda and Rules Scheduled 
for Review. 


SUMMARY: The Securities and 
Exchange Commission is today 
publishing an agenda of its open and 
anticipated rulemaking actions, 
pursuant to Chapter Six of the* 
Administrative Procedure Act and 
Office of Management and Budget 
Bulletin 83-15. The agenda is intended to 
provide advance notice of rulemaking 
actions which may have a significant 
economic impact on a substantial 
number of small entities. The 
Commission is also publishing a list of 
rule reviews anticipated to be completed 
during the next twelve months. The 
Commission is seeking public comment 
on particular open or anticipated 
rulemaking actions identified in Part I of 
the agenda and on the identified rules 
scheduled for review. 


DATE: Comments are due by December 
31, 1983. 

ADDRESSES: Persons wishing to submit 
written views should file three copies 
thereof with George A. Fitzsimmons, 
Secretary. Securities and Exchenge 
Commission, 450 5th Street, N.W., Room 
6184, Washington, D.C. 20549. All 
submissions should refer to File No. S7- 
989, and will be available for public 
inspection at the Commission's Public 
Reference Room, Room 1026, at the 
same address. 


FOR FURTHER INFORMATION 
CONTACT: Joseph A. Meiburger, Jr., 
Directorate of Economic and Policy 
Analysis, Securities and Exchange 
Commission, 450 5th Street, Room 7169, 


*5 U.S.C. 602{a). 
75 U.S.C. 610{a). 


Stop 7-6, Washington, D.C. 20549 (202- 
272-7110). Additional names of persons 
to contact are identified with each entry. 


SUPPLEMENTARY INFORMATION: 
The Regulatory Flexibility Act (“RFA”) 
(Pub. L. No. 96-354, 94 Stat. 1164 
[September 19, 1980]) requires each 
federal agency during April and October 
of each year to publish in the Federal 
Register a regulatory flexibility agenda 
identifying any rules which the agency 
expects to propose or adopt which are 
likely to have a significant economic 
impact on a substantial number of small 
entities (the “significant impact 
criterion”). ' Part I of this agenda 
contains 55 entries for all open and 
anticipated (within the next twelve 
months) rulemaking actions which may 
meet this criterion. 


Pursuant to a separate requirement of 
the RFA, ? the Commission published in 
June 1981 a plan for the periodic review 
of all rules issued by the agency which 
may have a significant economic impact 
upon a substantial number of small 
entities. * The plan provides for the 
review of all such rules in effect on 
January 1, 1981 within ten years of that 
date and for the review of such rules 
adopted thereafter within ten years of 
the publication of their adoption as final 
rules. The RFA further requires 
publication each year of a list of those 
rules which are to be reviewed during 
the succeeding twelve months.‘ Part II of 
the agenda contains these 16 entries. 
Since the scope of the Commission's 
review of its rules extends beyond the 
requirements of the RFA, some rules 
listed in this part of the agenda may not 
be required to be reviewed, but the 
Commission is identifying them on the 
agenda in order to fully inform the 
public of its intention to review them. 
Part Ill of the agenda identifies the 21 
rulemaking actions and rule reviews 
which have been completed since the 
last RFA release was approved by the 
Commission on April 25, 1983 (Release 
No. 33-6457 [48 FR 18762]). The agenda 
which follows relies on the definitions of 
the term “small entity” for purposes of 
the RFA which were adopted by the 
Commission for the various categories 
of regulated entities.* 


* See Securities Act Release No. 6362 (June 24, 
1961) [46 FR 33287]. 


Federal Register / Vol. 48, No. 201 / Monday, October 17, 1983 / Unified Agenda 


Several entries in Part I of this agenda 
represent recommendations which were 
developed through a research forum 
held in Washington, D.C. in November 
1982. The purpose of the forum was to 
gather information regarding the 
strengths and weaknesses of the of the 
Commission's disclosure system from a 
group of its users. These items have 
been included in this agenda to notify 
the public of Commission consideration 
of recommendations made by forum 
participants. Among the current and 
anticipated rulemaking actions are 
entries dealing with possible accounting 
rules and research studies regarding off- 
balance sheet obligations, segment 
reporting and quarterly financial 
reporting. 

As provided by the RFA, the 
publication of this regulatory flexibility 
agenda does not preclude the 
Commission from considering or acting 
on any matter not included therein, nor 
is the Commission required to consider 
or act on any matter which is included 
therein.* Furthermore, the inclusion of a 
rule in the Commission's regulatory 
flexibility agenda reflects only the 
staff's preliminary judgment that the 
rule, if promulgated, may have a 
significant economic impact on a 
substantial number of small entities. 
This preliminary judgment may be 
changed upon further development and 
analysis. 


The Commission is incorporating a list 
of the agenda entries as a part of this 
release. The documents themselves 
(standardized data entry forms and 
computer printout pages) will be 
available in the Commission's public 
reference room (File S7-989, as noted 
above} and the text of these documents 
will be published in the Federal Register 
as part of the Unified Agenda on or 
before October 31, 1983, pursuant to the 
requirements of Section 602(a) of the 


RFA as noted above. 
The Commission invites public 


comment on its agenda and on the rules 
scheduled for review in 1983. 


By the Commission. 
DATED: August 25, 1983. 


George A. Fitzsimmons, 
Secretary. 


*5 U.S.C. 610{c). 

5 See Securities Act Release No. 3380 (January 28, 
1982) [47 FR 5215]. 

*5 U.S.C. 602(d). 
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Current and Projected Rulemakings 


Disclosure About insurance Reserves. 
Rescission of Obsolete Rules and Technical Revisions and Corrections 
Recognition of Gain or Loss on Transfers of Oil and Gas Producing Properties Under Full Cost Method of Accounting... 


SSeC@CVNAMAONnND— 


General Rules under the Securities Act of 1933--The “100 Series”— Rules 100 through 180 (excluding Rules 137, 


- 
Ls) 


> = 
>o 


Rule 145 ~ Proposed Form F-4 and other rules and forms relating to disclosure in connection with business 
involving foreign companies 


= 
a 


— = 
No@ 


88s 


Advisory 

Rules 16a-1 to 16a-11 -- Reports of Directors, Officers, and Beneficial Stockholders 

Rules 16b-1-16b-11 - - Exemptions from Section 16(b) of the Securities Exchange Act of 1934 
*Rules 16c-1 -16c-3 - Exemption Of Certain i 

Rule 16e-1 - 


i Exchange 
249.103--249.104—Forms 3 and 4 - Forms For Reports To Be Filed By Officers, Directors, and Security Holders 
Rule 415 - Delayed Or Continuous Offering And Sale of Securities 


22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 


> 
— 


SS ne ee nen een neat 
Statements filed by Unit investment Trusts 
Rules. 


SRSGRE 


Companies... 
Proposed Rules 11a-3 and 11a-4 Under the Investment 


Rule 17j-1 under the Investment 

Proposed Rule 22d-6 Under the investment Company Act 

Rule 202-1 under the Investment Advisers Act of 1940, Exclusion of certain persons who offer investment advice to 
their employer-sponsored employee benefit plans 

Rule 204-2 Under Investment Advisers Act of 1940 (“Adviser's Act”) - Books and Records to be Maintained by 
Investment Advisers 

Rule 205-3 Under the investment Advisers Act of 1940 

Rules 206(3)-2 under the investment Advisers Act of 1940 


Sa F BR28S 
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SBSLISRLBR2AGSS 


ft 
-~ 


72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
ss 
85 
86 
87 
88 
89 
90 
91 
92 
93 
94 


Current and Projected Rulemakings—Continued 


Rule 10b-7 — Stabilizing to Facilitate a Distribution 
Rule 11Aa2-1 — Designation of National Market System Securities 


Rule 11Ac1-1 — Firm Quotation Rule 

Rule 11Ac1-2 — Vendor Display Rule... 

Rule 12d2-1 — Suspension of Trading 

Rule 12d2-2 — Removal from Listing and Registration of Matured Redeemed or 

Rule 17a-17 — Requirements for Block Positioner Exempt Credit Form X-17A-17 - Ran damnenntamiaa 
Rule 171-1 — Requirements for Reporting and Inquiring with Respect to Missing, Lost, Counterfeit or Stolen Securities ... 
Rule 19b-3 — Prohibiting Fixing of Rates of Commission by Exchanges 

Rule 19b-4 - - - Filings with respect to proposed rule changes by self-regulatory organizations 


Rule 3a12-1-Exemption of certain mortgages and interests in mortgages 
ee Cee Ce Maes eS eee 
subdivisions thereof 


Securities Exchanges... 
Securities Exchange Act Rule 152-5; ee ee eee 
Securities Exchange Act Rule 15c2-1: Hypothecation of Customers’ Securities 


IO sre ainne iinet anges des bbeemneconiaréicospassasucbisenststoeassecsescngiccesssuesenapbocoesesl 
Rule 0-1 under the investment Company Act of 1940 - Definition of Terms Used in the Rules and Regulations 
Rule 13a-1 ee ee ee Oe Se 


Oe ee ee Exemption for initial Period from Vote of Security Holders 
on Independent Public Accountants for Certain Registered Separate Accounts 
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SECURITIES AND EXCHANGE COMMISSION (SEC) 


Abstract: The staff will study the area 
of off-balance sheet obligations to 
determine whether to recommend 
action by the Commission. Participants 
at the Commission's November, 1982 
Research Forum on the disclosure 
system suggested that standard 
footnote disclosure about such 
obligations is needed in view of the 
increasing number and complexity of 
transactions. 


Date 
12/31/83 


Saenaasta: thal 
complete 


Small Entity: Undetermined 

. Agency Contact: Lawrence Jones, 
Professional Accounting Fellow, 

Securities and Exchange Commission, 

Office of the Chief Accountant, 450 5th 


78m; 15 USC 78n; 15 USC 78(w); 15 USC 
CFR Citation: Not yet determined 


amendments to rules or forms to assist 
investors in comparing reserving 
practices of different property-casualty 
insurance companies. The adequacy of 
estimated loss reserves for property- 
casualty insurance companies is 
uncertain. The level of uncertainty 


social and other conditions which will 


influence the amount of future loss 
payments. Estimated reserve amounts 
are material factors in the computation 
of year-to-year earnings of an insurance 
company and in the assessment of its 
financial.condition. The failure of 
several insurance companies has been 
ascribed to inadequate provision for 
future losses. The project is in a very 
preliminary state. The Commission will 
consider various alternative disclosures 
and the related costs and benefits. 


Timetabie: 

Action Date 
NPRM 12/31/83 
Small Entity: Undetermined 
Agency Contact: Jeremiah Harrington, 
Staff Accountant, Securities and 
Exchange Commission, Office of the 
Chief Accountant, 450 5th Street, NW, 
Washington DC 20549, 272-2130 


RIN: 3235-AA75 
| EMER RS ASO ERECTOR ET 


3. RESCISSION OF OBSOLETE RULES 
AND TECHNICAL REVISIONS AND 
CORRECTIONS 


Priority: Undetermined 


Legal = 15 USC 77f; 15 USC 
77g; 15 USC 77}; 15 USC 77s{a); 15 USC 78; 
15 USC 78m; 15 USC 78n; 15 USC 780(d); 15 
USC 78w; 15 USC 79e; 15 USC 79n; 15 USC 
79t; 15 USC 80a-8; 15 USC 80a-30; 15 USC 
80a-37(a) 


CFR Citation: 17 CFR 210.1-02(v\(3); 17 
CFR 210.3-15(a); 17 CFR 210.4-08(@); 17 CFR 
210.4-08(k); 17 CFR 210.4-08(); 17 CFR 
210.4-10(k{(7) and (8); 17 CFR 210.5A-01 to 
5A-03; 17 CFR 210.8-01 to 8-03 


rescission of various obsolete rules, 
such as Articles 5A and 8 and related 
rules of Regulation S-X, and the . 
amendment of other rules to make 
technical revisions and corrections or 
update the rules to reflect current 
financial reporting experience. These 
rules will be reviewed concurrently 
with any rulemaking action. 
Timetabie: 

Action Date 
NPRM 10/31/83 
Small Entity: Undetermined 
Agency Contact: Dorothy Walker, 
Professional Accounting Fellow, 


Current and Projected Rulemakings 


Securities and Exchange Commission, 
Office of the Chief Accountant, 450 5th 
Street, NW, Washington, DC 20549, 282 
272-2130 


RIN: 3235-AA74 


79t; 15 USC 77h; 42 USC 6368 


CFR Citation: 17 CFR 210.4-10()(3)(ii); 17 
CFR 210.4-100)(6)(); 17 CFR 2104 
1007) 


generally prohibit the recognition of 
gain or loss on transfers of oil and gas 
producing properties accounted for 
under the full cost method. This staff 
recommendation is based on the view 
that gain or loss recognition is 
inconsistent with the basic concept of 
full cost accounting, under which the 
costs of individual properties lose their 
identity when accumulated in a cost 
center. This recommendation represents 
a change from the Commission's earlier 
proposal which would have permitted 
recognition on properties segregated in 
a lease brokerage account and for 
which no significant economic interest 
would be retained. The arguments of 
commentators to the proposal 
convinced the staff that permitting 
income recognition on the basis of a 
lease brokerage concept would be 
unworkable. It is euieatadaatile 
whether the prohibition against gain or 
loss recognition could affect a 
registrani’s competitive or capital 
raising position. 
Timetable: 

-Action Date 


NPRM . 09/00/83 

NPRM Comment 09/00/83 
Period Begin 

NPRM Comment 12/31/83 
Period End 


Smail Entity: Undetermined 
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Legal Authority: 15 USC 77f; 15 USC 

77g; 15 USC 77j; 15 USC 77s{a); 15 USC 78t; 

15 USC 78m; 15 USC 78n; 15 USC 780(d); 15 

ae ee SSE 
79t 


CFR Citation: 17 CFR 229.101(b) 


Legal = 15 USC 77f 15 USC 
77g; 15 USC 77; 15 USC 77s{a); 15 USC 
78m, 15 USC 780(d); 15 USC 78w(a); 15 USC 
78n 


CFR Citation: 17 CFR 249.308a; 17 CFR 
210.10-01; 17 CFR 229.302(a) 


for condensed financial statements was 
widely favored and the requirement for 
the prior year-end balance sheet was 
adopted. The staff will review these 
rules, in part because of 
recommendations made by participants 
in the Commission's November, 1982 
Research Forum on the disclosure 
system that the rules be revised to 
require full, rather than condensed, 
financial statements, comparative 
quarter rather than the prior, year-end, 
balance sheet, and quarterly segment 
data. In addition, the staff will review 
the requirement for disclosure of 
selected quarterly financial data in 
annual reports. These rules will also be 
reviewed concurrently with this staff 
project. 

Timetable: 

Action Date 
ANPRM 12/31/83 
Small Entity: Undetermined 


Agency Contact: Robert Herdman, 
Professional Accounting Fellow, 
Securities and Exchange Commission, 
Office of the Chief Accountant, 450 5th 
Street, NW, Washington, DC 20549, 202 
272-2130 


RIN: 3235-AA55 


FR Cite 


DISCLOSURE RULES 


7. @SMALL ISSUER PERIODIC 
REPORTS 


Legal Authority: 15 USC 77s(a) 
CFR Citation: Not yet determined 


Abstract: The Securities Exchange Act 
of 1934 (the “Exchange Act”) imposes 
periodic reporting requirements on 
companies subject to Sections 13({a) and 
15{d) of the Exchange Act. Because 
these reporting requirements may not 
be entirely appropriate for companies 
of all sizes, the Commission plans to 
review the Exchange Act reporting 
system as it pertains to small 
businesses, with a view toward 
relieving certain small businesses from 
some of the requirements therein. The 
Commission has not yet determined the 
alternatives available or the costs of 
revising these requirements. 


Current and Projected Rulemakings 


Agency Contact: Steve Holtzman, 
Special Counsel, Securities and 
Exchange Commission, Division of 
Corporation Finance, 450 5th Street, 
NW, Washington, DC 20549, 202 272- 
2644 


RIN: 3235-AA91 
|S ae CR Nl SRN TRE 


8. CONSENTS TO SERVICE 
Priority: Undetermined 
CFR Citation: Not yet determined 


Abstract: Foreign private issuers that 
voluntarily enter the U.S. capital 
markets are generally required to file 
disclosure documents with the 
Commission. Comments have been 
solicited on the general concept of 
requiring such issuers and certain 
related persons to consent to service for 
civil suits, administrative proceedings 
and investigations relating to such 
disclosure documents. “Alternatives 
being considered are requiring an agent 
in the U.S. and minimum lines of credit. 
Timetable: 

Action Date 
ANPRM 04/30/84 
Smaii Entity: Yes 
Agency Contact: Ronald Adee, Special 
Counsel, Securities and Exchange 
Commission, Division of Corporation 
Finance, 450 5th Street, NW, 
Washington, D.C. 20549, 202 272-3250 


RIN: 3235-AA56 


9. RECOMMENDATIONS OF THE 
COMPUTER TASK FORCE 


Priority: Undetermined 
Legal : 15 USC 77s Securities 
Act; 15 USC 78w(a) Exchange Act 


CFR Citation: 17 CFR 200; 17 CFR 240 


Abstract: In connection with its study 
of the application of computer 
technology to the Commission’s rules 
and regulations, with a view toward 
determining how the Commission may 
best use technological advances to 
benefit registrants, investors and others 
who contribute to or make use of 
information required to be disclosed 
under the various securities laws and 
the rules and regulations thereunder, 
the Commission will consider any 
rulemaking necessary to implement or 
accompany technological advances. For 
example, the Commission may propose 
rule changes concerning the transition 
from a paper-based information and 
disclosure system to a computer-based 
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07/01/84 
Small Entity: Undetermined 


Agency Contact: Eric E. Miller, 

Attorney Adviser, Securities and 

Exchange Commission, Division of 

Corporation Finance, 450 5th Street, 

NW (Stop 2-10), Washington, DC 20549, 
272-2589 


RIN: 3235-AA77 


accomplished by, among other things, 
highlighting cash remuneration in the 
Remuneration Table, permitting 
disclosure of remuneration paid 
pursuant to plans to be disclosed in 
connection with the descriptions of 
such plans, and focusing more on 
remuneration actually paid or vested 
than on contingent remuneration. The 
proposed amendments also are 
intended to reduce burdens on 
registrants to the extent possible 
without sacrificing investor protection. 
This would be achieved through such 
actions as establishing a de minimis 
threshold for disclosure of prerequisites, 
and decreasing the amount of 
information disclosed about options 
granted in previous years. In addition, 
while individual disclosure of the top 
five most highly compensated executive 
officers or directors would still be 
required, disclosure with respect to all 
officers and (cont) 


Timetabie: 

Action Date 

NPRM 01/17/83 

NPRM Comment 01/17/83 
Period Begin 

NPRM Comment 05/01/83 
Period End 

Final Action 


FR Cite 
48 FR 3625 
48 FR 3626 


09/30/83 


limited to executive officers and 
directors as a group. The Commission 
has specifically requested comment in 
connection with the proposed revision 
of Item 402, on the extent to which the 
proposed amendments would reduce 
burdens on registrants. 


Agency Contact: Elliot Pinta, Attorney 
Advisor, Securities and Exchange 
Commission, Division of Corporation 
Finance, 450 5th Street, NW, 
Washington, DC 20549, 202 272-2589 


RIN: 3235-AA00 


11. GENERAL RULES UNDER THE 
SECURITIES ACT OF 1933—THE “100 
SERIES”— RULES 100 THROUGH 180 
(EXCLUDING RULES 1%, 138 AND 
139) 


Priority: Undetermined 
Legal Authority: 15 USC 77s Securities 


CFR Citation: 17 CFR 230.100 to 230.180 
Abstract: The Commission is 
conducting a “sunset” review of the 
thirty-nine rules contained in the “100 
series” of general rules under the 
Securities Act. Generally, these rules 
define key terms used in the Securities 
Act. The object of this review is to 
eliminate any inconsistencies, to delete 
unnecessary, outmoded or duplicative 
rules and to update and revise the 
remaining provisions. This project is in 
addition to the separate project to 
review Rules 137, 138 and 139. 


Timetable: 
Action Date 
NPRM . 11/00/83 
Small Entity: Undetermined 


Additional information: CFR cite 
excludes 17 CFR 230.137, .138 and .139. 


FR Cite 


Exchange 

Corporation Finance, 450 5th Street, 
NW, Washington, DC 20549, 202 272- 
2589 


RIN: 3235-AA52 


12. @RULE 137, 138, & 139 - 
DEFINITON OF “OFFER FOR SALE” 
AND “OFFER TO SELL” IN SECTIONS 
2(10) AND 5(C) IN RELATION TO 
CERTAIN PUBLICATIONS 


Legal Authority: 15 USC 77(f); 15 USC 
77(g); 15 USC 77(s\a) 

CFR Citation: 17 CFR 230.137; 17 CFR 
230.138; 17 CFR 230.139 


Abstract: Rules 137, 138 and 139 
provide safe harbor gui under 
Section 5 of the Securities Act of 1933 
for determining the circumstances in 
which broker-dealers may publish or 
disseminate research reports 

an issuer in registration. Pursuant to its 
sunset review of the “100” series of 
rules, the Commission proposes to 
substantially review Rule 139, having 
determined that the requirements of 
Rule 139 need not be as extensive in 
order to protect investors in a manner 
consistent with the requirements of 
Section 5. Although the Commission 
proposes no revisions of Rules 137 and 
138, public comment will be solicited as 
to possible revisions of all three rules. 
This rulemaking action was previously 
part of RIN 3235-AA52, a larger action. 
Timetable: 

Action Date 
NPRM 10/01/83 
Small Entity: Undetermined 
Agency Contact: Gerard V. Comizio, 
Attorney Advisor, Securities and 
Exchange Commission, Division of 
Corporation Finance, 450 5th Street, 
NW (Stop 2-10), Washington, DC 20549, 
202 272-2589 


RIN: 3235-AB10 


13. RULE 144 AMENDMENTS 

Priority: Undetermined 

Legal Authority: 15 USC 77s(a) 

CFR Citation: 17 CFR 230.144 

Abstract: Presently, Rule 144 allows a 
non-affiliate to resell restricted 
securities after a holding period of three 
years if current information with 


respect to the issuer is available 
publicly. The proposed amendment 
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CFR Citation: 17 CFR 230.145; 17 CFR 
239.34 (New); 17 CFR 239.30 (New); 17 CFR 
240.15d-4 (New) 


Abstract: The Commission intends to 


techniques of incorporation by 


reference and multiple document 
delivery that are used in the integrated 
disclosure system. These revisions 
should reduce by approximately half 
the burden hours imposed on issuer 
preparing such forms. 


Timetable: 

Action Date 
NPRM 09/30/83 
Small Entity: Undetermined 
Agency Contact: Ronald Adee, Special 
Counsel, Securities and Exchange 
Commission, Office of International 


Corporate Finance, 450 5th Street, NW, 
Washington, DC 20549, 202 272-3250 


Legal Authority: 15 USC 77s(a) 
CFR Citation: 17 CFR 230.148 


Abstract: Rule 148 was adopted to 
provide a means for resale of securities 
issued by companies that are involved 
in proceedings under the Federal 
Bankruptcy Act. In light of amendments 
to that Act. Rule 148 will be re- 
examined to determine whether it 
should be combined into other existing 
regulations or rescinded entirely. This 
action should benefit the investing 
public by clarifying the procedures for 
resales in such situations without any 
additional costs and possibly with 
lowered costs. 

Timetable: 

Action Date 
NPRM 03/00/84 
Small Entity: Undetermined 
Agency Contact: William E. Morley, 
Deputy Chief Counsel, Securities and 
Exchange Commission, Division of 
Corporation Finance, 450 5th Street, 
NW, (Stop 3-3), Washington, DC 20549, 
202 272-2573 


FR Cite 


RIN: 3235-AA90 


16. @RULE 158 (DEFINITION OF 
TERMS) 


Legal : 15 USC 77f; 15 USC 
77g; 15 USC 77); 15 USC 77s(a) 


CFR Citation: 17 CFR 230.158 


Abstract: Rule 158 defines the terms 
“earning statement”, “made generally 


Current and Projected Rulemakings 


available to its security holders” and 
“effective date of the registration 
statement”. for purposes of the last 
paragraph of Section 11(a) of the 
Securities Act of 1933. The rule defines 
these terms with reference to certain 
reports filed under the Securities 
Exchange Act of 1934 and is intended 
to provide clarity and certainty with 
respect to those terms. As such, the rule 
should benefit some registrants by 
allowing them to use already filed 

Act reports to meet their 
obligations under the last paragraph of 
Section 11(a). 


Timetable: 
Action Date FR Cite 


NPRM 04/29/83 48 FR 19392 
NPRM Comment 04/29/83 48 FR 19392 
Period Begin 
NPRM Comment 06/10/83 
Period End 
Final Action 09/15/83 
Smaii Entity: Undetermined 


Agency Contact: Steven Molinari, 
Attorney Advisor, Securities and 
Exchange Commission, Division of 
Corporation Finance, 450 5th Street, 
NW (Stop 2-10), Washington, DC 20549, 
202 272-2589 


RIN: 3235-AA89 


17. @RULE 406 - NON-DISCLOSURE 
OF INFORMATION FILED WITH THE 
COMMISSION AND WITH ANY 
EXCHANGE 


Legal Authority: 
77s{a) 


CFR Citation: 17 CFR 230.406 


Abstract: Rule 24b-2 under the 
Securities Exchange Act of 1934 
provides a procedure by which the SEC 
may accord confidential treatment to 
certain information filed with the SEC. 
No rule promulgated under the 
Securities Act of 1933 provides a 
similar means by which the SEC may 
accord confidential treatment to 
submitters of information under the 
1933 Act to omit confidential 
information from their filing. Rule 406 
under the 1933 Act does, however, 
permit confidential treatment or 
contracts filed as exhibits to 1933 
registration statements. The 
Commission may amend Rule 406 along 
the lines of Rule 24b-2 in order to 
permit confidential treatment of 
additional materials filed under the 
1933 Act. This procedure would provide 
a benefit to filers under the 1933 Act at 
little additional costs. 


15 USC 77g; 15 USC 
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Date 
11/00/83 


Smali Entity: Undetermined 

Agency Contact: William E. Morley, 
Deputy Chief Counsel, Securities and 
Exchange Commission, Division of 
Corporation Finance, 450 5th Street, 
NW (Stop 3-3), Washington, DC 20549, 
202 272-2573 


RIN: 3235-AB05 


Abstract: As part of its review of proxy 
rules, regulations, and schedules, the 
Commission intends to revise the 
disclosure requirements under the 
federal securities laws relating to 
mergers, acquisitions, and other 
business combinations, focusing 
primarily on Form S-14 (17 CFR 239.23). 
Form S-14 is used for the registration of 
securities in business combination 
transactions under Rule 145 (17 CFR 
230.145). The Commission has found 
that in many cases the sheer volume of 
disclosure in connection with mergers, 
acquisitions and other business 
combinations tends to be confusing to 
security holders and burdensome for 
registrants to prepare. The Commission 
intends to revise the existing disclosure 
requirements of Form S-14 to provide 
streamlined, comprehensible disclosure 
to shareholders and to reduce 
compliance burdens on issuers 
consistent with the protection of 
investors. In developing proposals in 
this area and considering alternative 
approaches to the problem of reducing 
burdens while ensuring that sufficient 
information is available to security 
holders, the Commission will attempt to 
apply the techniques used in its 
integrated disclosure system, such as 
incorporation (cont) 


Timetable: 
Action Date 
NPRM 09/30/83 
Small Entity: Undetermined 


Additional information: ABSTRACT 
CONT: by reference and multiple 
document delivery. The proposed 
revisions are expected to benefit both 
issuers and investors and are not 
expected to result in significant 
additional burdens. A review of the 
rules and forms will be included in any 
rulemaking action. 

Agency Contact: Eric E. Miller, Staff 
Attorney, Securities and Exchange 
Commission, Division of Corporation 
Finance, 450 5th Street, NW, 
Washington, DC 20549, 202 272-2589 


RIN: 3235-AA01 


19. FORM S-18 REVISION 
Priority: Undetermined 


Legal : 15 USC 77s{a); 15 USC 
77f, 15 USC 77g; 15 USC 77h; 15 USC 77} 


CFR Citation: 17 CFR 239.28 


Abstract: Form S-18 is a simplified 
registration form for first-time public 
offerings. It provides for reduced and 
less burdensome narrative and financial 
statement requirement and to provide a 
more timely and less expensive 
registration process for smaller issuers. 
Proposed amendments would expand 
the availability of the form to issuers of 
up to $10 million of securities and 
revise the disclosure requirements on 
transactions with management. The 
amendments, if adopted, are not 
expected to produce significant 
additional costs but are expected to 
provide the benefit of registrations at 
less cost than on Form S-1. 


Timetable: 
Action Date FR Cite 


NPRM 07/08/83 48 FR 32359 
NPRM Comment 07/08/83 48 FR 32359 
Period Begin 
NPRM Comment 08/22/83 
Period End 
Final Action 
Final Action 
Effective 
Smail Entity: Yes 
Agency Contact: Suzanne Brannan, 
Staff Attorney, Securities and Exchange 


09/23/83 
10/21/83 


Current and Projected Rulemakings 


Commission, Division of Corporation 
Finance, 450 5th Street, NW, 
Washington, DC 20549, 202 272-2644 


RIN: 3235-AA51 


20. RULE 12G3-2 - EXEMPTIONS FOR 
FOREIGN PRIVATE ISSUERS 
Priority: Undetermined 

Legal Authority: 15 USC 781 Exchange 
Act 


CFR Citation: 17 CFR 240.12g3-2 
Abstract: This rule, adopted under 
Section 12(g)(3) of the Exchange Act, 
exempts certain foreign private issuers 
from the Commission's periodic 
reporting requirements if they furnish 
the Commission with copies of material 
made public in the country of domicile. 
The rule was initially designed to apply 
to foreign private issuers that had not 
voluntarily entered the U.S. capital 
markets. Changes in the structure of the 
over-the-counter markets, namely the 
advent of the NASDAQ quotation 
system, compel reconsideration of the 
rule because more foreign private 
issuers are now entering the U.S. 
capital markets by voluntarily listing 
their stocks on NASDAQ. One 
alternative being considered is making 
the exemptive provisions unavailable to 
issuers with securities quoted in 
NASDAQ. If it is retained or revised, 
the costs involved in compliance with 
the rule should be minimal because the 
rule relies solely on reports and 
documents required by foreign law or 
regulation. 

Timetable: 

Action Date FR Cite 


NPRM 10/28/82 47 FR 50292 
NPRM Comment 10/28/82 

Period Begin 
NPRM Comment 03/11/83 

Period End 
Next Action Undetermined 
Small Entity: Undetermined 
Agency Contact: Ronald Adee, Special 
Counsel, Securities and Exchange 
Commission, Division of Corporation 


’ Finance, 450 5th Street, NW, 


Washington, DC 20549, 202 272-3250 
RIN: 3235-AA02 


21. RULE 12H-3, PROPOSED 
SUSPENSION OF PERIODIC 
REPORTING OBLIGATIONS 
Priority: Undetermined 
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Citation: 17 CFR 240.12h-3 


Proposed new Rule 12h-3 
eieieedeee ng ae aay ct 
an issuer to file periodic reports 
pursuant to Section 15{d) of the 
Exchange Act with respect to two 
classes of securities: (1) any class of 
securities held of record by less than 
300 persons and issued by a person 
whose outstanding equity securities are 


persons. Either version of the proposed 
rule would reduce costs to affected 
issuers by eliminating the need for 
periodic reports. There would be no 


cost burden to issuers. 


CFR Citation: 17 CFR 240.14a-1 to 
240.14a-12: 17 CFR 240.14a-101; 17 CFR 
240.14a-102 


Abstract: As part of its proxy review 
program, the Commission intends to 
review the rules governing proxy 
contests, which are contained in 
Regulation 14A, promulgated under 

. Section 14{a) of the Exchange Act. 
Regulation 14A regulates the 
solicitation of proxies in regard to 
securities registered under Section 12 of 
the Exchange Act. In general, 
Regulation 14A specifies the 


information required to be disclosed to 
security holders to enable them to make 
informed decisions concerning 
authorization of proxies. This review 
focuses only on regulations concerning 
proxy contests. Rules 14a-3 through 14a- 
10 prescribe certain filing, 
dissemination and disclosure 
requirements with respect to all proxy 
solicitations, including proxy contests. 
Rule 14a-11 prescribes special 
requirements relating only to contested 
elections of directors. The number of 
proxy contests has risen in recent years 
and the rules relating to them have not 
been reexamined in some time. The 
Commission's goal in this review is to 
make sure that the rules pertaining to 
proxy contests still operate effectively 
ina ing this dynamic area, thus 
benefiting shareholders and issuers. 


Timetabie: 

Action Date 
NPRM 12/30/83 
Small Entity: Undetermined 


Agency Contact: Steven L. Molinaii, 
Attorney Advisor, Securities and 
Exchange Commission, Division of 
Corporation Finance, 450 5th Street, 
NW, Washington, DC 20549, 202 272- 
2589 


FR Cite 


RIN: 3235-AA03 
RR ER EEE ER ARRAS ES I 


23. ADVISORY COMMITTEE ON 
TENDER OFFERS 


Priority: Undetermined 
Legal Authority: 5 USC App. | Federal Ad- 
visory Committee Act 


CFR Citation: 17 CFR 240.14d-1 to 
240.14d-101; 17 CFR 240.14e-1 to 240.14e-3 


Abstract: The Advisory Committee was 
created to conduct an extensive 
examination of the tender offer process 
and other techniques for acquiring 
control of public companies and to 
recommend to the Commission any 
legislative and/or regulatory change the 
Committee deems necessary as 
appropriate to the current regulatory 
scheme. On July 8, 1983, the Committee 
submitted to the Commission its Report 
of Recommendations. Among other 
things, the Committee made 
recommendations with respect to the 
economic implications of tender offers 
and other acquisition techniques, the 
need for, nature and objectives of such 
activities and appropriate statutory and 


Current and Projected Rulemakings 


regulation modifications. The 
Commission intends to promulgate 


proposed regulatory changes related to 
the recommendations of the Committee. 


Timetable: 
Action 

NPRM 01/01/84 
Next Action Undetermined 
Smail Entity: Undetermined 


Agency Contact: Linda C. Quinn, 
Associate Director - Legal, Securities 
and Exchange Commission, Division of 
Corporation Finance, 450 5th Street, 
NW, Washington, DC 20549, 202 272- 
2579 


RIN: 3235-AA50 


24. @RULES 16A-1 TO 16A-11 — 
REPORTS OF DIRECTORS, OFFICERS, 
AND BENEFICIAL STOCKHOLDERS 


Legal Authority: 15 USC 78(b); 15 USC 
78w(a) 

CFR Citation: 
240.16a-11 


Abstract: Section 16(a) of the Securities 
Exchange Act of 1934 requires that 
officers, directors and principal 
stockholders of corporations whose 
securities are registered under that Act, 
must file public reports disclosing their 
ownership therein. Since 1934, the 
Commission has adopted a series of 
eleven rules under this section to 
implement the reporting requirement. 
The rules are technical and complex 
and, over the years, certain of their 
provisions may have lost significance. 
The Commission intends to conduct a 
thorough review of these rules with a 
view to their present suitability in terms 
of the statutory purpose, and their 
clarity from the standpoint of those 
who must comply with their 
requirements. The Commission does not 
anticipate that this review will result in 
additional costs to persons required to 
file reports. On the contrary, the 
Commission believes that such a review 
may result in savings to persons filing 
reports, with no lessening of the 
protection afforded the public by the 
reporting system. 


17 CFR 240.16a-1 to 
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Legal = 15 USC 78(b); 15 USC 
77p(b); 15 USC 78w(a) 


CFR Citation: 17 CFR 240.16b-1; 17 CFR 
. 2. Gr 


240.16b-10; 17 CFR 240.16b-11 


Abstract: Section 16(b) of the Securities 
Act of 1934 provides that 


transactions completed within six 
months in the equity securities of their 
corporation may be recovered by the 
corporation. Since 1934 the Commission 
has adopted eleven rules under this 
section exempting certain transactions 
from the recovery provisions of the 
statute. The rules are technical and 
complicated and the relevance of 
certain of their provisions has 
diminished by the passage of time and 
changing practices. The Commission 
intends to review these rules to 
examine their present suitability in 
terms of the purposes of the statute, 
and their clarity from the point of view 
of those who must rely on them. The 
Commission does not anticipate that 
this review will increase compliance 
costs. Rather, the Commission believes 
that may result in benefits to those who 
seek to rely on the exemptive 


09/00/84 
Small Entity: Undetermined 
Agency Contact: William E. Toomey, 
Assistant Chief Counsel, Securities and 
Exchange Commission, Division of 
Corporation Finance, 450 5th Street, 
NW (Stop 3-3), Washington, DC 20549, 
202 272-2573 


RIN: 3235-AB11 


26. @RULES 16C-1-16C-3 - 
EXEMPTION OF CERTAIN 
SECURITIES FROM SECTION 16(C) 


Priority: Agency Determination 
Legal Authority: 15 USC 77(b); 15 USC 


CFR Citation: 17 CFR 240.16c-1; 17 CFR 
240.16c-2; 17 CFR 240.16c-3 


Abstract: Section 16{c) of the Securities 
Exchange Act of 1934 prohibits officers, 
directors and principal stockholders 
from making short sales of the 
securities of their corporations. The 
Commission has adopted three 
exemptive rules under this section. 
Certain provisions of these rules may 
no longer be relevant to contemporary 
market practices. The Commission 
intends to review these rules and 
assess their effectiveness in terms of 
the statutory purpose. It is not 
anticipated that this review will result 
in any cost to the persons affected. 
Timetable: 

Action Date 
NPRM 09/00/84 
Small Entity: Undetermined 
Agency Contact: William E. Toomey, 
Assistant Chief Counsel, Securities and 
Exchange Commission, Division of 
Corporation Finance, 450 5th Street, 
NW (Stop 3-3), Washington, DC 20549, 
202 272-2573 

RIN: 3235-AA88 


27. @RULE 16E-1 - ARBITRAGE 
TRANSACTIONS UNDER SECTION 16 


Legal Authority: 15 USC 78(b); 15 USC 
78w(a) 


CFR Citation: 17 CFR 240.16e-1 


Abstract: Section 16(e) of the Securities 
Exchange Act of 1934 exempts foreign 
and domestic arbitrage transactions 
from the provisions of Section 16 of the 
Act, unless made in contravention of 
Commission rule. The Commission Has 
adopted only one rule under this 
section which relates to arbitrage 
transactions conducted by officers and 
directors of certain corporations. As 
part of its review of the rules adopted 
under Section 16, the Commission 
intends to reexamine this rule in light of 
the purpose of Section 16(e). It is not 
anticipated that this review will result 
in any costs to persons concerned with 
compliance. 


Corpora 

NW (Stop 3-3), Washington, DC 20549, 
202 272-2573 

RIN: 3235-AA99 


28. @RULE 248-2 — NON-DISCLOSURE 
OF INFORMATION FILED WITH THE 
COMMISSION AND WITH ANY 
EXCHANGE 


Legal Authority: 15 USC 768i; 15 USC 
78n{e) 


CFR Citation: 17 CFR 240.246-2: 17 CFR 
240.26 


Abstract: Rule 24b-2 under the 
Securities Exchange Act of 1934 and 
Rule 26 of the Commission’s Rules of 
Practice and Investigation provide a 
procedure by which the SEC may 
accord confidential treatment to certain 
information filed with the SEC. The 
application of these rules to tender 
offers, however, may result in the 
subject information being kept 
confidential during the duration of a 
tender offer even though the 
Commission staff ultimately determines 
confidential treatment is not justified. 
The Commission may amend these 
rules to provide expedited processing of 
confidential treatment requests relating 
to tender offer materials. This 
procedure would provide a benefit to 
bidders and subject companies filing 
tender offer materials pursuant to 
sections 14(d) and 13(e) under the 
Exchange Act at little additional cost. 


Timetable: 

Action Date 
NPRM 11/01/83 
Smali Entity: Undetermined 


Agency Contact: Joseph G. Connolly, 
jr., Chief, Securities and Exchange 
Commission, Division of Corporation 
Finance, 450 5th Street, NW, 
Washington, DC 20549, 202 272-3097 


RIN: 3235-AB03 
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Legal Authority: 15 USC 78(b); 15 USC 
78w(a) 


CFR Citation: 17 CFR 249.103; 17 CFR 
249.104 


Abstract: Section 16(a) of the Securities 
officers, 


this review will result in any additional 
compliance costs. Rather, it is believed 
that simpler reporting forms will yield 


Corpcerati 5 
NW (Stop 3-3), Washington, DC 20549, 
202 272-2573 


RIN: 3235-AB00 
ERE ZA RRR RRE E T SOR ES 


30. @RULE 415 - DELAYED OR 
CONTINUOUS OFFERING AND SALE 
OF SECURITIES 


Legal : 15 USC 77f, 15 USC 
77g; 15 USC 77; 15 USC 77s(a) 


CFR Citation: 17 CFR 230.415 
Abstract: Rule 415 is a procedural rule 
that permits the registration of 
securities to be offered and sold on a 
delayed or continuous basis. The Rule 


was adopted on a temporary basis in 
March of 1982 and, in September of 
1982, the Commission extended the 
effective date until December 31, 1983. 
The Rule is currently out for comment 
and the Commission expects to make a 
final determination on the Rule by 
November of 1983. 


NPRM 06/09/83 48 FR 27768 
NPRM Comment 06/09/83 

Period Begin 
NPRM Comment 09/12/83 

Period End 
Final Action 
Smaii Entity: No 
Agency Contact: Steven L. Molinari, 
Staff Attorney, Securities and Exchange 
Commission, Division of Corporation 
Finance, 450 5th Street, NW (Stop 2-10), 
Washington, DC 20549, 202 272-2589 


RIN: 3235-AB09 


11/00/83 


31. REGULATION 14A — 
SOLICITATION OF PROXIES 

Priority: Undetermined 

Legal Authority: 15 USC 78n(a) Exchange 
Act, 15 USC 78w(a) Exchange Act 

CFR Citation: 17 CFR 240.14a-1 to 
240.14a-12; 17 CFR 240.14a-101; 17 CFR 
240.14a-102 : 

Abstract: Regulation 14A specifies the 
information required to be disclosed to 
security holders to enable them to make 
informed decisions concerning 
authorization of proxies. Regulation 14A 
consists of twelve rules and Schedules 
14A and 14B. These provisions contain 
requirements regarding disclosures in, 
and dissemination and filing of, proxy 
solicitations with respect to a security 
registered pursuant to Section 12 of the 
Exchange Act, opposition solicitations 
with respect to the election of directors 
and annual reports to security holders 
accompanying or preceding a proxy 
solicitation with respect to a security 
registered pursuant to Section 12 of the 
Exchange Act. This regulation is being 
reviewed in conjunction with the 
Commission's examination of its proxy 
rules and will encompass any 
provisions not specifically covered in 
other related proxy review projects. 
The review will attempt to identify 
ineffective or outmoded rules and, as 
appropriate, rescind or replace such 


Current and Projected Rulemakings 


rules with alternatives designed to 
maximize shareholder protection while 
minimizing burdens on registrants. 
Timetable: 


Action 


NPRM 09/30/83 

Final Action 12/30/83 

Smaii Entity: Undetermined 

Agency Contact: Steven L. Molinari, 
Attorney Advisor, Securities and 
Exchange Commission, Division of 
Corporation Finance, 450 5th Street, 
NW, Washington, DC 20549, 202 272- 
2589 


Date FR Cite 


RIN: 3235-AA23 


PURSUANT TO SECTION 14(C) 
Priority: Undetermined 

Legal Authority: 15 USC 78n(a) Exchange 
Act; 15 USC 78w(a) Exchange Act 


CFR Citation: 17 CFR 240.14c-1 to 
240.14c-7; 17 CFR 240.14c-101 


Abstract: Regulation 14C consists of 
seven rules and Schedule 14C, which 
contain requirements as to the 
dissemination, content and filing of 
information statements in connection 
with annual or other meetings of 
holders of securities registered pursuant 
to Section 12 of the Exchange Act and 
annual reports to security holders 
accompanying or preceding such 
information statements. The Rules are 
intended to enable security holders to 
make informed voting decisions in any 
matters to be acted upon at annual or 
other meetings in those situations 
where proxies are not being solicited. 
This regulation is being reviewed in 
conjunction with the Commission's 
examination of its proxy rules. The 
review will attempt to identify 
ineffective or outmoded rules and, as 
appropriate, rescind or replace such 
rules with alternatives designed to 
maximize shareholder protection while 
minimizing burdens on issuers. The 
review also will update rules where 
necessary to accord with changes in 
state law. 


Timetable: 

Action Date 
NPRM 12/30/83 
Small Entity: Undetermined 


FR Cite 
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SEC 


Agency Contact: Steven L. Molinari, 
Attorney Advisor, Securities and 
Exchange Commission, Division of 
Corporation Finance, 450 5th Street, 
NW, Washington, DC 20549, 202 272- 
2589 


CFR Citation: 17 CFR 240.11A-1 


Abstract: In connection with the partial 
removal of exchange off-board trading 
restrictions through Rule 19c-3, the 
Commission has proposed a revised 
rule, Rule 11A-1, to address order 
exposure concerns. Proposed Rule 11A- 
1 would require exchange and over-the- 
counter market makers in Rule 19c-3 
securities, prior to executing an order 
as principal, to hold the order out for 30 
seconds, thereby allowing other market 
makers to compete for that order. 
Alternatively, the proposed rule would 
permit the market maker to compete fer 
orders by maintaining competitive 
quotations in the National Association 
of Securities Dealers’ Computer 
Assisted Execution System or the 
Cincinnati Stock Exchange's National 
Securities Trading System, and routing 
orders to those systems. The proposed 
rule also contains a number of specific 
exceptions to order exposure 
requirements. The Commission will 
consider public comment on the impact 
of the proposed rule on small broker- 
dealers in connection with its final 
rulemaking. 
Timetable: 
Action Date FR Cite 


NPRM Comment 12/23/82 
Period Begin 
NPRM 12/30/82 47 FR 58287 
NPRM Comment 03/01/83 
Period End 
Next Action Undetermined 
Smaii Entity: Undetermined 


Additional information: The 
Commission deferred adopting the Rule 
on an indefinite basis on July 28, 1983. 


Agency Contact: William W. Uchimoto, 
Staff Attorney, Securities and Exchange 
Commission, Division of Market 
Regulation, 450 5th Street, NW, 
Washington, DC 20549, 202 272-2409 


RIN: 3235-AA39 


34. PROPOSED RULE 1587-1 — 


Legal Authority: 15 USC 780(b)(7) Ex- 
change Act; 15 USC 78q Exchange Act; 15 
USC 78w Exchange Act 

CFR Citation: 17 CFR 240.15b7-1 


Abstract: Associated persons of SECO 
broker-dealers are currently subject to 
examination and filing requirements 
under Rule 15b8-1. Under the proposal, 
Rule 15b7-1 would replace Rule 15b8-1 
and upgrade the qualification standards 
applicable to SECO broker-dealers to 
parallel those of the NASD. The 
Commission considered exempting 
small broker-dealers from the rule, but 
instead modified the proposal to lessen 
the requirements applicable to small 
entities. The proposed examination fee 
would be approximately $40 and the 
filing fee would be $50. There are also 
costs involved in preparing for the 
examination and filling out the form. 
The benefits to the public are difficult 
to quantify. Qualification examinations 
help ensure that new entrants to the 
securities business understand the 
securities laws and are aware of their 
obligations to their customers. The 
benefits of the filing requirement 
include better surveillance of the 
activities of SECO broker-dealers. 


Timetable: 
Action Date 


NPRM Comment 05/04/82 

Period Begin 
NPRM 05/14/82 47 FR 20783 
NPRM Comment 07/01/82 

Period End 
Next Action Undetermined 
Smaii Entity: Yes 
Additional Information: Legislation has 
been enacted to end the SECO program 
and require all SECO broker-dealers to 


Current and Projected Rulemakings 


join the NASD by December 6, 1983. 
We anticipate withdrawing proposed 
rule 15b7-1 in the near future. 

Agency Contact: Sarah Ackerson, 
Branch Chief, Securities and Exchange 
Commission, Division of Market 
Regulation, 450 5th Street, NW, 
Washington, DC 20549, 202 272-2857 


RIN: 3235-AA07 


35. SECURITIES EXCHANGE ACT 
RULE 15C2-11 INITIATION AND 


CFR Citation: 17 CFR 240.15c2-11 


Abstract: Rule 15t2-11 regulates the 
publication and submission of over-the- 
counter quotations by brokers and 
dealers. For several reasons, the Rule, 
as currently drafted and administered, 
does not ensure that brokers and 
dealers will be precluded from 
furnishing arbitrary quotations for 
certain over-the-counter securities in a 
variety of situations. Accordingly, the 
Commission has solicited public 
comment concerning several 
amendments to the Rule and is 
reviewing compliance practices 
respecting certain of the Rule’s 
provisions. Publication of the proposed 
amendments will also provide an 
opportunity for a public review of Rule 
15c2-11 to determine whether it 
achieves its objectives at a reasonable 
cost. In that connection, the 
Commission has solicited comment on 
whether there is any continuing need 
for the Rule and whether the 
Commission should rescind it rather 
than adopt the proposed amendments. 


Timetable: 
Action 


NPRM SEC 
Release No. 34- 
19673 

NPRM * 04/14/83 

NPRM Comment 04/14/83 
Period Begin 

NPRM Comment 06/14/83 
Period End 

Final Action 00/00/00 

Next Action Undetermined 

Smaii Entity: Undetermined 


Date FR Cite 
04/13/83 48 FR 17111 
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15 USC 78q-1(d) Ex- 


CFR Citation: 17 CFR 240.17Ad-2(e) 


_ Abstract: The proposed amendment to 
Rule 17Ad-2{e) would establish a 
minimum standard for the 


amendment will be evaluated 


proposed 

in light of the relative costs and 
benefits to the public and affected 
transfer agents. 


Timetable: 
Action 
NPRM 


06/10/83 48 FR 28109 

NPRM Comment 06/10/83 48 FR 28109 
Period Begin 

NPRM Comment 09/01/83 


01/01/84 


Branch Chief, Securities and Exchange 
Commission, 450 Fifth Street, NW, 
Washington, DC 20549, 202 272-2775 


15 USC 78q-i(d) Ex- 


CFR Citation: 17 CFR 240.17Ad-2(e) 


Abstract: The proposed amendment to 
Rule 17Ad-2(e) would establish a 
minimum performance standard for the 
turnaround of certificates by certain 
transfer agents that qualify as small 
entities under the Regulatory Flexibility 
Act and that are — from certain 
Commission rules respecting the 


turnaround of certificates presented for 
transfer of record ownership. The 
proposed rule amendment is designed 
to reduce delays experienced by 
securityholders in obtaining transfer of 
ownership and thereby eliminate costs 
associated with those delays. The 
proposed amendmeni will be evaluated 
in light of the relative costs and 
benefits to the public and affected 
transfer agents. 


Timetabie: 
Action Date FR Cite 


NPRM 06/10/83 48 FR 28109 
NPRM Comment 06/10/83 48 FR 28109 
Period Begin 
NPRM Comment 09/01/83 
Period End 
Final Action 01/01/84 
Smaii Entity: Undetermined 


Agency Contact: Jonathan Kallman, 
Branch Chief, Securities and Exchange 


- Commission, 450 Fifth Street, NW, 


Washington, DC 20549, 202 272-2775 
RIN: 3235-AB13 


38. @RULE 17AD-5 - RESPONSE TO 
INQUIRIES 


Priority: Undetermined 
Legal Authority: 15 USC 78q-1(d) Ex- 
change Act 


CFR Citation: 17 CFR 240.17Ad-5 


Abstract: The proposed amendment to 
Rule 17Ad-5 would require registered 
transfer agents to respond to 
securityholder inquiries respecting 
dividend and interest claims within five 
business days of receipt. The registered 
transfer agent would not be required, 
however, to pay those claims within the 
time frame set forth in the proposed 
amendment. This amendment is 
designed to accelerate the time frame 
within which dividend claims are 
researched and settled. The proposed 
amendment will be evaluated in light of 
the relative costs and benefits to the 
public and the transfer agent industry. 


Timetable: 
Action Date FR Cite 


NPRM 06/10/83 48 FR 28109 
NPRM Comment 06/10/83 48 FR 28109 
Period Beas 
NPRM Comment 09/01/83 
Period End 
Final Action 00/00/00 
Smali Entity: Undetermined 


Current and Projected Rulemakings 


Agency Contact: Jonathan Kallman. 
Branch Chief, Securities and Exchange 
Commission, 450 Fifth Street, NW, 
Washington, DC 20549, 202 272-2775 


RIN: 3235-AB12 


INVESTMENT MANAGEMENT RULES 
39. MUTUAL FUND GOVERNANCE 
Priority: Undetermined 


Legal : 15 USC 80a-16(c); 15 
USC 80a-35; 15 USC 80a-6(c) 


CFR Citation: Not yet determined 


Abstract: On December 10, 1982, the 
Commission issued an advance concept 
release (Investment Company Act 
Release No. 12888, (47 FR 56509)) 
soliciting public comment on whether 
the Commission should propose rules or 
recommend legislation which would 
provide for an alternative form of 
mutual fund governance. Specifically, 
this release requests comment on 
whether mutual funds should be 
exempted from shareholder voting 
and/or director requirements under the 
Investment Company Act of 1940 (the 
“Act”) and, if so, whether conditions 
could be fashioned which would 
adequately insure against loss of 
investor protection. Although such 
changes might be effected through 
rulemaking, the Commission has 
indicated that, in its preliminary 
judgment, changes of this magnitude 
should be effected through legislative 
rather than administrative action. Since 
the costs and benefits of providing for 
an alternative scheme of mutual fund 
governance cannot be estimated at the 
present time, the release solicits 
specific comment on the costs and 
benefits which would result from such 
changes. Extension of comment period 
until April 18, 1983 was announced in 
Investment Company Act Release No. 
13012 (cont) 


Timetable: 
Action 


ANPRM Comment 
Period Begin 
ANPRM 12/10/82 47 FR 56509 
Ext’n of Comment 02/07/83 48 FR 6354 

Period to 
4/18/83 
ANPRM Comment 04/18/83 
Period End 
Next Action Undetermined 
Smali Entity: Undetermined 


Additional information: ABSTRACT 
CONT: (February 7, 1983) 48 FR 6354. 


Date FR Cite 


48 FR 6354 
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SEC 


Agency Contact: Mary Crook, 
Attorney, Securities and Exchange 
Commission, Division of Investment 
Management, 450 5th Street, NW (Stop 
5-2), Washington, DC 20549, 202 272- 


Legal = 15 USC 80a-30; 15 USC 
80a-31; 15 USC 80a-37 


CFR Citation: Not yet determined 


Abstract: The Commission is 
considering the concept of utilizing 
private entities in investment company 
examinations and imposing inspection 
fees, in order to supplement the 
Commission's investment company 
examination program. In light of the 
dramatic growth which has occurred in 
the investment company industry in 
recent years and the budgetary 
constraints under which the 
Commission operates, the Commission 
is considering what alternatives may be 
available to ensure that investment 
company examinations continue to be 
conducted with sufficient regularity. On 
February 23, 1983, in an advance 
concept release, (Investment Company 
Act Release No. 13044, 48 FR 8485), the 
Commission requested comment on a 
number of alternatives: (1) 
authorization of the creation of one or 
more self-regulatory organizations to 
conduct routine periodic examinations 
of investment companies; (2) use of 
investment company independent 
auditors to conduct certain additional 
procedures as a substitute for similar 
procedures now performed by 
Commission examiners during 
examinations; (3) some combination of 
these alternatives; and (4) collection of 
fees from investment companies to 
cover (cont) 


Date FR Cite 
02/23/83 48 FR 8485 


CONT: part or all of the cost of 


investment company examinations. It is 
not possible at this time to estimate the 
benefits and costs associated with the 
use of private entities in the 
examination program. In the advance 
concept release, the Commission 
specifically requested that 
commentators address these issues to 
the extent they are able to do so. The 
approximate cost to the Commission of 
conducting an investment company 
examination is $4,500. 


Agency Contact: Mary S. Champagne, 
Special Counsel, Securities and 
Exchange Commission, Division of 
Investment Management, 450 5th Street, 
NW (Stop 5-2), Washington, DC 20549, 
202 272-2079 


AND 
PARTICIPATIONS IN CERTAIN H.R. 10 
PLANS 


Priority: Undetermined 


Legal Authority: 15 USC 77c(a)(2); 15 
USC 77s(a) 


CFR Citation: 17 CFR 230.180 


Abstract: Rule 180 provides an 
exemption from the registration 
requirements of the Securities Act for 
interests and participations issued in 
connection with certain qualified H.R. 
10 plans. In order for interests in 
funding media issued to plans 
established by financially 
inexperienced employers to qualify for 
the rule’s exemption, the rule, as 
adopted, requires those employers to 
obtain financial advice from an 
independent expert prior to adopting 
the H.R. 10 plan. Among other things, 
the Commission is considering 
proposing an amendment to Rule 180 
that would codify a present “no-action” 
position regarding the situation where a 
financially unsophisticated employer 
has already established a plan for its 
employees without obtaining advice 
from an independent expert, and 
intends either to change the funding 
medium or add another funding medium 
to the choices already available to 
employees. The issuer of the funding 
medium in such a case would be in 
compliance with the rule if the issuer 
has reasonable grounds to believe and, 
after having made reasonable inquiry, 
does believe, that an independent 
financial expert reviewed the funding 
medium prior to the investment of the 
(cont) 


NPRM 12/31/83 
Small Entity: Undetermined 


Additional information: ABSTRACT 
CONT: plan’s assets in that funding 
medium. The type of amendment being 
considered would impose no additional 
compliance cost, and would increase 
the flexibility of existing plans and the 
number of investrment choices available 
to participating employees. 


Agency Contact: Forrest R. Foss, 
Attorney, Securities and Exchange 
Commission, Division of Investment 
Management, 450 5th Street, NW (Stop 
5-2), Washington, DC 20549, 202 272- 
2147 


RIN: 3235-AA08 


42. RULE 482 UNDER THE 
SECURITIES ACT OF 1933 — 
ADVERTISING BY AN INVESTMENT 
COMPANY AS SATISFYING 
REQUIREMENTS OF SECTION 10 


Priority: Undetermined 
Legal = 15 USC 77; 15 USC 
77s{a); 15 USC 80a 37a 


CFR Citation: 17 CFR 230.482; 17 CFR 
239.15; 17 CFR 274.11 


Abstract: As originally adopted, Rule 
482 permitted investment companies to 
distribute prospectuses that omitted 
information which was generally 
required in statutory prospectuses 
(“omitting prospectuses”) to potential 
investors by using various forms of 
public media, but not direct mail 
solicitations. Rule 482 also permitted 
money market funds to advertise their 
yields as determined in accordance 
with Item 17 of Form N-1. In Investment 
Company Act Release No. 13049 
(February 28, 1983) the Commission 
adopted temporary amendments to Rule 
482: (i) to permit investment companies 
to mail omitting prospectuses directly to 
potential investors; (ii) to modify the 
method by which money market funds 
calculate their yield by changing the - 
method by which the base period return 
is calculated for the purpose of 
eliminating the bias in favor of those 
funds that pay dividends monthly; and 
(iii) to permit money market funds to 
include a compound yield figure in their 
prospectuses and advertisements 
pursuant to Rule 482. Since the 
amendments relaxed certain restrictions 
on advertising they are expected ‘to 
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benefit investment ies by 
allowing them to compete more (cont) 


t, 450 5th Street, NW (Stop 


Legal Authority: 15 USC 77c(c) Securities 

Act, 15 USC 77s(a) Securities Act 

CFR Citation: 

230.610(a) 

Abstract: Regulation E exempts from 

ee 
and conditions, securities issued by any 


17 CFR 230.601 to 


Release No. 5977, September 11, 1978 
(43 FR 41383, September 18, 1978)). 
Specifically, the Commission is 
considering: (i) increasing the amount of 
securities that may be sold within a 
twelve month period under Regulation 
E from $500,000 to $1,500,000, and (ii) 
increasing the amount of securities that 
can be sold under Regulation E without 
the use of an offering circular from 
$50,000 to $100,000. In addition, the 
Commission is considering allowing 
Business Development Companies to 
use Regulation E by amending 
Regulation E and by adding a new 
schedule B to (cont) 


Timetable: 
Action Date 
NPRM 12/31/83 


Smaii Entity: Yes 
Additional information: ABSTRACT 
CONT: Regulation E for use by 
Business Development Companies. No 
method currently exists to quantify the 
costs to the small business investment 
company industry of complying with an 
amended Regulation E. However, to the 
extent that any such amendments make 

tion E available to more issuers, 
the staff is of the opinion that the 
benefits of complying with amended 
Regulation E would far outweigh the 
costs to such issuers of registration 
under the Securities Act. With respect 
to the costs imposed on the 
Commission by virtue of Regulation E 
amendments, the staff believes that the 
costs associated with proposed 
Regulation E amendments would be 
negligible. 
Agency Contact: Gregory K. Todd, 
Esq., Attorney, Securities and Exchange 
Commission, Division of Investment 

t, 450 5th Street, NW (Stop 

5-2), Washington, DC 20549, 202 272- 
7317 


RIN: 3235-AA09 


FR Cite 


44. SIMPLIFICATION OF 
REGISTRATION STATEMENTS FILED 
BY UNIT INVESTMENT TRUSTS 
Priority: Undetermined 


Legal Authority: 15 USC 80a-8; 15 USC 
77g; 15 USC 77} 

CFR Citation: 17 CFR 239.16; 17 CFR 
274.12 


Abstract: Forms S-6 and N-8b-2 are the 
registration statement forms under the 
Securities Act of 1933 and the 
Investment Act of 1940, 
respectively, for unit investment trusts. 


Current and Projected Rulemakings 


Included within Form S-6 is the trust's 
prospectus used in offering securities to 
the public. A substantial amount of the 
information required by Form N-8b-2 is 
also required by Form S-6. 
Consequently, one goal of the 
Commission with regard to 
simplification of registration statements 
for unit investment trusts is the 
integration of the disclosure 
requirements of Forms S-6 and N-8b-2. 
The Commission also believes that 
current prospectuses for unit investment 
trusts have become too cumbersome for 
the average investor to understand and 
that current disclosure requirements 
result in the dissemination of much 
information that is not necessarily 
material to an investment decision. 
Simplification of prospectus 
requirements for unit investment trusts 
will, therefore, make disclosure easier 
for investors to understand and reduce 
the costs and burdens on those 
registrants affected. Since the action 
will apply to all unit investment trust 
registrants it is expected to have a 
significant economic impact on a (cont) 


Timetable: 
Action Date 
NPRM 04/30/84 


Additional information: ABSTRACT 
CONT: substantial number of small 
entities. However, the contemplated 
amendments are still in the 
developmental stage and have not been 
formally proposed by the Commission. 
Thus, the extent of the simplification of 
unit investment trust prospectuses 
actually proposed and the attendant 
reductions in costs and burdens are as 
yet largely unknown, but are 
anticipated to be significant. 

Agency Contact: Larry Greene, 
Attorney, Securities and Exchange 
Commission, Division of Investment 
Management, 450 5th Street, NW (Stop 
5-2), Washington, DC 20549, 202 272- 
7320 


RIN: 3235-AA47 


45. REVISION OF INVESTMENT 
COMPANY PROXY RULES 


Priority: Undetermined 
Legal > 15 USC 78n; 15 USC 
78w, 15 USC 80a-20; 15 USC 80a-37 


CFR Citation: 17 CFR 240.14a-1 to 
240.14a-102; 17 CFR 240.14b-1; 17 CFR 
240.14¢-1 to 240.14c-101; 17 CFR 270.20a-1; 
17 CFR 270.20a-2; 17 CFR 270.20a-3 
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SEC 


Abstract: Absent an exception, every 
solicitation of a proxy, authorization or 
consent in respect of any security with 
respect to which a registered 
investment company is the issuer, is 
subject to rules adopted pursuant to the 
Securities Exchange Act of 1934 and the 
Investment Company Act of 1940 
concerning solicitations of proxies. 
Solicitations to which the rules apply 
may not commence unless each person 
solicited is furnished or has previously 
been furnished with a proxy statement 
containing specified information 
prepared in accordance with certain 
rules and the material has been filed 
with the Commission. The existing 
proxy rules were adopted in piecemeal 
fashion and have been the subject of 
frequent changes. This has led to 
certain duplicative and, in certain 
cases, complex requirements. To the 
extent that a proxy statement contains 
repetitive material or is overly 
complicated and difficult to read, it may 
not effectively perform its intended 
function of communicating meaningful 
information to security holders in order 
that they may make informed voting 
decisions. In order to update the proxy 
regulations and, in doing so, improve 
the (cont) 
Timetable: 
Action Date 
NPRM 12/30/83 
Small Entity: Undetermined 


Additional information: ABSTRACT 
CONT: readability of proxy statements 
and eliminate unnecessary disclosure 
costs, the Commission has commenced 
a comprehensive review of the proxy 
regulations as they relate to investment 
companies. There does not currently 
exist a basis upon which to quantify the 
reduced costs and burdens of such 
action on those registrants affected. 
Since the action will apply to all 
registered investment companies 
soliciting proxies, unless the solicitation 
is excepted, the Action is expected to 
have a significant impact on a 
substantial number of small entities. 
However, the contemplated revisions 
are still in the developmental stage and 
have not yet been formally proposed by 
the Commission. Thus, the extent of the 
revision actually proposed and the 
attendant reductions in costs and 
burdens are as yet largely unknown, 
but are anticipated to be significant. 
Agency Contact: Larry Greene, 
Attorney, Securities and Exchange 


Commission, Division of Investment 
Management, 450 5th Street, NW (Stop 
5-2), Washington, DC 20549, 202 272- 
7320 


RIN: 3235-AA69 


Legal Authority: 15 USC 80a-6(c) Invest- 
ment Company Act; 15 USC 80a-37(a) invest- 


ment Company Act 
CFR Citation: 17 CFR 270.2a-5 


Abstract: The Commission is 
considering whether to propose an 
amendment to Rule 2a-5 under the 
Investment Company Act. Rule 2a-5 
presently affords a narrow exemption 
from that part of Section 2{a)(19) of the 
Act which defines as an interested 
person of another person any broker or 
dealer registered under the Exchange 
Act or any affiliated person of such a 
broker or dealer. The Commission will 
consider rulemaking that would 
broaden that exemption while still 
providing protection to investors. This 
would benefit regulated investment 
companies by increasing the pool from 
which directors may be chosen without 
contravention of, inter alia, Section 
10({a) of the Act which governs the 
composition of investment companies, 
boards of directors. The conditions set 
forth in the proposed rule will be those 
that the Commission believes necessary 
to protect investors and implement the 
policies of the Act. A potential cost of 
the amendment under consideration 
would be a requirement that the board 
of directors of any affected investment 
company determine that such company 
would not be adversely affected by 
compliance with the amended rule’s 
conditions; the time involved in such a 
(cont) 


Timetable: 

Action Date 
NPRM 09/30/83 
Small Entity: Undetermined 


Additional information: ABSTRACT 
CONT: determination may be viewed 
as a cost. It is believed, however, that 
these costs would be far outweighed by 
the benefits of the suggested 
amendment including alleviating the 
need for investment companies to 
formally apply for Commission 
exemptive orders in situations 


FR Cite 


Current and Projected Rulemakings 


addressed by the rule. As is presently 
the case, investment companies would 
still be able to seek exemptive orders, 
notwithstanding the existence of a 
generic rule. 


Agency Contact: Brian M. Kaplowitz, 
Attorney, Securities and Exchange 
Commission, Division of Investment 
Management, 450 5th Street, NW (Stop 
5-2), Washington, DC 20549, 202 272- 
3027 


RIN: 3235-AA11 


Legal Authority: 15 USC 80a-6(c); 15 
USC 80a-37(a); Investment Company Act, Sec 
6(c); Investment Company Act, Sec 38(a) 


CFR Citation: 17 CFR 270.3a-4 


Abstract: In Investment Company Act 
Release No. 11391 (October 10, 1980) (45 
FR 69479) the Commission proposed for 
public comment Rule 3a-4, which would 
deem investment management services 
providing their clients with 
individualized treatment not to be 
investment companies for purposes of 
the Act. The rule provides a “safe 
harbor” for any investment manager 
providing its clients with treatment 
based on the needs ana goals of each 
client. Under such circumstances, 
regulation of investment management 
services under the Act appears 
unnecessary. The proposed rule was 
intended to clarify the Commission's 
position on the question of “mini- 
accounts” by providing a safe harbor 
for certain investment management 
services and thereby provide some 
certainty to the public. The Commission 
does not expect any final action taken 
on the proposal to significantly affect 
the cost of providing investment 
management services. The public 
comment letters on the proposal have 
been reviewed and alternatives for final 
action are being formulated. 


Timetable: 


Action Date 


NPRM Comment 10/10/80 
Period Begin 

NPRM 10/21/80 

NPRM Comment 01/31/81 
Period End 

Final Action 12/31/83 

Small Entity: Undetermined 


FR Cite 
45 FR 69479 


45 FR 69479 
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SEC 
Additional information: NPRM is 
Release No. IC-11391 (10/10/80) 


CFR Citation: 17 CFR 270.6c-1 


Abstract: In Investment Company Act 
Release No. IC-12679 (September 22, 
1982} the Commission == = 
public comment a 

revision of Rule €o-1 under the Act. The 
recommended amendments would 
greatly expand Rule 6c-1 to exempt 
from all provisions of the Act certain 
finance subsidiaries of United States 


reduce the compliance burden faced by 
covered finance subsidiaries by 
obviating the need for them to file 
exemptive applications, The application 
procedure, of course, would still be 
available notwithstanding the rule's 
existence. 








09/22/82 47 FR 42578 


09/22/82 47 FR 42578 
11/05/82 
12/31/83 
Smaii Entity: Undetermined 
Additional information: NPRM is 
Release No. IC-12679 (09/22/82) 


Current and Projected Rulemakings 


Agency Contact: Jeffrey Puretz, Esq.. 
Attorney, Securities and Exchange 
Commission, Division of Investment 
Management, 450 5th Street, NW (Stop 
5-2), Washington, DC 20549, 202 272- 
3036 


RIN: 3235-AA13 


49. PROPOSED RULES 11A-3 AND 
11A-4 UNDER THE INVESTMENT 
COMPANY ACT 


Priority: Undetermined 


Legal Authority: 15 USC 80a-6(c); 15 
USC 80a-11(a); 15 USC 80a-37(a) 


CFR Citation: 17 CFR 270.11a-3; 17 CFR 
270.11a-4 . 


Abstract: The Commission is 
considering whether to propose a Rule 
11a-3 and a Rule 11a-4 which would 
exempt certain persons from the 
requirements of Section 11(a) of the 
Investment Company Act. That section 
generally prohibits any registered open- 
end investment company and the 
principal underwriter of its shares from 
making an offer to a shareholder to 
exchange his security for another 
security on any basis other than the net 
asset values of the securities to be 
exchanged without approval of the 
Commission. Section 11(c) extends the 
prohibitions of Section 11(a) to offers of 
the securities of unit investment trusts. 
The Commission has issued numerous 
orders permitting open-end 
management companies and the 
principal underwriter(s) of their shares 
to make exchange offers on the basis of 
the relative net asset value of the 
securities being exchanged plus a sales 
load equal to the difference between 
the sales load which would otherwise 
be charged on the securities to be 
acquired and on the securities to be 
exchanged. The Commission has also 
issued orders permitting unit investment 
trusts and their sponsors to make offers 
of exchange based on the relative net 
asset (cont) 


Timetable: 

Action Date 
NPRM 12/31/83 
Small Entity: Undetermined 
Additional information: ABSTRACT 
CONT: value of the respective 
securities plus a fixed fee to cover 
expenses. The proposed rules would 


codify such orders (Rule 11a-3 for 
management companies; Rule 112-4 for 


FR Cite 


unit investment trusts) thereby 
eliminating the cost for small 
companies of preparing applications 
seeking the orders. Thus, the proposed 
rules would have a beneficial economic 
impact on such companies. The 
proposed rules would contain several 
conditions to assure the protection of 
investors. Any such conditions would 
be included in the rule in order to 
adequately protect investors against the 
abuses addressed by Section 11. 


Agency Contact: Forrest R. Foss, 
Attorney, Securities and Exchange 
Commission, Division of Investment 
Management, 450 5th Street, NW (Stop 
5-2), Washington, DC 20549, 202 272- 
2147 


RIN: 3235-AA14 


50. PROPOSED AMENDMENT TO 
RULE 17G-1 UNDER THE 
INVESTMENT COMPANY ACT 


Priority: Undetermined 


Legal Authority: 15 USC 80a-6(c); 15 
USC 80a-17(g); 15 USC 80a-37(a) 


CFR Citation: 17 CFR 270.17g-1 


Abstract: The Commission is 
considering whether to adopt an 
amendment to Rule 17g-1 under the 
Investment Company Act. The 
amendment was proposed for public 
comment in Investment Company Act 
Release No. 11193 (June 2, 1980) (45 FR 
38407). Rule 17g-1 requires every 
registered investment company to 
provide and maintain a bond against 
larceny and embezzlement covering 
officers and employees of the company. 
In some circumstances, the officers and 
employees of a company’s depositor, 
trustee, investment adviser or other 
manager and various affiliates of such 
persons, because they have access to 
the company’s assets, function as 
officers and employees of the 
investment company. The proposed 
amendment to the rule would clarify 
the scope of the rule by explicitly 
requiring the bonding of such persons. 
The principal cost associated with this 
rule would be the cost of a bond. That 
cost would vary according to the 
persons required to be bonded by the 
rule. In this regard, before adopting any 
amendment to the rule, the Commission 
will carefully consider what persons 
should be bonded to protect investors 
adequately, weighing the benefits of the 
protection against the cost of a bond. 
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FR Cite 


45 FR 38407 
45 FR 38407 


Date 
NPRM 06/02/80 
NPRM Comment 06/02/80 
Period ; 
NPRM Comment 07/18/80 
Period End 
Final Action 12/31/83 
Smail Entity: Undetermined 


Agency Contact: Mary Crook, 
Attorney, Securities and Exchange 
Commission, Division of Investment 
Management, 450 5th Street, NW (Stop 
5-2), Washington, DC 20549, 202 272- 
3010 


RIN: 3235-AA16 


51. RULE 17J-1 UNDER THE 
INVESTMENT COMPANY ACT OF 1940 


Priority: Undetermined 


Legal 15 USC 80a-17(j); 15 
USC 80a-37(a) 


CFR Citation: 17 CFR 270.17j-1 


Abstract: Rule 17j-1 requires every 
access person of a registered 
investment company, or of an 
investment adviser of or principal 
underwriter for the investment 
company to report to the investment 
company certain of his securities 
transactions. The Commission is 
considering whether to propose an 
amendment to this rule which would 
reduce the reporting requirement for 
investment company directors who are 
interested persons with respect to the 
investment company by reason of their 
affiliation with a registered broker- 
dealer. Members of the industry have 
characterized these reporting 
requirements as unnecessarily 
burdensome in some instances. Any 
such rule amendment would have the 
effect of lessening the reporting 
requirements currently imposed by the 
rule. As a result, the staff believes that 
the costs, which should be insignificant, 
of complying with any amendment 
would be significantly less than the 
benefits it would provide. 


Timetable: 


Action Date 
NPRM 09/30/83 
Smail Entity: Undetermined 
Agency Contact: Forrest R. Foss, 
Attorney, Securities and Exchange 


Commission, Division of Investment 
Management, 450 5th Street, N.W. (Stop 


FR Cite 


5-2), Washington, D.C. 20549, 202 272- 
2147 


RIN: 3235-AA68 


52. PROPOSED RULE 22D-6 UNDER 
THE INVESTMENT COMPANY ACT 


Priority: Undetermined 


Legal 15 USC 80a-6(c); 15 
USC 80a-37(a) 


CFR Citation: 17 CFR 270.22d-6 


Abstract: The Commission is 
considering whether to adopt rule 22d-6 
under the Investment Company Act, 
which was proposed for public 
comment in Release IC-13183 (April 22, 
1983), and for which the public 
comment period was extended to 
September 30 in Release IC-13412 (July 
29, 1983). The proposed rule would 
exempt investment companies (“funds”) 
and other related entities from Section 
22(d) of the Act, which requires that 
fund shares be sold only at a current 
public offering price described in the 
prospectus, and it would permit 


‘variations, including negotiation, in the 


sales loads on investment company 
shares. If adopted, existing rules 22d-1 
through 22d-5 would be rescinded. In 
recent years, a large number of 
applications have been filed to permit 
the types of variations that would be 
permitted by the proposed rule, and the 
rule would eliminate the cost of such 
applications. This would benefit small 
companies since the cost of an 
application is probably more 
burdensome for a small company than 
a large company. The proposed rule’s 
provision that would permit retail 
negotiation of sales loads may foster 
greater competition in the sale of fund 
shares, and this may impact small 
companies. (cor.t) 


Timetable: 
Action 


NPRM 

NPRM Comment 
Period Begin 

NPRM Comment 
Period End 

Final Action 12/31/83 

Small Entity: Undetermined 


Additional information: However, the 
nature and degree of such impact are 
impossible to determine since any 
negotiation under the proposed rule is 
optional with a fund, and since the 
market for investment company shares 


04/22/83 
04/22/83 


FR Cite 


48 FR 19887 
48 FR 19887 


09/30/83 


Current and Projected Rulemakings 


is influenced by many other factors 
such as changes in the economy, 
interest rates, investor attitudes, and 
investor information. While alternatives 
other than the proposed rule were 
considered, the rule as proposed was 
deemed by the Commission to be 
appropriate in the public interest and 
consistent with the protection of 
investors. 


Agency Contact: Jeffrey Puretz, Esq.. 
Attorney, Securities and Exchange 
Commission, Division of Investment 
Management, 450 5th Street, NW (Stop 
5-2), Washington, DC 20549, 202 272- 
3036 


RIN: 3235-AA17 


53. RULE 202-1 UNDER THE 
INVESTMENT ADVISERS ACT OF 
1940, EXCLUSION OF CERTAIN 
PERSONS WHO OFFER INVESTMENT 
ADVICE TO THEIR EMPLOYER- 
SPONSORED EMPLOYEE BENEFIT 
PLANS 


Priority: Undetermined 


Legal Authority: 15 USC 80b-11(a) 
CFR Citation: 17 CFR 275.202-1 


Abstract: Rule 202-1 generally excludes 
from the Advisers Act definition of 
investment adviser persons whose only 
advisory activities consist of providing 
investment advice to an employee 
benefit plan, as defined in ERISA, 
sponsored by their employer. The rule 
was adopted primarily to preclude such 
persons from voluntarily registering 
under the Advisers Act and thereby 
qualifying as “investment managers” 
under ERISA. The Commission 
proposed in Investment Advisers Act 
Release No. 870 (July 15, 1983) (48 FR 
33312) that Rule 202-1 be rescinded. The 
costs and benefits of rescinding the rule 
cannot be estimated at this time; 
however, any costs to persons subject 
to the rule would be minimal in that 
rescinding the rule would permit but 
generally not require their ee 
under the Advisers Act. 


Timetable: 
Action 





Date 


07/15/83 
07/15/83 


FR Cite 


48 FR 33312 
48 FR 33312 
Period Begin 

08/22/83 


09/30/83 
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t, 450 5th Street, NW (Stop 
5-2), Washington, DC 20549, 202 272- 


Legal = 15 USC 80b-4 Advisers 
Act; 15 USC 80b-11 Advisers Act 


CFR Citation: 17 CFR 275.204-2 


Abstract: The rule requires a registered 
investment adviser to make and keep 
true, accurate, and current certain 


records enable the Commission's 
examination personnel to review the 
investment adviser’s activities to 
determine whether they are i 
their responsibilities to their clients and 
lying with the relevant provisions 
of the Federal securities laws and the 
rules thereunder. Inasmuch as most 
investment advisers, as a matter of 
sound business practice, are likely to 
intai records 


compliance are minimal. However, the 
rule is being reviewed to determine 
whether there are any unnecessary 
provisions which can be deleted or 
unduly complex provisions which can 
be simplified. These revisions, which 
are the product of the first 
comprehensive review the rule has 
received since it was adopted in 1962, 
would also reflect changes in the nature 
of the investment advisory business 
since adoption of the rule and the 
experience of the Commission's staff in 
conducting its inspection program. The 


revisions are (cont) 


CONT: intended to reduce the already 
minimal incremental costs an 
investment adviser incurs in complying 


with the rule. The revisions are 
intended to result in recordkeeping 
rules which are easier to comply with 
and which permit the Commission's 
staff to conduct inspections of 
investment advisers more quickly and 
efficiently. Those recordkeeping 
requirements remaining in the rule will 
be those the Commission believes 
necessary for the protection of 
investors. 


Agency Contact: Mary S. Champagne, 
Special Counsel, Securities and 
Exchange Commission, Division of 
Investment Management, 450 5th Street, 
NW (Stop 5-2), Washington, DC 20549, 
202 272-2079 


RIN: 3235-AA18 


55. PROPOSED RULE 205-3 UNDER 
THE INVESTMENT ADVISERS ACT OF 
1940 


Priority: Undetermined 
Legal Authority: 15 USC 80b-6a 
CFR Citation: 17 CFR 275.205-3 


Abstract: Section 205 prohibits, with 
certain limited exceptions, registered 
investment advisers from being 
compensated on the basis of a share of 
capital gains upon, or capital 
appreciation of, the funds or any 
portion of the funds of a client. On June 
10, 1983, in Investment Advisers Act 
Release No. 865, (48 FR 27771), the 
Commission proposed Rule 205-3 which 
would allow investment advisers to 
receive performance-based advisory 
fees under certain circumstances and 
which would have the effect of allowing 
advisers greater flexibility in structuring 
their compensation arrangement than is 
now permitted. The staff is of the 
opinion that the benefits of complying 
with the proposed rule would far 
outweigh the costs and believes that 
any costs associated with compliance 
would be insignificant. 


Timetable: 
Action Date 


NPRM 06/10/83 

NPRM Comment 06/10/83 
Period Begin 

NPRM Comment 09/12/83 
Period End 

Final Action 01/01/84 

Small Entity: Undetermined 

Contact: Forrest R. Foss, 
Attorney, Securities and Exchange 
Commission, Division of Investment 





FR Cite 


48 FR 27771 
48 FR 27771 


Current and Projected Rulemakings 


Management, 450 5th Street, NW (Stop 
5-2), Washington, DC 20549, 202 272- 
2147 


RIN: 3235-AA65 


56. RULES 206(3)-2 UNDER THE 
INVESTMENT ADVISERS ACT OF 1940 


Priority: Undetermined 


Legal 15 USC 80b-6(4); 15 
USC 80b-11(a) 


CFR Citation: 17 CFR 275.206(3)-2 


Abstract: On May 12, 1983, in 
Investment Advisers Act Release No. 
860, (48 FR 22328), the Commission 
proposed an amendment to Rule 206(3)- 
2 under the Investment Advisers Act of 
1940. The rule provides a non-exclusive 
method for compliance with Section 
206(3) of the Advisers Act in connection 
with agency cross transactions for an 
advisory client by persons who might 
be considered to be acting in a conflict 
of interest in violation of their fiduciary 
duties to the client. The rule requires 
that the transaction be affected 
pursuant to a written consent effective 
for a period not to exceed one year and 
executed by the advisory client after 
full written disclosure that the 
investment adviser and/or an affiliated 
broker-dealer are acting as agent for 
and receiving commissions from both 
parties and, accordingly, have a 
conflicting division of loyalties and 
responsibilities. The proposed 
amendment would eliminate the 
requirements for annual written 
consent, thereby reducing the cost of 
compliance with the rule by investment 
advisers. 


Timetable: 
Action Date 


NPRM 05/12/83 

NPRM Comment 05/12/83 
Period Begin 

NPRM Comment 06/28/83 
Period End 

Final Action 09/07/83 


Small Entity: Undetermined 


Agency Contact: Forrest R. Foss, 
Attorney, Securities and Exchange 
Commission, Division of Investment 
Management, 450 5th Street, NW (Stop 
5-2), Washington, DC 20549, 202 272- 
2147 


RIN: 3235-AA41 
CO AT Se nee mee ER A A A RS 





FR Cite 


48 FR 22328 
48 FR 22328 
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SEC 


PUBLIC UTILITY RULE 
57. @17 CFR PART 257— 


Legal Authority: 15 USC 790; 15 USC 79t 
CFR Citation: 17 CFR 256a; 17 CFR 257 


Abstract: The regulation will revise and 
update the record retention 
requirements pertaining to registered 
holding companies and their mutual or 
subsidary service companies. 
Timetable: 


Action Date 


NPRM 08/26/83 
NPRM Comment 09/03/83 
Period Beai 


FR Cite 


SECURITIES AND EXCHANGE COMMISSION (SEC) 


ACCOUNTING RULES 


58. REGULATION S-X — 
QUALIFICATIONS OF ACCOUNTANTS 
Priority: Undetermined 

Legal : 15 USC 77f; 15 USC 
77g; 15 USC 77j; 15 USC 77s({a); 15 USC 
78m; 15 USC 78n; 15 USC 78(w); 15 USC 
79e; 15 USC 79n; 15 USC 79t; 15 USC 80a-8; 
15 USC 80a-29; 15 USC 80a-30; 15 USC 80a- 
37(a); 15 USC 78I; ... 


CFR Citation: 17 CFR 210.2-01 


Abstract: Rule 2-01 states the basic 
qualifications of accountants who 
practice before the Commission and the 
general meaning of the requirement that 
such accountants be independent. The 
rule provides guidance to registrants 
required to file financial statements that 
have been audited by independent 
accountants and assures that the 
accountants are entitled to practice 
accounting and are independent. The 
rule does not impose any costs on 
registrants. 





10/31/83 


Smail Entity: Yes 

Contact: Clarence Staubs, 
Assistant Chief Accountant, Securities 
and Exchange Commission, Office of 
the Chief Accountant, 450 5th Street, 
NW, Washington, D.C. 20549, 202 272- 
2130 


RIN: 3235-AA43 


59. REGULATION S-X -- SEPARATE 
AND PRO FORMA FINANCIAL 
STATEMENTS 


Priority: Undetermined 
15 USC 77f; 15 USC 


Legal : 
77g; 15 USC 77j; 15 USC 77s(a); 15 USC 781; 
15 USC 78m; 15 USC 78n; 15 USC 780(d); 15 


USC 78w; 15 USC 79e; 15 USC 79n; 15 USC 
79t; 15 USC 80a-8; 15 USC 80a-20; 15 USC 
80a-37a; ... 


CFR Citation: 17 CFR 210.1-02(v); 17 CFR 
210.1-02(aa); 17 CFR 210.3-05; 17 CFR 
210.3-09; 17 CFR 210.3-10(a); 17 CFR 210.4- 
08(e); 17 CFR 210.5-04 (Schedule Ili); 17 CFR 
210.12-04; 17 CFR 210.11-01 and 11-03 


Abstract: These rules relate to the 
requirements for (1) financial 
statements of businesses acquired; (2) 
pro forma financial statements; (3) 
supplementary financial disclosures of 
subsidiaries, investees accounted for 
under the equity method, guarantors of 
debt and parent company; and (4) 
separate financial statements of 
affiliated companies and additional 
footnote disclosures and schedule 
information in other situations. These 
financial statements or disclosures are 
required to provide investors with 
additional, useful financial information 
in the specified situations. 


Timetable: 
Action Date 

End Review 12/31/83 
Small Entity: Undetermined 


Agency Contact: John W. Albert, 
Assistant Chief Accountant, Securities 
and Exchange Commission, Office of 
the Chief Accountant, 450 5th Street, 
NW, Washington, DC 20549, 202 272- 
2130 


RIN: 3235-AA64 


FR Cite 


SECURITIES MARKETS AND 
SECURITIES INDUSTRY RULES 


60. @RULE 10B-7 - STABILIZING TO 
FACILITATE A DISTRIBUTION 


Priority: Undetermined 


Legal : 15 USC 78c(b) Exchange 
Act; 15 USC 78j(a)(6) Exchange Act; 15 USC 


Current and Projected Rulemakings 


Action Date FR Cite 


NPRM Comment 10/18/83 
End 


Commission, Division of 
Corporate Regulation, 450 5th Street, 
NW, Washington, DC 20549, 202 272- 
7648 


RIN: 3235-AA92 


Existing Regulations Under Review 


78j(b) Exchange Act; 15 USC 78w(a) Ex- 
change Act 


CFR Citation: 17 CFR 240.10b-7 


Abstract: Rule 10b-7 regulates broker- 
dealers who place bids or make 
purchases for the purpose of pegging. 
fixing, or stabilizing the price of any 
security to facilitate an offering. The 
rule places restrictions on the timing, 
location, and pricing of such stabilizing 
bids or purchases, and provides that 
any such bid or purchase not made in 
compliance with the rule shall 
constitute a “manipulative or deceptive 
device or contrivance” as used in 
Section 10{b) of the Securities Exchange 
Act of 1934. The rule also imposes 
disclosure and reporting requirements 
in connection with stabilizing activities. 
Timetable: 


Action 


Begin Review 09/01/83 

End Review 12/31/84 

Small Entity: Undetermined 

Agency Contact: Howard A. Bartnick, 
Assistant Director, Division of Market 
Regulation, Securities and Exchange 
Commission, 450 5th Street, NW, 
Washington, DC 20549, 202 272-2874 


RIN: 3235-AA93 


Date FR Cite 


61. @RULE 11AA2-1 —- DESIGNATION 
OF NATIONAL MARKET SYSTEM 
SECURITIES 


Priority: Undetermined 
Legal Authority: 15 USC 78b Exchange 


Exchange Act; 15 USC 78i 
j Act, 15 USC 78k Ex- 


CFR Citation: 17 CFR 240.11Aa2-1 
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Prior to the adoption of Rule 
1, disclosure of trading 
tion in over-the-counter market 
OTC") stocks wes limited. The rale 
requires certain actively-traded 
securities to be designated as national 


burdens, the 
Commission believes that the benefits 
of increased pricing efficiency and 
enhanced opportunities for investors to 
receive best execution outweigh these 
burdens. 


USC 78w 
CFR Citation: 17 CFR 240.11Aa3-1 


Abstract: The Rule assures the 
nationwide availability of last sale data 


ea 
Exchange Act 


09/01/83 
09/01/84 


Small Entity: Undetermined 


Agency Contact: William W. Uchimoto, 
Attorney, Securities and Exchange 
Commission, 450 5th Street, NW, 
Washington, DC 20549, 202 272-2409 


RIN: 3235-AA83 


63. @RULE 11AC1-1 — FIRM 
QUOTATION RULE 


Priority: Undetermined 
Legal Authority: 15 USC 78&b Exchange 
Act, 15 USC 78c Exchange Act; 15 USC 78f 


we ena, Re Act; 15 

USC 78j Exchange Act; 15 USC 78k Ex- 
change Act; 15 USC 78k-1 Exchange Act; 15 
USC 780 Exchange Act; 15 USC 780-3 Ex- 
change Act; 15 USC 78q Exchange Act; 15 
USC 78w Exchange Act 


CFR Citation: 17 CFR 240.11Ac1-1 


Abstract: The Rule requires all national 
securities exchanges and associations 
to establish procedures for collecting 
from their members bids, offers and 
quotation sizes with respect to reported 
securities, and for making such bids, 
offers and sizes available to quotation 
vendors. It also requires that quotation 
information made available to vendors 
be firm subject to certain exceptions. 
Although the Rule imposes some 
burdens on the exchanges, in collecting 
and disseminating quotation 
information, the quality and reliability 
of the information disseminated to the 
public is enhanced. 


Timetable: 
Action 


Begin Review 09/01/83 

End Review 09/01/84 

Small Entity: Undetermined 

Agency Contact: William W. Uchimoto, 
Attorney, Securities and Exchange 
Commission, 450 5th Street, NW, 
Washington, DC 20549, 202 272-2409 


RIN: 3235-AA96 


Date FR Cite 


64. @RULE 11AC1-2 — VENDOR 
DISPLAY RULE 
Priority: Undetermined 
Legal Authority: 15 USC 78b Exchange 
Act; 15 USC 78c Exchange Act; 15 USC 78f 
Euhange Act, 15 USC 70 Exchange Act, 165 
USC 78j Exchange Act; 15 USC 78k Ex- 
change Act; 15 USC 78k-1 Act; 15 
USC 780 Act; 15 USC 780-3 Ex- 
change Act; 15 USC 78q Exchange Act; 15 
USC 78w Exchange Act 


CFR Citation: 17 CFR 240.11Ac1-2 
Abstract: The Rule establishes 
minimum requirements governing the 
manner in which transaction, quotation 


Regulations Under Review 


and market information is displayed by 
vendors of securities information and 
broker-dealers. Although the Rule 
imposes certain burdens associated 
with formatting information, compliance 
with the Rule ensures that information 
is displayed in a fair and useful form to 
the broker-dealers. 


Timetable: 
Action 


Begin Review 09/01/83 

End Review 09/01/84 

Smail Entity: Undetermined 

Agency Contact: William W. Uchimoto, 
Attorney, Securities and Exchange 


Commission, 450 5th Street, NW, 
Washington, DC 20549, 272-2409 


RIN: 3235-AA84 


65. @RULE 12D2-1 - SUSPENSION OF 
TRADING 

Priority: Undetermined 

Legal Authority: 15 USC 781-4 Exchange 
Act; 15 USC 78w-1 Exchange Act 

CFR Citation: 17 CFR 240.12d2-1 


Abstract: Rule 12d2-1 provides that an 
exchange may suspend trading in a 
listed secruity in accordance with its 
rules and requires notice thereof to the 
Commission. The Commission is at the 
initial stages of its review of this rule. 
Consequently, potential alternatives to 
the rule, as well as their costs and 
benefits, have yet to be considered. 


Timetable: 
Action 


Begin Review 09/01/83 
End Review 09/01/84 
Small Entity: Undetermined 

Contact: Michael Cavalier, 
Branch Chief, Exchange Regulation, 
Securities and Exchange Commission, 
450 5th Street NW, Washington, DC 
20549, 202 272-2910 


RIN: 3235-AA85 


Date FR Cite 


66. @RULE 12D2-2 - REMOVAL FROM 
LISTING AND REGISTRATION OF 
MATURED REDEEMED OR RETIRED 
SECURITIES 


Priority: Undetermined 

Legal Authority: Se ep 
Act; 15 USC 78w-1 Exchange Act 

CFR Citation: 17 CFR 240.12d2-2 


Abstract: Rule 12d2-2 provides the 
conditions under which a matured, 
redeemed or retired security may be 
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removed from listing and registration 
from a national securities exchange. In 
addition, the rule provides procedures 
for an exchange to strike a security 
from listing and registration or an 
issuer of a security to withdraw such 
security from exchange listing and 
registration. The Commission is at the 
initial stages of its review of this rule. 
Consequently, potential alternatives to 
the rule as well as their costs and 
benefits have yet to be considered. 





Begin Review 09/01/83 

End Review 09/01/84 

Small Entity: Undetermined 

Agency Contact: Michael Cavalier, 
Branch Chief, Exchange Regulation, 
Securities and Exchange Commission, 
450 5th Street, NW, Washington, DC 
20549, 202 272-2910 


RIN: 3235-AA97 


67. @RULE 17A-17 - REQUIREMENTS 
FOR BLOCK POSITIONER EXEMPT 
CREDIT FORM X-17A-17 - FORM 
ACCOMPANYING RULE 17A-17 


Priority: Undetermined 


Legal = 15 USC 78b Ex 
Act; 15 USC 78c Exchange Act; 15 USC 78f 


CFR Citation: 17 CFR 240.17a-17; 17 CFR 
249.X-17A-17 


Abstract: The Rule sets forth 
compliance requirements for those 
receiving Block Positioner exempt credit 
pursuant to Regulation U. Because these 
compliance requirements, which include 
the filing of Form X-17A-17, are no 
longer offset by any substantial 
regulatory benefits as compliance with 
exempt credit is reviewed through 
Commission and self-regulatory 
organizations, the Commission has 
proposed rescinding the Rule and 
adopting a definitional rule, Rule 3b-8 
to define terms contained in Regulation 


Date 


Begin Review 03/30/83 
End Review 10/30/83 


Small Entity: Undetermined 


FR Cite 


Agency Contact: William W. Uchimoto 
Attorney, Securities and Exchange 
Commission, 450 5th Street, NW, 
Washington, DC 20549, 282 272-2409 


RIN: 3235-AA86 


68. @RULE 17F-1 — REQUIREMENTS 
FOR REPORTING AND INQUIRING 
WITH RESPECT TO MISSING, LOST, 
COUNTERFEIT OR STOLEN 
SECURITIES 


Priority: Undetermined 
Legal Authority: 15 USC 78q(f)(1) Ex- 
change Act 


CFR Citation: 17 CFR 240.7f-1 


Abstract: Rule 17f-1 establishes a 
central data base of reported securities 
thefts and losses. Generally, the rule 
requires reporting institutions to report 
all lost, counterfeit, missing or stolen 
securities and to inquire respecting 
securities coming into possession to 
ascertain whether the securities have 
been reported as lost, counterfeit, or 
stolen unless the securities are received 
from a customer, a reporting institution 
or the issuer or as a part of a 
transaction which has an aggregate 
market value $10,000 or less. A 
reporting institution may register either 
as a direct inquirer and contact the 
Commission's designee (Securities 
Information Center) directly and pay for 
direct access or as an indirect inquirer 
and arrange for a direct inquirer to 
make the necessary inquiries on its 
behalf. An indirect inquirer does not 
pay the fees for inquiries made. This 
rule is currently being reviewed to 
assess the potential costs and benefits 
to the securities industry and the 
public. 


Timetable: 
Action 


Begin Review 09/01/83 

End Review 12/31/84 

Small Entity: Undetermined 

Agency Contact: Jonathan Kallman, 
Branch Chief, Securities and Exchange ~ 
Commission, 450 Fifth Street, NW; 
Washington, DC 20549, 202 272-2775 


RIN: 3235-AA94 


Date FR Cite 


69. @RULE 19B-3 - PROHIBITING 
FIXING OF RATES OF COMMISSION 
BY EXCHANGES 


Priority: Undetermined 


Legal Authority: 15 USC 78b Ex 
Act; 15 USC 78f Exchange Act; 15 USC 78j 
Exchange Act; 15 USC 78k Exchange Act; 15 


48211 


Existing Regulations Under Review 


USC 78s Exchange Act; 15 USC 78w Ex- 
change Act 
CFR Citation: 17 CFR 240.19b-3 


Abstract: This rule prohibits a national 
securities exchange from adopting or 
retaining any rule that directly or 
indirectly requires its members or 
persons associated with its members to 
charge any person a fixed rate of 
commission for transactions effected on 
or through the use of the facilities of 
that exchange. The Commission is at 
the initial stages of its rule review 
process. 
Timetable: 
Action 


Begin Review 09/01/83 . 
End Review 09/01/84 

Smaii Entity: Undetermined 

Agency Contact: William W. Uchimoto, 
Attorney, Securities and Exchange 


Commission, 450 5th Street, NW, 
Washington, DC 20549, 202 272-2409 


RIN: 3235-AA87 


FR Cite 





70. @RULE 198-4 - - - FILINGS WITH 
RESPECT TO PROPOSED RULE 
CHANGES BY SELF-REGULATORY 
ORGANIZATIONS 

FORM 198-4 


Priority: Undetermined 


Legal : 15 USC 78b Exchange 
Act; 15 USC 78c Exchange Act; 15 USC 78f 
Exchange Act; 15 USC 78k-1 Exchange Act; 
15 USC 780-3 Exchange Act; 15 USC 780-4 
Act; 15 USC 78q Exchange Act; 15 
USC 78q-1 Exchange Act; 15 USC 78s Ex- 
change Act 
CFR Citation: 17 CFR 240.19b-4; 17 CFR 
249.819 


Abstract: The Securities Exchange Act 
of 1934 provides that a substantial 
portion of the regulation of the — 
securities industry be conducted by 
self-regulatory organizations (“SRO”) 
with Commission oversight. Section 19 
requires that the Commission publish 
for public comment SRO rules and 
make certain findings prior to approval 
of any such rules. Rule 19b-4 and Form 
19b-4 were designed to provide the 
Commission with the information 
necessary to enable it to make the 
required findings. In 1980, after notice 
and public comment the Rule and Form 
were amended to clarify and simplify 
the filing process. The Commission will 
consider the costs and benefits of the 
rule and form during its rule review. 





e 
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Begin Review 09/01/83 
End Review 09/01/84 


Smail Entity: Undetermined 
Agency Contact: Ardith G. Eymann, 


03/07/83 48 FR 1404 
12/31/83 


Legal : 15 USC 78 

Act; 15 USC 78f Exchange Act; 15 USC 780-3 
Exchange Act; 15 USC 78s Exchange Act; 15 
USC 78w Exchange Act 

CFR Citation: 17 CFR 240.19g2-1 


Abstract: Section 19(g)(1) of the 
Securities Exchange Act of 1934 
requires national securities exchanges 
and registered securities associations to 
enforce compliance of their members 
with the provisions of the Act and rules 
and regulations thereunder. Section 
19{g)(2) of the Act empowers the 
Commission to exempt, by rule, any 
national securities exchange or 
registered securities association from 
the requirements of Section 19(g)(1). 
Rule 19g2-1 exempts national securities 
exchanges and registered national 
securities associations from having to 
(1) enforce compliance with certain 
sections of the Act, (2) enforce 


CFR Citation: 17 CFR 229.801(c); 17 CFR 
229.802(c) 


Completed: 

Reason Date 
Final Action 08/11/83 
Small Entity: No 


Agency Contact: Edmund Coulson 202 
272-2130 


RIN: 3235-AA76 





FR Cite 


75. AMERICAN DEPOSITARY 
RECEIPTS 


Priority: Undetermined 


CFR Citation: 17 CFR 230.174; 17 CFR 
230.405; 17 CFR 230.457; 17 CFR 230.466; 


17 CFR 239.5; 17 CFR 239.19; 17 CFR 


239.36; 17 CFR 240.15d-3 
Completed: 
Reason 
Final Action 
Final Action 
Effective 
Smaii Entity: Yes 


03/18/83 48 FR 12346 
03/24/83 48 FR 12346 


Existing Regulations Under Review 


compliance with the Act of associated 
persons of members who are not 
“securities persons” or “control 
persons”, or (3) examine, inspect, or 
require periodic reports of associated 
persons of members who are not 
nonclerical “securities persons.” The 
Commission will consider potential 
costs and benefits during the rule 
review process. 


Timetable: 
Action 


Begin Review 09/01/83 
End Review 09/01/84 


Small Entity: Undetermined 


Contact: Ardith G. Eymann, 
Chief Counsel, Division of Market 
Regulation, Securities and Exchange 
Commission, 450 5th Street, NW, 
Washington, DC 20549, 202 272-2844 


RIN: 3235-AB02 


Date FR Cite 


Compieted Actions 


Agency Contact: Ronald Adee 202 272- 
3250 


RIN: 3235-AA73 
open NR A ET A AIT 


76. FACILITATING SHAREHOLDER 
COMMUNICATIONS 
Priority: Undetermined 
CFR Citation: 17 CFR 240.14a-3(b); 17 
CFR 240.14a-3(d); 17 CFR 240.14b-1; 17 CFR 
240.17a-3 
Completed: 
Reason 
Final Action 
Final Action 
Effective 
Small Entity: No 
Agency Contact: Eric E. Miller 202 272- 
2589 


Date FR Cite 


07/28/83 
11/01/83 . 


RIN: 3235-AA04 


77. PROPOSED AMENDMENTS TO 
RULE 14A-8 RELATING TO SECURITY 
HOLDER PROPOSALS 


Priority: Undetermined 
CFR Citation: 17 CFR 240.14a-8 
Completed: ° 


Reason Date 
Final Action 08/16/83 
Smaii Entity: No 





Federal Register / Vol. 48, No. 201 / Monday, October 17, 1983 / Unified Agenda 


78. RULE 108-10 - CONFIRMATION 
OF TRANSACTIONS 


Priority: Undetermined 
CFR Citation: 17 CFR 240.10b-10 


Date FR Cite 


04/18/83 48 FR 17583 
07/25/83 48 FR 17583 


79. SECURITIES EXCHANGE ACT 
RULE 15C3-2: USE OF CUSTOMER 
FREE-CREDIT BALANCES 


Priority: Undetermined 
CFR Citation: 17 CFR 240.15c3-2 








Date FR Cite 
08/12/83 48 FR 37928 
Smail Entity: Yes 


Agency Contact: Gregory K. Todd, Esq. 
202 272-7317 


RIN: 3235-AA10 





COMPLETED REVIEWS 


81. RULE 3A12-1-EXEMPTION OF 
CERTAIN MORTGAGES AND 
INTERESTS IN MORTGAGES 


Priority: Undetermined 
CFR Citation: 17 CFR 240.3a12-1 


Completed: 

Reason Date 
End Review 08/15/83 
Small Entity: No 


Agency Contact: Ardith Eymann 202 
272-2844 


RIN: 3235-AA40 


FR Cite 


82. SECURITIES EXCHANGE ACT 
RULE 3A12-2—-EXEMPTION OF _ . 
CERTAIN SECURITIES, THE INCOME 
ON WHICH IS SUBSTANTIALLY 
GUARANTEED BY STATES OR 
POLITICAL SUBDIVISIONS THEREOF 


Priority: Undetermined 

CFR Citation: 17 CFR 240.3a12-2 
Completed: 

Reason Date 
End Review 08/15/83 
Small Entity: No 


Agency Contact: Ardith Eymann 202 
272-2844 


RIN: 3235-AA57 


FR Cite 


83. RULE 3A12-4—-EXEMPTIONS FROM 
SECTIONS 15(A) AND 15(C)(3) FOR 
CERTAIN WHOLE MORT 


GAGES 
Priority: Undetermined 
CFR Citation: 17 CFR 240.3a12-4 
Completed: 
Reason Date 
End Review 08/15/83 
Small Entity: No 


Agency Contact: Ardith Eymann 202 
272-2844 


RIN: 3235-AA58 


FR Cite 


84. SECURITIES EXCHANGE ACT 
RULE 8C-1: HYPOTHECATION OF 
CUSTOMERS’ SECURITIES 


Priority: Undetermined 
CFR Citation: 17 CFR 240.8c-1 
Completed: 


Reason Date FR Cite 





End Review 08/15/83 


Smail Entity: No 
Agency Contact: Michael Macchiaroli 
202 272-2904 


RIN: 3235-AA59 


48213 
Completed Actions 


85. RULE 15A-2-EXEMPTION OF 
CENTAIN SECURITIES OF CO- 
OPERATIVE APARTMENT HOUSES 
FROM SECTION 15(A) 


Priority: Undetermined 

CFR Citation: 17 CFR 240.15a-2 
Completed: 

Reason Date 
End Review 08/15/83 
Small Entity: No 


Agency Contact: Ardith Eymann 202 
272-2844 


RIN: 3235-AA60 


FR Cite 


86. SECURITIES EXCHANGE ACT . 
RULE 15A-4; FORTY-FIVE DAY 
EXEMPTION FROM REGISTRATION 
FOR CERTAIN MEMBERS OF 
NATIONAL SECURITIES EXCHANGES 


Priority: Undetermined 

CFR Citation: 17 CFR 240.15a-4 
Completed: 

Reason Date 
End Review 08/15/83 
Smail Entity: No 


Agency Contact: Ardith Eymann 202 
272-2844 


RIN: 3235-AA61 


FR Cite 


87. SECURITIES EXCHANGE ACT 
RULE 15A-5; EXEMPTION OF 
CERTAIN NON-BANK LENDERS 


Priority: Undetermined 

CFR Citation: 17 CFR 240.15a-5 
Completed: 

Reason Date 
End Review 08/15/83 
Smail Entity: No 


Agency Contact: Ardith Eymann 
272-2844 ; 


RIN: 3235-AA62 


FR Cite 


88. SECURITIES EXCHANGE ACT 
RULE 15C2-1: HYPOTHECATION OF 
CUSTOMERS’ SECURITIES 


Priority: Undetermined 
CFR Citation: 17 CFR 240.15c2-1 


Completed: 
Reason Date 


End Review 08/15/83 
Smail Entity: No 





FR Cite 
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against capitalization would not apply 
to those companies which had 
disclosed the practice of capitalization 
prior to the date of issuance of the 


proposed rules; those registrants would 
be required to disclose the effect of not 
expensing all such costs as incurred. 
Although the proposed rules should 
result in no additional recordkeeping or 
data collection costs, they may have a 
significant impact on the reported net 
income of a registrant. It is 
undetermined whether that impact on 
reported net income could affect a 
registrant's competitive or capital 
raising position. 

Timetable: * 


Action 
Finai Action 
Smail Entity: No 
Contact: Robert K. Herdman, 
Professional Accounting Fellow, 
Securities and Exchange Commission, 
Office of the Chief Accountant, 450 5th 
Street, NW, Washington, DC 20549, 202 
272-2130 


RIN: 3235-AB08 

91. @RULE 0-1 UNDER THE 
INVESTMENT COMPANY ACT OF 1940 
~ DEFINITION OF TERMS USED IN 
THE RULES AND REGULATIONS 


Priority: Undetermined 
CFR Citation: 17 CFR 270.01 
Timetabie: 
Action 

End Review 
Smaii Entity: No 
Agency Contact: Carolyn Uberman, 


Date FR Cite 
08/04/83 48 FR 36566 


Date 
08/10/83 


FR Cite 


_ Securities and Exchange Commission, 


Division of Investment Management, 
450 5th Street, NW, Washington, DC 
20549, 202 272-2025 


RIN: 3235-AA79 


92. @RULE 13A-1 UNDER THE 
INVESTMENT COMPANY ACT OF 1940 
~ EXEMPTION FOR CHANGE OF 
STATUS BY TEMPORARILY 
DIVERSIFIED COMPANY 


Priority: Undetermined 
CFR Citation: 17 CFR 270.13a-1 


Completed Actions 


Timetabie: 
Action 

End Review 
Small Entity: No 
Agency Contact: Carolyn Uberman, 
Securities and Exchange Commission, 
Division of Investment Management, 


450 5th Street, NW, Washington, DC 
20549, 202 272-2025 


RIN: 3235-AA80 


08/09/83 


93. @RULE 32A-1 UNDER THE 


PROVISIONS OF SECTION 32(A) 
Priority: Undetermined 

CFR Citation: 17 CFR 270.32a-1 
Timetable: 
Action 

End Review 
Small Entity: No 
Agency Contact: Carolyn Uberman, 
Securities and Exchange Commission, 
Division of Investment Management, 


450 5th Street, NW, Washington, DC 
20549, 202 272-2025 


RIN: 3235-AA81 


Date 
08/10/83 


FR Cite 


94. @RULE 32A-2 UNDER THE 
INVESTMENT COMPANY ACT OF 1940 
— EXEMPTION FOR INITIAL PERIOD 
FROM VOTE OF SECURITY HOLDERS 
ON INDEPENDENT PUBLIC 
ACCOUNTANTS FOR CERTAIN 
REGISTERED SEPARATE ACCOUNTS 


Priority: Undetermined 

CFR Citation: 17 CFR 270.32a-2 
Timetable: 
Action 

End Review 
Small Entity: No 


Agency Contact: Carolyn Uberman, 
Securities and Exchange Commission, 
Division of Investment Management, 
450 5th Street, NW, Washington, DC 
20549, 202 272-2025 

RIN: 3235-AA82 

[FR Doc. 83-28074 Filed 10-14-83; 8:45 am] 


BILLING CODE 8010-01-T 


Date 
08/09/83 


FR Cite 





Now Available 


1980-1981 
Microfilm 
Editions of 
the Federal 
Register 


The microfilm editions of the Fed- 
eral Register for 1980 and 1981 
(volumes 45 and 46) are now avail- 
able at a cost of $735. These 
volumes cover 150,566 pages, the 
annual indexes, and the quarterly in- 
dexes of the List of CFR Sections 
Affected. Volume 45, the 1980 edi- 
tion, is available on 26 rolls of 
microfilm at a cost of $390. Volume 
46, the 1981 edition, is on 23 rolls 
and costs $345. The entire microfilm 
publication (M190), now comprising 
410 rolls and spanning the years 
1936-1981, is for sale at $6,150. 
Further information concerning the 
1980-81 volumes or any other vol- 
umes may be obtained from the Pub- 
lications Sales Branch (NEPS), Na- 
tional Archives and Records Service, 
Washington, D.C. 20408. 
Institutions or business may place 
their orders directly with NEPS. The 
Federal Register is filmed on 35 
mm. roll film only. 











